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Pereira 

'TElIiFKATjON ATI r AN~i ' 

])1iuritiaeologiHt, vrm bom at Bhoredltch^ 
Jamdtni, on 22 May 1804, 11 is fatlu^r, an 
luulorwriit^r at Lloyd’s, was in atraitoned 
eiremnstanct^H, and l^onnra was sant, wlnm 
alanit tan ymm old, to a clasHical academy 
in Canaan ritwnd., Finsbury. Five years later 
he was articled to a naval «\irg(H)u and apotho* 
(sary named Latham, then a general practL 
turner in the City Hoad, In 1 h 21 he became 
a pupil at th(^ Aldersgate Htreet general dia- 
pemary, where lu^ studied ohamiHtry,mat(U-ia 
modica, and medicine undtir Dr. IhSnry Olut- 
terbuck (j , v.], natural philosophy under Dr. 
(ieorge TbirkhtHdc fq. v,], and botany under 
pr, William Um\i^ (l7mAB^7) [q.v,] In 
1822 hti entt^red Ht. Bartholomew’s Hospital, 
and, qualifying as licentiate of the Society of 
Apotuamrias m March 1828, when \mder 
iunfd4Km,waH at once appointed apothecary to 
the dispensary, lie tlion formcal a students’ 
cdt , for whoso use he translatial the * London 
PI macopteia * of 1 824, puhlisluKl ^ A Belec- 
tic f Prescxiptlons ’ in Engl isli and in Latin, 

Ml 4. (hmcral Table of Atomic Numbers 
wl n Introduction to the Atomic Theory/ 
atr ew up a * Manual h)r Medieval Students,’ 
wl was aftc!rwards,with his consent, edited 
by ; John StoggalL Having qualiflcai as a 

siu \i in lB25, lie was, next year, appointed 
Im ir on cliemistry at the clia|>en8ary, and 
mq tUx emsed for some years to publish, 
dev. ig^aueh of his time to the collection 
of rfe '* rials for his great work on materia 
nmd ' In 1828 he became a hdlow of th© 
Linn |i Society. A powerful man, with an 
i roll wAatitiition, h© rose at six in th© mom- 
ing., and for many years worked sixteen 
}\ 0 \iU a day. He took lessons in French and 
(Jerman for the purposes of his work, and, 
tfcon,|]a possCftsittg a very retentive memory, 
liitrtocopbw notes on all he read, iCn 1828 
iiw* 


Pereira 


ho began to lecture on materia nunlica at 
Aldersgate Htreet, and, tintil about 1841, he 
delivered two or three lectures day. 

On his marriag(', in Heptembm* 1 882, lu^ 
rosigncnl to his brother th(^ post of apothe- 
cary to the disptuiHary, and began to practises 
as a surgeon ui AhforHgat(3 Htreet; but in 
the winter of the same year he was madt! 
proft^Hsor of materia imulica in the new 
medical school whicli took the plnce of the 
Aldorsgate Htreet dispensary; and, in 1828, 
was chosen to succeed Dr. (fordon as lec- 
turer on chemistry at the London Hos- 
pital. Ilis lectures on materia medica were 
priniied in the * Medical Oarette’ between 
1825 and 1827, translatiul into German, and 
republiahod in India. In 1828 he was cilacted 
fellow of the Royal Hoci(3ty. The two parts of 
his magnum apw, * The Elomenta of Materia 
Medica/ first app(iared in 1829 and 1840, and 
in the former year h© was made examiner in 
materia medica to the university of London. 
He was offered the chair of chemistry and 
materia medica at Ht. Bartholomew’s Hos- 
pital, but declined it on being required to 
resign all other posts. At this time he was 
making 1,0004 a year by his lectures, and 
had so large a class at Aldoragate Htreet 
that he built a new thcatTO for them at a cost 
of 7004 Nevertheless, in 1840 he resolved to 
leave London for t#e years in order to gra- 
duate at a Scottish university, but changed 
his plans to become a candidate for a vacant 
aasistant.-physicianship at the London Hos- 
pital, Within a forfcnight ho prepared for 
and passed the examination for th© licentiate- 
shin of th© Oollag© of Physicians— a needful 
quoHfioation, ADout the same time ho ob- 
tain^ th© diploma of M,D. from Erlangen, 
and was elected to th© post h© sought, On 
th© foundation of th© Pharmaceutical So- 
ciety in 1842, he gate two lectures at their 

n 
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school of pharmacy in Bloomsbury Hcumrc 
on the elementary com]:)ORitifm of bvods, 
which he afterwards amp lified inft^ a * Trea- 
tise on Pood and Diet/ published in lH|:i 
In that year ho gave tlm'o le(‘tures on 
polarised light, and, on btung clu^Hen tlje 
first professor of matt^ria medicnt of tlie 
ciety, delivered the first complefo course in 
this subjectgivim to pharmaceutical clnunislH 
in England. In 1845 ho became f»41ow of 
the Koyal College of Physiciaim, 1 1 is prac- 
tice as a physician increasing, he grmlually 


* Pcrii;'al 

^ f J.innul, « i»iii .* 

?'T,' I'.,'! 

,s;,, rt; 

I>KIU'’{)HA'WH. AM>nK\S 
»T Uoum;. Avitiu.w.] *’ 


Of an acciuimti, on I'li Jam Im: 
buried m Pensal Green eemetimy,' Ho had 
extensive foreign t^orrespoiulenctu always in- 
sisted on seeing drugs, if poKwblo, id tln^ 
condition in which they were imported: exa- 
mined tliein both with the microscope and 
thepolariscope; and paid eipial attention to 
their botamca , ehemuMil, and physiolodcal 
characters. His collection hmum tlie prt>- 
perty of the Pliarmacmit ical Homhuv. A 
medal by Wyon was strmdc in his mhitiory 
Z m!t! '"'"‘■•''t.v, IU..I tt Urn, 

Hoapital. riiere is also an engravinl portrait 
ot him, by D. Pound, in the * PharirnKumtical 
Journal ’ for 1852 ^5 (p. 4fH)), 

Bosidoa tliirty-fivd piipots, mostly in tlw 
I harmaramticml Journal,’ lH4;i~flJ, 
wiaignud oontnbiitioiiti, and r l.riin«lntion tif 
Matteuoois ‘Loc.turcH on tho I'livmtml I’lio- 

iTtendmnn^'fitT «>•' HUfmr- 

11 A m 1 .P’ * works itmliido" 

18J4 ’ iaa4, lOmo. a. ' a Bolm-tion'of fC 
scnirtions . , . for Studwitd ... * iKjl t Klmo 
which, under th« title -Hidoctao l*ra.H<’*rii»ui ’ 

IflOtrZ '“lif iitnedown to 

i™.Y> hMidfts niimeroua editiimn i„ , 1 .. 

Atomic Number?! Ha?!' !■& '/ 

of the Materia Mmlioa,’ lM‘t!».4o ii - Zj 

edit, under the title of 

Sr fits US'i "J'*! “■ "““"V 


rKiiKiAii, AUTiirn orKp Np, 

I hiHloruuil imint-r, do-..vn,b..i fr,,,,, „„ 

: Niirmnn .iriv.-u t.. 

! about 1,K» J|„ i J* 

I ho Koyal Aombnny, nn.f in l«n thl 

! ({(dti modal fir liisiofirnt iBitnttno fti,, ,,,1,. 

.lort lioitiif ’ rit.'ltint. «■!.., tohiiirf fW.iifo ut 

tbo ntr. of A.!,n,.,n.i.’ H.. bli ',„S. n 
! I.‘<1() to o\blbl( liodi «t lh„ Vrlb.J.. 

mid at tiio lint, . 4 , li,»ti!itiiMn, i-.n4it«a- to 
. tlio tormora t^.nrmt and M^nri-n 

. iloliyonii^ to ( titm.'i.o. h-r K'itv,«,-ll l„.tf..r 

j CnWio-itorutton.iriin. lb, . 
tt»d ■H-b-nu and lior.,,,,, ’ rl»‘ < I' I, 
:mtm.ttor Nig ,t% it, 

‘ a* Iho Koval Aruib-mi bv • Aridic,,., 

! kI':'.',?'’*;-!' ,!•» i-'nvmu.t.a.i.','; 

>r thhdf 'll*' tlio K„s 

h r,' "'p r ' l*‘‘« di«'ovortii!f 

i liuitoolfl,, htAJan,,,, tl,.. ‘ Jioaii, 

0Lt,nm‘i„‘"Ktr.'!j '•'■‘'‘’I’*' '•>* *»"• 

iHaH,, 11 ,.. Jlnr.C m |hOH, j|„ f,,. • 

nnr aoonr mji ii^ 1 ^,, 

Man .'hi?'’"'* r.m..l.d to 

burgh, whttn* hi^ a v«ry 

«W| ton a« a to.,, l,„r ,.f drawing, a, „| fJL 

IVriont .ti Aradotiiy, 

I eri|, at dmd sttddwilv if t ||t|i tUm 

itw son, Aitriipii Piiiiiii4i, f |f«i\ 

It i T. ”* Hin'iii? trS 

iHtbor. At tlmi a dr«winffwm»*t|.f Uhiin. 
Kiuitelbk In t' “ «*.'Oy ’tf Jofitl 

hr wmtrtbtttnr of la„d«a,w, 
t«an tr«, Imndrod. «„ wmod 

wCitilVinilfl* 

oi«ww„aiiy ,Mt„ tl»« «»o«nta„,ntt» dtatrfew 
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of KiipflHiul and Wale«, lie ropoatodly 
viHitod Switzorland and Italy, and also mado 
an extondod tour in Norway; but lus pro- 
ftuenco was for the scenery of the Scottish 
Ilighlands and tln^ banks of the Tweed and 
Ttwiot. In 1841 he was elected an associate 
of the Iloyal Scottish Academy, and in 18()8 
he becann^ an acadeinician. lie painted also 
in wat(ir“«colc)urs, and exhibited occasionally 
at the ^ Royal Academy and other Lotidon 
exhibitions. He was a keen and skilful 
angltn\ He died suddenly at 7 Oxford Tor- 
race, hklinburgh, on 5 June 1884, and was 
buried^ in the Dean Oemetery. ^ Moorland, 
near Kmloolnwt*, Uoss-shire,' by him, is in 
the National Gallery of Scatland, 

[IMinhurah Hvening Oourant, 20 Bopt. 1847; 
Boytd Araclemy Rxhibir.ion Catalogues, 1810- 
1821; British XOHtitutlon Exhibition Oataloguos 
(Inriijg Artists), 1810 -28 ; Royal Scottish Aca- 
demy , Exhibition Oatalognos, 1838-47; Rod- 
gravo’s Diet, of Artists of the English School, 
1878, For the son, soe Scotsman, 0 Iwne 1884; 
Bryan’s Diet, of Ihunters and Engravers, od, 
Graves and ArmHtM)ng, 1880-9, ii. 273 ; Boyal 
Scottish Academy Exhibition Catalogues, 1838- 
1884; Royal Academy Exhibition Catalogues, 
1801 . 44 .] 

PERKINS, [Bo 6 also PAumm.] 

PERKINS, ANaTEU MAROII (1799 P- 
IBBl), engineer and inventor, second son 
of Jacob Ihirkins, was born at Newbury 
i^ort, MaBsachusettH, at the (md of the last 
century, Ho came to Plngland in IB27, 
and wtw for some time associated with his 
father in perfectinff his method of engraving 
bank-^notes, and ox using steam under very 
Jngh ]')reHmir(U^ Following up the latter sub- 
ject, l*m*kins introduced a method of warm- 
Jin^ buildings by means of hot water circu- 
lating tlirough small clostMl pipes, which came 
intci extensive two, and was the foundation 
of a large business carried on drst in Ilarpur 
Btreet, and Hubscw|uently in Francis Street, 
now Beaford Street, Gray’s Inn lioad, Ijon- 
cIoHj The mf'4ihod was improved from time 
to timCj, the various modifications being em- 
bodit^ in patents granted in 1831 (No. 6148), 
1889 (No. Bin 1), and 1841 (No. 9664). In 
1S4B he took out a patent (No, 9664) for the 
manufacture of iron by the use of super- 
hoatod iteain, which contained the germ of 
aubsoquent discoveries relating to the con- 
version of iron into steel and the elimination 
of phosphorus and sulphur from iron* The 
patent includes ako a number of applications 
of superheated ataam* 

In later years the system of circulating 
water in cloicd pipes of small diametert 
healed up to two thousand pounds per square , 


3 Perkins 


itich of steam pressure, was applied to the 
heating of bakers’ ovens. This has been ex- 
tensively adopt.od ; it possesses the advantage 
that the heat may be easily regulated. It was 
patented in 1851 (No. 13509), and subse- 
quently much improved. He also took out 
a oatent in 1851 (No. 13942) for railway 
ax. ea and boxes. 

He was elected an associate of the Insti- 
tution of Givil Engineers in May 1840. He 
died on 22 April 1881^ at the ago of eighty- 
ono. His son Loftus is noticed soparately. 

[Memoir in Troeeodinga of the Institution of 
Civil Engineers, voL Ixvii. pt. ij R. B. P. 

PERKINS or PARKINS, SrEOIIEIS- 
TOPI I KR (1 543 P-1622), diplomatist, master 
of romiests and dean of Cfarlisln, is said to 
have Ibeen related to the ancestors of Bir 
Thomas Parkyns [q. v.] of Bunny, Notting- 
hamshire, though the precise rclatiansliip lias 
not been ascertained, and his name does not 
appear in the visitations of Nottinghamshire 
in 1569 and 1611 (OinBTiat, We^tminuter 
lififfisterf p. 120). He was born about 
1543, and seems to be identical with Christo- 
pher Perldns who was ok^cted scholar at Win- 
chester in 1555, aged 12 (cf. (^aL MaffteU 
A/AW.pt, vi. p. 122). Tlui Winoliestar acholar 
sbould doubtless be distinguisliod from Ohria- 
topher Perkins who became rector of Easton, 
Hampshire, in 1559 (Kiraiv, p, 133), The 
diplomatist was educated at Oxford, and gra- 
duated B.A, on 7 April 1565 ; but on 21 Oct, 
next year he entered the Society of Jesus at 
Rome, ^ aged 19,’ According to i)odd, ho was 
an eminent professor among the Jesuits for 
many years ; but gradually bccaint) estranged 
from them, and at Venice, perhaps about 
1585, wrote a book on the society which, in 
spite of a generally favourable view, seems 
to have been subsequently thought by the 
English government likely to damage the 
society’s cause (cf* CaL Stats Papm^ Horn. 
1694-7 , pp. 125-6). The book does not appear 
to have been published. About the same time 
' Burghley’s grandson, William Cecil (after- 
wards second Earl of Exeter), visited Rome j 
an indiscreetexpressionofproti^stantopinions 
there exposed him to risks 3?rom which lie was 
saved by Perkins’s interposition, Perkins ia 
said to have returned with young Cecil, who 
recommended him to his grandfati ler’a favour ; 
but in 1687 he was resident at Prague, being 
described in the government’s list of recusants 
abroad as a Jesuit (Btbyws, Anmk^ iii. ii, 
599). There he became acquainted with Ed- 
ward Kelley the impostor; in June 
1589 Kelley, ei’i^er to curry favour with the 
English government or to discount any re- 
velations' Perkins might make about "him, 
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accused him of being an emissnr.v <d* t he 
and of complicity in a sevenftdd plat to 
murder the queen. Soon afterwarils lierKtna 
arrived in England, and seenw t(^ havt* beeti 
imprisoned on stiapicion. On til ^larch IbUt) 
he wrote to Walsingliain, expn'Hning a hope 
that Kelley ‘will dtuil nineerely with him, 
which he doubts if he follow the cmmsjd oi 
his friends and ghostly fathers, the Jesuits : * 
he appealed to a commendation from the 
Idng of Poland as proof of his innoemu’e { (' 
State Fapere, JDoin. 15H9‘4H), 1:3 MiuvliK 
This seems to have Ihhui estiiblished, for on 
0 May he was grant ( mI JCK)/. for his expmmtm 
on a mission to Poland and l^rassia ( MnniuK, 
p. 79:]). 

From this time Perkins was frequently 
em])loy(al as a diplomatic agent to Ihmmark, 
Manci, the emperor, and the nanstuitie 
League ; his missions dealt principally witli 
mercantile ailairs, in which lie gaiuetl con- 
siderable experience. In IHIH Ue was am- 
bassador to Denmark, having bin first audience 
with the king on 4 July, and ou Dec, re- 
ceived an annuity of om^ hundred marks for ^ 
his services, lie proceedtul to Poland in , 
January 1592, and was in Denmark agnin in i 
the summer, In J une and July Ifdhi lie was 
negotiatinjat with the emiperor at Prague,* in 
ir)95 he visited Elbiug, laihcck, ami other 
Hanse towns, and spent some time in Poland, 
lie says he was aceiq) table to the Poles gmie- : 
rally, and the king tried to induce hun to 
enter his service ; htittlieclergy were l»itterly 
hostile, and the pope offereui :3,tKKI/, for hm 
life. In 15flB he was again stmt to I lennmrki 
returninp on 8 Dec. ; in IflOOlm was empltiyetl 
in negotiating with the Danish einisMrtes at 
Emden, His letters from abroad , preserved ' 
among the Cotton MBH., give a valuable ' 
account of the places he visited, esfwcially 
Poland and the IJanse towns* During the 
intervals of his missions he actwl m principal ' 
adviser to the government in its miwcantlte ' 
relations with the Baltic cmmtritiM; ou 11 .lain 
he was on a commission to ilmmle with- 
out apnoal all disputes between the English 
and euDjects of the French king in n^femmm ; 
to piracies and depredations comraitted at , 
sea, and on 3 July was on another to imjuim 
into and punish all iilwtfors of pirates, 

Ilk frecuent appeals for preforaimit, on 
tho'grounc of his services and inwbmtmcyof 
his salary, were answered by his iippomtinVnt 
as (lean of Carlisle in IflilS* On *iC) Fab, 
1596-7 he was adraittnd memkir of Clray*« 
Inn, being eTOnomtily describ«,4 w^^eltirk of 
the petition to tha quicn and dean of Onn- 
terlmry^ (FosTmt, %iVcf* % 91), On 
16 Bept. 1597 he was idected for 'ttlpon, 
and again m M Oct* 1691 f bft frtqiiontiy 
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! took part in the inercautsle liudio*?'': 

' luUHe (cf. pp I] fy,|, 

tni7a On the of Jiiwo;* I 

' luniuili! wii*j u}or»*n:-‘od to D^h\; f?i tfiVl Ivo 
; wns nti a comtm*''uoft fu* ^up|*rr'^''-oj>^ bouk', 

' print r*d wilhou! nuthoriiy, lui Joly lo' 
; was kuiahted bv ibe kmu at Whifolodt, 

, ou tjO Mureb D*Ol d 

i of the rolb’C'’ ad%ofu!»ni. Ernm IbOl t.i 

■ l(U I h»^ wrt.*«t ij P. bu‘ IPo’pefh ; In ■ »! 
ns dcpulv to Sir Daiiud Ituoio q, \ , , mn 

of requcM^, \vh*un Im 'OtceoodoJ oi |d|;\ In 
D»‘JD he sub'll’ ft bod lui, III''., lolbo \ irr;iui4 

' tNuupnuy, ami paid h\^i, llo dioj poo or 
August and Imrmd on I on 
the north aide of flu* huia m,J^» in 
miiifder Abbey tt bitko I4t* 

AVytVfrvk p. I DM. 

in llH‘.fa * Ladv‘ Pitridinf |frrb,ip-i » 
wife of Perkue% forbited le^r fo* coil'* 

veyingber dauu'bter fo ii nuiinrry uerou-* tb» 
sea tfVrfb sVnfe Dill Is* p. 

Pi'rktim married, on d N^n, IbrAtt! Si. Mar* 
tinV iu^ibe-KiebN, Dofidoii, Anne, dtoiah?* r 
of Anthony Ibniuinon! oft tlniHeld, I e'-ier^bn*'- 
shire, lU id relief of Jaw*''* Ib'eff of Ifobv in 
the same eountv. She w*i 4 tif lb** 

( ’ounter^s of Uueidnyhaw* wlerie 1011, < Iroi'i^e 

i \dlber«t, became dnke «»f lliielotiglmw, wild 
i mother, tiy her Hf'U buJHud.of \fiti»','^jeeoi|p| 

' wife of Lionel t 'ran li^dd, finit earLd' Meb!b'*“^ 

_ sex :ip V, j PerkinnS nifirruige in fwnd to Itmo 
' L*im dictafed by atlri^ire to |ui‘di tbnun 
hut be ati|iHlat»o| tf» pay inme of wiDA# 

; previous ibdus* lliiclunguaw, bearntg of ild'^ 

' nmtlition, put every oDdurte in lie^ wayq 
and Perkin** iiy revenge f»aid to tone Irl't 
mo*4t of hia proprfy fo a*o'uint i but Iip» 

will, dated »1tf Aug. in wbie-b ipenu««n 

is made of liii* ^interh rlnldf«*ii, «loe<« iiof bear 
fint ihis stateiiienl HV#woif<b’r 

Ay*etf |n I^Dl. PorkiieA* widow 

survived fum, ami Iwd iiii tiieoiim of idi&Hii 
TDD/, of our moii«*y, 

((Ltioii MSH Jnl li, tl i.l 4 , ¥. fl fci 

B.ii, mn Vlttk 17 /iDt'* iM i* 

340d, iv, Di/f, it. Ita. el 
ITtl, Df^^, ITti. %l llUil (ilm bidet it tery iii* 
comptel** amt bwciiriifeL Cal wiat-t l*iifwr% 
Dmm Ug! Fiitdw, ortf, 

e*iit. patsim : MnobifM Slete Papers p|i. 7 #^ 
hID ; t?lmmla*rlaufv Leilw 
jniwimj t'lfheial Mrtariwof MJAX 1. 111 j 

wocHpa Eattl, I IfW - T ; Aliiimik Lib** - 

ITH; IfnFriiiiie 4ml 

Wett.mitittfsr Abtaty llegifc^er; ffEw»‘p 
nak, pa««inj CbasImmiS C\mri of lam-w t» «!. 
Brawer, u wif 

Jamas I* i Wj Itok t,if Kiilitoi' 

ixftbl I hi; I# Htw'i Pa# > tit, 
21#, ;; 
ti th# Dnimil itatci j Dudifi iliwli Jli*L Ik 
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-u/- M.rypeH Annals, in. n. 51)9, iv. 1-.3, 
220; Wlntu:itl, ii. 504; Lives of Twelve Bad 
JMon, od. S(>ct‘otnbo, pp, 49“5().J A. F. P. 

PEEKIN'S, 1 1 KN EY (1 778 - 18/)5), 
book coilootor, was bom in 1778, and be- 
camo a part nor in tho firm of Barclay, I%- 
Kuw, & Eo., brovvora, Sonihwark. Uc was 
oloctwl a follow of t;ho fiinnoan Society in 
1825, and was also a follow of the (4oolo#]fL 
<ail and llorticultnral Soci<dios. In 1825 
bo conniKnuual the formation of a library at 
bis rosidinmi^, Spring'fitdd, near Tooting, 
Surn^y,^ which ho soon onlargod at tho 
sale of Mr, Dent’s collo(d-ion, Messrs. 
John and Arthur Arch of 51 Oornhill, Lon- 
<lon, were thmi appointed his buyers, and 
rapidly supplied hun with many scarce and 
vutuahle laioks, He died at Dover on 
D) April 1855, when Ins library came to his 
r«MHt iViH Algi^rnon Perkinsof I hmworth Park, 
Mhldlesmx, who died in 1870. The books wore 
sold by (iadsdim, KUis, Oo. at llanworth 
on 5,4, 5, and 5 June 1875, the865 lots prodnC" 
in|^ 25,(K)0/,, btung the largest amount over 
realised for a library of the same extent; 
ten volunn^M alone going for ten thousand 
guineas, Tlie * Maxarin liible,’ two volmnes, 
printed upon vidlum, purelmsed for 504/., 
sold for 5,400/.; anotin^r copy, on paper, oh- 
tained for 195/,, brought 2,090/.; qjihlia 
Haera laitina,^ two volunu's, printed upon 
Vfdliiw in 1402, the first edition of the Latin 
Bible with a date, houglit at Dent/s sale for 
175/. 5^f., sold for 780/. Miles Ooverdalo’s 
Bihh‘, 1555, imperfee-t, Imt no perfect copy 
known, purchased for 894 5#., brought 400i. 
Among the manuscripts, John Lydgate’s 
LMege of Troy’ on vtdlum, which cost 
91)4 154., went for 1,5704; Mam (Kuvras 
Di verses de Jean de Menu,’ a fifteenth-cen- 
tury manuscript of two hundred leaves, 
brought 0904, and ^ Les Gent Histolres de 
Trove/ by GhriMtine de Pisan, on vellum, 
with one hundrt^d and fifteen miniatures, 
executed for Pliilip the Bold, duke of Bur- 
gundy, sold for 0504 The B05 lots averaged 
.m the sale rather more than 504 each. 

fTimw, 4, 5, 6, and 7 June 1875; Athenieum, 

1 M'areh 1873 .>p. 270«8(), 14 June 1873 pp. 
782.»3; Proceed: ngs of Linnean Boo. of London, 
1M4»9, p. xHii; Livres gfiyds on vent® publiqu® 
1000 fr. at au-desHUs, cepuis 1866 ju8qu’4 c® 
jmir, Apereu iur k vent® Perkins a Londres, 
Btndi BthlingrHph'iOTi par Philomnest® Junior, 

B mhianx, 1877; A dictionary of English Book 
0oll«n>rs, pt. il Boptembor 1892.] 0. 0. B. 

FIEEINS or FAEKIITS, JOHN (df, , 
154li»), juriifft, WM edttcatod at Oxford, but 
loE the^ unJ.voraity without taking a degraa. 
doinp' to London, ho was called to tllm hm of 
''tlin Innw Temple, and k spoken of as a^ 


fellow there, He may possibly have been 
tho John Perkins who was a groom of the 
royal chamber in 1510, He died in 1545, and 
is said to be buried in the Temple Clnirch. 
Ikrkina is remembered by a popular text- 
book which^ he wrote for law students. Il s 
title is, aa given by Wood, * Perutilia Tract a- 
tus sire explanatio quorundam capitulorum 
valdo ne(‘essaria/ but the first edition pro- 
bably liad no title-page. It was printed in 
1550 in Norman- French. An Englishtransla- 
tion appearcal in 1042, and another in 1057. 
There is a manuseript English version in Brit. 
M US. Harl. JMS. 505?), which was made in the 
time of James I. A copy of the bools: itself 
forms Brit. JMus. Hargrave MS. 244. The 
firtiamth edition, ’by Idcbard J, Greening, 
was issued in 1827. Fulk^ck, in his M)irw- 
tion or Preparative to the Study of the 
Law,’ praises Perkins for las wit rather than 
hisjiufgnumt. 

[Tanner’s Bibb Biit. ; Grepning’s Preface to 
Parkins ; Eulboek's Direction, eel Stirling, p. 72 ; 
Wood’s A thetue Oxtvn. od Bliss, i, 147; Keg' 
Univ. Oxford (Oxford Hist. Hoe.), i. M9 ; Boase’s 
Ecg. CoUegii Exoniensis (Oxford Hist. Boc ). 
P- 757.1 W. A. J. A. 

PEEKINS, JOSEPH (/. 1711), poet, 
born in 1058, was the younger son of George 
Perkins of Slimbridge, Gloucestershire. He 
matriculated from Oriel College, Oxford, on 
10 July 1075, and graduated B.A, in lf)79. 
After leaving Oxford be obtainiHl a post as 
chajdain in the navy, and sailed to the J\J[edi- 
terrnmuin in the Norfolk under Admiral Ed- 
ward Eussell (afterwards Earl of Orford) 
[q.v.] He was very proliic in compli- 
mentary verse, and wrote Latin elegies orx 
Sir Franck Wheeler (1097) and otluir naval 
worthies ; he was, however, cashiered in the 
course of 1097 for having, it was alleged, 
brought a false accusation of theft against a 
naval olEcer. He wrote a highly florid Latin 
elegy upon the Duke of Beaufort, which was 
printed in 1701, and by ftattering verses and 
dedications, together with occasional preach- 
ing, h© was enabled, though not without ex- 
treme difficulty, to support a large family. 
His efforts to obtain preferment at Tunbridge 
Wells and at Bristol were unsuocessfuL ifn 
1707 he produced two small volumes of 
verse : * Th© Poet’s Fancy, in a Love-letter 
to Galatea, or any other Fair Lady, in Eng- 
lish and Latin ’ (London, 4to), and * Poema- 
tum Miscellaneorum a Josepho Perkins Liber 
primus’ (no more printed) (London, 4to). 
Most of his miscellanies were in Latin, and 
ne styled himself th© * Latin Laureate/ or, to 
air his J acobite sympathies, the ‘ White Poet/ 
He tried to curry favour among the non*^ ' 
jurors, and wrote in 17U ^ A Poem, both in 
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English nnd Ijtitin, nu thn (loath t»f 'rhomaH 
Koiin’ (Bristol, 4toi Th«‘|>ootVohh‘rln‘otlior, 
(leorgo, b(Huuno in 1(1711 vicar I'Vclht'riu* 
in GloucoHlcrshin^ ; hut h(‘ himself dtJcH not 
appear to havti oLtnined a hcncficts nml^nn- 
thing is known of him HuhHC([mmt to 171 U 
In add ition to t lie works nanuai » t w<( scrmoim 
and several elegies were scparatt'lj pithlishvd 
in his nanuk 

An (uigrnving of Ptddns hy White is 
mentioned hy Bromh'y. 

[Works ill Ih’itish IVlascmn; WattV HiM. 
Bm. ; Foster's Alumui Oxmu UiOO 1714 ; Itawl, 
MSaiii. 199, iv. 102.] T. 

PERKINS, LOhTrS (IHBI IHBI), en- 

f inner and invtaitor, stui of Angier March 
^erkins [(|. v.j, was horn on H iMny IKM in 
Great Odram StnaU, lauultm. At a very 
early agt^ he <m(ered his father’s manufiuMory, 
anc| in IBoth-l lu^ praetistal on hmownmviutnl 
as an engimaw in New \‘ork, Uctnrning to 
England, he nunaimHl with liin father until 
18112 , and from that time to iHtKJ lu' wic^ in 
busimms at Ilmnlmrg and Berlin, dcHigntug 
and (kxecuting’ many installations ft^r wurni« 
ingbuilditjgs invariouHpartM ofthectmtinenf, 
lie again n\turned U\ I'higland itt IWHhwhen 
he entered into a partm^rsliip w ith Ida fallow, 
which continued to the dt'ath of the latter 
inlBHK 

Perkins inhtirlted much (»f the ittvwKive 
capacity of his fatluw and gramlfather, and 
from IBfd) downw'ards In' toede out a viwy 
large number of patciits, The cluef .Mtihjoeta 
to which he directed his at t**ntion were, imw- 
ever, the use of very high pressurt' at earn m 
a motive power, and ths pr<tclueti(m r»f cold* 
Ilia yacht Anthracite, coniitnict(ul in l«Hth 
was fitted with engines woricirig with ateam 
at a pressure of five hnndred pounds on the 
inch, and it is probably the smallest ship that 
ever crossed the Atlantic steaming the entirt' ' 
distance. The Loftus Perkins, a very r^w 
markable Tyne ferryboat, w'lis workedVith ! 
compound engines on his system with Isulera I 
tested to 2 tW lb. (/!?nyinw, 2 June iHBOh ' 
His experiments on the production of cold ' 
resulted in the ^ arktos/ a cold chamk'r suit- 
able for preserving meat and other artich»« 
of food. It k based on the sepiirafion of ' 
ammonia gas fi*om the water in which it is 
diBsolved, the liquefaction of the gas, and 
the pbsequent revaporbation of the am- 
monia, with the reabwrption of the gaa by 
the water. This wm hm last great worL 
and his unremitting attention to It e,mmi a 
permanent breakdown of hl» health. 

He became a member of the Institution of , 
Jfechanical Engimw in 1861 , and of this i 
Institution of Civil Bngintera In 188 L Ho ’ 


dmd tui 27 Cpnl nf m 

, Ahhc) Ihmd. Kdhnrti, |B'in‘«f‘o4 

; an Aim-nmon » i .4 Br Il»i 

hTf fuo Gob 

in tionr fiii}i»*r’H hv 

a UuufiHi c*n«|inii). 

' jObifuary muuo»uifhc t Mjiy 

; H'hich Cinuo'uri 0 fob mvneio iii*' 

( mul |'*nVttfc , !>.<,• Itiuf, 

^ i\ K tnl ft. I U, li Ik 

I I*KHKiN.M. WtlJ.lAM tl.MX I, nett, 

Alu’^dogical ttnfer* r»ui of T!i"0im^ fVrluti^ 

, and llammli hn« milh. hMlIitif ^ssjnnr*d 

hint. nsM horn at f ii* ? 1$#’ p'lirteh 

of BulktitKBm in Wnrttjclidoni m tn 

Jtiitf" 17777 he inatrnodofs'4 a of 

t ‘hn.HfbGtill**g^%f Vt«hri4i,;f\ 
ti» have .tUudird nnJf^r 
4|, vG,ffom ulnou III’ pr^J'Hhh io'4 rirmird 
btf* purifan fiii i'ai'H gnii*! no 

];»rftiui;t»’ *if Cut lire hr nnfrd 

lor n'cklrii<»in"^** and pnOhiotv* mid rtddiriinl 
to drtjinlomni‘’‘«. I'Tiou 
ho^\cvnn middruii tnunrH»'fl Ip the friv«l 
incifhmt idoiciiiraring a woiimii m tfin «frrr| 
allude to hiiti m Mlnniloti l%'rlinr>7 liohling 
him «n m a fmnt hi #* imM chihl. 

In ihH.| ho cotinnmt*'‘*‘ri M..V *««*.*« rlrrfrj 
a fellow of bl// iitid hrgrtii f»i !,«♦ e, iilidy 

known as a Singularly ranirM and oifwuiCo 
j pfonchof. prfttC'lird If* the in 

i the With*, and mm app*ontrd liYfuivr »t 
. Groat Hl Andrews, where holli f Im inrinfu^r.'i 
I of flto nnivi‘rj*ity amt ihn tow'iironon fhirWiI 

I m great iiunihor*i to InUtm |tt Inm, Aiwrd* 

: ing to Fuller C//o/y Ahtfc. nh IfiiH, p. 

' Mtia ncriiion'i worn not ».* fiiam tmt, fh«t the 
pio»i<dy li'uriuH'l d’id idiivir** ihmiii nor 
earned hut fh«l the pliiin did iindrf«iatifl 
them ; ’^and ho »eeiii?i to hate po*iiii'»ed ilieiiri 
‘ of conducting limargiitimiit after flic ^^iricity 
' logical fuiiiind fln*« m vogin% W'liiht pre* 
serving a sitiiplicify ofliiiyuitge W’lmdi imuie 
him tntolligihio to nil, nqmialhm n« § 
thmdogbii progrcsneil ucarctdy rapidly, 
and at a lime when eontrovewy Mweeti iliti 
angliitait and ptirifati parurn in the tiiiiter* 
sity w'aii at it» height, Iw heratne noted liir 
bis outsjaikeii rew^aiice to ail ilwt iawoiiml 
of Umtian usage in t hn imuter of riliiil* I# 
a *coi«moii place* doll fpiPtttI iiithoclaiml of 
his wl lege |(Bq Jufi^ IftHtf 7), Iwileisiiirwl 
to the prnciict* of knr*diiig nt the taking t»f 
the immiiiime,Mid aho tn'flmt&f tiirnkm to 
the mat. Ikung sitt»w|iiiuillf clleil iMiifn 
the vttwchancfdlor amt rerf idii t:if llie iiearki 
m waa nrden*il to inm*l a pftpor in witiidi fn* 
l^artly qualified and pril| nifttllial wlwfc 
-m waa p*porti*fi to Imto siiri Froa t-lii 
tmn ho «fipit»ra tn htyti iisid mnr*^ gwimlitd 
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ln!ig*ung(^ in hw public (linctmrBna, but luu 
i^yuipatliy with the puritan party continued 
umliinimHluMh nnd, according’ to Bancroft 
i IhHHf/mntH /VwVm^, ctl. IbO.'b p* 9!^), ho 
•WHH mm of the nimnborH of a ‘ ay nod\vliic)ji in 
lf»H9 attHtunhlml at St. Johida (lolh^gi^ to ro- 
viac the trout iac * Of Diaciphno’ (aftt^rwarda 

* Tln^ IHnu'torv ^), an omhodinumt of puritan 
doctriui' whicli thoHo pn^Bcnt. pledget, thom- 
atdvt'fi t,o mijiport^. In t.hi^ uanie year ht» waa 
one of the potitionera to tln^ authoritiea of 
the nnivt'rnity on hidmlf of Krancia Johnaou 
I tp, V* ], a fellow of Ohriai’a^who hud heen com- 
mit tetl to priaon on account of hia advocacy 
<»r a prenhytenan form of clmrch govern- 
ment (STitYcn, AnmtiSf iv. ; Lamthum^ 
MAS, \xl I P 57 )♦ H ia aenae eft he severity 
with which Ida party wow treated hy Whit- 
giftf heth in the university and claewhere, 
irt probably indicat lal in tlie pridace to liia 

* Armilla Aurea * (editions of UiPOand Ifd)::}), 

it heinji; dat tal * hi the year ef the last Huiler* 
inga ol the Haiuta7 In tlm aame prefaci^ ha 
refers to tfm attaclm to which ho was him- 
iKclf at that tinu^ exposed, but says tluit ha 
holds it betti'r to enctmnter ealunmy, how- 
ever unacrupulouH, than he silent when dutj 
towarclM * Maft'r Academia Nudls for his 
tewtimony to the (rutk He also took occa- 
sion to express in the warmest terms his 
gratitinla for the benefits he had d(»rivad 
IVom his academic iiclucation. Tlie^ ^Armilla ^ 
axeitetl, however, vehement opposition owing 
to its nnlUnchiiift (lalvhusm, and, according 
to Heylin (simm n* Ml), was 

the occasion of William Barret’s violcuit at- 
tache on the calvinistlc ttuiets from the pulpit 
of St. Mary’sjaeeBAUHnT, Wir.Li,AM,^/if. ,l5J)o]; 
but the work more especially singled out by 
the preacher for invective was I’erkina’i * Ex- 
position of the Apostles’ Creed,’ just issued 
(April ird)5) from the university press, in 
‘whieh the writer ’ventured to impugn the 
dmdrine of the descent into hell 
WMif/f/t, etl 1718, p. 4511). 

Against the dmuinctiva of tlm 

Homan church, Perkins boro uniformly 
emphatic testimony; and the publication of 
hia * Reformed CatliolikiC in 1597 was an 
important ovant in relation to tlm whole 
controversy* Hi hero sought to draw the 
kHindary-line indicating the Msential points 
of dltrenmeo hetwwm the protestant and the 
Eomati baliof, beyond which it appeared to 
him iinpr,wHibIe for conoesaion and conoUia- 
tion on the }iart of the reformed churches to 
go* The ability and candid spirit of this 
t.reati«e were recognised by the most oom- 
potmit ‘ludgos of both parties, and William 
jtlMiop'"f|. wb the catholic writer, although 
,hi as wind the book in his * Catholic Be- 
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formed/ was fain to admit that ho had * not, 
scone any book of like <piantity, publialied 
by a IVotesInnt, to contain either more 
matter, or deliviu'ed in better method ; ’ while 
Robert Abb' ot [q. v,], afterwards bishop of 
Kalislmry, in his reply to Bishop, praises Ber- 
kinsh * great trauell and paiiies for the 
furtlu'rance of true religion and edifying of 
the Church/ 

Perkins’s timuro of his fellowship at 
Christ’s continued until Michaelmas ,1594, 
wheiutwjis -iirobably vacat ed by his marriage, 
lie died in .,602, having long been a martyr 
to the stone. He was interred in St. An- 
drew’s church at the expense of his college, 
which honoured his memory by a stately 
funeral. The smunon on the oecasion was 
preaelud by James Montagu ( 1 5()B P-,1618 ) 

: q. V. ], master of Sidney-Sussox College, wbo 
had been a fellow-commoner at (1hriHt’s,and 
one of Perkins’s warmest defendiws against 
the attack of Pet er Bare [q. v.] 1 1 is will was 
proved, 12 Jan, 1602 5, by his widow, whose 
name wasTimolhie, in the court of the vice- 
chiuicellor. To her he btiqueathed his small 
estate in Cambridge, ami appointed hia 
formm* tutor, Laurence Chaderton, Edward 
Bnrwtdl, James Montagu, Richard Foxcroft, 
and Natlmuiel Cradocke (his brother-in-law) 
his executors* To his father and mother, 

^ brethren and sistiws/ he left a legacy of ten 
shillings each. Of his brother, TliomaB Per- 
kins m Maraton, descendants in a direct lino 
are still living. 

Perkins’s reputation as a teaeher during the 
dosing years of his life was unrivalled in 
the university, and fow students of theology 
quitted Cambridge without having sought 
to profit in some measure by Ins instruc- 
tion ; while as a writer he continued to be 
studied throughout the seventeenth cen- 
tury as an authority but little inferior to 
Hooker or Calvin. William Ames [q.v,] 
was porhayi hia most eminent disciplo; but 
John llobniaon [q. v.], the founder of Con- 
gregationalism at Leyden, who republished 
Btmdna’s catechism in that city, diffused 
his influence probably over a wider area ; 
while Phineas Fletcher [(p v.'], who may 
have heard him lecture In tlio last year 
of his life, refers to him in his * Miscel- 
lanies * thirty years later as ^ orir wonder,’ 
Hiving, though long dead/ Joseph Mead ot 
Mode Iq. v*],lhBhop Richard Montagu [q. r,l 
XJsshar, Bramhall (in Ms controversy with 
the bisho Y of Clmlcadon, William Bishop), 
Herbert ’IHiorndikc, Ben^iamin Calamy, and 
not a few other distinguished oniaments of 
both parties in the church, all cite, with more 
or lesi frequency, his dicta aa authoritative* 
By Armini ue h© was assailed in his * Bxamen * 
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(1«12) with somo acrimoiij; anti 
aing-led out hia doctrimi of pretltsstiii 


anti 

tssti nation an 

virtual frttaliam. 

The observation of Fuller that it. was he 
who ^ first humbled the towerinj^^maHnilathms 
of philosophcra intt) prnetitH' amt nutrality ^ 
indicates tlie hmiI st'ctvt of rerkina’a fe- 
markable intlutuice. While ht' eoneiliattul 
the scholarHlijp of hia univeraity hj hia re- 
tention of the Hcholnaf ic method in Ida trtnit- 
ment of questions of divinity:, In* abandoned 
tlie abstruse and nnprtditablt' ttqnaa then 
UHUully aolectod for diHCUssion in flu‘acht«da* 
and by hia solemn and impaantoned tiiaronrae 
on the main doctrineK of ( diriat tan I hettht|(y**- 
coiiceivedt in liia own phraat% m Mhe aenmee 
of living' bleaatally for 
p, 1 )»— ho won th(^ ear of a lafg*t»r amlienet*. 
i\Iethocland fervttur itreaented thematdvt'H in 
lu8 writings in rare combination ; ami Amea 
(Ad Lect. in the Ik kMMWftfm) e\pre,?«*«}v 
states that, in his wide experiimci* of tamtt- 
nental churches, he liad freqmmtly hml t»m 
caaion to deplore tlm want of a like ayate- 
matic plan of iustruotion, and thi' evila^con- 
setpumt thereupon. WhetluT he uctimllv : 
disapproved of subscript ion is dtmbl fuL A e« ! 
cordtngto Fuller, he gtmerally ovndetl thf^ 
((uestiom Ue, however, distinct Iv gives it 
as his opinion that * those that make a aepani- ' 
tion from ourOhnrch bi^caumuif corrupt ions ' 
in it are far from the spirit of (Ihrist and 
his Apostles' (Workn^ tal Umi, Id, nnU), i 
Ilis sound judgment; is shown by tint manner ' 
in which Im kept clear of tho all-absorbing 
millenariancontrovt?rHy,andby hisenemuio ■ 
repudiation of the prevalent belief in as- ; 

the other hand, he ctmaiflejwd i 
that atheists deserved to be put to dtmth I 
of Comoimei, od. UH4, p, iiJ 
Xh l\ * » 

The remarkable popularity of Perkins^a 
wntmgs^is attested by the numlwr iif lan- 
guages into which many of them worn 
translated, Those that appeawnl in KngUsh 
were almost immediately rmulonal into 
were mimKlumi in 
Dutch, Spanish, Welsh, and Irish, ^a thitnr; 
obaervee John Legate ,,q[. v,l the printer, iin 
proface to^ the editum of the *(]oUected ' 
Works of 1616 * 18 , *iiot cirdiimrily idwerved 
m other writings of these our times J Of 
ms Armilla Aurea^ 6ffcf*eii aditions apneared 
xn ^twenty yem (lltciMAM, iiiVt ' 

maimed (see' 

Dtrwoif, FroteMtmt Dicwsi, 1667, n, M7\ ' 
and m his portrait, pMserved in t&i 

IS Visible. The port;raitwas eimmved for tlm ^ 

Ilwwologtt ol Henry Hollaud in ISaO, nml 


tlicriMS allot hiv imgravrd p?»?lrjr 4 in 

p. 647 , 

j In Ikkcf \l I - II, I lirffi 

are mtraiis from tho 
his family j hut h#^ m* 

sntlhneHf warrant fnr tluit lip nv.iH 

in any way in >ir f/lsH^iqdtrr Pmv 

kiiw 4 ,, v.h doftn of I llflodn. 

ilf Ills follivfed WMrk«t lofv 
i»<hfmns apfa’iiml «r t ainhreli^o m 
ItkfJh Ifkth: a rompltii*- 6 I'L'h 
folio, Itktii, lit Ixioobm in 

ItUth IU|il; if llcitora, m Lafim f?i| li'ril, 

t? Vfd'i, 1611 !H ftiol a rhifit*h Iratifjlsiff 

tiim lit AimOrrdmn* 6 hd ionii; 

The c'MlIoiiod l*iimhridp« or 

Ismdoii inrhido flio IhlfnviMg «nr/^n, ahodi 
wercorigmaili puhlinfmd t,*|*r*H 

phrtinnst^o do niiica niijHiio 

'himhridgiy^ loin). Iitrdfv in 

li'Jt by HiMiiias Tube. Lofijuti, pyjil, 
iK • Po iVa'dr,**! I nil! miin nioflst «-f isrdjiicJ 
Aivthimbridgc, Hade* hVJd, m Kogl 

lirii m Mdfhvtod Wark<« *| hv Fraiifia 
Facet nnd Iletimn Tiiko. »1, **' A roitnm»i |4 
tarie, or hApo^ofoai v|iyn fli*^ fiv*. fii-,! rh»ip* 
ters of the rqiitiiht to fhr thdufuifift, efr » 
with a i^li p|d»*fiooil ik'|wui fh« til If ciuipfof 
by Uafe ih'ilwiuih/ tdnihrid;?*% tf4«h 
1617 . ‘h * A godly aiul h '(lilloni hAporiif loll 
» . , vpon fhi* fhr«*o clmpii-V'i of the 

Uovelntioiu « , , IVoarljcd in i ’ambritlgc/ 
Ihdo; ^hid edit, by Tiu'niws Pitaiun, iienl, 

A M>f tlm of tho imfiwtrnc. Twt* 

ttmlmnt dcncrihiitig flo« d«tW'?» mwl flimii* 
tics of Ilrinrfrd pllitllirff III 

Urn vniyerrilc of I *ariihfidgc J London, 
fl. * A discnvrw of the diimord m-t of mdirli* 
mfl,* iVc.i^Fmfihndgc, iiaiH, piiiy 7, * ^4 
’ isenf I fi«i a free griico «i«| imint* will J 

C ainliridgi% H* *A tif i||i» Vim 
t 'HiliriK", «'f iimii.’ 

KHJ.!. », ‘ A fri'wHw* wf limn* 

.ywwinK *'W •■uiil ttiHuifhiH,' A'«% 

' 10. * (ir it Ilf Xtieit Muiff 

ami >untli<n(iiiin,'C’itmliri(l^«4, 10 'H, (j! *\ 

''n Mrfm 

n^»<, 

law* A chiwd itf iMtlbfvIl h»idiii'# 

fn fbii Imiwiml)* tktfiiminMr,, t^mdwii, 
i?*, kft^ftnn of^n »itiirf #vrtof 

tn the fjgbr mantii^r i»f aitil mfluriiif 

a bannlie, 4 o* 14 * *A r»*jhiiioii i# Hi# 

pnmtiy.itmii, fwoniiig ii fiiorly ffiiiwftill 

Vi . T T^Lh^**** yi^rtdy Pitif»ii*t|i?iii|rttm* 

in* A fattltlvil and dliiii# fpfit 

tim two tirst tewfii ri 7 flio ttrii|ifrf ol 
;phamaln t . . W iit Ht mhf 4 m 
m tnn flel 4 Ifl, * Ijiti ikiinbit# 

Qhmt Miti tlw fltitlll dinplnyiti* ' L% 
ntifl !t»riied' liK|i^iiiiioti t |iiift, iln w|ii|f ' 



Perkins 

of rcwitiiliiinn thm*wor«^ ami 

f4ix<' w*rmonsf IM. *A frviifvll dialogvi' 

i’cmroniin^C tlio oiiflo oftlio World*' 

''fho tronti«t‘« iiof jiudtoliHl in thn 
livti’d Win’k^Aifr*; I, »An I'JxpoNttion of tlin 
liordVi Lnmioii, loS:!, ir»{Ki, 

il* * FiniuitHrt tomliin*' to a doplara* , 

tionwln*tInn‘ti tiiiin ho inH*Ntiif<»of Ihnnunlic'm i 
or H oft I riu’of I <on<lon, loHiklolHI, lod:i, ' 
1 fsdd^ I dir/ , i\, *AnniUi!i!nu'ofi,at ouL Porkiim; 
aortn^sHit Pwilton Th. Howo |n*tJ nmndandin 
‘nmhridKoM IdlNP, 
triomlfitiini td' mnw, L«tmlon,'*ldup' 
Pitiiiihriflgo, ld'd7j oiIitiotiMof fht» Patitiori** 
fjiiml aim at ilawd^ If>Pj» IdPik 

4. 'H|itritu}d Ihw'ftiniix/ bniditiu IdlU. 
*\ j Pnfrrhwtn nmlor tho titlo- 
foumliilmii^ of Xtiiut U<'li},.;ion : ^nthorod ‘ 
intoHixt* |»rimd|d«*}4 ft» ho loarto'd ignorant ' 
|»o(v;»|o that !lo;v may hi' fit to lionrr Hnnnona 
wifi |n‘ofjt/ A'i\, Iiondfiii* l/i!f7» IfMli 
tdunbritlg«% IfliH : imjt?«ltifod itifo Wolnh hy 
K U,, l#ojnIon» PUP, and info Imh by thaf- 
froy Ibintob fl, *A Cdino nf t*{inHriofitM% tbi' 
lyrmfoMt tltnf ovor wa;a*X'c% , , , * Wfmronnto 
i«iuld«ai a briofodiaronr^oUabmi ont of Mian 
yditiobiiiH/ Uondon, lAH^b Idbl ; i’atnhridg'o, 
ITilkb ItHlfU alwi in I ad in hy Wolfpuifr^it'yo'f, 
lliiaoh UKHt 7, *A lbrarfi*in ftirtho Uovi'rn'* 
mind i»f tho Tongtm amording tot lodnWord,' 

< *amtn'ii!gO| IdPd, loPh; in Latin hyThomaa 
Umt* ilpiwidiidm, JtILI, h. SSnlvo for n 
Hiokman, m* a tmifiao containing tito imturn, 
ditronnmoH, and Imida of llmdb/Xn\, Prim- 
l»i'idgt% IhPo fwiiti lloboH Hoim/a ‘Thfoo 
i^noattona'U with nthor xtorlm, (’ambridg^^i, 
|/*P7, $1. * An hkpoHifiofi of tlm Hymholn or 

i Yoodo of fim A,|ioal Ins/ Ac,* { Vonhrfdgi‘, f 
I of H b I riP7 i Lo ndon , 1 1 1*1 K I ( k * Two Traa- 
t i«‘« { L Uf t lie nat iiro and jimctico of rajpont* 
fotco* I L ( If f In^ mifiibat oi!' t ho flrrdi ami tlni 
apirit/ ( Yiiilifidgo, lo!»d (t wn edit hmab 
II. * A dlaoonrao of C1ottHri't*mn\* (witlt 
SHidvo/ CYmfiridga* hW. 1*2. ^Tho 
tlridn of Mtiwfiird mil* of* *ho loaat inoaMurt^ 
of tiriico that w, or not bo,*4fn:dtmltoHaImy- 
ti«it»' laitidon, lfiP7» 11, *A tbinlaritibn of 
tim true itiaiiimrof linowinf nntnfinr 
( with otdicr worka)* Cktinljrldgo* 1 117* 1 4. * A 
roforiiinl Omtliolikos or*ii Ihidaration altow- 
It’ig how tmm wii intty ooitm to tho pwwnt 
Clmridi of Hoiiio^ In attitdrio poiiita cif lUdL 
flioii : and mdtoroiit wo wimt for mur difart 
liimi Uook/ A n,, I'kmhiHdgo, IMf, MIB; in 
ttpiitikh* lij Williawi Aliwi^Ob ISIlih Aiitwim 
Pte4 1 in Ciitiiii Ilaiiiit, ti'ICiL 15* * How to 
life ttttd that widl; In, all lintiitoa and timoa/ 
An*, Cffttnhridpj |itl,L ] ti * HjMdmni Dlgnat! ’ 
ttlvo ]!!iW'iit>itI«* Ilihllortiin Vit':. tt IVoVtTi^ta^ ■ 
moidJ|TTattiliridfb»150Spllftittn^ 17* *A ' 
warniti|iipltiit lltoidolttrjof the kit tima* , 
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And an inatructum tomdiitig’ ndigious or di- 
ymn womhipd ( Ytnbvidgo, 1001 ; ia Latin by 
V\ . MoyarUIppnihnjn, IlKi 18, ‘ The True 
(humy more in Worth tlimi ail thaUoodHin 
the \\ oriel* Cambridge, UU)L 10, ‘Uulielmi 
I I erkiiuMt probbniiade Itmmuun fidei emnitlto 
eat holtenamo, etc, KtUttnn peat mortem 
I atithorin opnii et atudin Samuel Ward/ 

' (Ymhridge* 1(101; trariHlaiion in UAdleded 
V\ orlm.’ ifO, <Tht^ ivludt^ treatise of thocaHert 
of (’oimeinin'; (Ymbridg«s lOOO and 1008; 
London, 111 1, 1L VA (hmlen of Spiritual 
Mowim linnted by III Uo|g(n*HT.a Will, 
iVri kina|/ lOllk 2:^/* Thirteen Prhunplea of 
Ihdigion; by way of qiieHtlou aiul auRwer/ 
London* HUo, 1047. l!1, * bkpOHitiou on 

pHiiimw xx^ii. and e,' 1L Ukmrutnlion of 
( YtiiUnNH ( VteehiHm/ 15, ^Theopituoii of 
Mr. Perkiim, My Bolton* and otlun^H eoneern- 
ing tin' aport of ernddigiiting/ Ac. , , , ‘now 
aet fortli by Hjdmund| K( 1 1 ml/ Oxford, UKK) 
tin Mlarleinn iMiHCellany ). 10 . * An 

Abridgement of the wlude ftotlyof Divinity, 
extnndiHl from tini Lmirned worka of that 
evcn‘*fatnotw and rtwerend Divint', Mr. Wil- 
liam Perkina. By Tho. Nttmla; London, 
lOmo* toru. 17. MleathY Kmdl, or, Tim 
Hiek Mm/a PaHHing Bell/ lOth edit., b.l, 
lOOL 

[ Inform'd ion anpplfed hy Dr, Pt'ilo, nitmter of 
Olirwt’H tMlIego, and K, J, IL JenkiriHon, eaq., 
university lihrarian; Baker M8. BUiOt); lYUer’a 
Holy and Profane State ; DolvileY Worthlew of 
Warwiekahire, pp, 574 U5; DyerY (Umbridgn 
Fmgiimnt«, jp. DlO; CooperY Atlnaw (janta- 
briglemtew, ii, 415-4 1; Bowor’m Oatidogne of 
Booka priatiHi at or relating to Oambridge ; Mtd- 
UngerY Hist, of the Univewity of CambHdgo, 
vok il ; Noto« and Utteries, 1th sor, yol L] 

.T. 11 M. 

FEEMY^ MOSKB JlENItY (1804- 
IHOI ), Canadian commercial pioneer and man 
of aedentm, wan mm of Mom'H and Mary Perley, 
wht» werri mnwhm, 4'hey came of an old Welfih 
family wdtieh settled m 1010 in Mwaaehu- 
aetta. Thin atm, born in Manger Ville, New 
Bfunwwiok, on 11 1S04, wtw educated at 

Ht. John, In 1H2H he became an attorney, 
and in IHIO was called to the harp but Ins 
(aatea Bxik him to outdoor life, and hi went 
into the milling and lumbering (i.e* timber- 
mttting) bu«inr*»«, Aetiya in Mfbrti for at- 
tracting eapital into Now Ilnmawiek, and in 
adyortlsing the capabilities of tho proyincoj 
he wa« aipointtal commiiRionor of Indian 
alfaina anc emigration oflteor* In this capa- 
city h# made icyeral feaumamong tho Ihdia'na, 
the lli*t of whioli began in Jtme IWl, and 
; toftk him through thO' tondtoryof thn'Milieeto 
and Minmta Ji idlaw. , The Mwmaoi at Bttmt 
' , Crwk Foittt o'looted him ,Jmad ohwt , 
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In 1840 Pt»rlov Wfm cluwn i'(>pnrt nn tl»n 
capabilititjs of tlu^ country iiIouk a |mtjocto*i 
line of railway. In IHli he muit on n 
mission to England in connection ihi?^ 
proposal. On Ins rtdurn he coinnnmced thnt 
series of explurutitms anumg the li^lnwies »»f 
Now Brunswl(4£ wit h which hisnamc !?«chielly 
associatiKl. In I8<ll) he reported t»n tlnweef 
the Gulf of St, Lawrence j in Attgnst 
he was appoint!', d to impure int<> the a<»a lunl 
river fishcrioa of New .lirunswick, and dt^^* 
voted two months to the wtwk^ Ciivering 
nine hundred mihw, of which five hiunlnnl 
were accomplished in canoe* A yemr hiter 
he oxammed the flsJteries of the Ikv of 
Fundy, ^ From notes tnade in them^ 
he compiled his ‘Catalogue of Fislmaof New 
Brunawick and Nova Scotia/ iMoL 

During the next two or I, hum years he 
compihalthe trade statistics in aitl of ilm 
negotiations for a reciprocity treaty between 
Canada and the Unitial Mlates, and whmn 
in 1854, the treaty was conclinied, ho worn 
appointed a conuiuMsknuw to carry out ifa 
terms. 

Perley died at Fort can, lailirmhw, on ' 
17 Aug, 18(12, on board ILM.H, Desjirmtei 
while on fm oHhdal tour, lie nninmnl, in 
September 1821), Jamv dmightiw < 1 ! laaac : 
Kotchum, and had eight chlltlren, the only 
survivor of whom, Henry I'lillerton Perley, 
is now chief engineer to the Canadian go- 
vormnent. 

^ Porley contributed articles to many Kng-- 
lish and American ■ leritnUcals, and lua 
various reports are wel, written. Ho wnw a 
good public lecturer, was interested in Utora- 
tore and science, and fottndwl tho Natural ' 
ilistory Society of New Brunswick* I to was 
also an ardent sportsman. 

His chief reports were pnhlbhed sturn^ 
rately, at hrederickton, and arm 1. * 

Indians of New Bruns- 
wick, 1846. 2. ‘lienort on Forest. Tnms of 
New Brunswick, » IB47. 3, ‘ Iteport on 

fisheries of the Bay of Bt. Lawrence/ lH4lh 



* m. oiuuen(*a 

and lUver B laherms of New Brunswick/ IH52. 
0, Handbook of Information for Fmtgmnta 
to New Brunswick/ IBsk ^ 

OanadeuMis, Dfctam 

1807 ; Ferleys works; private information;. 

-ANDREW (1S19 P-lfi89)j dLn 
Norfolk, ftboitt 

at St. J^n a Oolkfje, Cambridge, bo gra- 
^.ated B A. earlyjn 1689, anl iSl 
M, A. next year. He became a foRow of Bt. 


dtdin^in Mnr*'li |i4|0, hsjf n. fVw in 'iiifhi 
migroti’il 1 , 1 ^, Iw* wisi 

nIrwK rlfH'ftuI a frii.n%, I r.r ifni* Im 

h<*hl frlh'U nhipt nf 
hnf soon i/ienlih*-| lin-o-'lf 
wloTr Im nrt!t*d a* V\l.* tn LV|L 

, n'Mienn in Ihih tnttnd nn 1 fr^nn 

j LV»|, if*‘ *icn'r»| a*! ^4 f |jjj. mutPfmtt 

I in Ihifh He pr»*e?''M|ri4 fl fh m |e|7^ imd 
DJh in LVe;, ninl «»'•* >i! t m'tiiril 

in 1553, wm fnr fion » fh*f 

»if the nniv»w;4tv l.'gel, ld.V*\ IdM, 

'find 1 580 i, 

Pf'flie gaiiii'd ill eiu’l\ e ^4 in^ 

; Ihnume ni nnt'irr^oH', lest liVi ni 

j life WfOi nmiiily due ft» hi 1 ploste'^ j« tiwiffT* 
Ilf reiiginitn Gil »8i, drit I5|/ iiii 

nminffniie»h in » i^rniem in tiie 

church Andrew I 'isdit Lendett, 

.the Uenuin ralhelie dee?tine flest |t}etur#»'i 
] of PluA’d fnni the * 1000,1 f“« he ieLoNtd, 

I hut he saiv til fe recsfi! I he <»|ene‘ei it? ihe 
! snine idittreh en the 1/ Jinp*, |si 

June 15151 he fr,4fsniihHf,|,||,rtt, 

tion hefaife Ivli.%urd \ Pi reinsi-ose fhr 

' tln^ vi'fotetnin ef f he uiiAri't/if ^ then* 

f find just n \c4r liter 4i tpnird 
j BliCer l he (' V lid'tl ihni rilie-vf f |o ^lultieseisf y 
! ofHcriptnre { MX t Wim^ 1 7m.fti f h/;.. i 
i Uk\ art, l|. In Lipj Wtt« ii|i|eoi0e»| 
rcetornf \Val|w|o 8f, |Vf»^r. X.irl'nlk, ntnt ti* 
IfiMl i wsi^feeNir I'lf Pnllifiw, ^inlrmijiinnity 
he held the livings »»f llaUlnun, retiihtidge* 
shiri'i am! HMinephntii, l'iiininig»h*if»diire, 
Htlwanl V L ctinvineofi *»f hi^ fjiiicertty aii 1 * 
reformer, nonitnitNid Imu one M -niv ehiip* 
kins ^ who worn <hrecf**d lo iinufiMlgele iIm* 
dtHirineir M the ||id« * 11010 he* m the reiin*i»* 
partsof the kingiioiit, Hif fliii .nervier Pttfne 
mm illoutil tt peiifiifm of Hll. a ynir* Ho 
was nm of thow ilivifies to wdiom’ Ii4%%%nl\ 
articles of ndigion wwe retemil on lii't, 
1552, On H Nt»v. he Wsiiiie % eiifnin of 
Wimkor, When rimviniBioii niet ^liortly 
aft-er i,|neen MnryV nc**tmhin» in amir* 
jkn^wBli hk ipwionunititmle ttn 

friifwuhi/innlktisiii; hiit 
Ur. Wwton, too prolmnitiir, |;»oiiited ool thii 
Im wm wmtmditiing the entliolk urirlr# nf 
migwn* Aylmernttetnififil tojipiify Perimk 
mdion, hut Ikm# hml tm Intwif'iiui tif mrnmlm 
mg tho autlmrilifmi and hin fiiiiii|4ie«ii«> liid 
no&^fo unwwardi^* 

hkirly in 1554 Imwm ippciiiif^d mrnimf of 

I afeurlifmys»»tiiw*tye^ 
the fully defined Itointn ififliPlioMtieleithiiii 
A* victt^ehnitmllor 

m 1550 the de ifgalw n|ipfiiitid: hy C/arditiil 
tain f# visit tki tiiiiwwify* Ho 1^ «|il| t* 
havn i\m «f»il of the twiior*, mnl. 

hacwtiinly pwteetdl Mil 
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<if Itw iHju Il!?s |n»41** 

IimtiiKHiH Vi wril ilftr'.tr»ifint Hy ihiv 

IrttiHlIuit It** ll*»t fjir Hi'fmHn 

ill IWi lilt* JrHil nf Uui’**rnml 

Ffigins 

Fill |irt*'44f'4 mi’f tin* wiinf** in vvlnni a 
gmfi* wm fFr fhinr rr.Htrnution tnlinnr 

liftiinurn, 'On 1 Uin7 \m Ittn'amn 
dtiin nf I0)\ 

AH^nnti Islifiilirlli rr«n*ndf«l thn tlinmn, 
F«n,nnuiimhivn«l « Fninn^h iiinir't} tumnlnriu ; 
ti» ihn tirw nrtlnr of thing/s* lunl in lin ^ 

milwrilunl tn tln^ Hiiil) 'liiin* lirlirln^. tin 
|ifirt ill On' t|tn»niiH rtn'»'|4it»n ’wlnni 
tilM' Ofim!iri4|*«» in AnHnf4 Ui<U»nn*l 
';ir*'fu'li«‘4 Iw'lFrn h«n* n 1 ^il in wnmnnu in iiinti 
’in *|ntnniiin«'«l tfin iiinl nnnminnUHi 

Uftirv VI flint linnry \’n fnr llintr trinw ; 
finnimw, In tlin imui-rinlv lXlfnni,H» IVrt« 
ill. ni'F IIKV If I. Ffh/tilH'l li liHOty c’nin« 
|»hnnnit»^«i him nii In** »'l*n|tnnirn» hnt OnO 
ri\Hnif ril !u?i nm|i|iiii w tlnlVm*** nf i Im 
|«nvf*rnf»’\nnmnmnnnit i^ni %v!hrhhnwt fnrfh ; 
In a rliOnit)’ mi hi44 in Imr urmnium a ilny 
nr iwti IfUrr, mnl mnl ynir hiit nimin wiw 
fnttnivrtl fVnin tlm ti«t nf nr»nrt |»rnrtn!n*r!i, 
In F'lTr hn 4»r»H'fn4 with ntln’w tn I’mitn* 
mnv Mfiiuiti'ii for Si J»4in*« Onni* 

liri*ifr*% amt w«n an ntwmmn?*Hful I'amlhlntn 
fnr tln^ timf«lrfi4ln|i, tn Ih^O tm *nnitaivnnrtHl 
tnrnnvnri t«*|*fmn{4finii»in Jnhn Fnnknnhatn* 
fnriiiarly nhlmi nf Wnstmnwfi'f, wim wtia in 
|(Efmmt *U Wwhnrit, In OHnIw'r IfiHH Im 
fflliriidly nxiiniiimil nnntipir niithnlin |trmnitnf, 
Hir Thttmim 1V«*s«hniin at ilm nf Fly, 
mul rtliininntl frnm him n ihTlnriiti«m n| 
itttngmimn In fin* imimii, In IhH-l ht« nhl 
|iii|tth Arrlthi:filni|i Wliif||it% vainly Wfmm** 
timmin4 him |hr a hiOmprin, 

IVrnn tliwl whiln nii n In AndihWitm 
Wliit|i^ift- Ilf LitwliinJi mi ifil A|iril IfiHIhatm 
wn« liuriwi in tim |iiiri%li rlinrnli tlmrn» wimm 
a mfttinmrnf- wim tn tiia wmimry by 

hk tm|iimwy Hinhartl IVnm. A |wrtmifcli» at 
Fntnrtimmn. 

1'n f,|m * llihln* f'Wimwmtrihntmi 

triirwlfttiiwni fif * ami tim* Hnn|( ' 

nf Siilmnnm* I In wm nti mitlnwlaiitm hnnk-* 
f4ill»»niof, Wiil vrip nrmlitnt! with 
tim fillet nri’fiitp librarf in Knu'liiml nf hw 
tiiiii* At IWnrlifinw \m iniill tim llbrnry^am! 

'f n it, m w*isll Hi 'in tlii nnitnmity library, hti 
Inft mwiy fnkiTOtf#* tin alin 
liitiii In fnrtlin twin wwtnt nf two ' 

fiilowahlpi twl ai« mi'inliiwhlp* Amou^ ' 
wmmrinift mlitfr iM^nnwia to frimnlii and nw- 
viimlty nffii'diik mm to VV|itt,||ift of bii 
btut pill ring, Tttrl«\y «r|ii*t, tiwl' watrh* 

Iwttwsilwtiily aftt»r lik liii whr Imlly 
diominritl by tlio itithow of the Martin Ma^* 
Falilt i»cti w tb® Wind of Archblihop . 


t Feme If. 

n ami a tyiinnftlm licklmu'88 and lank W 
■ of prmOplo wlmdi tlm t-MtahliHlmd church ' 
in tlm clm^v. The. author of 
Mlny nnv inori' WorkiO lui'kuaincd him 
Odd Andrnw Turncoat.* Other writoim of 
the .Munto aclioiil ndcrrcHl to him an * Andrew 
Amho/M dtl Flit her Falinmlc*’ or Judua. The 
1 wdmlarH at i kunhridmN It anid, tranalatcd 
: ‘ |ionm ‘ hy * 1 1 imn I rat» 1 change often/ It 
' beeame woverbial to my of a coat or a clonk 
that had h('en tumcnl that it had bi*en l/erned 
, ( /hVf/<i(/ae i/ TtmnmM IknUngX On the 
weatliercock of St. Petcr’e Cimrch In (kmi- 
' bridge were tlie lettora A. Ih A. I h, which 
might be interpreted (aaiit the aatirintH) an 
eith**r Awlrmv iVnu' a papint., or Andrew 
Feme a pruteatant, or Andrew Fisnm a 
imritim, 

< fabric! Ilurvey, In hk welFknown contro- 
vewy with Nhud^pmwiedtlnmttHckon IVrne’B 
nimnory in FVd:!. IWm%while vh^e^chanctdlor 
in 1 dSth hail ikllendeil I larviy by gent ly repri- 
mnmiinghim foraonm ill-t«nnia!red aKjiewimm 
on ptU'aouK in high Htntiom N'iihIii, in attack- 
inp Ilnrv*‘y% miwle tlie mowt of the incident, 
and llurvi’v rtdmlml at leugtli liy portraying 
Feme aa a amooth-lmigued and nuHcrly Hyco- 
plmnt. Kaah» in reply, vindicated fkrm/a 
memory na that of ‘ a carefui fatlu'r of the 
nniveraity/ hoHpitnhh% lenrnml, and witty. 
Feme waa reputed to he * very facetiouB and 
evcelhmt at hhmOaharp Ont, anti lovinl that 
kind of mirth an m to fn^ notcil for Ida wit 
i in them* (Phtfptmttu Aufm^ HlCISi). Fuller 
rt*prem*nta Feme iw a imwti'r of witty retort, 
lint he wtetna, while In att cndmice on iiueen 
Klimheth, tfi have met Ida maUdi in a fotd 
named CHml, wlm thwrihtni him an hanging 
between heaven and earth (Fmurr, (JtmH 

I AMtmww Fmww (IMKOlCiAl), douhtlw 
' a kiimman of the dean of Fly, wa» fallow 
of F'atheHno Hall, Oainhridge, from 1822 to 
! 1827, when ho wa« made rector of Wllby, 
Nortlmiwptonahirt^ ; he held puritan opinions, 
and wm choaim in I did one of tne four 
repnwntativea from Northanntonahlro to 
the Wwtmlnater wemldy. ,Ae jpreaehed 
two m*rmmm bdore the Ilouae of Fommons 
during the lamg parliament-' owe on the <k> 
caahmofa public fa«t,d I May ICI43, which wa» 
printed t the other on 211 April 1CI44, at the 
Hhankagiving * for Lord Fairfax’s victory 
al Selhy. lie died at Wilby on IS Deo. 
ICIA4, ami wm buried in the chancel of his 
cimrch, where an inseriptlo'ii to his memory 
h atlll extant. A funeral sermon hy 
Bamuel AinewortL of Kolmawh we« pub* 
liihed (William Perkins on the * life and 
T{«m« of Amlmw Perni of Wilby ^ In 
Murthm^im Afeecw#y» 1881 ). 
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[Ooopor’H Af.boiuiE‘ Uiuitabr. ii.4A-bU; 

AI jir- Prolate (-unrrnwruy, pp, 1111 —1* Na*<IPf< 
Works, 0 ( 1 . Giusnrt; llarvo^v^H W(»rkH, tnl. 
sart; PulloiAs WorthiuH; (bmporV Aiiimla of 
(la,ml»n<l|i;(^ ; Ho^ywood and Wright V tlinvor?<>ity 
Trail •'tiol i 0 uH ; I)r» JcHsoppH Oiio Uorioralioii of 
a Norfolk llouso; Notes and UtundoH, tlthM^r, 
ii. 185.] a U. 

PEBBEB8 or m WINBBOlt ALU^H 
(fl 1400), uiintrosH of Kdward UU whh, 
according to tlu'lioHtilo Si. Alliann flironitdor 
(OAron, An(fU((\ p. 95), a woman of low 
Lirth, tho dauglilt'r of a tiler at Henne>% 
l^aaax, and luid boon a domeatit’ drudgo'. 
Anothor account nink(*H her I ho daughter of 
a weaver from Dovonshirt^ (hoo 
p. 300). It sounis, ]io\vt‘V('ri more reitMonalde 
toHuppoBothal), as alady of Queen PhilippaV 
liouaeho](l,alm was a memhor of t he Hertford- 
ailing family of Ihutera with which the ahbi^y ' 
of St. AlbauH had a hmg-Htanding quarrel ^ 
ifiei^ta AhhntuMi^, AlhaHh iiLlO, 100 I’OtH, 
Sir lUchard Pern'ra wu« MJh for llortford- 
ahire in soveral parliaments of Edward 1 1 nml j 
tliB early years of Edward III {UHum nf 
Membevii <\f .ParlianwHt),mA was alieritfof 
llcrtfordBhire and Ebhcx from 1315 to 1310, i 
and again in 1337, 1339, and 1330. He may ' 
bo the same Sir Kicliard Perrera who. iii j 
conseiiiumoo of jiis (juamd with St, Albans, j 
sulFered a long impnaoument from 13A0 t»n« ' 
wards, was outlawed in 1350, and wltoae 
son, Sir lUcliard l^^rrera, in vain endeavoured 
to obtain redrosH (frwffi AUmimn^ iii, 100 
309). ^ Alice may have been the daughter of 
Sir lUchard PemwH tlm eld(‘r; if ho, (hw 
circumstance womd go far to plain the . 
manifest hontllity of thi^ St, Alhana ehne- 
mcler. It has, however, b(*en allemal that 
she was daughter of John Porrera t>r Plow 
of IMt,bv Gunnom, daughter of SirThomna 
de Ormesbye, and was twice marrit^d first, 

' Jf; Sjrl homaade Narford; and, mmondlv. to 
Sir Vi xlluim de Windsor (Paomwr, /Vr/w* 
tratmn f Gnat Yanmnth, ii. 430 ; BwmR- 
H'BLX), llut Norfolk, I 319, xi. 233). Thu 
first mcident delinitely known about her ia 
that she had entered the service of Queen 
Phihnpa as ^ domicella camerai lleginn^SmtH 
Tiously to/)ctober 1366 (Note, rmi Qmkw, 
7th ser. vu. 449). It has been contendexl that 
domicella earner® is the oauiva- 

lent, of _ ■woman of tlio IjiKlohamlnw.’ftml that 
tbe desigimtipn was apiiliod onlv toniarrW 
women (tA vii, 449, vlil. 47). jtut it. ia dn- 
fimtoly stated that the manor of Wendovnr. 
winch was bestowed on her in 1371, wm 
mnted to her 'ten qu’ele ftditt sole’ 
{.mk of Parhamnt, iii. 130«),and showM 
a single woman whon she obtained po#, 
session of 0«ye, apparently in 1374 (Jmet 


AH^^*f$n/ft iti. '.'PPP, Sill* nsarti^ d 
any no f te’inuleal to WiHisifp, fb* WiipPiof 
iii 1373 i t Jfsy\/hr, p Pfi; "do* opiN-'» 

whiWf' ?Uafed fo liiH'ff* Iw'-aoi ts !4 wild i| 

hmg pnnuuj- 4 ^^ fo IPi 7 # 

( rf ni, 4 15 1 , 'fhr ro,|iff>rii« 

pornry rhrfUorlo?. and ivotUfPt flo not 
that she mas #ner I ho mi'** of finniirti do 
Narford, awl tlio lUjifewimt i» prolmbly dit*^ 
toaronfmwm. 

Alice Perrefft bw'ione f*f K4''* 

ward til in the blrfune’Mf Qioeu Pinftpiiji^ 
iiwl herroiiwriioii wtili tlie-' luu:< mivv *kfw 
from Pbub when |jh 4 it of t %%4 

tuitruif W'lwc In t3»l7.n|pi fool of 

^ pebert deTdbd. Jl b td'i ItOePi mol tioil 

j Hiitl in 1373 bad -owibir nn btur 

' of John Pa^n and liiclunrd, buvl s, 

In 1371 «be re»vivrd flio iioiii,or of Wose* 

, dover, and in 1375 fh«f of flr^oulord Spekei 
; Pevon^bire, On 15 Apnl 1373 tioicb ip 
3P7/. WIH paid tef her jnttidrt j inhr^i 

of pp. IIPI It, On N |3;3 

j Edward W'f.loW'etl siifi fi*’f * idl I be ywid?!, 

Ac., wlltcfi W*U'e onni. lOi well Iin ||i.'r,*i rd‘ oiif 

Irtte eoiO'orf. and cuiye infn the nf 

\ Kuphemi'i. wife of Wsdlo'-f de 1 1 roi- bullion, 

' Kntghf|iin«l winch w**re ulP'nt'os’d;, n-eop^d 
J liy the said Alice frotn Enphetfitd |Ar one 
j (/dcf/m/, iii, ilM lu Tbe-t ffwiit hm ii-*! tiip 

' naturally iw|eoe<l both fief hoiI iMwiird fo 

unfavourable, fbougb peclwin 
eiunnionf. but it wii.** not n of nil 

Phtb|l|,adM Jewel'*, ^einrlnioH, ^^elrd. On 
2 June 1374 the num ef Eiildo 3t, I hi. wm 

paid, tdirough her hiitiiU, to lief buftire Ihh* 

. untid, Wdliiiiii do Windsor 1 1 No os. i^nw, nf 
, AWin/acc,|i. Hti I III 1375 .iba« rode 
Pbepi* ward from ilm Tow^ef, »lrf'n.»trd m tiio 
' Eftdy of Ilm Sun, to ntfeitd iho givai pite^a 
tlmt Wore hold at Hiiiithfield f N'tr-ot*pa/(^4r«# 
mrit'tf iiomhn^ p. 70), lit f ||o foifowdug fear* 
juj 26 May, mtwM wen^ atipplioil bof tipirtir 
m mmthof iutoiided lourimmiml tlliUviMi 
Afommnk i/ ike OWfer, p. iflp Alice littti 
i pbtainml gnmt ifillimtico over f 'Im iimt 

WHllegHl tu Imvn tiwul Imr poiiif iwii 
pmfwrty for hewolf by unlfiwfiil ineiiiw.. fa 
jihis stntemimtAdmHt, Albiiiiii cti runic lor pfo* 
hably Ims In vhm Iinr dmimfe with Iiii 4 iiwtt 
nbbeyns In the ntitiur nf ftxnye, wtiicli onii- 
mmmHl m Em ((Mm Ith 227- 

249). BIm k teoisiwl «f Ii«fifi|f 
fiwl with Justiw III Inwwihto lif 

way m mammiiiime, mti cif lint ing 

tni the btiufdi- tt ia 

nrtlnr 'Ui itillimimn lint jmigt*# In dneitin ciwa 

p4 PI'H Mtdk qf BtHkmmG il Mlt I. If3tf ■ 
pfjsitlfia IticUicml dnliii Ilf llfifiiit nwl iiE: iti'^ 
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to w-i'li lj»‘r 

'Vn^-HDuitlid w’iiirli h«t| riuHinl nn 
fnnlnhitlt»«l iil^i futliriniiin»>|nihitnt v. Whm 
tl»» U«^o»i {iHrhiiiiif’jO !n*’f tn April 
rif fill* fir.Hf luiM i»f tiii' fnijuiHiUrt wu’^ to 
'll*! tl ion llio kiii| 4 ' ngrtifiHl !iin% imii to inform 
rumthft! ?4i(* iiiiirrir*! to Wiml^ior^ rmw 
i!o|Htty of trolomi Kilwfiuil ilorhiml with 
ftii'oafli thrti ho iliil no|, know Ahoo wnn 
miirrioik hipI ho^opol tlioni to donl ^ontly 
W'ifli liot, A p''no*fol ortlitmiioo wiw intH'ioil 

forinikitng womon topmoli^o in fho vmrla 

of liiw,ttioi nn»l»’r tiu'i Alioo wn.'^ Hontotmod 
to imoI forfoiinro. Hhoi^nllo^pnl 

to Imvo wworn on tlio orof4M of tAmforimry to 
ohoy tin* ordor, Iml nftof tlio doiUh of tlm 
l^riiicn* of WhihM^ iiint iMifovory of |niw«*t iiy 
IiiwniMtor, fttm rohirtnil to nourt, nnrl tlm 
nrohhi^iop to put tho HotUonro ort*\« 

<rotiyiiuntonti»m in foroo iwnuioil hor (tV/nm, 
|»jK Ittlk iOih iShojoinrd with Sir 
Hinhnrd Slurry ntnl Lnliwor in prorurinn: 
tin* rif Sir iVtnf Uo hi Miiru |i|, v. | 

Tin* Iliut jmf! niunmt mot on hT Jnn. I»TT» 
mn! riwniMod tin* Altrontul 

hnr »iupportrr« t /f**//.# iif ii*Jf74k 

Sho foHunoHl In^r old pr«rtioo*i, iniorforml on 
iiohftlf of Uudnird i«yun^, ^%dlo hud hoini oon- 
domitod in tfn'prmiouH yonr; provonti'd tho 
dt*Hpiifoli of XtoIndiH UiiifWoffly to Irolnnd, 
imriiuw* ho wnoi tin oniuny of \Vind^Hlr; hiuI 
protoottHi ti Mi'ptiro win* litnl iiiurtlort'd ti 
wtilof, tw it hi oiiiil, id Itor inf«f tKnttiofu Kvon 
WilHitni of Wvlndnim y^i fUlonod to Inivt* 
nvtiilod Idniwifof hor niil to wonro tlio ro- 
wtilHfinn of tlio tofu porn Htio?i of hw non (f/n 
iii, l*i/f Idnj pp, t*kl Hk Hd- 

ward wiw miitiifo«itlf dyitiii', hut A lino huoyott 
hitn up wnth fnlno fio|iOM of llft% tudih wlnni 
tho Olid wiw oloitfly nt hiitid» ulto Molo tin* 
Ptttgfi from off hl«' lingo w nnd fdmridnund 
liitin In hi’i liwf mornonti* Kthvnrd mMintod 
to liiifo rofu^inl proirorod nttoiitiuit?^ 
|,il»|ip. 14*1 4; hut intlio ypfitHgtm 

I’hil, 4ir» i« ntnloil to liiivo boon with him 
rJll hw doiitlih 

III tim purliiimoiit of lUotinol it 
A lino Ihtrwir** wn^ lirouglit IwTori* tho 
lit tlw f»f t!io oominonM, on ^:l Itw, 

IUTT, ftiid tlio wuttonoo of r.lio llootl nurUn- 
I'UOfti itpitwt Inv uoiitirnwd (MnUn r/ ihtr^ 
iiam 0 fit» iii* Wh), In flui following yiittrlinr 
littihftfid uppiwlod for lonvo to iun for a 
vt»iil of jttflg on tlw grmtnil tliit nho 
Imd' ’bi^nii ooininilkl to jnoiid m ^fnmmn 
polft/ tliiwgli ftiwmdy ttinmnd* niid. by ronmn 
of otti'iftf infonniilltioi (ik til 40-1)* On 
14 Otft. ti7§ til# ifiiitotw# uplnut hnr wnt 
wvoWl (P$th llo/l# B Ilifliiwl II )| a«fl mt 
W I’i-rolt illit) Windsor olitnimwi n gmiit of : 
tilA Jliodi' Hit li»4 hmn liow 4^; 
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'Mum, iii. In l.'iKil AUw luul up- 

pfirontly rorovtmHl Hcvun* «d’ hm* favour at 
, oourt.^ In tho following yriir Inw liUHbnnd 
(hod, in doht <(» tho (wown* lliw noplnnv and 
hnir, John do WimlMoiv va^xtul Aluu% with 
lawnnitM, Sho ootdd obtain no rtdiof from 
Jn‘r hurduonk dobta, though in IHH*1 tho 
judgmmit agniuHt. hor wan tvpoah'd ho far m 
that tdl grunlH might nnnain in fnrrt^ (h\iih 
qf iii, IHU/A* II(‘r diapnlo with 

tin* ftbhoy of 8t. AUuinH hh to Uxtyuatill 
cnntinu»*d ((te^nta AMatifni ^ Wl. illU), In 
lUHtl Him had a lawnnit witli William of 
Wyknhani aa to jowok whicdi aim allog(ai 
aim hud pawmal to himaftr*r ht*r indict monk 
i A\ yloduiin dcniiHi tin* charg*^ and won hm 
; cnatn In j'lfhl John do WindKor ivan in 
at K(*wpto for dotnining goodn ho- 
hmging to Alien do WindHor, valm^ MJKK)/,, 
lunltiohmnlmrdnnghtfw, valuo AWc^ 

tmi Qmrm^ 7th mr, vti* 45 1 ). In I dd7 Alien 
(umo mor(*p(Uitiom'd for the rtwornal of tlm 
jiidgiin*iit Hgaitmt In^r, and t lm matter waa 
rofnrmd for tin* ktngk dorifiinru apparontly 
without odoct ( (Mknf Parimmmti iii* .1(17 lOl 
llor will, datoti t?0 Aug, 1400, waa proved 
, on 1 hVh, 1 lOl, SluMlirtadod that hIh^ Hhould 
I ho huriod in tin* parinh (dnirrh of UpTuiuHttn', 
Kaanx, iu which punHlilmr huHlnunl had pro- 
n*rly (Ntcoi,An,^ TMumtHta |)p, 

7>1 1). I lor lunrM W(W(^ Inu* daughtcra Jaun 
and Joanr*^ tin* latt;m% at all tnamtH, «cnnm 
to hiVH Imon WiudHor’H daughtor, for in 
1400, m Joan Diwaaigrm or Soutlmrnyn, 
aim MucnoMHfully (damunl property at Ctp« 
mitmtnr. 

In judging Aliemb character it mimti he 
romemborml that the chief wdtmwH againat. 
h»*r ia tlm ho«(ih^ St, Alhaua (dironicler, 
Hut othf*r writtwH refer to her m Edward’H 
mktrem (o,g, MAnvMHKH np, lluimw, viii. 
1HA, HoIIh Her,)j and though tin* (dnirgcs 
of avarice and intrigue may he exaggerated, 
it m impoHjiihlo to dotdit tlm fUiliHtantial 
imcuracy (if tlm atory. Still, wotne luHtoriarm 
have taictm a favouridde vhw of low charac- 
ter (IkHttHH, flktmn/qf lUmtrdUI^ p. H72; 
(Umru, ilkturtf qf mgknd^ ii, 514), and it 
haa bmm ingenuously Hugg(‘stcd that elm was 
only t he kingk atc*k«nuw(^ ( Nntm and Qumim^ 
Sir llobertHot4ou, in a almllar spirit, 
a|aiaka of* ln*r miHhap tdiat aim win friendly 
to many, hut all were not friendly to her.^ 
In any we, Alice had tjsed luw position to 
anquim eoualderable wealth, and, In addition' 
to the ipfanta made to her, could purchase ' 
Rgnimont Oiiitle hi^fore Imr marrage,^' (i7a 
w.i*\ and also owned howm property 'at 
liondoit* In her prosperity John of daunt 
Inwl gifon lier a >«na'p of !bery famished 
with illvW'filti after kir fall m obtabtd 



Perrin *4 


certain of liw houses in. London, and hor 
hostel on the hanks of the Thamw. An m- 

ventory of her iowek, valu(‘. 470 /'. 
and confiscated ill 1378 , is printed iu^Archna)- 
loffia ' (xx. 103 ). Otdior lista^ of property be- 
longing to hoi* arc given in * Noten ninl 
Queries ’ ( 7 th ser, vii, 450 ). The Ht. AllmnH 
chronicler says Alice liad no beauty <if 
or person, but made up for thesis def«H,':tH by 
the blandishment of her tongno. Nat urally 
heriniluence over the king was ascribt'd to 
witchcraft, and a Domlnicati friar 
arrested in 1376 on the charge (vf having 
been her accomplice pp. 

96 , 98 ). 

[Ohron. Auglifle, 1328-88 ; Waist iiglifvmV 
Gesta Abbntiim S. Albani and Ypntlignta Non- 
striee (Bolls Ser.) ; Bolls of Parliament ; Notow 
and Queries, 7th sor. vols. vii.aud viii„ cKptHnally 
vii. 449-51, by ‘Homontrudo/ ivlmm a number 
of vahtable notes from unpublislunl dommnmts 
nre collected; 3VTobcrly*« lafc of Wykeham, pp. 
113-34, 121; Moratit'fl Jlistory of Bsscje, u 
107; Sharpe’s Oalmidar of Wills in the Court* 
of Husting, ii. 202, 301 ; Sir Cl, K. DucketPs 
Duchetiana ; other authorities qtioted.l 

C. L. K. 


tionn, and fbt^ * Fable**’ wore ftilaplod in tlm 

, Hamiltonian in iSlbi. 

1 Hmtis Perrin wa.?i tbo dsorf^tiifi 

seluud at Ariim^b. Jlrtiiiwnnn' to Trttiity 
t*oll»‘g»% Ibtblin Jo* gauird ii 'leltolundrij.itliore 

in 1799, and grnduafrd It A, in Xi 

, the trial ot bw lVlbnv«rifnd*'«f, Fw'^^ 

: met, ill t8tW| when Montenee of ilratli wu/* 
' pr(»«ouneed* IVrrin rmdied forward iii the 
' court and wannlv einlirarcd flio 
He devoted hinineif with greaf the 

■ Mudy (»f morcanlile law; in llitarv 

; iSOd waa mlletl fo the Imr, »ttd wsei it 
'much employed tn where ps’n'ilfs*-* 

for brcaciioa the. fin'etiiio wriv 

nought to enforceib When Walfy 
the proprb’tor and pnldodier of *f 
' Magurine,’ waa pffHecuird by the g^ivern* 
meni for ii lihe! in |H|}, ifronnell, 

I Bothel, and Perrin wi^re employed for the 

■ defettre j but the lume wma pnictieally c.nii- 
I dnc9ai hy the jniuofi wdin filiowed marhed 
j ability in tin' matter, lie wiw jtniior 

connHohin iHiFtn the pmwntion ofHlieri* 
, dan, litrwati, ami the raiholm delegates Idr 
violating the Fimveufion Act, tn IWi he 
heenme a Iwutcln'f of Inn?*, Iinldtin 


PEBRIN, LOUIS (1782 18(14), Inwh 

a -e, is said to have boon born at VVat(^r- 
on 16 Feb. 1782. Jlis father, Jkan 
BA msTB Pekkin (j^. 1786), was horn in 
Brance, and, coming to Dublin, became a 
teacher of French. He often roHidod for 
months at a time in the houHce of sutih of 
the Irish gentry as desired to ao(j uire a know- 
ledge of the French tongue. He mixed in 
the political agitations of the pt^riod, and 
on 26 April 1784 was elected an honorary 
member of the Sons of the Bhamrock ; and 
is said in 1796 to have joined in the invita- 
tion to the French government to invade 
Ireland. In his later years ho rtssidtid at 
Leinster Lodge, near Athy, co. Kildare. 
The date of his death is not given ; but ho 
was buried in the old churchyard at Palmora* 
town. He was the author of: L <Tha 
French Student’s Vade-mecum/ London, 
1760. 2. * Grammar of the French Tongue/ 
1768. 8. ^Fables Amusantes/ 177L 4. * En- 
tertaining and Instructive Exercises, with 
the Buies of the French Syntax/ 1778* 
6.^ ‘ The Elements of French Conversation, 
with Dialogues,’ 1774. 6. * Lettres Ohoisies 
siir toutes sortes de simt/ 1777. 7 , *The 
Practice of the French Pronunciation alpha- 
betically exhibited/ 1777. 8. *La Bonne 

Alfere, contenant de petites pil^ces drama- 
tiques,’ 1786. 9. < The Elements of English 
Conversation, with a Vocabulary in French, 
English, and Italian/ Naples, 1814. The 
majority of these works went to many edi- 


H»‘ was a whig in poUlt<v,ynp|t»»rf*f4 ri* 
Hmlk emanin|mri*un and wthri* 

(iuot of * llnni*4t^ IWrui/ Hn tl lilay 

iHJil, in conjtinctifm with Hit Ihdn'ff llarty, 
he was ideetod a in iittrlirtiiifirit. 

for Ihthliiu Being nneeiitnd tit Aiign?*f, he 
was returmni for Monaghan on 21 th»c. 
dispkriiig Himry \Ve^t.*ntrrt| ihe prr«* 

vioua tory mmiib'f. At geimml 

elect itm he came in for the city tif niubt*!. 
on 14 Jan. IHlFi, hut re?Higiietl in the 
ing Augtwt, to take hi» w+at tm flu* lautidi. 
In the Htniia* of Ckutniioiw he atfovit to jire* 
vimt grand jury jobbery, uiitl iimdu an ahio 
spewlt on intmiueiiig Ah** 
reform billj and he was miWm^ in y^idlorm 
to check inttmipt‘ranci» by ailvrimling 
laiionsdnsing puhlicdimwua at idiweti w*elw4. 
at night. 

Frtw 7 Feb. 1882 to Fitbrtiary Itu wm 
thirtl af*rk4atit*at*kw,from Fubwary to April 
1H86 flrso tturjwnt, and *iii 29 April 
the nmommendatltui of ih«t «f Kiir** 

manhy, he atna^uaied Fraiwk 
[q» V.) as atiorrwy-genemL Wtiilii a 
jmnt'he pmsided over tlw tiimiiry iittfi lilt 
<dd Irish coreomtiorw, and rnuik »|»n tlit 
Irifth Municfpal Act was ftmittbai' Aftiir 
the death of ^rhomiii Ii Vaii«lokitr» fi# wni 
appointed a pulwm juatko of itie M»|fa kwli, 
Irtdand, on nl Aug. In tlm iiwt year 
he ww gawttiMl a privy fiwiiicitlof* U» ww 
most painfikking in the dlachtrp of fck Ini* 
f ortant fanctlow i and, dta|ilte mm% 
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linriticiH of iniinnt*r, may Ih> rof^ardtul m otu's 
of tlm moHt ttbh' ami upri^dit wlm 

liavo Wit cm the' Innli bautda ife^ 
on a lumsion in I'^nlirnary IHIK), ami rnNidcal 
tmiT Unnh, ro. nulilin, wln^ro In* tVoc unnlly 
attcmtlwl tlm ladty f^nHaimw. Ha c/intl at 
Kiumkdromin, tmar Mmsh, on 7 Uno, 
amt wjw hnriod at Kuali on 10 Dor. Ilos 
marriocl, in April |H15» lloHlor t’emnor, 
clanf(htor of tho Ib^v. Ahrnham Aii^natuH 
Stowart, oimplain to tlm Royal llihcnmian 
Hrhool, Dnhlin, by wliotn Im iJtul aovon mmn, 
inrlmlinfi’ .IiunoH^ a major in tlmarmy, who 
loll at Iau*kmnv in lHb7; lioui,Ht rortot of 
tlarfyoloyms Hlarnoy, cm (’ork; William^ 
clih*^ n‘p;iwtmr cif the iriah tnmrt of batd<* 
rnptcv (//. iKbD; i’hnrlwc, major of the Rtlth 
fttot frtttn iHfio; ami Mark* ri*gmtrar of jml^- 
nmnta in IrobnuL 

I Dor tin* fntlirr: \\\ X Kit/pHtHrk*a vSoertet 
Brrviw umlnr IMf^ pp, ttm* ‘^1H» 21/), 

2Hij bitV of Demi I’hmkW. IHclT, i.2IH, For 
the mmi iK lb Ol'lnimgao w Irwh Hur, 

Hp, (bmt, 5lag. IHIIm pt. i. pp, VH\ . 

124 ; I'WmanV Juartml, H Drc. 1841, p. 2» 
12 IW, p, H ; lafarnmium from Dn* Ucv, Douia 
Rerria ami ftom M^erk Fnrrin* rwpl (b R. Ik 

IMatHIISfOHIKk\ URMIARI) (l(12aF^ 
DiTlIl* royaliHl eh vim*, probalily born in 
llarntwliirc in DlLM* wim cdncalrR at, Magda- 
lene On! lege, ( *ambridgt% where In* graduated 
II.A* DDl, ami M.A. 11117), and wa^s elected 
to a iellowahi'i {Umt, A/ AX (hmm. hth 
Hep. p, 4Hl b ile was ejected from hia leH 
lowahtp by the parliammdafy commiaaionera 
nnder i:he’oi*duiance of Rl Feb. 11145 tk On 
li Jan, III III idt hi'H name apptmra for the 
knt time in the college hooks tm ovcing tin) 
nociely 4/, UK, *M, At the IWitoratioii he 
wa« lidfi'iit'ted to tht^ riadory of Ht, ♦Mil- 
ilredV, Honll ry, to whieli tliat of Ht, Mary 
Ck)lechurch Wfw annexed on I Feb, 1 117,1 
(N iwttomrr* i. Wood* iv, 2'l I ), I fe pro- 

eeialed Ddb at (Cambridge on *J July H4ld; 
bia theses Pot eat iw r*ec'.eHiie in cenanria ml 
Jure Divino/ and * Nondiitur in torria pastor 
univeraalia toltua cceleaiinM wtme print wL 
On II Nov. lllllt Ite wa^n iiwtidled prebmdary 
of Ht IVlcFa* We.stminatet ttnd on Aug. 
1 11117 •pfebiiiMifiry of lamdoii (Ohiswick atnll). 
< )n ^LMiifcb 11170 be waa collated to tim iirtdi- 
dnaiimirf of finiitingdoit (C/itUirrnE, IfW- 
mimter ifiy, p. 174). fin wiw nlan 
inkfttmoinir to C. Ihitr len I C. 'fie died at, W est- 
inlniter on *11 Aiig 11171* fttid wnn buriwi on 
M In tlicttlibey * within ttniaontb menu- 
intis door* (i/o Hw wife had dlmi 

on lldtttm Hilt Ilk will, dated Sill Aug. 
1171, It in tliii iwtrtmtivfi nmirt, and was 
! 'WVid on Hi 'Oet 107.1* la iwfcorrliince with 
i ti tcntt% the exifcutow, Willbim Clark* 


d<‘an of WimdioHtt'r, and Eobort, Peacock, 
Ttwtor of Hong Hit ton, Surrey, purchas'd land, 
the rmita of whicdi W(\re to be given in per- 
pel)iil'y to the vicars of Ibudcingham. 

Perrincluef wrot e, he.Hidt^e Heparat (dy issued 
ftcnnona: I. ^The Syracusan 4'yratit, or the 
Life of AgathocleH, with Homo Ifeth^xiona on 
the PractieeH of our Modem lleiirpca'H,’ Lon- 
don, 1(5(51 (dedicated (oThomaH,earlof Smit.h- 
arupton); ri^puhlialual Lomlou, 1(571, as ‘The 
Siedinn Tyrant, cm the Life of AgalhoclcH.' 
2, ‘A DiHcourse of Toleration, in answer to a 
late bocdc [hy John Corbi4( 1(520-1(580), e. v*] 
mditnha! A HiHcourseof the Religion of Eng- 
landd Loudon, 1(5(57 ; Ikenanchief opponed 
tokrathm or any modification of the esta- 
bllahinent. 1. * Imlulgtona) net jimtiflcd ; 
being a contimiation of the HiHcourae of 
*rohwation in answtm to tlu* argiuntmt,H of a 
late book cniituled a Pence (Hli^ring or Pkw. 
for lndnlgonc(% and to the cavils of another 
I by John (k)rhetj, called the .Second Din- 
coiirae of the Ihdigion in FaiglandJ Lontlon, 
u;(5H. 

Pt^rrinchief ako comphSod tlnuHlitlonitrc- 
puredhy William Fnlmnn (<p v. |ef 
the Worki'H of King ( tharh^s the Martyr/ with 
a collection of declaration and tnaitieH, Ijou- 
dou, 11(52, and compiled aiife for it from Ful- 
manV nott'K ami nouie mat erialH of Hi law Titus. 
This life was repuhlished in 1(57(5 as ‘The 
Ht)yal Martyr, or the Life and IbuRhof King 
(Ibarbm 1/ anon,; and was included in the 
1727 edition oftln^ VMnf aa ‘written 
bv Richard Pcrenclmif, one of lu» m(\jeHti(m 
(4mpla{n8/ 

ILmmrs Orad. Pantahr.; Wood’s Athimm 
Oxom iv, 241, (524, Fiwti, ii, 180, 074 ; Le Neve’s 
Fasti; Wood’s flkt. and Antiq, of Univ, Dxon, 
1(174, ii. 2b1 ; Hrate Papers, Dom. CJar. Entry 
Hooka H), f. 1 47 ; Keweourt’H Report orhun; l^nnstL 
M,SH, im« f. 1(54, 0H8 f. %mh; Walker’a Hutlbr*. 
iiigs of the Clergy, 1, 141 ; inft»rmatien kindly 
aunt by A. (L Peakett, master of Megdalene Col- 
lege, Cnmhridge,a«d Mr. J. W. Clark, regiHtrary 
of the univers.ty, Canibridge,] W. A, H, 

PEEEXNd, JO,IIN HHARflHia /1H(11), 
civil engineer and exphjrer, wfw born at Bow- 
ton in LittcolnHldrc on 24 Jan, IB Hi lln 
was edmmt,ed at Bonington grammar Htdiool, 

, and then arthded, on 28 March IH26, t.o 
liolwrt lieynolck, the surveyor of the |)ort of 
linstnn, nmlnr whom he was engaged In aur- 
vi*.ying, In the encloBure and drainage of 
the hWs, in the improvememta of Boston 
llarlmur and of Wafnllaet Haven, and tJtm 
ontfall of the 'East Fen, in Dm drainage of 
’ the Burgh and Hroft marshes, and other 
works. In 18*11 he proceeded to London, and 
waa ther«^ employed' in (engineering eatablisbi- 
mimtia In Mamh 1811 ht went to Kgypb 



Perring 


If) 


iVrroiift 


under contract "vvith Gnlloway ItrntliiTi* of! mid mi I M/irclt mifcn**! njwm »■! 

London, as assistant enginoor to (kllinvay , (dyngitior*ring?»nprii«f#inl**«f i*f 
Boy, then manag't3r of public works f(»r Ma-* ' railway dork, ^ mid ioirihotr. In \|»nt Ito 
homed Ali, viceroy of Kgypt. One of tin* biammreonurrfMil wtfhilif' Manrfi#*^forJJorVg 
first imdertalvings on which rtUTing was on- ■ ami ihrwrmlab* railway, wbirh li*’, Ii«'||fr4 pn 
gaged was the construction of a tramway ; complrfo: nml. itfL'r if*^ amolcviiiriiioii hiiIi 
from the quarries nearMex to the sea* After ^ <ulir*r wrn fmiii |.H.p| nii 

the deatli of Galloway he Imcann^ a memlwT engineer of f lie Kji '4 L»firr,e4orr r4;hijv^ i |i% 
of the board of public works, \vas emmulted i was Mitlwf’qnently rotinrefrd witfi lie* 
as to the embankment of the Nile, advocated \vay,Stee),atid I’lant 1 ‘funpany, uiiht^urjuf^^^r 

of tin* Utldde^diiie rathviiy, afol e.'*ir.'frtie’*^''d 
fin* joint linosfrom \V«gniHo Hlfirkhofii. ||i» 
was alsi» engineer of flu* I Pnv#ddiw i?»f ie «nd 
other waferwork^i* KitoiUy* lie w'u'i oitf rtf 
the engineers of tin* .MaiieloeU^^r etlv niih 
ways. Gn I» Ger< IH«VI tie w#|ti fdeeled n 
immilw of the Iiraitoij^ui of tbvil Kiigt- 
neers, amt in a inemher of ttj»» ln4oi|.' 


the establishment of stations in the Lesert 
between Cairo and Sues! to fneilitate the 
overland transit, and was employed to mnke 
a road with the object of carrying out this 
scheme* 

From January to August 1847 he was 
busy helpin;^ Colonel Ilowartl VA'se and 
oth(3rs in making a survey of the pyramidHiit 


Gisseh, and in the oxooution of plans, draw- i titm of Meeliiinieiit Kngitieer^. Hr 
ings, and maps of these monummits. He luur HH King Htivet^ t»n 

alrciidv THthlishcfl ‘On the Ktiiri»ient*t»i ■* * ' * ‘ 


filed Hf, 

^ - ■ 7 Ill daii- 

already published ‘On the Ihigimawingof tlu^ ! 1884. 

Ancient Egypti^ nix inun- j liur-f C,.-.! 

bei8. _The yeaiB IBdB and 18d.) he sptmt tn ; }h;p^ ij ^ r^f 

explonngti.ulsurYcym(rt,l.or.yrainulHftt.A^^^^^ , l„stit«ti,.i, „f ts?!.; j,.., 

Koash, and tlume to the southward, including i,> in.| 0* (t II* 

Fayoom. Ilis services to Egyptian hisiorv * 

are described in ‘The 'Pymiuids of Omdi, PFAIEOHCT, VlXlT^IXT (Nlskl I78ht* 
from actual survey and admeasurement, by vicar of Hhortditini and met luidisf, 
J,L.MPerring,Lam,Giv IIIuh- koii of Haviti and Pltilotli*.ii iVrroirf, wiw 

trated by Notes and llefenmceH tot lie several bo ' " ‘ ' ' 


by Notes and ] 

Plans, with Sketc.hes taken on the spot by 
E. J. Andrews, Esip, London, 1841), oblong 
folio. Part i. : The Great Pyramid, with a man 
and sixteen plates ; part ii, : The Hecond and 
Third IXramuls, the smaller to the southward 
of the Third, and the three to the eastward 
of the Great Pyramid, with nineteen plataa; 
part ill. : The Pyramids to the southward of 


Gizch and at Aoou Roash, also CampbellV 
Tomb and a section of the rock at Olsseli, with 
map of the Pyramids of Middle Egypt ami 
twenty-one plates.’ Perring’s labours arti also 
noticed in Colonel Ii W. IL H. Vyse’s ‘ Ope- 
rations cawied on at the Pvramids of Gi«eii 
m 1847, with account of a Voyage into Upper 
Egypt, and an Appendix containing a Hurvwy 
by J. a Perring of the Pyramids of Abmi 
Boash,' d yols. 4to, 1840 2 (i. 148 et sen., il 
1 et seq., hi. 1 et seq.), with a portrait of Per- 
nng m m eastern costume. Perring, before 
leaving Egypt, mad© a trigonometrical sur- 
vey of the fifty-three miles of country near 
the pyramids. The value of these researches* 
all made at the cost of Colonel VysB,ar© fullv 
acknowledged in 0. 0. J. Bunsen’s^ E^wti 
X^^iaoe m Universal TTIflfA'r.w* K 


born in Lmdruj cm 1 1 H,h*, ILn 
a native of (loUemi d*0»n in the eantim of 
Berne, and a prot«*i««faisf . eanif* ov^r t»i Lug. 
land idamt BIHik and wroi niiftirid?w*d bv aei. 
of pipliament in l7t)H, liaviwg |irevims,?4y 
married Plidofhea Art her or Arllnir, a bifly 
of good farmly, wlio«o piderfml g rand fit hofi 
an olllf‘er of tJieemiri of Hfiirudiiiiniwr, hwt a 
of' considerable e«rate near flevi/o'*, Willrthire, 


domig^tbe civil umr. Hnvid lVrroiit‘| died 
in 1717* Oneof lii« tdtier brothef'Si, Ohrijifiatf* 
was grandfathf*r of file celebmit^d Frenclt 
engineer Jean Rodolphe Herronef (I7IH 
171)4), din^ctor of the *p*mtH ef 
France, and biiilder of f'be brML;e«f IVciiilHy 
and of the bridge * de hOt*nror»iiO 
Pont Louis XVL) in Parn i lie %%4 ^ fiifcigtt 
mnmbfm of the lioynt Hnelei y, KngiainL *ii4 
of the Botmdy of Arts* LotuJoin 
Vincent Piwoni^, after rwidf trig Itr4«rt^ 
education at a wdmol In thi^ itorfcfi cif ’Erigtatut,, 
enterml Queen’s OtiUegfc^ OxfooL wlw^ttce h# 
graduated liA* tui it OcL i7ti^ #/ 
in later life fie wnn ijtiicftli-'al 
as M. A. On 4 I )«, 1 7 1 8 fit marfitil klljaeit 'ts* 
daughter Ttwimw ami llarpmii 


Place in Universal His orv»T mugiuw oi mti Idarpmii ilmy 

Gi '98 Q hew of London, and, having' taken, htilf 

R ta atated that bimmo nunttii of auti5rWff*i innC 




torians. 


'He iifW'Oif 
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that lio received many tokens of a special 
‘[>rovidence, and wrote a record of them, 
headed * 8omt^ remarkable^ facts in the life of 
a person whom wo shall call Ihisobius^ (ox- 
trae.ts given in the Alethodi^t Magrtzinej 
1709), wlu^rein he rolat(^s certain dreams, es- 
eapivs from dangt^ry and the like, as divine 
interpositions. On 14, Feb. 1744 he had his 
limt mterview with John Wesley, who was 
nuudi impresrtiul by his piety (J. Wnsi/HV, 
Journal^ ii\>, IVork^y i. 4(IH). iloth the Wea- 
h^ys visit.ial him and preacla^d in his church 
in 174(1 Wlum Oharlos Wesley preached 
then^ a riot took place, the rioti^rs following 
tht^ pnuudier to the vicarage, threat(ming, and 
throwing st.omm, while lu% was didendtid by 
0 !m of Oen*onet-*s sons, Oharh^s, From that 
iimi^ bidh tlH\ Weshys looktal to rorronnt 
for advice and support; he was, perhaps, their 
most; intimatis frumd, and they respcH’ltHl his 
judgnient m» less than ih«\y delighted in liis 
rt4igions cJiarac.ti^r. Ihs attemhal the metho-' 
(list coTderence of 15 June 1747. In April 
174H (Jharh'.H Wesley consulted him about 
hl« intemled marriage; in 1740 he wrote to 
Vu Weshy (^xliort ing him to avoid a (jnarrol 
with his brother John, to whom (lharles had 
lately behavial somewhat shabbily, and a 
letteV from him in February 1751 led John 
Wesley to decide on marrying (Tymemak, 
Z(/iiofX rcs/c/A ii. (I, 104), 

lie wrote itrdefence of the methodists, 
was consulted by the WesleyB in reference to 
their regulations for itinerant preacliers, in 
one of wliich he was appointtul umpire in case 
of disagreenumt, and was called ^ the arch- 
Wshop of methodisrn * (ib* p. 230). Two of 
his sons, Fdward and Oharlea, were among 
the itinerant preachers. Hie wife, who died 
in 1793, was buried by John Weslevj who also 
visited him in 1795 to comfort nim under 
the loss of one of his sons. lie encouraged 
a ineihmlist society at Shoreham, headi^l by 
his unmarned daugliter, * the bold masculine- 
minded* Dnmaris, entertained the itinerant 
pwaclnws, attended their sermons, and had 
ipreoching in his kitchen every Friday even- 
ing, lie held a daily bible-reading in his 
house, at first at live a.m*, though it was 
afterwards held two hours later. In 1709 
he hat! a long illness, and, when recovering 
in Jim nary 1770, received visits from John 
Wiiiky and from Bellna, Countess of Hunt- 
ingdon [see IIastiicos, Si-jtWAjjWho describes 
Ihtf as ^ a most heavenly-minded man * 
(TMmi Tim$qfSdimi Oountm of Hunt- 
1. S17). In 1771 he upheld J. Wos- 
against the countess and her party at the 
tJjn# of t’ne Bristol conference. When in 
his' nirietidtl^i year he was visited by J. Wes- 
ley, wbo rntmJi tliat Ms intelkot was little if 
:Vohc' tar*' 


at all ira])aired. In bis last days ho was 
attemhul by one of Ins granddaughters by 
his daughter Elizabeth Bingga. lie died on 
0 May 1785 in Ms ninety-second year, and 
was buried at Shoreham by Charles Wesley, 
who preached a funeral sermon on the occa- 
sion. 

INuTonet was a man of great piety, of a 
frank, g(nierou8, and cluH^rful temper, gentle 
and alfectionate in disposition, and court eons 
in manner. IBs habits were studious ; be at 
one time took souu^ interest in philosopbitnil 
works so far as they bore on ridigion, tliongh 
h(^ chiefly gave hims(df to the study and ex- 
position of biblical proplu^cy, specially with 
reference to the second adv(mt and the mil- 
lennium (Mothodkt Magazitm, 1799, p. 191 ), 
lie owned a farm in the neighbourhood of 
Canterbury*, and was in easy (hrcumstiancM's. 

his wife Charity, who died on 5 Dec. 
17(i3, in her siwcrnty-fourth ycMir, be bad at 
least twelve cluhlren, of whom .Edward is 
noticed below; Charh^s, l)()ni in or about 
1723, accompanied 0. Wesley to Iindand in 
1747, became one of the Wesleys’ itinerant 
rmmcherB, was somewhat insubordinate in 
1750, and dta^ply olfendcHl J. Wimh^y by 
printing and eirculatitig a l(vtt(;r at Norwith 
contrary to his orders in 1751; he advo- 
cated separation from the idntrck, and Iku'nst^ 
to the preaclu^rs to administ.er the sacra- 
ment, against the orders of the Weshsys, and 
took upon himself to do so hot.h to otluw 
•preachers and some members of the society, 
“Icing, according to C, Wc^sley, actuaticul by 
* cursed pride.* lie was euragcnl by tlu^ sul)- 
mission of his party, and afterwards C(uis(‘.d 
to work for the Wtileys, residing at Clanter- 
bury with his brother Fdward, wlu^re he died 
unmarried on 12 Aug. 1779. Of the other 
sons, Vincent, born probably in 1724, died in 
May 1749 ; Thomas di(',d on 4) March 1755; 
Henry died 1795; John, l)orn 1733, died 
28 Oct. 1797 ; and William, when return- 
ing from a residence of ovi^r two velars in 
Switzerland, whither he had gone on huslm'ss 
connected with the descent of the family 
estate, died at 1 )oiiay on 2 1 )cc. 1 7B 1 . Of Pt\r- 
ronct/s two daughti^rs, Damaris, her fathtu^’s 
^ great stay,’ was bom on 25 Jidy 1727, 
and died unmarried on 19 S(^pB 17H2 ; and 
Elizabeth married, on 28 Jan. 1749, William 
Briggs, of the custom-housis the Wimleys’ 
secretary (Gent Ma//, January 1749, xix. 44) 
or one of J. Wesley’s * book-stewards ’ (see 
WHiTOnnAD, Life of il 291). Eliza- 
beth and Edward alone survived tluur fhthor. 
Of all Ferronet’s children, Elizabeth alomt had 
issue, among whom was a daughter, PliilotJiea 
Perronet, niarned, on 29 Aug. 1781 , at Shom- 
ham^ to Thomas Thompson [(p'V.3,a mt*r(*.baut 
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of IJiill L'nim tlio iimrrian'o of I'llualioili | sii.'iiKiiui'or tlio ' lev .•lim,;.-!. uli I*, r- ■* .m * 

IViToui^t l(> Williiim wan (Itwondi'*! bmm'h , spirit whi»*lt in Iitin 

ilfitiry IWmuoti [<1. v,]» auhjedr amt oftli*' ** Xtiiv/’Nb'j^lanssu" I Isiit Ifn.i 

portrait, paiuti'r. * f"***^*** ip^rtiir-? f|.i«'’i», 

^ tVniiiot 'imblLsIitul : 1. * A ViiKliration of liml poiMOjiPil f ho muaB t»f tip* m!!i» r pr -lU In - 
Mr rjodcc ’ 8vo, IThtS. 2. * A 8oooml Vitw ors;, flint lio tvaipliTPil ahniif iV-O'it 


(lioatioii of J^Ir. Loeki*/ 8vo^ 1728 tuiilor 
lUrrr.wR, JomI'Pmi], 2* * Stuno Hmiulim*.s 
clii{‘Jly rdathig’ to Spiritual in which 

the opiniouH of Mr. Ilolihoa * . . art' ^taluui 
notice of/ 8vo, 1740, 4. * An AHectioiiato 
Adclreaa to the People calltHl (^timkers,' 8vo, 
1747. r>. Defiuu'.e of Infant Bant ism/ 
12mo, 1749. (>, dSome Utonarka tm tht‘l'Jn» 
thnsiaam of ’Methodista and (^iiaktuv com- 
pared’ (H('e under JaviNtrroN, ami 

Jmdmi M(((^azm(*t 1740, p. 429). 7. ‘An 
Earnt'rtt .Bxhortation to tliCHfrict Pnndice t»f 
Chrialianity; 8vo, 1750. 8, ‘'Phird Bt4tt*r 
to the aullior of the KntluisiaHfu of Mt‘ttio« 
diata’ {Liniilim Mng. 1752, p. 48). th ‘ Stune 
Short rnatructiona and Praytuv,’ Hvo, 4th 
edit. 1755. 10. ‘Soun^ BthletainnM on Ori- 

^'inal 8in,’ &e., 12nnn 1770* U, * hkaa)' on 
.UcereatimiH,’ 8vo, 1785, 

Ik'.rront't’a portrait "waH engTavtal hy J. 
SpilHbiuy in 1787 ( Bkomokf), ami in pvtai 
in the ^ Methodiat MatnwimV November 
1799. 

Bdwaiio ri'JUHONHT (1721 1702), hymn- 
writer, aon of Vincent iind (liarity Pt'rrontd, 
wa« born in 1721. lie wan Itdin \Ve.slty’H 
companion onlua viait. to tln^ north in 1740, 
and met with roufth trtaUimnit fiann the mob 
at Bolton. He btasauu^ oius of Wt'abtvV 
itinerant proaclierfl, whh on nifiMt frimnlly 
terms with both John and Obnrh'S Weabty, 
who spoke of him as * trusty Nhal Ikmmnei,’ 
and seems to have matltum un fortunate HU^f- 
fi'estion that led John Wesley to marry Mrs. 
Vazeille (TymaiAN, ii. 104 b Yet even by 
that time his impatience of control hml 
caused some trouble to Jcvbu Wt?Mey, wlm, 
in 1750, wrote to bim that, though'he and 
his brother Charles Perromd, ludiavtal as he 
liked, they either could not or would imt 
preach where ho (k^sired (ith p, H 5 ). hi 
1754-5 Porronet, in common with his brot.ht*r 
Charles, ur^nd separation from the clumdt 
and the ^rant of license to the itlnerantH to 
administer the sacraimmts. lie was at that 
date living at Canterbury (see^ abovc^) in a 
honao formi^d out of part of the old arehi- 
episcopal palace. Ilis attack on the chuwh 
in the ‘Mitro’ in 1750 eauBod the Wenleya 
deep annoyance; tliey prevailed on him to 
suppress the book, but be appears to have 
given some copies away to Im fellowJtine- 
rants, after promising to suppress it. (Juirles 
Wesley wrote a violent letter to hm brother 
John on the subject on 16 Nov, of that year, 


to htujso * in a hmii.pte' weh, ^4 o«^i 
lit' had hidfrr ‘ no Iimuio iu . « if « ‘ ji? I 'an - 
^ fiU’hury. Among Prrrourp,. leUMl 

i in tlu» Irftf-r, ill** unf»‘f nn\u ifta? p 1 ,- 4 ,., 
I visit to fltntiubnr) la* fev-l bsi « «oi4 
j hi‘4>rosborV * Nijcrane nf 1 ’ 
i (Uit ami blotf*<d In bon t U n' • /'n.'- A < n? 1 
limm Wore b'fl onNrr i '2, p. P-'A I, iU i i f I, 
I a ml prohably onrli'^', fsr bitJ c. 1 *1 j,, |i.i 
; eonneeh'd uifli \\»’4^n ; !)*• iIm* 

ANmnfess nf llunf jn;*4«'n’ i imiiU' ij.'-n, ;iisd 
' pronchnd umb’C borJo'/'.im* . -v t '.ml* rburi* 

, Norwich, and c|..n^bor.% vcJi 
i The coutMc'. s, lanvcu’f, c tl %%ilk 

i Idm for Im’. Uob'nf iibonf ibo. 

; chureb of Ibirl'Mid. and Ic' ihrirf',**;,* 

, to work nudfu* Imr i f.\f’ of' 

^ uf Ii, |!U h\ «»}i| 

«' mini'Uri* ttf a %mnlt rbs!p"*l «t Viircrrlirsrv 

, with an ind»’|i''mb nf 'on, ftcdirj 

on 8 Jan, 1*4*2, mel un'i loir, '*4 m ^h«ii||| 
eloi'itt'r of tbs* rmlin dral t *.f.r!!vi'bor^ icm/ 
tin* tnin,a''it d«^or. UiPko fu-i ^i*|cr, 
Staunu to 4HW’ lir«ni Ijm! briiJ* I, 
liiltt'r in fcmp‘*r. and imp4fo!4 »4' ttit c-ui# 
trol. In obi ng*' bo tta.'M r*j 2 i ,'4mi 
III IH92 nonounbirifii'es m brld 

a cenfenitry lc>4nii ftt rMitHicrnMniic bn 

w«»rk in that mly. Jbe ^4 if 

Wesley rs Jem 'if to idim**, it rwsoiiiitnif, 

he wnYmarried laTore 1752. ffii. % rbw* 
fian rtiiim* whh iHitifil^umf dud «i 
_ hi'r wilMicinvf {trincil iii ib'Cfiiilw’r fljuf, 
yt*ar. Tlu’Ct* \tm itfi of fto" iscifiiHCft, 

Ills pubiiMieil fllVi ! |k|'%* 

sages tsf the flld iitid Xew Tt-nuisiPiit 

lietlf l2mO| 175*1 2, *Tbe 

psaunf Hvis* "irinfrsi 175? fii wlip 
HsdIerV eafa ogm* llic4i4»* i75*k 

note ‘auppresM'd by yriuifc unflmriivd 
\yna certatnly |iriiil'i4 lti l7*Jb tnif in-'W 
title-page may have brrui Mti|i|ito'd lit I7hl'i 
ace copy in the iAiCli 

script notoM and correct 1010 ** 11111 '! |irc>i«oif 4 tf«,tt 
inseriptiim fnnii ilm author, nigimJ 14 14 114 
monugmin); it eofifiiiiw a dull un4 I'iruleiit 
attack im the fliurcli of Ikglniitl ll%%m 
publmliHl wirlimit tfio imliiorV tiuifse, fit 
one of the tmten fltettutltor * I wtm 
and am like to the a of ibo 'riitifcb 

of England, buf I her 

Hmall IkiHeeikm of U^mmu* 

' I7H2, h M'ieea^«i(iniil Ver 'ttiofil ,iii4 
wwwil,’ f’.'iiif,. 17wr,! m ji. Mi. IVm„t.*l'w 
' wi-U»l<n,iwn hymn, •All tmil lit.' 
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J<VSUH nanu'/ which firat. a]ipcartMl in tho 
Mh)spcl JMagaziuo/ 1780, wiUu)\it; Bignatiiro. 

[Life of V. Porrorict ia MotliodiKt. Map;. voL 
xx\l Jaiumry-Apinl I7!)i) ; Ty{a'nia,ii’H Lifo of J. 
WvHhy, 2iul cnliti. ; WlutohoiurH Lifo of Woslcy ; 
J. WchU^/h Jounial, ap. WorkH, 1B2U ; Juokaon’s 
Jomaiuh &c.,of (3. Wunlcy ,* Lifo andTimcH of 
Hcdiiia, CoimtoHH of lIun1hip;don ; Gout. Ma^. 
Jaiiuui'y 1741) -xk. 44, July IHL'l Ixxxti. 82; 
Day of l{oHt,nc.w hw.( 1870), i. 70.1 ; W.Oadshyh 
Doiupmiiou to S(h',eM(Ui of DymuK; J. (Lidahyh 
llymu-wrlloi'H, Brdojlifc. ; Noi.cm a,ud 
DucrioM, 8(h aor. ix, 20.8; Julian’.s .Diet, of 
nyoinolo|, 7 , aih ‘ Dcrcoiua, Edwa,rd/ by Dr. 
UroHavt; family i;iapcm and otluu* iuforuiatiou 
from Mias Ldilh TliompHoii.] W. 11, 

PEEROT, (U^lOlUiK (l71(M78D),baron 
of tho cx(duHHicr, hom in 1710, h(d(nij((al to 
tlu^ Vorkwhin^ hnnudi of tho IkuiadH of Pom- 
hrokt‘Hhir(^. 1 1 o wan this wmotul Houof Thomaa 
Dt'rrol, prohi'Uilary of Eipou and rc.ctor of 
\V(dbiiry ii: tho North Ridinp; of YurlcHhiro, 
a!id of Nil, ,Marliii-in-Middogato in tho (uty 
oi‘ York, hy his wife AnastaHia, dauglitor of 
tho Uov. (huirgt^ Dlaxtou, nuitor of iJarwick- 
indhiiu't in tlu^ Wh'st. Riding of Yorkshire. 
Afltu" roc.dving his tuUuaition at Wt^stininsDw 
School, Ins was adnuttcnl a stndont of tho 
hinor Tompio in Novmnhor I7d8, and wan 
calltul to tho bur iti 1782. In Rlay 1757 ho 
wan t'kictod a luuudu'r of lus inn, and in 1750 
was inadoa king’s counsoL On 10 April 17(K) 
lu^ optuiod tho case against Latinnico Shirley, 
fotirlh earl Ferrers, who was trital for tho mur- 
der of John Johnson by the House of Lords 
( 1 1 ovvwbb, AYrtM 'rriai/jXlx. H04), On 24 Jan. 
1708 Im wascalhal to the degrta^ of serjeant, 
and appointed a baron of tlu^ e.xchoqiu!tr in 
the plac(^ of Hir ILuiry Oould the younger 
ftp V. I IL» was seked with a lit of palay at 
Maidstone during tlu^ Lent assizes lii 1775, 
and slundly afterwards retind from the 
htmesh with a pmtsion of 1,200/. a year. 
Having purtdiased the manor of Flad'bury 
and otiiorconfliderahlo estates in Worcesti^r- 
slure, he retired to Ik^rshore, wln^re he died 
on 28 Jan, 1780, in the aevontioth year of 
his age. A monument wjib erected to hie 
mtunory in ^ihe parish church at Ijaleham, 
Middlesex, in pursuance of directions con- 
tained in his widow’s will, lie was never 
IcnighhaL 

I to married, in 1742, Mary, only daughter 
of John Bower of Bridlington Quay, xork- 
sldre, and widow of Peter Whitton, lord 
mayor of York in 1728. Parrot left no 
cliildren. His widow died on 7 March 1 784, 
aged H2. ^According to lioracse Walpole, 
Perrot wh\h on enreuit ^ was so st^rvile as to 
reeomiflKmd* from the bench a congratulatory 
address to tho king on the peace of 17(ii$ 


^Ubtori/of Uw liviijn of George 111, 1891, 
i. 222). His curious power of discrimination 
may be estiniat cd by tlu'coiuduHtou of lussmn- 
ming-up cm a ta*ial at, jhN:c4,er as to tlu‘, right 
to a certain si rcuun of water: ‘ Chmtlemen, 
there an^ lift, eon witu esses who swear that 
tho watercourses used to Ilow in a ditch on 
tho north side of tlu^ lu'dgt^. On tho other 
hand, genthmum, thm‘o ans niiu^ witiu^ssivs 
who swear that tlu^ waXerccnirso used to Ilow 
on tho south side of the hedges. New, gtue 
tlomcm, if you sublracd nine from lifteen 
there remain six wi messes wholly uucon- 
tradicted; and I rc^comnumd you to give 
your verdict accordingly for the party who 
calhul those six witnessivs ’ ( Foss, Jifiges <f 
:Englaml, .18(51, viii, 855). Jt appears' from 
a piit ition pres(mt’ed hy Derrot to tJui Houses 
ofOommons that in 17(59 he was the sole 
owner and propriivtor of the navigation of 
tins river Avon from Tewkesbury to Eves- 
ham. 

[The authorities (piotinl in tlio text; Barn- 
wHl’s J'errot, Notevs, 18(57, jip. 108 4 ); Memorials 
of Kipon (SurieoH 8oe. Puhl 188C5), ii. 815; 
Naslfs WorccHt,erH]iire. 17HI, i. 888, 44 7.-H, 
kSuppl, pp.59, 0 I ; Burlufs Landed (Hmtry, 1840, 
i. 128; Martin’s Masters of the Beneh of tho 
Inner Temple, 1888, p. 70; Alumni Wt^stmon. 
1852, p. 548; Gent. Mag. 1775 p. OOl, 1780 
p. 102, 1784 pt. i. p. 288; ilnydtfs Bot»k of 
llignilhsH, 1800; Notes and Ciuerios, Hth Her. 
V. 1147,411.] 0. IL IL B. 

PEEEOT, HENRY (/. 1(500 .102(1), cpL 

grammatlst, Paiikot.] 

^ PEEEOT, R I u J A M’ LS ( 1 571«1 (587), poli- 
tician, born at Harroldstou in Pembrokeshire 
in 1571, is stutiul to have btum an ilh^githnate 
son of Hir John Perrot [(p v.] byHyhil Jones 
of 1 hulnorshire. 1 ic^ mata-iculat ed iVom J osiis 
Oolh^ge, Oxford, as Hir John’s second son, on 
8 J uly 158(5, aged 14, left tho university with- 
out a dogroo, entorcal tho Aliddlo Temple in 
1590, and, * afterwards travelling, revturned 
an accomplisli’d gentleman’ (Wood), Ho 
settled down upon tho estate at narroldston 
which liad b(‘,on given lum by hisfathtu’, and 
aooras for a time to have dovot-ml liimself to 
literary compaaition. In 159(5 was printed 
at Oxford, in (piarto, by JosejJi Banu?a, hia 
exceedingly rare * Hiacovery of Discontented 
Minds, wherein their several sorts and pur- 
poaes are described, eapeciallj aiudi as are 
gone b()yond Hoaa,’ which was dedicated 
to the 'Bari of Esaex, and had for its object 
to * restrain those dangerous malecontenta 
who, whetlu^r as scholars or soldiers, turned 
fugitives or rtmegades, and sc4.tlod in fonfign 
oountrioH, especially under the umbrage of 
the king of Hpain, to negociatc conspirudes 
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arul inviiHionH ’ (cf. Oraiw, * (’ntnlof^'im <if 
rarupliU'.lt^ in the Ilarleuin lahrarv/ UttrL 
iMm\ n, This waa toll(»we(l lu U>(H) 

hy^The Fir«t thirt- of the (haiauleratton of 
livmaiu^ Oaiditiou: %v'herein ia eontuimHl 
llie Murall CoiiHideratum of a Man'a HeHV: 
aa what, who, anti what manut'p t>f Man lie 
iw,’ Oxford, 4to. This waa to lu'.hdlowed hy 
three parts dealinft rt'spt'Ctivtdy with the 
political conslderatiou of things uiuh*r us, the 
nat.ural consitleratiou of thinijfs alxmt ns, 
and tint inetaphysleal consideration of t.hln^s 
abovtuis ; none of which, howevi^r, apprainuL 
Parrot also drew up Hook of the Hlrthi 
Education, laft^ and Diuith, and sin'i'niar 
f»'Ood Parts of Sir Philip Sidney,’ whieh Wood 
appears to have seen in nianiistn’ipl, and 
which Dldys ‘ eamestly desired to nuMd- with/ 
but which was evident Iv never printed. In 
the in(‘aiiliiiue Perrot liad r(‘pres<ail(ul the 
horouf^di of Haverfordwisst in the purllament 
orir){)7“B, and during the progn^ss (jfJann's I 
to Loudon he was in July ItiOd kniglited nt- 
the house of Sir William Kleel.wooth He sat 
af^'ain for Ilavorfordwi'st in tin' parliament 
of KSOl, and in the ‘Athlled parhament-* of 
K) 1 4, when he took a vigorous part in t he 
debate's on the imiiosltitms, and shared to 
the full the indignation evpressi'd hy the 
lower house at the spt'echof Bishop liiehnrd 
Neile [q. v.], (jueHtiening t he eompi'tencf^ of 
the commons todeal wit h this suhjeet, Wlien 
jiarliament met again in Iddl it contained few 
members who weri^ HstinuMl to with gTeati'r 
willingness than Perrot, who comhined expe* 
rionco with a popular maniu'r of H})ealiing, It 
was he who on () Pel). 1021 movml t hat the 
house should receive the communion at Ht. 
Margaret’s, and wlm, in J mie, moved a declnra- 
tion in favour of assisting James s children 
in the Palatinate, wliich was received hy tim 
hbnse with enthusiasm, and ileelamd by Sir 
Edward Cecil to be an inspiratioui ‘from 
heaven, and of more eflect * than if we had 
ten thousand soldiers on the march/ Later ' 
on,mT)?ovembcr 102 L he s|K)ke in favour of , 
a war of diversion and attack upon Hjiain in i 
the Indies. Hitherto hehadsuoceHsfully com- i 
bined popularity in the Iiouse witli favour at . 
court,. and had specially gratified the king 
by supportung his plan to try Uacon’H case ) 
before a special commission; but in December ^ 
the warmth of his denimeiafcion of the Hpanish j 
marriage, and his insistence upon freslt * 
guaratitees against popery, caused him to bo i 
numbered among the HlUempered apirita/ 
He was, in consequence, sulpectod to an 
bonourable banishment to Ireland, as a mem- 
ber of Sir Dudley Digger’s [see Dmom, Bm , 

, DtruLB-Tj commission tor invest igating certain I 
grievances in Ireland (Woon? ctaAnnmKa, 


, i*fi7 }, In th*'* p.:'! 

I Pemu., ns ri'pru.Htuitnfivo for the »d* 

P«»nihri(k*% phi)'»‘ii a li*%f4 cuirqurti^ui'i ; 
hut, in that of when hr ngn'ui frj»rr'4M!tr'?l 

lIavcrfordwt‘>4p |uk nuidi' a intuiuliil 

against Land. 

i’errot; plnyri! a cou'ddrrnb!** purl in Idi 
, native rtuiniy, Jti Ifbil lit' Ivriiiir » l.'-.'-.rft 
, of tho royid' minivi in Prmhrobr'Jtsrr, iiml 

j from about fimt pofiod iiu? 

I m deputy vicr«ndmiml fMf fho Ivirl Mf fV-fii . 
j broke, ‘in Angu-d ld‘!o wr‘»f»’ Pt ftir 
; govtwment that 'rnrldfJi pimir'i tw'fr 
: tlu'South-we>t coiifJ, Itiiiili forru|i?t^4 IjUieiv 
j for over a fortutghf» ami 
' cfipt ivoH in MountM Itiiy, Porinwill, hVun 
I Id2d he arted a‘4 the vier.'iNltinr4l or rr|trr» 
sentntivo of the admiralty in IVinliPMlo-iInfr, 

! and wrote frei|uentl\ to Hrrrrian Ponwar 
^ respeetiiig tlu^ predatory hahipioflle \\V!ji 
' wreckers, am! the urgent *'if holo 

lying Milfoiyl Haven, lie wa»a a m*unlrr ef 
the Wrpiida C\nnpanv, to uideti lie 
eerihed IVJ, |(k In likltHnd euied hro Mole* 
tntiomuiud tlml^ordS Prater f»nd 

Tenj 'onimamlinenf'i/ Lomhm, Pn, 
nt Ida liou'HMif HnrrokLfonon i kVI*. Pt'kl 
and was Imried in tlu* ehannJ r*f K«. 

(’luireli, Hauaiordwe a , Hr mariae.l 
daughter uf ItoheH Adiih'lrl i.ftliedmm. 
Huekiiighnm?»lure, latt left nn i:wn*% 

^ eomniendalory u-r-ar* hitn nr,- r*rr|}\3-.! 
Mho MhJdend}r.n*M iltiu-j of ‘hm iViend 

' Henry \‘anafian. 

(Itnrnwrirs IWret Note*. |'rrpritit«^i 

A whieolM’mnhr.h l«to, ju kt , 

ad, 1111^.111 il, 00,4 tf ^ fowirrA Ahitfim 
l<amM7H ; Mrtealti'V |,wi 

Navij’s Pedtiffeea of flie funght^, p pifi, t*i.t 
Parliaiaentary II wf, v, rnfi, uo. ’‘Ho, 

, Park HiatM. Limk i:i!m Lda; ihirJoK-rA llmu 
:ofKagkm «L IV-H, ‘■{p.ddiee‘1 

Ilacfau sin, ftm VV i I’latmeat ^ 

MdlliainM* Parliafaealary of 

Madan% Early PstbrJ lts%f L 

K>. ri. 4!t. I t. " 

FEEEOT, StK J(HIX (i.v.c; 

liini (liijiiity i,f Ifr’liiinl, -4 , 1 , 

bo thi' win tif Hi-itry VIH, wb.ni, ln> r*w 
Hnwblml in Hn4 Mwry {{••iil.-y 

(alpwonlf, till' wifi, itf Tb(i)„ft.i JVrrxt, .mi,!, 
(inotiiiBWun ««<l I(iirfitbl«ti.ii,in e,-.n,bn,to- 
olurit), WHO burn, jirntwiMv «i tl.,m»by.,n, 
Rlmijtl.id? (NAimnw, Frmfiimtif 

Vaml»m>m, .'tnl sor. K,! ,i, j 
IiM wao «u(ii,ri.ntlv »t Hr. Umia** 

{(■ttl. mnh lr,-l. Etii. ii, n,„t ^ 

fhfi ftgo of jHiflttwin WM it, t},.* biwM»* 

IwWof W itlmm I’h«i!oJ,«w( |V(«, 

to tt vKiltint, Will arbiimryfli,H«wiii„n, !,*, wa# 
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iimcli luldicUHl to brawliTig*, and it was to a 
fracas Ixd.wccsti liitn and two of t he yoomon of 
tlu* guard, in 'which he wan slightly wounded, 
that, he owed his personal introduction to 
Henry VIU. The king, whether he was 
iuapiaiuted with the secret of his birth or 
whtd.lu^r he mi^rely admired his courage and 
audacity, made him a promiso of preferment, 
but. dual btdbre he coulu ful til it, 1 *errot, how* 
ever, found apatron inbklward VI,andwa8 by 
lvim,at hiH (uu’onat.ion, created a knight of the 
] tath, IIIh skill in knightly exerciHes Hocured 
him a place in tins train of the Marepus of 
Northampton on tlu^ occasion of the hitter’s 
visit to iT’anccs in J nne IHol to lu^gotiate a 
marriage btd.wemi bklward VI and Bliscahidh, 
the infant daught.er of Ihuny XL Ito fully 
maintained tlu's rt^])u(.a;tIon tor gallantry he 
tuul actiuired at lunne, and by his bravery in 
the (diase so fustdnattHl t.ln^ l^rench king that 
lu^ <jirm*ed him c,onsiderablo inducements to 
outer his service, 

I let urningio lhiglnnd,ho found himself in* 
volvtul in considiu’able pecuniary ditUculties, 
from which he was ndievtul by the gemerosity 
of bklward. Idle fact of his being' a ].)to- 
t-iwlant did not at ilrst militat.e against him 
witlHiuium Mfiry; but, being accused by one 
(hidern or (lathern, a c.ountryman of Ids, of 
Hludlcring Inuotit^s in his house in Wales^and, 
among others his uncle, Robert Perrot, reader 
in (JriHik to Edward V I and Alexander Nowell 
[ q, V, I (afterwards dean of Lichtleld), he was 
cjommitl ed to the Klt uit. 1 1 is detention was of 
short duration, and, being released, lie served 
under the Earl of Pembroke in France, and 
was present at the capture of St, Quentin 
in lf>57. His refusal, however, to assist 
Jdunbrokein hunting down heretics in south 
Wales caustnl a brmich in their friendly re- 
lations, tliougU it did not prevent the qarl 
from generously using his influence to bring 
to a succt^Bsful issue asuit of 'Perrot’s for the 
oastle and lordship of Oarew, At the coro- 
nation of Xhijsabeth, Perrot was one of the 
four gentlemen chosen to carry the canopy of 
state,' and btung apparently shortly after- 
wards appointed vice-admiral of the seas 
about south Wales and keeper of the gaol 
at Haverfordwest, ho for some years divided 
Ills time het'wtHm the eourt and his estate 
in Pembrokeshire. 

Since the outbreak of the rehallion in Ire- 
land of James Fitssmaurice Fitzgerald [q. v.] 
in it had been the settled determination 
ol' Elizabeth and her ministei's to establish a 
':)re«identlal government in ^funster similar 
’k) that in Oohnaught. In November 1570 the 
f bst wm offered to Pewot,^ and was somewhat 
ke^airfAnt*.vaoee:ptedbyhim. He Sailed from 
'hhlford'T;Caven and arrived at Waterldrd on 


!27 Fch. 1571, A day or two afterwards 
Fitzmaurico burned the town of Kilmallock, 
and Perrot, recognising the importance of 
reaching the seat of his govornment with- 
out loss of time, hastimed to Dublin, and, 
having taken the oath before Sir Henry Sid- 
ney [q. v.l, proceeded immediately to Cork, 
From Cmiche marched directly to Kilmal- 
lock, whore he took up his quarters in a half- 
burned house, and issued a proclamation to 
the fugitive townsmen to return and rtyiair 
the walls and buildings of the town. W liilo 
thus engaged, information reached him one 
night tliat the rebels had attacked^ Lord 
Kocho ; wliereupon, taking with him his own 
troop of horse, ho pursued them as far as 
Xvnocklong. But finding they wore likely 
to make good their tsscapo among the neigli- 
houring bogs, ho caused his mtui to dismount 
and to follow them in their own fasbion, 
and had the satisfaction of killing fifty of 
them, whose heads ho fixed on tho marlmt* 
cross of Kilmallock. Having placed tho 
town in a posture of defence, Perrot pursiuul 
his journey to Limerick, capturing a castle 
belonging to Tibbot Burke ou the wi/y. 
From Jhmerick, whore the Earl of I’hmnoud, 
OkShauglmessy, and Sir Thomas of Desmond 
came to him, no proceeded to Cashel, whore 
he hanged several ‘ grasy meroluints, being 
such as bring bread and aci^uavita or other 
provisions unto the rc^bels,’ and so by way of 
Fethard, Clonmel, OalTick-on-Siiir, and Lis- 
moro, nmir wbrnn ho ca])turiHl Hocollop 
Castle, back to Cork, which ho reached on 
the last day of May, 

Fixing luH headquarters at Cork, ho niado 
excursions into the territories of the * White 
Knight’ and tho McHwineya, and ^ slow many 
of tho rebels and hangial as many as he raiglit 
take,’ Though greatly harassed by his in- 
cessant warfare, Fitzmaurleo had managed 
to enlist a large body of redshanks, and with 
these ho scoured the country from Aharlow 
to Castlomame, and from (U'ennesk t.o Balti- 
more. Perrot, who H])ared neil.her himwdf nor 
his men in lus eObrts to caUjh liim, in vain 
tempted him to risk a battle in the open, but, 
mooting him on the edge of a wootl, he at- 
tacked and routed him, and fortuul his allies 
across tho Shannon. On 1 J une lu* sat down 
before Castlemaine, hut after live weeks was 
compoUod, by lack of provisions, to raise tho 
siege. His eagernoBS to terminate tho rebel- 
lion led him to countenance a pro])osal for 
tho restoration of Sir John of Desmond as a 
counterpoise to Fitzmaurice [sou F I'Tzormr.n, 
Bin John FmnnnuNn, 1528bl(i lSi],and oven 
induced him to liahm to a proposal of Fitz- 
maurice to settle tho question by single 
combat, Fitzmaurico, as the event proved, 
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liacl lu) iutontion ctf lUpHinic <m t«|uul 

tornw; mul^ ar(«^r (Inhuliiighim with tmp 
cuKo and aiudlier, Ihially dtudawl t.hnt ft dwl 
WftB out; of ilia (|Ui>B(ion. * For/ Baid ho, * if 
I should kill Sir Jolin IVrrot tho (luot'n of 
England can send another inwidont into 
this province ; but if ho do kill mo thoro is 
noxw other to succtHul mo to cotunumd an 
I do ’ ( Uaw i; I Nso N , p. (id ). Pomd- sworei , 

to niunt tho fox out of his hohF without 
further ikday. Shortly aftorwards ho was 
drawn by a t rick itito a carefully propartnl 
anibuBlu Outmiinhorod by at least t<ui or 
twelve to one, ho would certainly have lost 
his life had not the oppiwtune arrival of (lap- 
tain liowlos with tlinm or four Holdiers causiHl 
Fitemaurice, who inistoolc them for tlu^ ad- 
vaiKio guartl of a larger body, to withdraw 
hastily, Even this lesson did not b^ach Pt^rnifc 
] irudonco* For having, as lu^ ladievish driven 
‘bdtemaurioe into a corner, he allewinl himself 
to doluihnl intt) a parh'y, under nivi^r of 
wliicdi Fitxmaurice luanagtul to withdraw his 
men into safety, In Juno ir>7d he again sat 
down before (^astlemaine, and, after a three 
months’ bltHd<iul<*, forced the place tt> sur-' 
reud(u\ I loemaiunteriHl h’lt 5{nianriee,w]n»wns 
advancing to its relit'f ni i\w head of a body i 
of Scoto-Irish ini'rcenaries, in MacHriant’od- 
nagifs country. hJtrauauHcis however, with 
the hulk of lus followers, managed to make 
good his i^Hcape into the wood <if Aliarlow. 
rerrot ’s ellbrts I o I'x pel thmn were crippled by 
the refusal of his soidiers to serve until tliey 
receive.d some of their arrmu’s of pay, Put 
the garrison at Kilmallock, nsnisted by wSir 
Edmund and Edward I hitler, remb^red 
able service ; atul Kit rnnan rice, finding himself 
at tdie end of liis teJ her, sued ftir mercy, Per* 
rot. reluctantly consent oil t o pimhm 1 n nn I le 
was somewhat reconeiltHl to tliis eonrse by 
Fitzmaunce’s submissive at tit mbs and com* 
fork'd himself with the hope that the e\- 
rebed, having seen the. error of his ways, 
would eventually prove * a siu'ond St, Paul/ 
Having thus, as lu^ vainly imngitmd, 
stored tranquillity to Munster, he beggetl to 
be allowed to return home, I hiring his ( enure 
of oOlce ho had killed or hanged at least 
eight hundred rehels, with the low of only 
eighteen EngliHlunen, and had dom% some* 
thing to suhstituto English customs lor lri«h 
in the province, But the acrvhie had told 
eayowly on hia eonstitution ; and for every 
white hair that he had brought oyer wif'h him 
ii« ptotwtod ho coultl Hhaw mxty. IIb wtw 
rtwaalM^ with ElhftkitU’g (kton«m»t.itm t») 
restwro Gerald flfiwmth iwl „f 

[f v.Ji ho was annoyed by row.rts 
Uwt roachei 1 him of Esspx’h int«rfi>t,mc(» with 
h-M tottaKtry; ami, though ahb to juatify him- 


Self, he reiild ill Imml f.* lie rrpcduilifh' J l-v 
the privy couinol fer r«sK4*e‘f fii ^ 0ir4 
to the Peter and Piwha Ftf'iifh baitiog 

from Porfugitl wifli ii 
which had cant'd ti» bt^ tlrfiiiiieJ sif f 
A graceful letter of fliaiik''* tr-f!i Klirfile.fii^ 
desiring lu til to conftiute at Ji?:« faiird 
to alter hi** resolntbui ; luul i» %tu]y 14/4 he 
smbienly reCttriied to Ktisbuid mislenit Irm-e. 
Ilia recepliott by Kliitiifrfli wae wore 
cioiia than he had reswit* to ev|y’f f ; fuel 
pleading Ill-health iis an *’vcin-e for not tr* 
turning tii Miiusier* le* wao evoti- 

tnally «u|a*raeded by Sir Wilhain Hriiry 
tq. V* bhe rmirtal to Wales* To Ihirgliiev ho 
declared that it wiw his infetilbiii fo ieiid ti 
cturntrymrufa life, and frykee|t iwf «€ debt, 
But. as one of the connetl ot (lie 
and viri^-admiral of the \Vid»h he fVeitot 
plenty to cicenpy Ida iittenfion. eM|terialli- in 
snpproHsing pimey along the eoa'*l lef if¥nt, 
J/qy, IKUp, tl do-lb In Mm l/iTs a com** 
plaint wiw ^iirefernni againHf lum by Ihrhiird 
>yughfun^e,ejmty-atfinir«il in Honih Wiib's. 
ijf tyrannical tamduef, triilbeksng with pF- 
rn(<'s,fUid anhvtwuion of ju’.ficf'. IVrret loot 
apparently lit f b^ jlidieulty in evimeraf ingidne* 
self; for jie was short ly aflorwafibi appointed 
comndsjjonof for |drncy in f ‘embrokenhife. 

In August BV/khe wa’-iplacrd ut c»»itimand 
of a lupuuinut appointed to croi'-r fOl' the 
wu'stern (saest «»f IrelandAo intrreepf and »!«< 
ntrny any Spanish vewebi uppeanjuf m fteoio 
' waters, thi«*J Aug, Ine*iiu!e4 frotn the {leinir:# 
on board the Ihnetige nuh h;^ 

(hi I ISepf Jnmne!it»rriiin fkiltimori* tt/iy ; find 
; nfterepeildiliga few dwl ;out fJlor*^/ w lei'elloW 
' wt‘rt»all entertaineil aewell m ftie ftodiionof 
that coniifry could afford/ fie 'nuled to tVrIii 
and from t'oriyron>»i»i,l Weferfof»|, 

where he met Sir Wilbafii I H*nn , u te* 'diofily 
belore Id'^ dent h kuiglilf d to"< fi*ui itid 

Sir Wdlhain Pelhiiin op AKer co4Afiiig 
about lor afime limr, and the nra«oit of llio 
year gouging foo bile to rioc^e any 
apprehenMon lut flo* nart of Sprtiii, Penv*fc 
dcteriuineii to refiirn In t,ie* llowii# 

he fell ill with one firry fold, a psrate^ wlifiiii 
hechaacd and captuo'd mII ibr? Flr-ini^i Co# 4 f | 
but Oft trying ?.»» iiialio the luiuitfi of tlwi 
Thames he ofrncii oil the Ivenfi^l* 
Fortunately he ^iirce,Gb«t Ut 
sand, and riaiehed I huHi ii/li in -nsilbi'y, f 
hisiibseiijee lii« tniciiiie?* Iiml i ried to liiiilortllim 
his wdil wiflythe i|iioeii ; and cfirly in ifiSlt 
oiifi Thotnaa Wyrtolf, u just ice of t?if^ |aw% 
h*rmt*rly ayeoniaii of f hr giiiirdtetldiakWI mn> 
fain coifiwlidiil^ aguin^ *im ititoieral4iHlt«h^ 

inp/ Wyrtof f a com|ii*diiNyvrr,j wnlitiiilli#:'!'' 
to the privy eimtu'ib and* kdog '/ 

%lftndern«» ‘l4lad4, Wyfioll lyi# coiirtiiillrf. Itti'" 
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t ht‘ MaraluilHoa, But lus luul powerful friimcls 
nt- oourt; and aliortly aft or Borrot’n rot urn to 
WnU^H wa8 ro.loiwod, and bti.ors wore ad- 
drissaodto iho jud^oaof amzis hi Boutk Wales, 
authoiiHUig' tiham to nuipoii t ho cane. Though 
Huiloring from the sweat ing BicknesH, Perrot 
«it oiuas obeyed tho suiinuoim tO' attend tho 
UHHisfioH at IlavtadordwoKt. lie BUCCOHsfuUy 
exeulpat ed himnidf and obtained a verdict of 
a thousand tnarkH damagiw against Wyriott. 

1 1 e luul ac(| aired (Considerable rejiutathm as 
^pri'Hideut of M uuHt.er, and a plot or plan which 
:u) dnew an at the (xanniand of tla^ (pitHai in 
I08 1 * for the HuppreBBiag of reixdlum and tho 
•wtdhgovicrning of I ndand ' nairked him out an 
a Hultable HU<».C(^HHort 0 the lord dt'puty, Arthur 
(Irt'y, hnirtocnth lord (irey dtsi Wilton [(pv.], 
wlui waH rrceallcd in AuguHt 1582. Never- 
tliehw, he was not ap]umited to thepiont till 
17 Jan, 15H4, and it wan not till 21 June that 
Im ret*eivtul the sword of st.attc from the chan- 
cellor, Anhbisliop Adam I joH ub [cp v/J From 
Ids aiupiahUane.H with tlu^ stjuthem proviiuco 
he was dtunmHl W(dl ((ualititMl to Hup(crviso 
tlac great work of tln^ plantation of Mun- 
ster, IUh opiui iuHtruetions r esem hi (cd those 
given to former vi(a'roys ; hut among those 
prlvattdy jidded by tin*, privy council was oiui 
dirticting liim to (HUistder how St. Patrudeh 
(Jathedral and the revtuiuea htdonging to it 
mijfht Inc made to H(uve ^as had heeu tluiro- 
U)Um\ intended’ for tlu^ (crectaen of a collego 
in Dublin. His govieniment bt^gan propi- 
tiously, and a rtuuark of his (^jcpiacssive of fus 
d(‘Hlre to H(HC tluc namte otf liusbandman or 
yeoman Muhstltutiul for that of churl was, 
‘according to Fenton, wididy and favourably 
(‘omtmmted upon, The day tblhiwiug his 
inslallatiou ordi*r was issmid for a geni^ral 
hosting at the hill of Tara, cm 10 Aug., for 
six wtudes. 1 n tho inti^rval Berrot prepar(^d to 
make^ a tour of iiiHpecdJon thrt)U||h (Tonnauglit 
and Munster for t.lie purpose or eHtahlishing 
Sir Uicdiard Bingham ['(J. v.] and Bir John 
Norris (1547 F" 1507) [mv.l In tluurr(*.Hpectivo 
governments, lleluid already received the 
subuusftlon of tlu» (dutd’lains of Ckumaughtaud 
I’homcnul, and was on his way from Jamericlc 
to ik^rk wlnm tlie news reacluKl lum that a 
large body of llehriduan Scots luul landed in 
OT)ormeir« country. Norris was inclined 
to tliink tliat rumour had, as usual, exag- 
gerated the number of tlie invaders; but 
Perred,, who probably enjoyed tho prospect 
of fighting, determined to return at oucjo to 
.Dublin ami, aaseeurity for the ptmcc of Mun- 
to take witfi him all protectees and 
BU«|WS0ted poMOUB. 

, On 2d Ang. he set out for 'Ulster, accom- 
panied by the Furls O't Ormonde and Tho- 
mond and Sir John Norris. At Nevvry ho 


Iwirnod that tlie Scots luul ewaded tlu^ sliips 
stmt to intercept them at Lough Foyle and 
had returned wheiuje tlu^y came. Half a 
mile outsido tho town Turlough Inilneatdi 
O’Neill [(p V.] mot him, and ])ut in his only 
son as pledge of Ida loyalty, as did also Ma- 
gonnis, JMacMahon, and O’ Hanlon. But 
having como so far, Pcrrot (hUxnnuincd to cut 
at tho root, as ho boliovod, of tlu^ Scoto-Trish 
tli lliculty, and to make a roBoluto elfort to 
expid tl.U3 MacDonmdla from tludr sottlo- 
ments along tho Antrim coast. An att mnpt, 
at which ho appanuUly ctuiuivtul {/Stata 
Papen^ Irol, Bliz. cxii. SIO, ii,),toasHaHBinato 
Sorloy Boy MlacDonnoll [tpv.j failed, and 
Porrot, rtjsortingto more higitimato methods 
of warfare, divided hia forces into two divi- 
aiona. The one, under tho command of the 
hlarl of Ormonde and Sir John Norris, ad- 
vanctal along the left bank of tho Baun and 
scoured tho wooda of Olenconkein; while 
lumacdf, with tho othei’, proceeded tlirougli 
Glaudeboyo and tho (BimuiS. On 14 8ept. 
he aat down before Duuluco Oaatle, which 
surnmdi^red at discretion on the scHjond or 
third day. Borley Boy (^Hca|Hal to Boot land, 
but Pierrot got pokHi^aaum of * holy Oolumb- 
kille’s (u'oaa, a god of gnait veneration with 
Borb^y Boy and all Ulstuvr,’ which he H(mt to 
Walsingham to iircwut to Lady Walaing- 
ham or Lady Bidm\y, A nm?^.(‘r ganusluHl 
with ailvor-gilt, with Borhy Boy^s arms en- 
graved on the bottom, he sent) to ) ^ord Burgb- 
Uy, An attempt to land on Rathliu Taland 
was frustrated by stormy wtailhor, and, feel- 
ing that the season was growing too advanced 
for further operations, Pcrrot returnod to 
Dublin. 

Mc^anwlule he luul not bo{ai ■unnundful 
of his charge n^garding Bt. Patriclds. On 
21 Aug. he submitted a plan to Walsingham 
for converting the cathedral into a court- 
houRo and the canons’ houses into inns of 
court, and for applying the revenues to the 
(erection of two colleges, ‘Wbeu the proji^ct 
bcicame Icnown, as it spuivlily did, it was vehe- 
mentJy opposed by Arebbisho]) Loftus |(p v.J 
On 2 Jan. 1585 ViuTot was informed tluit 
tlmre wore grave obji^ctious to his scduaiuj, and 
that it was dcisirable for b,im to c-onsidt with 
thearchbishop. Pcrrot for a tinu^ nifaHod to de- 
sist from his project, and never forgave Ijoftus 
for opposing him, Tlierc\ can be lil>tle doubt 
that I us blunderingliOBtility towards tlie arch- 
bishop was a principal cause of his do wnfalL 

Another scheme of his for bridlhijPf the 
Irish by building seven towns, sisyen bridges, 
and seven fortified castles in ditlbrent parts 
of the count-ry fared equally unpropitioualy, 
( liven 50,000/. a year for three years, ho 
^ promised to permanently subjugate Ireland, 
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and took t-konmisuul (^mrsoof addrmin^^tlu' 
paidiauumt oC Kn^'land on the HuimT.t. l*ut. 
vValsinp^Iiam, to whom heaubinit t od llutkdtor 
(printed in the H;h)vennuent of Ireland/ pp. 
44 8q.) promptly «nppn't!se,{| it ,on the ^nmnd 
that the qmam would certuitdy reaeid^ any one 
but herself niovin^^’ parliann'iit. Nor iiidet»<l 
did Ida manner of dealing with the I lebridean 
Boots argue. W(dl for Ida ability to carry out 
Ida more ambit ioua projiuU'. Hcarotdy thrt'e 
months had edapstal ainci^ the expulaitm of 
Borley .Boy btdore ho again suocoetled in 
ollecting a landing on tlu‘. coast of Antrim, 
lie was anxious, lie diudarml, to beconu^ a 
loyal subject of the crown, if only he could 
obtain legal ownership of the. tmantory Jk' 
claimed. But Berrot insisted on miquaHth'd 
submission, and, despite the remonstranci's of 
the council, began to malvO pnqairat ions for 
a fresh expedition against him. Wlum 
Elizabeth heard of Ids intention, slu' was 
griaitly ])rovoked, and naid him a sharp hav , 
lure on ‘sucli rash, unadvistal Jounuws with- 
out good ground as your lust Jourmw in the 
nortli.’ .As it Iuipp(‘n{al, Bir rienrv llagfunil i 
and Sir William St.anli'y wi*n* {"uitt* able to ! 
copii witii Borhw Hoy, and tin* Iri.sli piirlia- 
meiit being appointed to nuad. on :;llJ April, 
after an interval of sixt.eeii yeans, Berrot 
found sLifliciont to occupy his attention in 
J.)ublim 

A (Barman nobhunan who happtmed to lu^ 
visiting Iroland was greatly iin|)resHi'd with 
his app(aira,nco attln^ opening of parliament, 
and doidaiaal tJiat, though he hail t ravidled all 
over Europe, he had nevt'.r smui any man com- 
parable to him ' tor his port and* maji'sty of 
personage/ But 1 ^'m)t’s at tmnpt to ‘ ttianagi' * 
pplianumt proved a comphUn failure, A 
bill to suspend i^oynings’ Ac.t, wldch he 
regar(l(3d as necessary to facilitati^ legisla - 1 
tion, was Kyeettal onlhe third naiding by a ■ 
majority of tliirtv-iive, Anotht*r hill,* to 
suhstitufco a ragular system of taxation in ^ 
lieu of the irregular rnetliod of cess, shared ' 
a similar fate, and Berrot could only pro- ' 
rogue parliament, and advise the punish- | 
mentj of tho leaders of tlu* opposition, ' 
Tired of Ids inactivity, Berrot nisumetl his : 
plan ^ of a northern campaign, and having I 
appointed Loftns and Wallop, who strongly 
disapproved of liia intention, just iet‘8 in hw 
ahsonce, ho sot out fur Ulster on Id July, 
ihit misfortimo dogged his footsteps, For 
hardly had horcmchod Dungannon when wot 
weather rendered farther progress impossible, 

B is time, howcvtjr, was not altogether wasf o<h 
For besides settling certain tm'ritorial {lifrc- 
rencoa between Turin ugh Iminettch D'Ncill 
and Hugh O'Neill, earl of Tyrone f q. v/], ho 
reduced Ulster to aldre ground^ Uo ro-* 


* turned to Dublin iif lie* B p- 

tmuber. Six wreL’4 Infer Sorb') lb*\ V''" 
captunsl Dunluci* liiid rf''miie'd inn 

overtures for deid^^atunt IN*rrof» w!u» wni 
* touched with Dm ^fmie/ and prnoked af. 
th(v eoolness of his e^dlengu** u d If fliedr*- 

: grnei' bift«»rly, and begited fu be rmudlMl. 
^ Eventually he coiv'enird fi’ pnrd »it Serfi'V 
( Hoy, nml to grant him leff'-rn of 
: on wlint were praefieuily hi'^ ouii tenmu In 
, one n'speet Bi‘rrof could elnsm fo hmo hern 
1 fairly suceessfuh 'fhe rfmi|><’n?ir‘n »d*Uon-. 
naught and Tlunnom| tviili wldcli tm tmm*.' 

• is associated, though pr<ning by iio tunmi 
commenHurato with Ida expeefufiomu ami 

' duiMu a largo ineimuto to ibe indinfro’ r>f 
! Sir llonry Sisincy, was a \\orl winch no- 
(bmhi(Mlly eontrihuted in fbo pe«w»^ and 
stability of the western proxinr#*. I’urbu'’ 
nuuit nais.Memlded on April b“oOk luid, 

' aft IT passing nets for the attniudendihe t! nl 
of Desmond and \‘iseonnt Hnlfm, u uei 
disstdv <hI on I t May, 

With Doftns and Walittp H.'-rr-a hurl t -uy 
la'en <>n tmans of <t|ien hn'ido^, »"\'U 
BirUeiUrnw b’enton, who nl fu I louii I him 
‘atrnhlf' and plensmg/ Itud * iije*’ * oinv to 
change his opintim in tbuf r«"p"c\ Hrrrof^ 
it is triu', i’ituld couul on il,r dtOtUiM!*, *if 
Sir Xieholas While and l,u<ic» Ddcmi 
hut their inlluems* in tb»> conned wa*. conc'- 
parntively small, and fh» ir ^.'Ot.dndl d 
dm to thecharg'o of pnrstmeH* nn mdi Bog- 
lisli pehVy, ,\or were hia r» l.oi eo outnelo 
the counrii much bf*!fef. Bdr *bd',n rns 
nml (‘'aptain Uiodei! Inol loop !^«!n|d,oo*4 *'( 
Bus ♦iviTbearing’ and firaniacHl 
' BerMts eomlucf fownrd.i Su' lUthivA fhe.,'. 
ham nthied him to the huig Inf •*!' 
enemies. ICntdy iti Sepfendfer bc'O, n bire** 

; body of red Intnk'i invaded l/.ctonicho 
the inut.’dion of Hie nurbenu' ro,is;fy B jyo, 
and Hiiigham, who iVh lunvelf un.d'ihdf»* 
eope with thiiu, .'o-uf lu fMr teni^ 

foreetnents. Tln^ ilr|mty leO *»nl\ v- mphed 
with Ids^ requeuBnir, in «-pp,^ 'Cloii tn Ibn 
advhs* of the eounesl, wr ni to ttuumuchf. 
himself. Be had. hoW. lef, m|;!v noO'ltrd 
Mtdiingar when he rrceno! mf immii-oi 
that t..u« Scot.i and their ten! ifto'ii 

completely inerthroun and 
idhilatcfl by Hinglmm at .ArJiuTee on ilio 
river^ Mo)% But iiedyad of rr'iMrinitg M 
Dublin, he coiitiinicd hir^ joiimry to * liiiwayt 
though by ho doing be iiiilim.d a |ne,|||* mm 
unnocemry expense on tlm nmuttyJ li» 
own stateimuit that, b«, bud tso-n 
thither wp nmtdfesHy niiirmu But wtii..fdirf 
he was jealous of Dinc'fnofi*s 
seema likely, or wliothrr be vieilly difOip- 
proved of haiaometthid iiriuimfi* mrllitmi ui 
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1 ho, thlect. ol* ilu^ pr(wi<U*nl/H au« 

lluH'ity and Htimnlat.in{.( thn (dtanonts ()t‘ 
(liHonutont. in th(^ prnvinco,, \\\a hinf^nap^n 
t.ownrd.H tlio coniiml was (‘ortninly most- 
lirohousihlo, and unfortunaU^ly ho did not; 
ountim^ his ahuso to win-ds, In January 
Io87 h(^ (‘ounnit tod Font on to thn Marshal- 
Sivi on pn'ti'Kt. of a d(d)t of 70/. (uving to 
hitn. But, thouf^'h ooinptdhMl by FUmludli 
itistnthly to sth lilin at, llborty, 1 h'. Hooniod to 
hn.vo Inst all oont rid ovor hiinstdf. Only a 
hnv days atlorwardH ho <‘oiuiniti(',d tlnumlis- 
(•rotion of ohalliMjf^pjjg- Sir Uiohard Bitij^hmu, 
atulon Ih May luuanuo to not ual blows in tho 
oouncil rlunnl)or with Sir Nicdiolas Ba^'onah 
iault; was ptu'haps not ulb^f^othor on Ids 
sidojbnt. ^p»V('rmni'nt n!idorllu\(‘,ircuinstantM‘S 
suHbrod,and in January FlizaluMh announcod 
Ivor ititontioTi to romovis him. 

In May oiu' FIdlip Williams, a lonnor 
stS'nhary of PtuTot, whom lu^ had lonj^ l<opt 
in oonlinonumt^ollbrod to tuakt'. oo.rtaiu rnvo- 
lu-l iiUiH touohiui.?; his l(yalty,uiul hot’t.us took 
earn tlmt his oilbr should roach FJi/.nboth’s 
oars. 'Phis was tlu' b('ginniuj< <d’ tho (UkL 
WilliaiuH was ladonstMl on bail, not; to (pdt» 
tho country without sjna’ial ptunuission, in 
Juno; hnt, lu^ stcaidily rcftuuul to rovt'al his 
inrorniation to atiy oni' o\c(U)t tlnM|ma‘n hcr- 
Hidh In l)(*cmuh(*r Sir W it .iam h'ltzwilliam 
[q. v.) was apu<dnt(‘d lord doputy^ but six 
nnmtlis ohqisiH. hoforo ho arrivt'd In Dublin, 
Wi'anwhilcjrnclvtal with tho stomqand fending 
luH authority slipping away from hint hudi 
by inch, Ferrot's posititm was pit.iahloin tho 
ed\tronHU Ihit it must bi^ said itt his favour 
t hat- when ho surroiuhnaHl tlu^ sword ofstatn 
on .'»0 June' loHH, hdF/.wilUam wan oompolhHl 
to aelmit that ho loft lh<^ country in astiito 
of prolbuml piMiotu Shortly lud'on^ his du» 
pnrtundiopr(*He'Ulod t hocorporatietn of Dublin 
with, a silvor-gilt howl, hearing his arms and 
willi tho inscription * Rtdimpm in paced 
(cf, llituKKT, <'<(L Mtuimwd Mvtvrtk^ ii. 

Do sailcel on Tmmelay, July, for 
Milford Havem, leaving ladiind him, accortF 
ing te» Sir Dtmry Walltjp, a moraejty D)f so 
hnnl usage and Inuighty deune*anemr amongst. 

bis iwse Huat e’H, e‘HpooialIy of t ho hlnglisUptient, 

iw I (litnk imvew luey hoforo him in thiK'Maco 
linihtionea* After fns deqmrtmm Fitjgwidiam 
cumplniiHalthat,c<miraryte»thtM^xprcsH<)rtlom 
of lla^ privy council, las had talceni withdum 
bis parliannsnt rohos and cled.h^of stain. 

Annmg otlnsrs a esesrtain Demis Resughnnnr 
Odlonghan, an (iX«|irie*Ht. whmn Forre»t had 
i.srowamtml fe>r forgery, olleu*e,al to provn that 
!‘ni W 1 W t.lus Isofifem of a lesttor frorn Iksrr<»t to 
Flniip of Spain, prennislng that if fins latter 
wisuld give him Wales, JJejrrot would make 
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Fhilip master of Fmglaud and Ircsland. Tho 
h'ttcr wtus a iniinifcst forgery, hut it derived a 
Cen*taiu desgreoof islauHibility from tho recent 
bet.rayal of Desvesntor by Sir William Stanley 
[ ep v.j One Charles dkovor, an accomplico of 
( VRoughan’s, knenv the^ secret of tlm forgery, 
and, according te) Bingham, Fit, zwiUiani could 
have put his liatul on him had ho liked to do 
HO, But; in a ce)ll(‘,ct ion of tlu^ material pointa 
ugainst Pewrot, dniwn up by Jhirghley on 
15 Nov, 151)1, O’ Uoughan’s charge linds no 
placn, tlunigli t,he substance of it was aftor- 
warels incorporal od in the indicitment. Still, if 
t heu*e^ was no direct evidenico of treason against 
him, theu’e^ was sunie/umt matter to convict 
him of speaking disparagingly of the qiKMun 
Notwithstanding Burgh ly’s exmlions in his 
favour, there was an (widemt dettwmimitiou 
on th(^ part of Ferrot’s (memies to 'push the 
mat,t(n‘ to atrial, and tlim) is a g(uioraL coneur- 
nmo(^ of opinion hi ascribing t.lu^ pertinacity 
with which ho was prosecutiul to tlu' malice 
of Sir Ohristopluw Hatton ((d’. Oil. KSlaie 
PajwrUf FU?;. A <ld. 1 U Marc.h 1 51) 1 ). Accord- 
ing to Sir Robert Nauntoii, who married 
Pierrot’s granddaughter, Iku'rot had pro<uire(l 
Uattoifs (mmity by Hptaiking Hcornfully of 
him UH having made Ins way to tlm (pnu'ifs 
favour M)y tlu^. galliard,’ in allusion to his 
profufioncy in (lancing. But Naunton was un- 
aware that Dattnu owtul him adinqie.r grudgo 
for having stHhiced his daughlo-k* .Fdbabeth 
(^Air/td’oL Camhr. drd S(w. xi,^ 1 17). 

After a short conhnement in l^ord Bnrgh- 
loy’shmiHO, Ferret was in .March 151)1 removiM 
to tlu^ Towi^r. .More thaiuiyeav idai)sed hoforo 
Ins trial, and on :2.‘i Dec, luj compluiiuHl that 
his memory was hiumming impaired through 
rief and clow^ conlimmumt,, On Si7 April 
51)^2 lunVIis t.riiHl at Wi^Hl.minstin* on a chargii 
of high treason biifore Dord lluusdon, Bord 
Iluc.kliurst,, Sir Robm't Ceeil, and other hjmv 
cially constituted commisHitmerH. Aceordmg 
to the indictment he was cluirgcd with cmi- 
temptuourt words against tho qiUMm, with 
reruwing known traitors and Romish pritisls, 
witli encouraging tlio rebelliou of Sir Brian 
O’Rourke |(p v. , and with IrenHonable cor- 
respondence with the king of Spain and the 
primuiof Fanmi. JVacticanyt.h(r;)ro,y‘(uition, 
mmducted by iVipbarn and Flickering, con- 
lined itself in tlu^ charge of H])(niking con- 
ttimptuously of tlu^ qutum. Fe.rrot , who was 
extremely agitat ed, did not deny thathe might 
have spolam the words al.trihutcd to him, but 
remmtetl the in! erprO.at ion placed upon them. 
Being found guilt y, he was taken hack to Die 
Tower. Do still boped for pardon. * Bod’s 
dcaibl’ luH^xclainuMl < Will thoqueen Hutfer 
herbrotlierto, be offered up a Hacrifice to Dm 
envy of his Making adversary f ^ Ilia last w ill 
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in vnrumH ]uivt.s (if <n' frchuid, mul 

altnu'li'd aiulii'ucrH, lit* was arri'Stial, 

^vith !aik<' Howard vU’cH ir>‘dd) [q. v.j, at. a 
at ('iml(M*hury on t]S and 

afrnin at. lla' Itnll atnl IMoutlq Ald<»rs»^'att‘ 
Stnn't, on a iSmidny in Juia* whan la*, 
’vvas ln'tm|,*;h(, ln'toro. Sir ISoluird Hrowiic [d, 
l(idt)) [(}, V* 1, Itual tniiyor. 

In tun jiutauun of IdtiL^ Ik'rrot. and anmo 
of ilia Tollowora nndji’rali'd t.n Harhadoa, 
whom luawdo and (diildmu jnini'd him hittu*, 
and wliom la* waa appoint od (di'rk to tin'. 
tnap;ir^trat(*a, 11 o soiana t(» havo atill c.alh*<l 
himaoir a (juahor, hnt' ollhnci' by 

wa‘ann^*a Vidvot. coat, gaudy ap]jaml, and 
a aword/ %vhilo ho waa utnv aa ainot in t'X-* 
noting oat ha na U»' had idrmtn’ly booti ugninKt 
thorn. I’rooooding on a visit to Virginia, ho 
intluood ninny (innlo'rn t liom to di.spmi.si' with 
llu' hnnuality of naarinhling for worahip^ and 
othorwiao to tlopart. from tlio judioioua rulon 
laid down by h'ov. 

IhoTOt forinod many |1roj(‘(da tor improving 
tln^ trade of Unvbaihw by toha<‘Co plant at itiim; 
lu' bnllt. hiiu.iolf a largo hoiiao, Hurmonnlml by 
a roHorvoir of water liroup,h1 from a iliatanoo 
(yf Homo nnh‘.M; In* \vn.« also proaemt^'d with 
a nloop, to carry friMp;ht' to Jamaica, Hnt 
bin H(dioino,H muni' to no prnotioal n'snlt.. 
lie dioil, heavily in didit, in tin' island (d‘ 
Jamaica, Home t into fud’oro ( lot ohiT H5V 1 , 11 in 
wife FJixaheth ami at, leant two childnm 
mirvivcd hinu 

IVrrotVi ^naturul gifta' W’cre, sayn Scwvcl, 
♦great/ and ho poHrioanotl a rare power <d‘ 
faraanniimn Ilia following wan at nno timi' 
cotrdilernbli' ; Imt the atlemptn nnnlo by 
Jidin lhaurvmnn hpv,) and otlmrn to give 
it pmanaiionce failed. Ilia nnbalanmal ami 
rhnp.Hodioal myntieism cansod Fox* with his 
horror of * raiiiorn ’ and the w arning of Jamon 
NaylorH euro fro.di in hi.s mind, ti> t.rcut. him 
UH a dnngoroii.s foe to order and nyst cm within 
tlio qunhor ratdin. A hcUevor in porfection, 
Herrot. hcl«l that an inopiu'tl man, aneh m 
Inmeolf, might. e\en he commandod to com- 
mit enriml idu. Am'ording to LotiowicKo 
Miiggltdun with whom Herrot had 

nmny talks, lie Inn! no pt^mmal (hMl,butnn 
bideiinite Spirit t AVe/;<»/7/m hhmAw /(frcAw/* 
p, Marlin Ma.'sm Jip v. j* allhnngh hcdi- 
eliiicd to fit'eept hsH vagiiricHi ci'lebratcd hm 
lalcntH in Home ltm*H ' * In Mtmmriam’ ' puh- 
rmhetiiii the * Vhihm/ 

IVrfot’a work.’i wore often aigned * John* 
tlm Hervaiit of < hnl/ Mbdin, enlled a (Quaker/ 
and * Joint, the prisoner of t ’hrist/ Somt^ urn 
ill vorne, a vehielf^ of evpreasjon olf|odcd to 
by Fox tw JVivoImm am! nnhwmnt^ To 
tbiH ion lk‘rmt eaniiomsly roplirn'l thatf 
♦ lie Imdcvoil he ohotild hiivo taken it duarly 
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well had any IViimd ( brother-Hln^) wdiom they 
olk'ndad turm'd the Hence of them iixlu prose 
when In* sent. Uu'm from ItomeJ 

■Ui'.sidi'H a prefaei* to the * (k)llcction of Se- 
veral Books and ^VritingHo^(:ieorgo Foxthe 
Voimgi*r’ [see, under h\)x, (inoium J, London, 
lb(l:d, Ihnl (Mit. 1(1(15, Iuh chief Irachs (with 
ubbn'viated tith's) arc : 1. 'A Word to the 
World answering the Darkui'Hs thereof, con- 
C('rning tin* Herfect Work of (lod to Salva- 
iijm/ London, 4to, 1(558. 2. ‘ A Visitai.ion 
of Love and (hmt!o (Ireid.ingof tluFrurk/ 
Lomlon, dio, 1(558, 5. * Inumuinel the Sal- 
vation of Israel/ .London, dto, UtTiS i re- 
]>vin((ul with No, 2 in l(5(i0. d, (With 
(Jeorgi*. Fox and William MorriHl ♦Severall 
Warnings to the Baptized Bi*oph*/dio, 1059, 
5. ♦To all Haptisirt <*Vi*rywlu*re, or to any 
otdu'r wild are yi*t under the slmdowm and 
watVy ellement, and are not come to ( Jlirist 
tin* SuhstaiuM*/ London, d to, 1(5(50; reprinted 
in ♦'rin* Mistery of llujitism/ 1(50:2. 
(5, ♦A Wri'u in the Burning Uuah, Waving 
t!m Wings of (kmtract iini, to t!u',Fongr('gaiti*d 
(dean Ibiwls of the Heavens, in tlie Ark of 
(lod, holy Host, of the Mierual Bower, Salu- 
tation/ jjondon, dto, 1000, 7. ML B., the 
follower of the Lnmh, to (.bo Slaqibeards 
Flock, Salntat.ion, (Iruce,’ «S:c., London, dt-o, 
loot), 1(501, H. ‘John, to all (lod’H Inipn- 
Honed Beople for his Nami*H-Sn!ie, whereso- 
ever upon tho I5ice of the Barth, Saluta- 
tion/ lamdon, dto, 10(50, 9. Mohn, the 

Brisoner, to the Biseu Se.i’d of Immortal 
Lov(*, most endeared Salutathm/ c,, Ijoii- 
don, dto, 1000, 10. ‘A Brimer for Fhil- 

ilren/ hhno, 1000 , lOOL IL ♦A Sini of the 
SihhVh Suircrinp,,H, through wh'udi Rims a 
River of lUcli lti*joycing. In Verse/ Lon- 
don, dto, 1001 . 12 , ^To all I'eople n]mntho 

Faei* of the l‘iarth/ London, dto, lOOL 
Bl. ♦ Biscoverit's id’ the Day-dawning to the 
Jewes/ Ltmdon, dto, 1(501, IL ♦AuMplstle 
to the (I reeks, espt'cially to those in and 
ahout Ferint.h and Athens/ London, dto, 
|(50L 15. ♦d'o (In* Briuee of VeniiH* and all 

his Nubli's/ Imiuion, dto, lOOL 10. ♦ Dh'ssial 
Dpt*tnngH of a Day of good 'fhings to the 
Turks, Writ.tmit.o tin* lli'ads, Rnh'rs, An- 
cients, and Flders of (heir Land, and whotn- 
sis'vtT else it may concern/ Loiulmi, dto, 
lOOl, 17 . * Beaiu(*sor I'ltm'nul Brightness, or, 
Ilranclms id’ BverluMtIng Bh*ssings; Hpring- 
ing forth of the Stock of Salvation, to be 
■ spread over India, ami all Nations of the 
, Bart h/v^'c., London, dto, 1001, 18. ♦To the 

Salli'ring See.d <»f Uoyidty, wheresoever Tri- 
j Imlated upon tJie Face of the whole Ihirth, 
; the Salutation of your Brotlier Lfruler the 
oppreHslve \ktak of Braids/ Lomlon,^ dto, 
lOUL 10* ^A Narfativo of wumo of tho 




of ,1. r. in i\w i'ifv ni UonnC 
LoikIou, 4to, HHH. !20. *T\vo kpkloH. , » . 
Tho one Toucluni^ tho PcrfinMitni of I!n- 
luility. . , * T1 u 5 otlior Ttmohrn^r 
Kight’iooita Onlot of Jud^vmont m 
London, 4io, liUH. 21. ‘ linttorin^ Uunw 
aijjainati Uomo; or, the llattol of Jolun tUn 
lAdlower oft-lw 1 jand), l<\)ti,uLtnvhh tho Popo, ' 
and Ilia Lrlovsta, wdiilat. lio %vna a Ihnaouor in 
tilio InquiBition Prison of Uomi%’ London, 
small 8vo, KHU. 22. * IVopoaititniH to tho 
Pope, for provinp^hia l\>wo.r of 
Bins, and otlior Doct rinos of his Oh arch, na 
Priiiciplos doHtroyin^iC Bonh?H in Darknonsj 
and nndotorminahlo Ih'ath. FabimH 

OliiaiuH, Pope, at his Ihdlaco in Monto Pa- 
vallo in lioma/ hnuidsido, Juno U)d2, 
2d. Llolin PerroOa Answer to tho IN^po’s 
foip^ued Nameless Helper j or, a Ueply to tlu' 
Tract Kiititidtal, IVrrott agnlnst llu^ Pop‘S' 
London, hroiidsitle, IdtJd. 21. ^Tlie Mistory 
of Bapt ism and tlus Lord’s Buppt'r,' London, 
4lo, ltK)2. 25. Voie.(^ from tho Ph»sn or 
Inner Pi’iBon, unto all the Lprig'ht in IL'urf. 
whether they are Ih)ml or hrei'J London, 
dto, ](>()2. 2(5. ‘To the Uprij^iit in ILairf, 
and haithful People of Pod: an Lpisth' 
written in Barhudos,’ London, dto, 1(5(52. 
27. ‘Glorious Glimmerinfj's of tlu' Info of 
Love, Unity, and puro Joy, \Vri((('n in 
Bomo . . . 1(5(50, but consmn'od ns in oh- 
scuritw mitil my arrival at Barbados in tho 
ytsar J()()2. Prom wlumoe it is s(m(- tlio 
seexuid time to tho Lord’s Lambs by J. i’.J 
London, 4t;o, 1(5(52. 28. ‘'l\) nil Bimple» 
llonest-intendin^t, and InmuHoit UtMtph', 
without respect to Beets, Ojiinlons, or <lis- 
t ing’uishmg Names ; wJio desiio, ikr, 1 smid 


iLCilrr;^. av ! I / I . I!-'/, 

Frnuid'*' ]-p, to »» iV's* '-f 

tho Ao.. ol. i Pi;, iw... ; f 

P.if.ihntim, JudUH \y, '' , t, 

0.1 iTuLpp. .'I 

and hift diM'ipb'^ i'< to <>>»i *-1 va O'. o-, v's 

^orspl rotlrotion 4»f n \t -J £. 'J ?? .«'* 

at. !h*vosmh?ro IloUw I P, ¥• 

PKRHOT, lUtllKUT hi LV>i»n 
of Map'dalen tHt»*r»L .-f 

Pot^rj^o Ihmfof of Ilarr.'d*l’-f 'U5, plinths'. «l»‘ 
ahir<\ hy Isahol LaUi^dnlo »4* Lnu^/l'/o' iLdd 
in \ orkshtre, was horn iif llurhm'fii in tho 
! Ntn‘(h Hiding of \orlrJdro. IL^ l>r%l up- 
poar<‘d at. Ma|L,ntalon Ptdlo^io n-i im nffrri>hoit 
upon John Stoki>hn* or B|oL'%b';i t|, % , 
, attorwards bishop id' Lotnlon | ho w iiip 
' posoil to hnvo boon (*<0 iiujaiidt* lo* 

j wtb'L By one «»f the uitni*'.'.. at tl." .i ■ 

: tation of Hirdiop I*\n in loHii i' hr tj is?>»}' 
tionod ns huvitiff (‘ondom d i li»’ .el* !*e«' i -■ i 
substantial eiui.dttorafion, in Ldo T. i* ' 

J was appointed inNtrmUi.r t.f iJjor, e. *04 1 
’ in lold, hoinp; nbonf that \ 

h(‘ ap[>licd for a lu'.'ii’a' ‘ f . po'.* I f • f’.*' 
i di'e.Too of Lnoholor of \L; >•,*.' !{,.}> pi. 

I e,rant<‘ii on i’t»ndijiMij i.f {’m r -.p, 

* a m;i'.‘'i nml tuio r.one, but if d> » e-.. .'.a* 

j trom tho 0 (dl»'‘.p‘ rMj.trr ulu:?'.*'; !>.' 
jndmilft'd i\r he.'U'-.'d t-* prMkU' d T.io-e."*, 

I laovoi iU*. states t ti.if Inm-h,, iii u.dL |e '.Md**! 
i d«a'tiir of mu.'-ie. flovna* le-t ur.e, sni 
j nent mu.iiidan. ion nl .m si se-m .'I i s,',soi 
and hiMippcars tt» liiuo b, m fnie, i f*i, tho 
' (‘idlo|n» in thi^ puridm-o «if tiui 

i variiUis (’(itiunodit ion {Lr rh.o nn.- .e th.-- t^d-- 
j leen. iL^Wieuit otto finio pniup-ifo; L. uiiiH 

; llalLa r»di‘don.i Ineiv* holoVr fh.' vdu'jriu 


^^reotingv *^^' 0 ., London, 4(o, 1(5(54. 2th ‘’I'ln' 
\d8ion of Jolin Ferrot, wlmrein is eimtaimul 
tlie Puturo State of Jhirope . , . as it was 
shewed him in the Island of Janudea a litth* 
before his Death, and S(m(, by him to a Friend ■ 
in I.ondon, for a warning to Ids Native 
Country,’ London, 1(582, 4to. A tract, ‘Boim^ 
Prophecies and UevcJation.s of (ied, con- 
cerning the Christian World,’ iK:e.., 1(572, 
translated from the But, eh of ‘John, a ser- 
vant of Ood,’ is not Perrot’s, hut by aPiiih- 
monarchy man. 

^ [Hiddon Tlniigs brought- to Light, prinlial - 
m 1678, a pamphlofc coniainiug letters by IVr- i 
rot in dofcnco of himstilf j d’evdor’s Loving luul 
hriendly Inritation, t'fce., witli a brief iwaamni 
of the latter part of the life of John Porrot and 
his end, dto, 1683 ; Fox’s Journal, ed. 17(55, iim 
325, 332, 390; Putty’s List, of Prionds in Ire- 
5,^ i GJoilted in tho Writings ' 

of Jolm Burnyeat, 1691, pp. 32, 33, 50 ; BohnPh ‘ 
feuminngs, 1 . 292, ii. 394, 395 ; Bowden’s HLt. . 
of inends m America, i. 350; Slorrs TuniuFs 


and (non eruu*‘r(rd oOm an inn. I Lr* .e,, 
(nin»‘d a h^aue of Pn* hMij ^uj.| tdiHi*.-.! iSfon 
the munieip!tb(y *d' t*", f e-b V^ih-l iL. 
nudLhed (horn ImuIu nnd * nt fb^* 'uie-*- |4 u-o 
htiilt a barn, n olablr.and n duT 
Vi h/ tit P, £'/<-;>/, r'«i. Fribiilbp, P' K Al’» a|f 
lolUb upt>n the de'''duiMU .-f outmv:’ 
fene.M,Jm juJi'idutM-d Ib'wb') \i-b. ^ 
Pxfor.l, Hn»: ^uld the fabru* idr buibloH* nni* 
teriuls in tpfonb In LVii b<* nmi urmev- 
gem-rn! of the nrehdeioN'tirv «»t' Bur'aiiti^lwni 
(W u MS, a f.'.avA p. liMb 

receiver of r.mti for ( 1*nh t hutv h, i 
lie wuN alBo navivi r *4' |..r I.iii|eiiior*i 

I’riory, near t Kfonl, * IL* „ wa> Im |«to 
2B April L'ioihainf nir* bin jed in 
oindbyjomingirpheehuivlief Sf, piOef.-iii* 
th<**-KW in Pxfofd’i Womi>, fly Im 

will (dated Is A|;HI io.Vi, «ii4 prinird m fhit 
b)' Blo\aiip h'Pefl m ««4 nf he-i |»o»|h | 1 V fti liol 
wift» AUee, daugbj,'.r ...f Ib.brrf iLndiiier of 
HiannngwelhL,niddrr;),nd 

a juiuce oi Bir I hoimvi F«*pe dp i , idtiiitlef tif 



2f) 


Perry 

1^'init y ( Oxford, llo do^'.s noi. iippinir 
in his will to havo laaai a, hantdh(‘ior to his 
(adh'p' (US stidrd by Whutd); hut his witlow, 
xvho dli'd in 15SS, hiMpuaitlunl ‘ tovuut.y 
shillin^:'s It) hi» haslowtal UTn(ai*^’st tin' Pro- 
sl<lout. and (taupniiv’ of (,lu^ foundation, 
l\M*ro(. lind issui' six* sotis and st'vu'U danp;!!- 
tors. Aiuon.‘t his soiu wiux* : (domotit, or- 
g'unist. of Mafplalon (Olh'p' 1 521 h follow of 
I jinooltJ 1 5d5,ri'oior «d' hVrt hinLtsloins Norl.h- 
ntnpt otoihiro, 15 1 1 ,and pri'houdarv of l/moolti 
1541 ; Siin«)U ( 151 1 15S1 Ihdlow of Mu}.;'- 
<lnlott 1555, foinnlrr of tin* Porrots'on tla^ 
llilPtd' Norl hloij,}:h, OxfordOurts lu'oiuu'd, 
(dt'rk of Mnphihut in 1 555, and foundoroftho 
stM'ojid Porrot- family of Norlidoiu’h ; and 
llohort^ itioumhont. <d’ Prodtool, Woreosltu’- 
shina 1552 S5. 

d'nuuor fiiivs thnt^ Uidiort P«‘rn>t ooTUjmsml 
and aimointotl M lymni \5ini Hiuu'i,* whiha 
aoonrdin;*’ to Wooil, ^ ht‘ did oomposi'MoviU’al 
ohui'oh sorviooi and titlun* matt(»rs whioh 
havi' liomi sinot' nut ii|nattHl;’ hut* uothiuj^* of 
his appoara to h<' oxtunt., 

Atnonp' t ho prohahh* dt'anoudautMof Pohort 
!hn*rot, t hoti'd* tin' potliop’tM* in wldidi tln^ sm*.- 
oossitmis traood from tin' I Iarroldsto?t Ijraiioh 
isvt*rvlnao(mrat»a was Stu Kumiahu Puhkott 
((/, rpdtl), hart (‘IdostM m of itiohurd Porrott. 
(d' llroaidoy in Shropsldixa IP' was in por- 
Honal atlontlaiUN' tipon tho Ihdv«' of tluni'ia'r- 
latnl at- ('ullodon. Uo tlnai ontorod thn 
Ihmsaian sorvioo* and hmp'ht. in tin' fU'XM'u 
yours \vai% ohtaiuinp; si'voral fort'ij.pi dooora- 
lions, and h*'iuo onudovs'tl in vurhms oonli- 
dimtiid in'jrotlat ions by bVoiloriok tbo (IroaP 
IIo Httoooodoil his unoli% Sir Pohorp lirst ha- 
rtnsol.in May 175‘d, and di>nl in 1755, loavin^^ 
isHiii' hv Ins wifo 51 a rttaro! ^ dau^ditor of Pap- 
tain Williatn Kordyas', ^ 4 * 0151010^1 of tlnPanl- 
oliainhor tot }oor|„p^ lilt Bphkp, IWntf/r), A 
portrait of Sir PioUard was oiif^ravod by V. 
Proon in 1775 t nuoMun ). Tito HonndalouH 
* Lilo, Advont tiros, and AinourHofSir Itlioh- 
ar<l| P|orroltj7 pnhUshod anonynnmsly^ in 
177(b ^tisty pos'ihly b«^ tak*ni as indioatin;!^ 
that till' sorvioos rondomd hy tho foundi'r of 
tlio fatnily woro of a thdioato iiaf nro, hiit was 
moro likoly an t'lmUiihm of privatn luiduMu 

I Barawf’irs Nntoa on tha Porrnt 15uatly, IHtl?* 
pp. Htt IH) { Ulimanda lit'ipHtor of Maf^daloa 
Ckdiogo, vrd», i. nntl ii, paMsim ; Wartimes Lifo 
of HirTlioimw Papa, 1750, app, p. xxi; WooTh 
F iwti, «d, lilihH, i. 4*i; TaaiiopH IlihlioUmra, 
p, fd5i;i 

FEBIIY, (tnAlifd'kS (I5im;d7H()b tra- 
voUor ami modioal writt*r, born in l5b)H, was 
a yfHin||<w son of Jofin Pttrry, a Norwiah 
attormy. Ho, api'iit four yoars at Norwudt 
gramtnar sodtool, lunl aftfunvardH a similar 
poriotl at a school in liishopMSiiuTfurd, llort- 
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fordshirt'. On 28 May 1717 ho was admit tod 
at OaiusOollop;o, ('lamhride'i'jas a, fscholaiy and 
a^'raduatod M.lb in 1722 and MJ), in 1727. 
lIoAvasa junior follow of his colloo'o IVoin 
Mi(dia<‘lmas 1725 to Pady-day 1751. On 
5 Ih'h. 1725 Imalso ^i^raduatt'd at, Loydon. llo- 
t.woon 175 i 9 and 1742 hi^ t.ravt'llotl m Pninot', 
Italy, and tln^ Hast., visitinf^ Ctmstantinoplt', 
Ht^’Vpt, Pah'stitu', and (Irooiaa On his rotaim 
ho puhlisiu'd his vaUmhlo ‘ View of tlio Pc- 
vant, ])artionlarly of Oonstaniinoplo, Syria, 
H^Tpt puul (lrooo,o,M745, fol., ilhistratod Wit.h 
t.hirty-l.hiH'o plains; it was twice translat.i'd 
intnth'nnan, yi^^.Jn 1754 (Hrlang'on, 5 vo1h/), 
and in 1755 (Postotdc, 2 vols.) A nnssno of 
tin' ori^dnal, in tlin't^ qinirto volnnios, in 
1770, was {huUcatod to Johu Moiitai^’u, carl 
of Sandwich. 

Porry npptairs to hart^ prtiot.lsial as a ])hy- 
sioiau aft.i'r his rotuni to Ihi| 4 ’land in 1742, 
IP' dit'd in 1780, and was huriisl at tho (xist 
t'tnl of the navo in Norwich (htdu'draP An 
t'hk'r hrttthor wa.s hurtl'd in 1 705 near tho spot, 
Thotabl(d'-,Avitli a laudatory Putin insoript-ion, 
somustohavo hi'on romovo.d, and Uhuuoliidtl 
misprints tlu^ datt^ olMoath tm it as 1750. 

IN'rry puhlislmd tho followinij;' nu'dimvl 
works: P M'lssay on t,lu' Nhiluro and (htro 
of Mntlnoss,’ 1 hit t ordain, 1725. 2. ‘ Ihujiiiry 
into I ho Nat.uro and Primujilos of tho Spaw 
Wali'rs . . . To whiodi is siiojoinod a cursory 
Imptiryinto tho Nat.uro juul Ih'oportii^s ttf 
tho Hot Hoiintains at Aixda-Phapidh',’ Pon- 
don, 1754 . 5. ‘ 4'rtMitiHo on Distaistxs in 

(loiu'rah to Avhlch is suhjoim'd a systoni 
of praolit‘o,,’ 2 vols,, 174P 4. * Acomint of 

an Analysis nnnh^ of tin' Stratford Mineral 
Watt'iV Nortdiampton, 174 1, sovondy cril.l- 
oisod, from a ohomioal ])oinl. of view, by 
William Haylats (('|. v, | in his SShorti 10^- 
murks,’ 1745. 5. ‘ MiMdiauioal Attcoimt and 
Explanation of tlio UysP'rica Passio, willi 
Appendix on (Jancor,’ 1755, Hvo. 5. ‘Pisimi- 
Hition of tlio Stono and Gravid, AvUli othor 
DiMonst'S of tlio Kidnoy,’ 1777, Hvo. Ifoalso 
ooiumimioati'iUo l,ho itoynd Society HOxpm'i- 
monls on tho Wat er of the Hoad St'U, on t ho 
I Pit Sprite’s near d'ihonados, and on t.ho 
Haminarn Pharoan Wator^ (PhiL Tram. 
Ahrhlfpm'nt^ viii. 555). 

(BlomGlakfH Hist, of Norfolk (cmithnwd by 
Ihirkin), lllOa, iv. 107 ; information kindly sup- 
pHcd by Ur. Venn a,utl t.ho libmrain of Cams 
Gollojajo; Ptnuiork’s Tndox of Kurdish StndmitH at 
Lfiydi'u; BihP Unty, dos Voyages, 1 HOB, i, 2*20 
(l»y (P B. da la Rtchardurio) ; Watt’s BibP Brit, 
i. 747; Alhbonifs Diet. Pngl. Pit. ii. PM»6 ; 
Ih'-rry’s Works.l CP .Pw 0. N, 

PK'RET, GHARI.es (1807^891), first 
bishop of JVPdhourni', the yf.mag;twt son of 
J ohw l*urry, a shipowner, of Moor IJ all, Essex, 
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wfis bom on 17 Feb. 1807, and was o(lucut(Hl 
first at private schools at Claphara and Hack- 
ney, then for four years at IJ arrow, whore he 
played in the eleven against Eton on two oc- 
casions ; then at a private tutor’s, and finally 
at Trinity College, Cambridge, where ho en- 
tered in 1824. ITo was senior wrangh'.r in 
1828, and first Smith’s ])rizeman, as w(41 as 
seventh classic. lie entered at Lincohris fun 
12 Nov. 1880, and for one year studied law; 
subsequently, taking lioly orders, he went to 
reside in college, graduated M.A. in 1 88 1 , be- 
came a fellow of Trinity and ])ro(‘, ceded D.D. 
in 1837, and was tutor from that time to 
1841. In 1841 ho resigned his fellowship on 
his marriagiq and bought, the advowson oft.lui 
living of Earnwcll. 1 )ivicling the parisli into 
two districts, lie placed them in the hands of 
truslnes, erected a now church with the ludp 
of his friends, and became the first viinir of 
one of the new districts, which he christened 
St. Paul’s, in 1842. 

In 1847, when tlio then wild pastoral 
colony of Victoria was const, ituted a (lio(*es(^ 
independent of New South Wales, Perry was 
chosen to be its bishop. The post was not, t.o 
his worldly advantage. About 800/. a, yc^ar 
was the most he drew at the b(\st of tiuu‘s, 
and ho was a poor man till near the elosi^ 
of his life. He was consccratiKl, with tlirco 
other colonial bishops (one bring Gray, lirat; 
bishop of Oapotowu), at Westminstiu* Abbe.y 
on 29 June 1847. He went out wit-h, Ida 
wife and three other clergymen iii tln^ Stag, 
a vessel of 700 tons, and aft nr a voyages of 
108 days reached Melbourne on Sunday, 
23 Jan. 1848. When Perry arrived in tlui 
colony there was only one 'rmislual church 
there, ^ Christ Church at Geelong ; two others 
were in course of construction at Mclbourno. 
He found three clergy of the Chnrch of 
England already there, and three ho brought 
with him.^ In his first public address he ex- 
pressed his desire to live on friendly terms 
with all denominations of Christians, but ho 
declined to visit Father Geoghan on the 
ground of conscientious distrust of tho 
Komish church. He made constant jour- 
neys through the unsettled country, often 
thirty or forty miles at a stretch; ho bravely 
faced the anxieties caused by the gold rush 
and its attendant demoralisation. For tho 
first five years of his colonial life he resided 
at Jolimont. The palace of Bishop’s Court 
was built in 1863. 

Perry’s influence was perhaps most notably 
shown in the passing of the Church Assembly 
Act, which constituted a body of lay repre- 
sentatives to aid in the government of the 
church (1864). Doubts as to its constitutional 
validity were raised at homo, and in 1856 the 


bishop W(‘nt liouK', to argue the ease for the 
bill. Hi.s pleading was sut’eessful, and tiu^ 
act l)ecani(^ the precedent, for similar legis- 
lation in other coleuii's. Aftrr Ids ri*tunn on 
3 April 186(5, hi‘ eonlerriHl on all eongregn-;' 
tions the right to appoint thrir own pnstttral|; , 
tm'iiatidy with liimsil r,n nd inst it ut is :! a syst t « 

of training lay nauliTs (or llu' ministry. 4 ^ I 
I’orry’s lirst visit to Sydmy simmus to have I 
been in 186J). In 18(53 4 la! madiMt sreoial j' 
visit to Fmgliind, during which la^ was selreldv 
prmieher at Cambridg(\ and assisted at I be?' 
consi'cration of Fllieolt,, bishop of Gloue(‘s(m% .■ 

( )n 29.Jun(^ 1872 tlu^ (.wenly-lifl h auiu\ ersnry ! 
of his consia'.ral ion was e(4t4)rali‘d with en- 
thusiasm at, Mrihourm^. ( )n 2(5 I'VIk IS? Con 
t,lu\ (U’eet.ion of tlu' dioe(>si' in(o a, me(.roptiliiun ! 
see, ho left l,Iu'. colony a, mill uniMU’sal regret ; ; 
andwlumlie had arranged for (,Iie efidowineut I 
of the lunv sei* of Ballarat in iMay !i87(5, he 
finally rf'slgmul, ‘ ) 

Perry’s yi airs of rri, irmnent weri' dt'voteil j 
to furtiieriug the interests of ( he eluireh at 
lumie, partiiudarly the work of tla* Church 
Missionary SoeJi'ly ami SoeiCy for the Pro- 
pagation of the (hispel. Jle'al.tmuled ami 
a,d(lr(‘ss(ri ('very church eongri'ss trom IH'/I 
till 1888. 1 1 (‘1 00 k a, li'adiug part in pronml- 
ingtlm foundation oft he tlu'ologh'nl colleges, 
Wyelillb Hall at Oxford and Bidhw Hull at 
Oaml)ri(lge, and actively aided in man- 
agement of (h(' latter. In 1878 Im was 
appointi'd pndah^ ofl.hi^ order of St. Mhduit'I 
and St. (horge and canon of Bhimlair. 
was in iTsideneo eaeli y«‘ur nt Blandatr till 
1889, when a stroke of paralvsis (*aus(‘d Ids 
resignation. Tlumeriorwanf lu' n'Hithsl nt 
32 Aveimo Bond, Ih'gt'nt’s Park, I.omlongiml 
diodthoro on 1 Di‘c. 18i>I. Ih' was huriedat 
Harlow in Ess('x. A memorial .s('.rvie<' was 
held on the same day at, Mc'lhounuN wfum hin 

old comrad(i,I)(uin^faearttHW,hims(4rnimdy- 

thrmi ymirs of agn, who hail eonui out with 
him Jn 1848, piauieluMl tlu^ scunnoru 
Bishop Pony was a stout inmngeheal 
churchman, equally opposed to ritualtHfic 
and rationalistic tend(m(d(‘H. IB^ published 
^houTidation Truths’ and ot-her HimmouH. 

Pe.riy manhul, on M Oct, IHIl, Fmnees, 
daughter of Samuel Cooper, who survived 
him. Ho celebrated the fiftiel h anni versa ly 
of hift wedding sliortly before his dmit-lu 
His portrait, by Wi'igajl, is at lUdlcy Hall, 
Cambridge. A mmnorial has been eriadial 
in St. IkuiFH Catlmdral, Midbounm. The 
service of plahi which was prt'sented to him 
on leaving Melbourm' w/is be((it(‘ath(Hl to 
mastor’« lodge at Trinity Collegiq ( Jam- 

[Mftlhonrne Argus, 4, 6, ami 7 Dee. 1801 ; Suia- 
mary of Mueartmoy’s funeral sermon in latter 
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i.sHuo; GoodniauH OlnuvJi in Vicl.oria fltu-in;.!: l\w 
Kpi.scopnt-o oT IJisIuip Pcri’y, Loudon, 1S02, Avliioh 
contiuuB Hoiuo autobio^'niphical not os by Porry.] 

C, A. Jl. 

PEKKY, PILVNOrS (d 17(^0, (uip^Tawr, 
was born at Al)ino‘cl()n, Ibu'kshinn^ iviul a])- 
prontioed io a hosior; buf-, sUowiii}>' sonu^ 
a])t'ltu(l(‘ for artjlio was pbuMul first, wilh inu\ 
ol‘ tlu^ Viuuliu'bnuks, and a,nnrwai'ds with 
Ibchardsou^ t,o study ]»iiiu(iug'. iMakinj*’, 
howtno'i'j tio pro}:;’r(',ss in ibis, lu^ Ixsamu*, (dork 
to a ooniniisHjtry, whom ho ao,(‘.oiu|nini«‘d fo 
Jjicliliidd, and tlu'ro mack' tlrawiuo-s of Ibo 
catbodral, wluc-h lu^ suhsoi|U(‘nl.ly ('tcdiod. 
I’orry oviuvl'Ually dovol od hiiustdl to drawitpti;' 
and iuij;n’avino’ lopoj^'raphionl vitnvs ami iin- 
i,lquiti('.H, Avorkin^^ (biolly for tlm tnap;M,/inos.^ 
Ib*, (uttfravt'd two vii^ws of llu‘ (doish'rs of 
St. Kadluu’imfs (Ihundi, m»ar iln^ 'PoNyta’, for 
l)r. Duoaixdb papor ontbaf o.hunduu Niohols’s 
‘ lbbliotlu‘ca Topoo'niphioa, llntamiirai/ and 
‘A (bllcadiion of Li'^'htiaMi Vij‘ws of Ant/m 
(jiutbis in tlic(k)unty of Kontf also portnills 
of Matlbow ILdton, arobbishop of ^'ork ; 
Dr. Ourartd; aftcu’ A. Soldi; and lb*. Thomas 
Hyde, ndUn* (fiprintd. Ibd, lu' is b(‘st, known 
by Ids entt'ritving's of coins and medals, wlitch 
lie (ixiccutiid with no, atm‘ss and acen- 

ra(*y. Tins sixtoon nlatns in Dr. Diunind’s 
^ Aiip;’lo-( Sail ic. ( loins/ 1757, an', by hiiti ; nnd 
in 17l)d h(^ (',onmmnond tho luiblit^ation of a 
sorlo.s of ft'old and silver Lritiisli medals, of 
which lbr (!0 parts, containing' t('n ]dales, ap" 
p('arcd lad'on*, his (h'ath, and a fourth suhs(‘.- 
qiiontly. In I7()‘f ho lyxhihiltul with tho 
Socudy of Arf.ists his print, of Dr. 
llyd(^ and a ptuv-and-ink vi('w at WaUvorlh. 
lArry had tins use of only omi ov(q and 
habitually tdcluKi on a wliito f(rouncl, wjdudi 
facilitated Iiis worldnft by _ caudhdight. 
Though paiTistaking and indiisl rious, hi; could 
only (aim a precarious living, lib died on 
3 Jan. 17(55. 

[Strutt’s Diet, of Rngrav(*rs; Brondoy’H Gat. 
of Ktigbsh Portrait. s; i{,c<lgra,vt**s Dir.t, of Ar- 
tists ; lJuIvo,rH;d Oat. of .Hooks on Art,] 

R M. (TI). 

PEEEY, (17b.T»IS(;2), mu- 

sician, bom at Norwich in 17P3, was the son 
of a turmuq an amate.ur bass singer who toidc 
part in the annual performancis of an oratorio 
at the cathedral, tindiir Dr. John (jhrist.ma.4 
Beckwith [q. v.] Through Ibickwith’s instru- 
mentality PtuTy Ixusanu^ a imnnherof the ca- 
thedral choir. ' Jlis voiers if not ndlntnl,waH 
pow(irful, and his nuisical pro])ensity vmy 
marked. After (putting tlu^ choir I k^rry learnt 
the violin frotn Josiqvh Parmdl, a lay c.hirk of 
tho cathedral; piauofort(} from Ikirmtirs son 
John ; harmony, it- is suppostal, from liond, 
a pupilof Jackson of Exeter; and tho higher 
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branches of composit.ion from a ckivtu' ama- 
teur, James 'Pay lor. 

About LSIS IVri'V siu’cei'ded Ibufii'ld as 
l(‘,ad(‘r of (hi', baud at, l lu^ Loyal Theatre at, 
Norwiidi, then an iiml.i! nlion ('iijoyitq;- con- 
sidi'rahk' rt'put.sif.ion. \\'hil(^ still resilient, in 
his nnt.ivt'. l<»wn Ik'vry wrote an orjitorio, 
Deatih of Ahi'l ’ ( text, by ({eorpy Lemmlt 
of th(', Nonvich M'heutrf'), width was lirsf, 
pt'rformt'd at a I faJl eonct'rt. in Nerwieh, and 
aftiu'wards rt'pt'Ut.ed hv tlu'Satu’ed Hanneidi^ 
Socii'.ty in ItDl and b^lo. Short ly aft t'r his 
a]>point.tm'nl. to iht? llieatrt* lu' wrote another 
orat.orioA Elijah and Ihe Prit'stsol' Laalf to 
a ti'xt by the Lev. Jauu's Phimpt ri' J i;. v. |, 
wld(di wuis lirst, p(U‘lbrim‘d in Norwiea on 
12 March IS lb. In or a bout lS:i:i Perry was 
appoinlt'd musical director of tJa* 1 laymarkt't 
d’lu'atri', in Loudon, wlien* lu^ wrote a number 
ofoptuaiH. Oiu'of t.lu'iu/' Mtu'uinc;, Noon, and 
Nightf wtis prodiu'ed, wilh Madauu^ Vefdri.H 
(q. V, I in tlu' cast., in iSpik 

h'roin (qn'ra, howt'Vt'r, Pi'rry aoott luriu'd 
again to oratorio, and iti isr»0 lu*, proditci'd 
< Th(f Kail of Jt'ruHalmnf t hi^ ti'Xt.cnmpik'tl by 
Prolcs.sord’ayloi'rrom MihminV. pot'ia. While 
at, ill holding his appi>intm(‘ut at tlu' Uav’ 
markt't, Pm’ry heennu' orp;a.nisl t>f 1 la* tb'chi'i*. 
(Miapid, a post hi' resigni'tl in IS Ki for t, hat of 
Ih'inity (Ihurclt, ( Jra.y\s Inn Load. 

Wlu'n f he Snt'ft'd Harmonit's Siu'Iety Avns 
founded in ISdd, PtU'ry was chost'U lenderof 
tlu^ hand, and at; tlu'ir find, conciu'l, on 
15 .lain lSlk*b f,h(^ prugramim^ ctmlaiued a 
Htdi'Ction from his oraftirios ‘The ILill ofJi'- 
ru.sali'ui ’ and ‘11ie Death of Al>el.'' Perry 
assiduously support tal t hissoci('ty,and during 
his Hi.xtcmi years’ eonnection witli it, was 
muair absiuit, from a pt'rformauce, and only 
once from a vtdu'arsak In ISIS Surman, the 
conductor, was removial frtnu Ids post, atul 
Ikirry perfonmal ttauluties tintd fheidost'of 
the season, wlu'u ht‘. .Ht'Vt'iaal his (‘omu'cl ion 
with till', Hocdi'ty on the idiM'tion of Micluud, 
(jowta |(j. w] to the, ('.ondueforslilp. 

In ndditit)n to the wni'ka alnaidy nu'n- 
tiom'd, Pi'rry Avunft^ an oratorio, ‘ llezekinh ’ 
( 1S17P, asacTi'd (aintat.a,* Uehdiuz/.ur’s Kenstd 
(ISdb); a festival anthem with oreliestral 
accomjianinu'nt, ^ PlesHed !>e the Lord thy 
dod,’ ibr the queen’s mua'ssion ( ISdS). Hta 
* Thanksgiving Anllu'm for thi^ Birth of the 
iVincesH Itoynl’ (I HIP) w«,h perforimal with 
great success by llumSacred Harmonic Hf>« 
(uidy, the orche-stra and cIiom.H mimhering 
five' hundred, (hradori Allan being llm 
solo vocalist, Uo also wrote additional ac- 
companiment s 1 0 anmnbi'r of 1 1 andepH works, 
btwdeH making laanoforte scores of snvt'ral 
more, i Vrry died on 4 Mtircli I St 52, and wus 
, haried at Kcnsal (Jreem Perry’s iiiidouhtod 



wial)U'.d him to inut-ato ratlu^r than to 
create. His hueivcy proved disast rous to the 
character of his work. It is said that he was 
ill the liahit of writiup^ out tlu^ iustruuKHital 
uartaof his largn^ coiupn.sitious fron\ memory 
heforo he liad made a full orcheHt ral vS('ore, 
luid he free ueiit ly composed as many as four 
or five wovTca simultani'ously, writing* a |)ap;(^ 
of one while tlio ink of anothm* was drying*. 

[Norfolk News, 10 April 18 ( 52 ; drove’s Diet, 
of Music, H.v. horry; {Saerod ITarmonie Sorioty, 
»&e. ; private iuformat.iou.] 11 , Ih 

FEBRY or FAERY, HKNItY (lo(50F»- 
lUlTt), Welsh scholar, was horn at dretm- 
field, Flint, alumt IhtiO. He was {liNstumded 
from Mdnowaiu Ihunhuv, founder of otn' of 
t'he tifteim tribes of North Wales (Illsln^p 
Humphreys’s additions to Woon’s .H//c/ne 
Oxon.) fl(^ matrlcidiifed from Ibilliol (’oI« 
l(‘go, Oxford, 20 March IhTH 0, at t.lu' age of 
eighluH'n, and graduated It A. (from ( Uou(‘es- 
ti>r Hall) Id Jan. 1570 80, M.A, 25 .March 
1582“5, and B.H. (from J(\hus (lolleg«0 
() Juno 1507 (A/iomd Oxou,) On lejiviug 
the univerBity, ahoiil> 15S5, lie wmit ahrond, 
and, aher nniny years* al)sence, ndurmal in 
Wales as chaplain to vSir U-ichard Hnlkeb'y 
of JJaron Hill, niau* IJiaiumaris. During hi.s 
stay at Jleaiimaris he marrie<l tln^ daughter 
of Robert \5iughan, a gcutlemau of lh(^ 
place. An attempt was nuuh^ by Ids e.tuuniuM 
to show that his lirstwifi' (of whom nothing 
is known) was still living, hut Derry wic- 
ce(M,k‘d in clearing his n^putution. He may 
possibly be the HItmry Darry, A.M,,’ who, 
ac,c.ording to Brown, e \Finis (dVA /tw/:/i//,edIk 
1801, i. 515), was rector of Llandt*gla be- 
tween 157d and 1507, He was instituted l.o 
the rectory of lUio.scolvn on 21 Aug. U>01, 
promoted to that of l\'efdraetJi by Bishop 
Rowlands on 50 Dec. 1(10(5, installed ciuum 
of Bangor on 0 Fob. 1(512-15, and recufived in 
addition from Rowlands the nastory of Dlan- 
lacliroth, Anglesey, on 5 M arch 1(515 14. 
date of Ida (loath is not recorded, hut a.s his 
successor in tlio canonry was installed on 
50 Dec. 1017, it probably took place in that 
year. 

Dr. John Davi(vs, in tho prefaces to his 
H)ictionary' (1082), spi'aks of Mlenricus 
Ferriiis vir lingiiarum cognitione insignis’ 
as one of many W(dHh scholars who dur- 
ing the preceding sixty years had phmntul a 
similar enterprise. But the only work puh- 
lished by Perry was * Bgluryn (Hraet Idnmh * 
Eliicidator ofElocpumce*)’aWejHh tinatiso 
on rhetoric, tho outlines of which had pre- 
viously been written by 'William Salesbury 
[q. v.h translator of tlu^ NewTesl.ament into 
Welsli, This appeared in London in 1505 


in the new (^rlhogrnphy ndopfed by J‘>l*i 
David Uhy.H in his recently |mhliHhedjr' 
mar( 1 502*), A rt'print , wit li many rmdy^ 
wa.s ls.su('d by Dr. Willinm Owen 
[<j. v,'|(lion«hm, IS07). and tins wasnq/ ' 
at Lhuirwst in 1 820. Hie prefnee 
that Derry kumv .semething of cIe\£F^^ kfr 
guage.s, ^ ^ 

[Wond’H Allicim' f with I'dwL 
llninplireyh's adiiiliens: BnvvlnehAi ('aiujO'W 
Uihliograpiiy, DS(>5; KowlanJa‘« M'ma 
(e.-Ujdufnie ef eh'rgv) ; Huue'^ 

(lymreig, by t-Bviurydd ap iUiV'*. I J. 14 

FERHYk J A M M8d7r»t( |8'’lhjeuriiaj 

son (»f a builder, spellijur bin name Ihrir. 
horn at .Aberdeen en ratOef, DfetJ. Ur 
ceivetl tlm rmliimml.a of hi i edneai e-n we 
< Jarleeh chnpid, in tlieshireof AhrvdeeinfV* || 
tlu' lvt*v. \\ . Tnit, a man of eru'litam. » ll'’’’'' 
w a *•: afterwards trained at the Aleu'd*'' u Id ijp 
.school by (he hrotluTS Dunn. In H'i’l 
was (mteriHl at M.ari'udsnH ‘olle/.e, VhiU'darii 
University, and Iumvus plaeetl nnd«'r \rtlnii* 
Dingwall I'ordyei* tiuinahly him fa* the 
Scot.tish bar. dhrough the hnlnre t*f hn 
fatlnuds MpeeidationM he was etunpell d fa 
(nirn his own hnaul. lie wso* fer n tone nu 
as.si, slant in a dranerh»|uqi at \!»Mrib‘(ni. He 
t Inm joined Booths eempun) id' net erg \\ In-fft 
he nnd Thomns Hoierolt «p v. \ with ivlmm 
lit' at hast qnarrelhni, hut whs later on u»rv 

frietuily liTtas (<'5 Iloi.etmrr, n 

255 5D()), D«*rry in sidii to hn\e liren a! nito 
time a nnnnlier nf Tale W dldn’«in V eom* 
pnnv,wh»m he fell in hne wlflj an mi resi wlm 
Hiigiited him. Iliscnp of itdsery wmOdled on 
his return to Ivlinhurgh, when \\'erd Digges, 
with wdmtn he was mding, told him that Ida 
brogue imlittml him for the at age. lAnTythen 
nought fort nne in England, and Huai for t wo 
yeansat Manchester aselerk to Mr. Dinwiddle, 
a mnimfaeturt*r. In thispiHjtiotiheread miuiy 
hooks, uml t»M»k an active part in tlnubduttea 
of a literary and pldloMipIdfud fioeiety. In 
1777, at twenf\-om* years old, he made ids 
way to liondon with the highest letters of 
recmnimmdalion from 1dm mends in Lan- 
etiHldredmt failedttUIndmnpIoymefif., Dnrinii 
this enforced leisnn* he nmuHotl Idniaolf with 
writing‘«'HNays and pieee.a*d‘|joelfy for a paper 
called ‘The i tenoral Advertmerd*' (hmiif)d« 
pitwH attracted the aUtmtion of one of the 
principal proprietors of t!n^ paper who wiw 
junior partmw in the firm or lltehardsoii 
Unpihart, hooliHellers, Dtwry was 
(pnmtly tmgagml as a regular mmtrihnftir at 
agidmai per week, with an additional half- 
gidm*a for nssistnnee in bringing out tlie 
* lamdou Evening IMstd fn this position Im 
toiled with the grmaest. asHididty,ftnd during 
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the trials of the two admirals, Keppel and 
Palliser, he sent up daily from Portsmouth 
eight columns of evidence, the publication 
of which raised the sale of the ^ General 
Advertiser’ to a total of several thousands 
each day. At the same time he published 
anonymously several political pam])hlets and 
oems, and was a conspicuous figure in tlu'. 
ebating societies which then abounded in 
London. He is said to have rejected oilers 
from Lord Shelburne and Pitt to enter par- 
liament. 

Perry formed the plan and was the hrst 
editor of the ^ European Magazine/ which 
came out in January 1782; he conducted it 
for twelve months. IP*, was then olfered by 
the proprietors, who were the chief book- 
sellers in London, the post of editor of t-he 
* Gazett(M3r,’ and he a.cce])tod the ofter on con- 
dition that ho slioiild be allowed to nuike 
the paper an organ of the views of 0. J, Fox, 
whose princi])leH he su])ported. ( )n<3 of Perry’s 
improvements was the introduction of a siuv 
cession of reporters for th(3 parliaunmt.ary 
debat(3S, so as to procure their prompt pub- 
lication in an extended form. By this ai*- 
rnngomeiit tlio paper came out eucll morning 
with as long a chrotiicle of the debates as 
used to appt^ar in other pap(3ra in tlu3 follow- 
ing evening or later. Ho conducted the 
‘ (iazetteer * for eight yisars, when it was 
purchased by some toriea, who changed its 
politics, and* Perry severed his connection 
with it. Durinfj a part of this time he edited 
' Debrett’a Parliamentary Ih'bates.’ 

About 1789 the ^Morning (IhronichP was 
urchased by P('rry aiul a Scottish IViend, 
ames Gray, as joint editors and proprietors. 
The funds for its acquisition and improve- 
ment were obtained through small loans from 
Ransoms, the bankers, and from Bellamy, 
the caterer for the House of Commons, arid 
tl rough the advance by Gray^ of a legacy of 
500/. which he bad just received. In tkeir 
hands the paper soon bc^came the leading 
organ of the whig party. Perry is described as 
‘volatile and varied / hia partner as a profound 
thinker. Gray did not long survive; but 
through Perrys energy the lournal main- 
tained its reputation until his death. Its cir- 
culation was small for some years, and the cost 
of keeping it on foot was only met by strict 
economy; but by 1810 the sale had risen to 
over seven thousand copies per diem. Perry 
was admirably adapted for fcl le post of editor. 
He moved in many circles of lite, ‘ was every 
day to be seen in the sauntering lounge along 
Pall Mall and St. James’s Street, and the 
casual chit-chat of one morning furnished 
matter for the columns of the next day’s 
“Chronicle.”’ In the shop of Debrett he , 

VOl.. XhY. 


made the acquaintance of the leading whigs, 
and, to obtain a complete knowledge of Fremdi 
alTairs, he spent a year in Paris ‘ during the 
critical period’ of tluj Revolution. On taking 
over the newsjiaper Pcutv lived in the narrow 
]>art of Shire Lane, olf Flec^t Street, lodging 
with a bookbinder called Lunan, who had mar- 
ried his sister. Lat-er I’erry and his partner 
Gray lived with John Lamlxut, tlui printer of 
the ‘ Morning Chronichi,’ who had premises 
in Shire Lane. Eventually the husineHs was 
removed to the corner houst', of Lancaster 
Court, St.rand, aftt^rwards absorbed in W(d- 
lington Street. The oilicial dinners of the 
editors in this house weiH^ oRcn at;tend(al by 
the most eminent men of the day, and Parsou 
playfully dubbed them ‘my lords of Lan- 
caster.’ John Taylor states that Perry had 
chambers in Clennuit/s tun (Ummln of niy 
Xi/i;, i. 24 l -2). * ' 

During I’erry’s managiunent many leading 
writers contriinit.cul to tlie ‘ Morning Chro- 
nicle.’ Ricardo addre.sse.d baiters to it, and 
Sir James Mackintosh wrote in it. Charles 
iaimb wa,s an occasional Cf)ntributor, and 
during 1800 and 1801 Thomas Camp) ad I fre- 
quently S(mt pcanns to it, chi(vf among tlunn 
boing^Jln^ Exile of Erin/tlu^M )d(* to Winter,’ 
and ‘ Ye Mariners of IhiglanJ’ ( BruTTn-t Life 
of Campholl, i. 805, <S:,c..) lla/.litit was ati first 
a parliamentary nq)orter and tlum a IJuaitrical 
critic. ,F(ury (^xpresstMl dissatisfacliion with, 
the length of his contributions, which in- 
cluded some of his fitu^st criticisms. Oohv 
ridge was also a contributor, and Moonfs 
‘ Epistle from I’om Cril)b ’ appeanul in Stqi- 
tember 1815. Seipoant Rpankie is said to 
have temporarily e(liti(‘d it, and he introduccai 
to I’erry John Oamplxdl, af(;(irwards lord 
chancellor and Lore;. Campbell, who was 
glad to earn some mon(\y with his contri- 
butions to its pages {Life of Lord Camp- 
helf i. 45-182). During the last years of 
PexTy's life the paper was edited by John 
Black [q. v.] 

The success of the ‘Morning Chronicle’ 
was not established without prosecutions 
from the ollicial authorities. ()n 25 De(‘.. 
1792 there appeared in it an adv^nttKcnnmt 
of the address passed at the meeting of the 
Society for Political Information at thcTalbot 
Inn, l3crby, on the ]U‘(H‘cding 15 July, An 
information ex qffie.w was filed in the court 
of king’s bench in Hilary term 1798, and a 
rule for a special jury was made in Trinity 
term. Forty-eight jurors were struck, the- 
number was reduced' to twenty-four, and the 
cause came on, but only seven of them ap- 
peared in the box. Tlie attorney-general did 
not pray a and the case went off. Tn 
Michaelmas timm tlu* prosecution took out a 
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rule for a new sptH'ial jury, and, on t he oppoMi- 
tion of the detondantuS, the caHo waa ar^nu‘d 
before Buller and two other judpfea, when it 
was laid down ‘that the first spi'cial jury 
struck, and reduced accordin|»' t o law, niu.st 
try tlie issue joined betwiuui partit^sd inti- 
mately the case came before Lord Ktmytm 
and a special, jury on 9 iTth'i, the <h‘" 
fendants beini^' charged %vith ‘ haviufjf printed 
and published a seditious libel.’ Scot t ( aft er- 
w’-ards Lord Lldou) prosocutt'd, and hJrskifie 
defended. The jury withdrtnv al twf) in ( he 
afternoon, and after five, hours tln^y a,u'reeil 
to a special verdict, ‘ ^niilty of puhlishitip*, but 
with no malicious intent.’ The judg’e r(dus<nl j 
to acce’)t it, and at fiv(i in tlu'. mornlnj*’ td 
the foLowing: day their verdicM was * not 
guilty.’ This result is said to have lasm dm^ 
to the 'firmness of one juryman, n coal mer- 
chant (State Tnale, xxii. 95 l-HtJO). 

On 21 xMarch I7i)8 Lord Miuto i)r(ui{*’Iit 
b(dbretihc House of Lor(Lsa])aragra|>l) in the ; 
‘Morning Chronicle’ of 19 March, Harea, si i« 
cally setting out that to viruliente tla^ im- 
portance of that aas(uubly ‘ lht‘ dresst^s of lh<^ 
opera-dancers are regulated there.’ Pritder 
and publisher appeal'd next day, wluai Lord 
Minto proposed a fine of 50/. faudi and im- 
jiirisonment in Newgiiti^ for thrtM* month.s. 
•Lord Derby and the Duke of Bedford pro- 
posed a reduction to one mouth, Imt (lu*y 
were defeated by aixty-nitie votes to (diUMui. 
Perry and Lambert were committed aectmd- 
ingly (liANSAiiT),^ xxxiii. 1510-15). During 
the term of this ira])ri,sonm(mt levmw of 
Perry’s frlonda were hold at Newgate, and 
presents of game, with other (bdicacies, \vm) 
sent there constantly. On his rohMiHo from 
gaol an elaborate entertahmmnt was given 
to him at the London Tav(*rn, and a ‘ silver- 
gilt vase’ was presented to him, 

Perry was tried before Lord Llhmborougli 
and a special jury on 25- heb. 1810 for in- 
serting m the ‘ Morning Chronicle’ on 2 Oct. 
1809 a paragraph from the ‘ Kxamitier’ of 
the brothers Hunt that tlio micccMHor (d* 
George III would have ‘the lim'sl, oppor- 
tunity of becoming nobly popular.’ Perry 
defended himself with such vigotir that the 
jury immediately pronounced the d(^fendanifl 
not guilty (State Trials, xxxi. 555418). 

^ With increasing prosperity I’erry moved 
into Tavistock House, in the open space at 
the north-east corner of Tavistock Sinumu 
London, and also rented Wandlebank House, 

\\ imbledon, near the confines of the ])aTi8li 
ot Merton. Tavistock House was afterwardn 
divided, and the moiety which retained that 
occupied by Oharlea Dickens, 

X he house was long noted for its part-les 
ot political and literary celebritie.s, and Miss 


IVny 

Mi t ford, who from IS 15 Wfr-* » ?V, 
vihititr, suys flint * Itunn w-m n mnu 
gmnial and ju%’omp9 de-.| ' fO-'n « 

Mr4vlm% Romillv. Tunmi'v, juri 

j ho %\ti\ fho 

‘hi"; own fable’ ( I /hSiiaNor* ..f XLn 
d/.'V/bri/, iii. 2 m I h llm 
n<ljnim‘d that (d' Xol ''*m, whMf.iM.nl 
to hiH daugldiT, att'l luni a 

‘ thi'fh’uth of Sir Willtnm liHiii-b' 'n * ,Y .^4 
' (trid (^iienr< . 1th *«rr. . V\K\ t, f in f 

[ of the Wumllo, nrnr Iimu'**', mam 

chinery for tnulfip!ui 4 ; piofur.*';, .?* 
the ‘ pol\grnphi<* art ,* wivi 'O'f up 1 % 

It re.Hiilteil in failnre, mid aUSu* 
the -irenuNer. wore eoin ertrd tu*M a e-i* t|s’msll 
In 'li.n handn flo!* nii tmiuLn.r wh'. iml a 
hut it V -r* nlL'rw ar-i . If n 
profit, Part teular,* nml a pltu mI' Ym. 4 r'-ihiin, 
comnri'dng hom.e, mill, rehr *‘;i, * , and 

in all BID aerr-n ef laml, ’.’i. r.‘ up Ia' 

.MeeHr,n. UofiiuM for a eah* !o fK»ua July 

bs22, 

iN'rrvDioahli heyan to .|.',Lne I'D 7 

througli an internal de»»'i«'i*% uesdt eMjiip«4h‘d 
him to undergo Horr.d e.unl'i/l .nw, 

; Li l.Kp) .lek\H writ*. I timf lo- Wun * .|iof0 
' broken up in health and euniMr !;uii * 1 |h 

; pliyaieiuna reeonim«md«Mi him to '^p- ml t|',e 
j clone ol Ida life at Ida honie at Ih'u'Ui m, i*n4 
j he diet! I here on 5 D,*e. H’/l. Iirw*j buried 
in tin* family utulf in Wdfnble-'ioi rhiireh 
on 1 2 Dee.* wlnn’e a faldof Ut )»»» metin«ry 
, was ereetiai hy the |*o\ 1 1iib *hi i h*^ e<i »f 
j of the Honth aLle, He iitame'd, on 2;i 
L98, Ainu* Hull, who bore hini nyhi chit** 
tlren. AppridiendvetifmoiMimiynun >he lotdi 
a voyage to Li»brm for tbe brjieiif td her 
health. Her re»*overy wnn eontjdefeib and 
Hhe was in IHIX on her way back fo Knylaiid 
in a Swiniudi ve’i^el when it w- a r'Mm|»fn red by 
an Algt'riim frigate and e!iffi«‘,| hI|’ to AlVmin 
She Htitfored murh throi^di tb IrmU, and 
even^nfrer her releane, by the inortioim of 
Mie^jhigliah conanh wnn tlefainmi my week*« 
wailing hrryi, viwtd to fake bur awniy. fief 
strength faileil, and mIso dji-d «t flordnniy* 
on her way linme, in Febrnrirv on! Li. 

Thmr son, HirTlmnmM KViddne 
t iojted Mepamitdy. Another .non wiw Hrili»ii 
consni at Vmihm (efi Hai.a, /i/e mui 

ii XH-dfi A dattglitef mnrriril Sir 
llmmtw bmlerick 

under-aecrntary <if stain for tln^ «»|oriio«,ftitd 
soothiul the liiMtyr^araof \I iw ftiUTy 
ut, oLH), Perry maintained Itwigeil pfirentm 
m wmjtort, and hrnnght up 'tin, fumily of !«« 
sister by her lunlauiil Luniuii fmm wmutt iht^ 
waa divorced by Soottiah law* Tliii ib^ter 
marrM I’ormm in Ntmjmlu.r 17M, di«l 
on U April 1797. Powwi litml with Ftrry 






h(‘rort 5 and aft nr hia nmrriugn, and it. wan at , 
hiH houm‘ in »Martnn that- thn (Jraak proftwor ! 
loHt, lirn. hi.s t.ran.'^rript. of about ludf 

of tliet inM'k loxit'on of Pbol.iuH and biHuolt'S 
on ArtHtopInuu'H (* PorHoniaua^ in liounurt’a 
7Ule 7WM\p. 

Porryhad romarkably amal] quiok oyoaand 
atoopadin t-ho Hlumldi'ra. lauf^b Hunt, adda 
that ho ‘not unwillingly turmal Ida »‘y<‘H 
upon tlio ladioH,’ Ilia fund of auocdoto wan > 
abtuidant, his aoijuaitilauro with aoorot Iuh- 
toty ‘authontfu* ami valimbhn^ J, P, t'olUor 
oomplaiuK that, lu' wan *aUvay.a dis»'*»*i»al pv 
tnait. Iho haulora of thi' whi^\’H with auhaor- 
vit‘nt rivspe'rt.* llo uovor quito loal hiataUail 
nuuuior acupiirt'd in tlKHlrapor’aahopnl AlK'r- 
d«HUu’ I hPiSHaid to havo diod wort h ld()*P00/., 
tho Halo of Ilia papia* ronliHing no loan than 
4‘idKKP, II(‘ roprintinl, with a profaro of 
thirty-ono, pa^p^a, tlio aooount. of hia t.riid in 
IHIO, and ho drinv up a profaoo for (In' rr'- 
print from tiu' * Mornin^M tfironiclo' of No- 
viunbm* and noroinhor 1807 of ‘ 'Pin' Six Pot- 
torn of A. Ikon tlio 1 titfojvnooa hot vvoi'U t « rout 
Pritain and llio PniiiMl Staton of AmorliMu* 

A portrait was ptdntotl by Sir 'riuunua 
Lawronoo. Of tlii.*”! Wividl’a <lrnwinff wan 
otq^rnvtHl by Idiom.son in tho * Mnroptnui 
Maga/fmo’ for ISIH. An original drawing 
in w'aior-oolourH liy John JnokHofg IP A., ia 
at tho print' room of ilio Priti.sh MuHoum. 

[Heap Mao;. 17t*7 pi. up- l7iiH pt- ii. 
p. 7‘ia, IHlo pl.i. p. 2HX IH'il pt. ii. pp. Mia (5; 
Aim. Ihojiu*, and Olutunry, vu. ItHO t)l ; Kumpnau 
Mag lHi8pt.ii.pp.lH7 IHi ; (Irant'a Nownpapor 
.Ih'i’HH, i, HU ; hox-douruAM Ni'Whpaptwa, i. 
24H 5.8,‘i7th 8HH 7 ; K. K, HimttH hourih KHtnto, 
h. Uni 18; Atuirt'WH’H .louriudiHia, i. ’.VitUHH, 
24H, 20J (i, ii,. 10,48; (huuiiaghatn'!^ laauh>u 
(tnk Wtmathy), ii. IKPu ih. HltO WataoaV Ufa 
of PorHon.pp, I2a 0; (Joirun'’H ttld MaaV Diary, 
pp ii. pp. 42 ft. H(1 : JarJitn'fi Man I havoknowa, 
]»p. ;i20 '8ft; Atillar'a Ihogr. SkatohoM, i. 147 0; 
‘(Mj. (i'ordoa'a PorHoanl MamoirH, i. 2IlftOgh 2H0- 

W. 1>. D. 

^FEERY, JOHN { 1(17(1 17^2), civil on- 

f incur and travolliu*, .^^cooud aon of Samuel 
'erry of Eodborough, (lloucoHtorHlnro, and 
Sarah, Ida wife, daughter of Sir Thoman 
.iN'ott, waa born at Hodliomugh in 1(170. lie 
entered tlic navy, and at. tho bttginning of 
IdlK) Ih dcHeribcd aa limitmuuit of the ahi]) 
IVIontaguf, commamlml by (lappun Jolm 
Layton, In January lBf)0 lie hwt the nan of 
hii right arm, from a wound reotnved during 
an engagement witli a Frcmdi privateer. 
In lie Buperintended the repair of tho 
Montague in PortHmouth liarbour, on which 
occasion ho devised an engine for throwing 
out water from deep sluices. In the same 
year lie appears as commander of the ilroship 


Oygnot, at tiu'li(“<l t,o tlm inan-of-war I liaiuond, 
tluj comnuuuh'r of tlu' lattm* being (hiptain 
Wlekluun. While the', two w'.shcIh wiu'e 
eridsing about twenty lecgueH olK hipe Oh^ap 
<u. 20 S»»pt. 1000, they weri' at tneked by two 
large Fromdi privati'er.s, and eompelhal to 
Hiunmdcr. Ferry doelanss that his .Muporior, 
Wiekhain, gave him uo onhms, ami struck 
lu.-t i.ug afpw a slight, n'sistaum*, thms huiyiug 
the Cygnet a Imlples.s prey to Iut stronger 
aHsaiInnt, WicKhaiu, howevm', maintained 
that. INwry refused ti^ co-o]HM‘alo. witli him, 
and was also guilty of a derolietion of dut y in 
not setting tinCo hi.s .ship before t.he hVfmch- 
men htiunhal hm*. Perry lading put on his 
trial hefon' a eourt -martial, Captain Wick- 
Inuids charges wm*<' held proved, and Perry 
was Henl'iMua'd to a iine of 1,(100/. and tim 
yi'ars’ imprisonment, in the Maushalsca. 
While in prison hi^ wndo a pamphhd. <ai- 
titled Uh'gulat iun.s for StMUnmp’ in tlnmip- 
oendix of wldeh In* gavi^ a longHtattanent. of 
his case. 'Phe pamphlet, is tinted 1.8 U(h', 
loop Perry evtmt.ually tditaiiuHl his rchvi.He, 
ftirin April 1(508 ho was introductal by Lortl 
Canmirtlum to the t'?;ar Ptdtu*, then oil a vi.sit 
to Lnghimk It'tiT, stnude with P«u*ry’s 
knowlmlgti tif tuigiiieering, engagetl him to 
go tint to Hussia imnuHlialtdy, t.o Huperinttmd 
naval ami engims'ving works. Perry was 
prtunistHl his t'xptmHes, an annual sulury of 
ilOO/,, and Hhtu'al rtuvarda in euMO his work 
pimved of valiuu 

, Perry arrivtal in Pussia in the early Hummer 
I of 1008. lie (Irst rt^porlml on tin* possihility 
of t'stahlishing a eanal hid. ween the riviU’S 
, Volga and Don, The wmvk was begun in 
1700, hut. t,lu‘ progress nuuhi was slow, owing 
to the iniMtpaeity of tlie workmmi, tln^ delay 
in supplying malenulH, the opptmition tif the 
I nohihly, end thi' ey.arh iit'glect to pay Perry’s 
i salary. luScptmuber 1701 Ptirry, as H’mnp- 
' troller of Ilussian iMaritime Works,’ was 
summoned to Moscow, and mirly in 1702 
ortlemd to Voronej, on the right hank of t he. 
rivt'r of that nauu*, to est.ahliHh a tloe.k. d’luH 
was completed in I7()d, after whitdi Perry 
i was enn'.oye.d in making the Voronej river 
uavigah.e for sliips of war from the city of 
Vorontq to t!ii» Don, To 1710 Perry made 
surv(\VH and engineering wmrk ahout the 
I rivw Don. After some delay, caastul by the 
; Turkmli war of 1711, he planned a mmal 
I between Bt. Pct.ershurg ancl the Volga, The 
j works were begun, Init the exnr’s continued 
' refusal to reward his Herviims was followed 
by a qnamd, and Ihwry, afraid ior his life, 
;3ut himself under the proteetion of the Eng- 
!.iHh ambassador, M,r. Whitwort-h, and re- 
turned to England in 1712, During four- 
teen years’ service in Russia, lie only received 
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one year’s salary. In 1710 he Imnifrht otii 
‘State of llussia muler the |n‘(‘Hent IVar/ 
detailing his personal unnoyarn'en, 

111 1714j tendera laang invited to stop the 
breach intheTlninn^H tnnhatiluiu'nt, at Uagen* 
ham, Perry ollered to do tht' work for 
The contract waa, however, given to W jlUain 
Boswell, who asked only Itk.'KH^/, Huawell 
having lound his task iinpoMNilde, l!m Wi»rk 
was entruHt(*dto Ik'rry in 171h. He man- 
pleted it suceeHsfully in fivt* yenrsMtme ; hut 
the expansoHHO far extuaaled ant ieipnt iim that , 
tliougli an extra sum of 15.01)0/, was grunted 
to him by parliament, atul a sum of PotKl/, 
present(3dt;ohun by local gtmtry, Perry ma<le 
no profit. He puhlished ‘An Account nf 
the Stopping of Dagenham Breach’ ( 17:B l, 
In 1724 Perry was appointed engineer to tin* 
})roposftd neAV harbour wc^rks at Dye. He 
subsequently HcUleti in Lim‘olnshire,and was 
a member of the Ant ujuarianSoeiety al SpuUU 
ing on 16 April 1760. He died at Spalding, 
wJiile engineer to a company for straining the 
Lincolnshire fens, in hkhniary 1762. 

[Perry's works; Keport of Luvstais ndating 
to Dagenham Breach Works, .lolm Porvy, Ajw 
pollant, and William BohwiB, Iteapomhmt ; 
Nichols’s Lit, Anoed. i. Uf>, vi. lU-l; Smilrsa 
Lives of the Bngineors,}. 7.1-H2.1 D. P. M r. 

PEWlY, SAMPSON (I7d7 1H26), puh- 
liciaj, was born at Aston, Birmingham, in 
1747. Before and during 1772 he was prac- 
tiaing as a surgeon in Aldersgnte StfetU, 
London. There he seems D) liave inventtnl 
the solvent for the stone, wlPudi was known 
p Adams’ solvent. Perry describiul the 
invention in ‘ A Disquisition on the Stone 
and Gravel; which was first publislwHl undor 
the name of William Adams. Sectmd, tUir<(, 
and fourth editions (1772-6 and 1775) bore 
a like designation, but in an appendix to the 
fourth edition Perry disclosed his authorship, 
which was acknowhHlgcd iu fifth, sixtdnand 
seventh editions (17^7'" 9, 17H5), Perry was 
appointed lieutenant (1 May 1777), Htirtroon 
< ? captain (28 Mandi 17 Wl) in 

the aast Middlesex militia. In 17H01injmli- 
1 * * Treatise on Luos (lonnrrlioeii.' In 

1789 he started or revived the ‘ Argus,’ a vio- 
lent opposition daily paper. In ]7iU ho was 
served with five informations and an indiot- 
menthy the attorney-general for ‘libiils on the 
government,’ and was twice sentenced to six 
months imprisonment for libels respoctively 
on John Walter of the ‘ Times,’ and on Lady 
Fitzgibbon wife of the Irish lord chancellof. 
He edited Ins paper from prison during 1791, 
He was also fined 1001. for accusing Pitt's 
agentof keeping back Spanishnews forstock- 
jobbmg purposes. After writing an article 
to .show that the House of Commons did not 
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, man m French liavoltitinn ; Ail»«iw*uiw, 25 Aiig, 

and 1 Mept. IHUL] J. <1. A, 

PERRY, HTEI’HKN JO^KPIl ( 1M!W. 

1BB9), antromnncf, burn in London nii 
-6 Aug. IB66, w’liH sun of Hiiqiltoit Perry, 
8tcai«pmi manufacturer in lied Litui Squiw, 
,Um mother died when lie wiw imvciu At 
nmn Im was mmt to school at Oillbrti flalL 
whnnen, aftar a yiair and n hnlfp Iw Wan 
, tramfarrrm to Dcniay ikdicgn in Frtncn. 
^ During hm scvtiii ycari^* coui^u there a yoca* 
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fiv^ HiLhs by the necessity and difficulty, 


i,rso atroeioua a climate, of 'Y’'’''"'‘”;'''Jf 
aliaolute lollt^itml(^. U'm e.nd was aUaiiiul 

in the face of innuiucrable hanlHlups amUhc 

u'Utomv iirosnc-cti ot halt-rataons. 
StomY^tvage Katl.cr I’erry left, the Volage 
at Malta,' and was recce ved Ijy the povc at 
Home'. Hiagriiichic'accecintortlmadven 

was n'l)riiil.cd in 1 H 71 S ivom the Month, yoIh. 
Ti and Vii. A ‘ Ih'port, on th.c Metacoyolop 
of Kergacdccn iHlaucl,’ drawn np bv.bim bn 

”, r .. .I.,..;,,.! rYlVwMt. iinmmnKl m 


or Ktn-irmnim imuuki, uutwt. 7* ; {uTn 
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whiirida atatement, as to tbe, 
ri'sults of his mission was incladccd m tk. 
otlieial report, on t.he t.vansit. ,• 

Kor t.bc obsc.vvat.iou ol t.hcc eorre spomiu g 

10 ) ■ u,.„dod a party 

dc'serlbed the expedition m tho Mont i u 
Am I Wn. b'alher Perry neext. lor.mxl part 
tu l Uoval Hoclct,y-s cxpc'ditum tcilhe Vest 
in U -H for tbe solar eclipse ol H' Aug'.'W* ; 
llii H;uH‘troHco])ic nhHorvatioiiH, 

1 alau. of (larriaeou, were '"'I”!' f 

‘ it. IHs report apijcarc'd m be ‘ 1 b ^ 
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damage from heat am! damp, A _ drawing 
from the beat preatananl plate by Mb')" ^ teh'i 
Common wan puhlinluid aa a fr»mti^pieee fe 
the ^ ObHorvatm'y ’ for March IHiHh with a 
note by Mr, W. ll, Wealey oa the eharnetrr 
of the depitded corona, 

Perry’e character wan remarkable for ftiin- 
pliclty mid earneMtnoHvH, lie bad tlo' tnuiH^ 
’:)arout candour of a child ; Ida nnm ^ummg 
!.{indlmoHB iunpired indverKul atlectiou, in 
conveimtlon he wan geniid and luunenm?-, 
and he enjoyed nothing more than a nhare in 
the StonyliurHt ginm'H, ('xulling witli hnyi h 
glee over a top (Score iit^ cricaet. Vt‘t ljr< 
(ledication to duty wan ahBrdnte, Ida pattfOtc*^ 
inexlmuBtllde. KnihuMiaBtit* aetronemcr 
he waa, he was at ill before all fhing.Nn prir U, 
lie preaclual weld and hin last two aenuum^ 
%voro delivered in h'rench to the convict e nf 
Saint, The aHtronomical oHicitmcy of I ho 
Stonyhurst ohaervatory wan entirely tlim to 
him, Ilia eUbrta in that direthiou iHung ren** 
dered poaaible by tlu^ utHpnsition in iMn 
of an B-incli eipiatorial by Troughton ami 
Simms. VariouH other inHlrnmmilH were „ 
added, including the H-inch Clark ridVaclor ! 
•used by Prebendary T, VV, Webb | in v. j 1\vo 
small spoctroscD pea wNire |)U relumed in 1S7H; 
a aix-priam one by Jh'fiwumg wan in I’on.staut 
use from October 1H71) for tlie menauremeut ' 
of the solar chroraoHphere and promhicncea; j 
and a tine Itowlamrs grating, deHtimnl for 
systematically photographing the spectra of 
sun-spots, was mounted hy llilger in IHhH, 
In 1880 Perry set on foot the ri'gular tit*- 
lineation by projection of the aohir mirfuce, 
and the drawings, executed by Mr. Mtdienu 
on a scale of ten incht^s to the tliiumUf'r, 
form a series of great value, extending over 
nineteen years, By their means Ptu-ry tli.‘ 4 - 
covered in 1881, independmit ly of Trouv<** 
lot, the phenomenon of ‘veihui spots;’ and 
he made the Stonyhurst methods of invenli- 
gatingthe solar surface the subject of a hViday 
evening discourse at the Royal InsUtution 
m May 1889, as well as of a paper read htvforo 
the Royal Astronomical Society on 14 Juno 
1889 {Memom^ xlix, 273). But whih% his 
chief energies were directed to solar physics* 
his 'plan of work included also observations 
of Jupiter's satellites, comets, and occulta- 
tions, besides the maintenance of a regular 
watch for shooting stars. The magixr*tic and 
meteorological record was moreover extended- 
and improved. 

His popularity as a lectairer was great. 
He drew large audiences in Scotland and rhe 
north of England, discoursed in French to t he 
scientific society of Brussels in 1870 and 1882 
{Anmles, tomes i., vi.), and to the Catholic 
scieiftific congress at Paris in 1888, delivered 
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jinrrhuBtnl fruni Sir lUoAsitd lonid* « 

fund ruiml In public iinrrri'»*’d 
an It mmimrinl to him in ilo* ,s!Muyhur»$i ob’- 
Korvftiory in .\ovmiit4*’r 
U’nthrr lWn\ tfji* by 

HtW, A. !#. l*Oih»i, H.J,, r4, iHali 
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I and Fnb. IHIin.l A- M- t\ 

PIEEY, Hih TIfOMAH KltHfilNE 

(1h(HMHH 2), Indiitit jtidgf^ Iwirii iil Wttiidli*'* 
bunk llmme, Wimblcfltm, ott July IMIil, 
wan the Ktnnmd mm of t*t*rry j tp v,], 

proririotor and tHiiior «f the * 
mtue/ by Mh wifii Aiiite, daughlor of Join* 
llull m Wilw'ui Htfoot, Fiitrtliiirv 
I^mhm. lie wa*i Impli^i'd in Wimbbnhm 
dmreh on U Oct. iMOtl, l*ord Oliwwollwr 
Erskme and Or. Matthew Ilittno of tji# 
Cmartttrhmwe bOng two tif Iii« «|ii»iwuw 
(Baeto«t, mMirnymidAMmimJ Wim^ 
me^mi 1880, pp» 111 - ici), nnd was wknlrf 
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at (Hiartcrliousi^ find Trinity dain- 

bridgp, wlmrr hn ^^'aduatnd 15. A. in iSltU, 
lin wan adndttnd a nunuhnrof Liiu'.oln’a lun 
on bVlk IHlT* and wuh lor Hoina lima a 
pupil td' J(diu ibitt« Hon |tp Y,|^ nftorwnrda a 
jiiatico of tho bonoh? but, taking a 

diHliko to tlio law, ho Wfuit. lu Idl’d to 
Alunioh, wlioro ho n^aidod wdth Ida IVii'ud, tlio | 
aoc.ond lon’d Krakino, t!u' llrltiah ininiatar, ! 
and Htudiad at tho uuiv(*ndt)\ On his rottirn , 
to bhif^dand, in tho bi’ginning* of IKU, INutv , 
toede nti aotivo part in tho roforni Ujiptalinn. i 
Ilo l>oo.aino hnnorary Hi‘or(‘lary nf t-ho Na« ; 
tional Ihditionl Unioiud' London, aiul foutnlod ! 
tlio I’arruunontary Oniulidatt' Stwioty, tho , 
<)bj(H*t td" whi(di wan, uooordinp; to tho pro- ‘ 
apcHd.iiH, dntf'il lil Mandi IH.'II, Met Hiippeui 
roform Itv promoting; tho rot urn of tit and ■ 
propor niombora of parltaniontd Ho wuh 
propohinl aa a (amdidato for W'oHh at tJu* 
g'tuu'rnl olootiou in llu^ aprinp; of lHPd,but 
aubaoquontly witlidrow from ibo <a>nlo.Mt at | 
tho udvioo td' Ium oomndltoo. At tln^ponorul 
idootion in t)oooinlH*r lH;i2 lio unanoooHfd'uUy ! 
CtudoHtod Ohatliam in tho advatu*<‘d lihornl 
int onwt afpiiuHt- Oobund Mnborly, tln^fp»vorn- 
numt oandidato. Haviiq^: lofi thi* .sooiedy of 
Linoolu*H Inn m dd May Indd, ho wmh ad- 
mit tod to tho Innor dVmplo on dJimo fol- ; 
lowdti|^, anti whm oalhul t«> tht' bar on lit Nt)V. ■ 
I8il4. TImugh lit* itfuit'd tlu‘ houu' oiroidi, , 
Porry appeaira tti (»avt» (h'vtO'Hl himwtdf to ' 
law rtqnjrting. In thia work hoo(dhdH>ni(od 
with SamifortI N«*vihyiml Httimtaptonlly with 
Ilonry Davison. \N’itli Ntwiht ht' wan Un^ 
jtdut autbtu* td‘* Itiqaui.H oftkistw ridating to 
tho Oniot* of MiigiKtratoH doat^rudmal in tlu^ 
Cknirt of King’n Ihmoh/ An*. [ from Miohaol- 
maa ttunn IHdd to MiodundinuM ttnan lHd7|, 
Lowlon, lHd7, Hvtq pta, I and lu (itmom- 
ploltt), anil ‘ iloporlH of tktaoH arguo.d and 
dottunniuod in tho (kmrt of King a Honoh, 
imd upon Writs of Lrror from that Ckmrt to 
tins Kxo.hoqm^r (lhaiid)or,\'tua [ Irmn Mio.haol- 
maa ittrtn iHdtl to Trinity torm IHdHj, i^on- 
don, lKd7 d, WdH, Hvo, ii voIh. Ilo wan 
aKBociattal with Daviaim in tln^ production of 
* Exports of (lanort argued and dtstormintwl jn 
tho Court of King^H Uoncdi, and noon Writ.n 
of Error from that Court to tho Exchoqnm* 
Chamber/ &c. [from Miclnudmaa term IHdH 
to Hilary term 1841], London, 18314 42, Hvo, 
4 voIb. 

Having lost tho greater jiart of his fortune 
by tlio failure of a bank in IBdO, Perry 
applied to the govornmont for i^roferment, 
and was fimpaintetl a judge of tin'^ auprome 
court of llomhay. fie was knighted at 
Buckingham Palace on 11 Feb. iB-il (Lon*- 
Son OamUe. 1841, pt. i. p. 400), and was 
sworn into his judicial idlice at Bombay on 


10 April in the same yrair. Tn May 1817 he 
was proineled l.o the post, of idiief justiei' in 
th(' place of Sir David Pnlloidc, and continued 
tn pre.side over thi'. eourl. until his retirement, 
from the heneli in the ant-umn of l8do. 
Owing to his striet iinparliulitv in tluMul- 
miiiistration of ‘ustice and his untiring 
e.’O'rtions on behajf of ('due, at ion, PiUTy was 
exiMU'dingly popular among the naPive com- 
nnmity of Bombay. A sum of 5,0004 was 
snbserilxal as a t(‘stimmdal of tludr n‘gard 
for 1dm on his braving India, in N()vmn})er 
1H52; tins sum, at his nspiest, was dtna>(4;d 
to the estahlislummt of a i’erry professorslnp 
of law. Soon after his n4nru1,o Kngland he 
wroti*! several lelJm’s t.o the ‘dimes/ under 
tlu^ p.seudenym of MIndji,’ advocating the 
ahoHtion of the Last India (knnpany and 
the couslltution of an indepmulimt eouncil 
nndm' the (‘xeeutivc government,. At, a hy« 
election in June 1855 he unsnc-ci^ssrully 
<*ontesjed LiviTpooh lu May of tla* follow- 
ing year he wuis retnnual (dr Iku'onport, in 
tlje lilHO’al interest, and eontiniUHl to sit for 
that, horuugh until his appointment t,o the 
India eouncil. Di^ spoke for the first, time 
in tlie IIouHii of (kmnuons on 2(5 June 1854 
( /d/'4 Ihhatt^H, Jlrd sm*. mxxxiv. <501 4), and 
in .Angu,sl following t took part in t he dehiite» 
on the revenue aiuamnts of tin' Last India 
(’ompany, when Im t^x ire.ssed liis desire that 
* our government in India should assume 
the mo.st lilauvd form of polity that was 
compatihh^ with the despotism that must 
always exist, in an Asiat.ic. ctuinl'iy ’ (/4, 
cxxxV. 1 ion 71). On 22 Dee. 1854 'he 
warmly supported, in an ahh' and int(*restiug 
spt'ecl/, lh(' thirtl n'adingof the Lnlistment, 
of I'Vnvigners Bill {Hh t^xxxvl, 850 7). On 
U) May 1855 he unHuctiessfuIly tnoytal for 
tlie appointmeut of a sidect, eommittei^ to 
consit.er how the army of India might he 
made Mnost, available for a war in liuriqaO 
(/Acxxxviii. 24)2 22, 258 0), On 4 Marcli 
1858 he proti'htcfl agatnst tln^ annexation of 
Oude, anil mined for a return ‘ enunnu'uting 
the sevitral territories whUdi have been 
anncxe.d or have been proposed to be annexed 
to the British dtmunions by the governor- 
ge.ueral of India sitme the close of t;lm Punjab 
war’ {ib. cxl. 1855), On IH A‘:)ril he cal,>ed 
the attenthm of thii lumse to inereasing 
deficit, of the India revemuq and attaidoyl 
Lord Halhousie’s policy of annexation (ilh 
clxi. 1189-1207). He was also a strenvions 
advocate of the policy of admitting nativi'B 
to oflictal ymsts in Imlia. On 10 June 1858 
he brought, forward the subject of the rights 
of married women, and moved that Him rules 
of common law whieb gave all the pc^rsonal 
property of a woman in marriage, and all 
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luifilmii'l litf’ ui>jn 5? TP ,*■ , 

ipjuriinu in tinnr ' ir'i r%; t * a 

l*i77^ l:iKlL In tin’ 

holli ^|K)kt’ flinl vnfr'4 fh*' 

iiinnt on i’oiKinii*« Tlippi i‘rs.pp'f^a3r; 'j'- 
exliv, Mo7 tkl fki II \ j“ 

Imntghl It! a hill t» ano'inl fti.* .4 ] ■ 
pnrty an it nHh«it*4 lioirm*! w- n ^ .r' 

c.shn 'Jtitl 74i, wloi’li wa-- a i f 
on ir» Jttly, tnnl mik.«n|nrnth 4^' ;■! 

Un movtHl tin* wvon4ivii'luit|?Mi 
bt4r» hill ibr njor<M*ilV<'inai!\' |>r(«^^rpfp;|r ; 
Hnlonfohmw hnnh^ispni “^iirhor*! 'h ,\ ’/J 
yict r„ Hb), ftiul jninrti ^frijpunnh .n th* 
dimnirtmon onito l*hvorn»'' ntni \tuf . op 
Oaum’H Hill in tnnnuht!*'*\ iVin |.;iur *r i 
lieaHy citnrnmniro to thr fi«>4 V«'rt t »n' 
X^tml HnhnnwttmV (Np'nrnniiptf o|‘I»,;.'Pi ini! 
on HJ Kfh. bShH {iih r.\l\hi. HitU I'/ pan I 
mipport(nl thn mtroilmitMn of th«« H.,lr htj I 
Tranafor (if Land (IroltunU Ihll I M n 
following (iih oh 41^1. Ho fo.4 ^ |.o., 
minont pan. in llm tlimniwion in fotunniHr^ 
oflha t.hml Hovnmmont of India Hdt. and 
on thn third mnliitg of tin* hill dtviap'd lo-i 
*8olomn oonviidion that if would unt 
more than four or fivo yoar«, Htid that m 
that timo tho ootnuul would prohnldv hr 
found unworkahio* (ik rli. Itw7 Hi/ H,. 
spoke for tin* hwt time in tho hnm^ on 
19 July ^iHfdh during tho tlvhkU} on thv 
organisation of tin* Indian iirmy, wlwn lo^ , 
^sjstcd that ^n futurt* iho g**vnrnttnuit of 
India naufit bo mowoongonta! to ehrf«*idjnt.'i 
nndwiahos of tho poo do' {ik riv. in 4 i 
bhortly after Lord La nn'roton'a roitmfafo*. : 
ment m ofllco Perry wa« iippoiutod a nonn* ' 
ber of tbs eouneil of India (H Aug. IhMij ' 
On lua rM^iation of this poor, n fow monf toi 
betore his death, tho qinnuj giiv« her approval 
to hi8 admiHHion to tho privy iMmwtl Ifp ■ 
was, however, too ill to ho sworn in. ||n 
died at lufl rfl8i<l, in Kaion 1 W l<.m. 
don, on 22 April 18H2, agtal Ik 

child ot James M'Klkimiy of BriKlitmi, am'i 
Madame Jfirtme limmimrtf* • aim 
died at Byoulla on 12 Oct. 1841, I f« married. 
SMondly, on ft JuneiaftS, Klissabetli Mar- ^ 

BemeftlT^ Sit Jolm Vail den 

Bempde-.Tohn8t(me, hart., and aiator of liar- 
court, first lord Berwent, who still atirvivtat. 

T 1- ‘reciter to Lord OamilN.lI 

Lord dief Justice of England, on Uo.Sii 
in the Coinmon, Law i witi a. 

Qoyemment of India on the same auhjecti 
&c., London, 1860, 8 to, 2. 'Oases illustra- 
^ve (jf Oriental Life and the appUcmtion nf 
English Law to India decided in IL M, Bn** 
preme Court at Bombay/ London, 185^1, 8vo* 
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PKitHVNs Slu i:|i 

bni'PU i*i ihr f'li ‘lu ippi'. !> 'tj m 1 M* fuf iT|4iUl 

iN'ffVn pf I' bsif , 1,1 i 'i't jIsij slrtfi**, 

daH'f'hP’t* Pl ip. ipif'-l |"»wu 

, ris'-rh «f t l.iipf ',»■ I {|i pitrMli 

rhui’vlilMt h'Usp «t|| |l» \n.f j, "ti 1 1.* >;,% 4 ;t rhll** 
ratfvt at UuH'^pi ^*rnpp.i'niT ip h imI lUhi i,t n-# n't* 
iHtMi'sb -iihrrp lilt 

■ VA Msirrh l;iLhui 7li4 fS'i'i'l f(4u' HTP 4'i'|/f'r'.^ 
Hp wa'** ai!upH«s| st *4' hm 

pu <1 Npv, r/bh and HP V'i Vpsil ll'pl iiit% 

' gratwt Ip ihp Inupf *irpj|ih\ wlNU-it it** %%m 
ralhnl tn Htp bar tui t\ ini), 1747, iVrrvti 

' eiiiiiinutiri'Ml praiitt**,* m i b^ rptirf »*!' rlpiiirriff, 

, and gradually a*U|iiirr'ii -wpi I* a uf imii I Iu/p 

^ m tu la* yiinibweii ilunng tbp iwffrr \*,mfn nf 

' ^‘h*?***^**’* abiuwt pvprv i bi ‘‘H J uly 

L tO hit hiTTflipp f pf 

(tHtUKlUip, l/ijrwy w/ f i. III I, 

aiul ill tli« ftttiiip yrar w-»» wiitip « fetitgi 
, cimiwul and n ypipfjrr ul iIip |pn«r Tpfitpb** 
On b April 17/11 h^ Imnd* ««* hi^ nf> 
lanntmunf iw bnrpti uf ilm *’%rlir«iipr iti tfiu 
pkcaof Hif John Iliirbiiifl, i4ii4 hibgliiptt 
on thu a»i«p flaylAfwif^ii t/Hl, Hih 

1 Hp4), Up wa#cttllpfi It 1 1 III- dp^r*“p i 
ftt-kw andiwum ifii*ip||ir**f'iiuliP 
' same mhtitb (ll€A«Wi'ti4^'g, 1701, ib 
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Terse 


Tiiii'iO^ I'l.vrynri'tiriHl Inmi tin* 

Vo«K'V'noatu>n «.n W ‘ ,„„i ,u.-a at. 

' S,,“ W.n ..ni... «I'> 1 .. '«». «»«;, T Ii7 1 t c. 

memory n\ ttm whm.i 

parieli clutrclL ^ oldeHt diuightor of 

ilanry . t... uol Ho^eral 


nV..'',s,™on7 l.y' l.iui, 1'"'^;!“';’ 

,,n'iu'Ua(l betora KuiR' .1am«H H, > 

\,„mlim, ITH.bvo. 


1 V. :i0(). vu. ana ; ■; '• - , 

Olivar’H .lasuil. eolb'd.ioivH, i-. U>7.] 


'V'*' ^‘'r’iurv r Snas-.K ai tla. la-ut, 

J,p. I7r>-tl;e»t'j'<'t MuHlar.H 


I'r" i nr <111 1 4* Mart-ifi’H MuiUrteH 

I/mauluB Ian yl”"*;"' Uiiydn'" «t 

‘‘"fkiisall. "/;7 

rsrxj;^'^ 

mlHHionor m ilio ua | Dwitclu^rH in orth- 

wttHttpiniintndcmn jutlio i«Hu>t. 

nary t.(> Jaww ” a tha S^avoy, 

callHKe ■wlnob wiw 1 • ■ thobn’ak* 1 

JmSon, an W im 

ing out of tto revolution in » ^ ^ 

ho affected ^ of the coUogo 

KirTi;« 

ntoarix..«.«iyk.<w» 

9 Sept. 1702. 


r>i,MKF STKrHKN( ir.lS •l(ll5hloiii.aov 

:;;;\;;:.r,v-a(w 

mi Wk.” “f '*"' 

^’^"i im 1 UI hw death, aiidlrnrHar 'll 

Orddier ^ ^ Y.niclimiiK jdiy- 
IfiVO and tr.t)2. 1 i"S( jy a 
mt'.iaii, who iionuno . ^,fj,f,jil,daudod 

hiH^vaUUov^ytUat^.eln Id ^^.,,,,1 

j,roiii'ri.v in *' , i dif), aiut waa burh'd 

' {mmarned on dO I" ; <uuod27Sool. 
ill till' (•.oUi'gvc'jnj'’ ifmihiing of I no 

\(il n gav.' „ (.oiumoneod within 

„,.w library/'nniUl t 1 . t ou^ 

a lU'liuiti' tinii', w ,„„i,oin'and aix achohir- 
alao founded ' A,, huUt of ld« 

Hhiim at ^T 'y'f,;oo,l ’ll free gfaintnav 
tmiiierty waa h it. '< ‘‘'T,, u.^n ofClaw- 
lidiool for the ‘“'y: „ ihor for the 

bridge, wi b on. {n Ida 

iiuialer and ' ,’lllvii I'crtain vroviaiona for 
will be afno ''"A 7, 1,:;;,;! {0 I earrlod out 

the " A wl f,di owa of bia college. A 

by the niaator auu lu > ' ,^,,.,w now known 

Huit.tible.aH.owaa found n . , „f Ooviiua 

b’nio Bebool ‘“Avoro erected. 

(tUriati College, “Sriw ^^jovering, M.A., 

-f ho lirat uniater waa bmn^ U-v 
of I ■' ,,d5,,ArthoboYa of h'orwieb 

wrarda “^'‘AAIIAoI ‘ Min<uva’a darliugB,’ wna 
grauiinar Hcboo mm • ' ^ 

TiTobably '’'"’“f’,'',''''A,'m,ilB wlui naaaod tlirougb 

I \(1U). Among ^Tavulr. At tho bo- 
gnming ol ' ' cn' * ^ , IHdO no ualwr 

tft n*cc»r<UHl to juivo m , J \ uaed 

IHHl to 1H42 the A Auwilliam 

aaaincturo-galhtrytoninbm^^^^^^^^^^^ 

coUoction. A T'*d' “ , ,in infornia- 

•wlien T:f‘ \YieMurt of odiancery by the 
tion was Wed ‘“4*“ k” , atitl lul- 


< Oinoourtoi cmmuwrj mj 

was tiled and iel- 

altomey-gen(n;al I College, with a 

lows of Oonville 

•view to TLTr’™ tarf w?™ 
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1857* By Iph hmlwiupV direct !«m ti 

^ym mtulV to oiir of t';!** tnaHtowi^f tho *'ouii» 
who aoprovod a arlonoo fnr tho admtsnMno' 
tion <« tlio 'oroporty and npnl»<’ntion of tlio 
mcomo on 5‘. July IH41, Und^r ihi^J judnono 
now huildinga worn and tho ^dtHoi 

bocamo a dcniriHlung plnco tif odtnnitjon. In 
1875 a now Bcinnuo was j^^urmfnl by fh*'^ 
endowod mdnndH cotunuBmoiu in vnln* of 
which, a\nong othor changes, a school fnt* 
girls wtiH (‘St4jbli.Hhod. In I^SH, ro 
moval of the Hohool to a more ronv«-niont 
[position on tho Hillo Uond^ the tdd ed<’ and 
'buildingH worn bought by tlu^ imi^ci-Htty tbr 
lS2,r)(H)t (5 May)* 'rhe iMiildhigs, winch nf 
first wevo only ndH]Ucd to the |uH'po>c:i of 
an engimaa’ing inbiwatory, have sinct* hr<m 
ill groat part jmllod down; hut the lino 
Jacohonu roof, |mrt of tho original otrntuno*, 
l\m boon cnroinlly prooorvfsl. l*t»r?-r nho 
foundod ahnnhoUHOB, whioh have also bei u 
rebuilt j they are now nituatod in Newu 
bam. 

[Information lurnUy Hupphod by Ur, Ihem 
and J, W* Clark, own,; Urn Por^' .Soheid, t‘ain- 
bridge (notoH by J, Venn and S. C. Venn); 
Cooper’s Annnls of Cambridge, hi. tKt, iVe, ; 
Ba«a MuUhigor’rt UiHUnf the Cniv.of Caiahridac, 
ii, 561 ; Blomoihdd’s Norfolk, tit. 505 Ji ; Whim 
and Clark’s Architoot* lIiHr, td‘ t,ho Cnivomty of 
OamlmdgQ, hi. 5G, 109, 502.1 W* A, J. A. 

^ PERSONS, IlOBRllT (Ibia UilO), 
jesuit. [See Bakhonh.] 

PERTH, DiricEH and Eaiilh <n‘\ [StMi 
DuumMOKB, Jambh, fourth Raiib and lirM- 
titularDuKB, l648«-471d; l)iufMMnNi),J ami:h^ 
fifth Eakl and second titular Dean, IfiTb 
1720; Biuimmonb, Jammb, aixili Eaiil ami 
third titular Duke, 1715™1747.1 


und w-i'. V e 't'OI'd fie flit iTcd 

nt^MO'v hfl! Mtt h H' Th** jnurniils 

nl the frr.h ll.'O''.. .ft' 'fOCn.'CS'i l^rurWlfllrhH 
ii\ hr. ccfiwty iU I hr inlni'r.^H 

of Ir-biod, inid p-^:? ifOpni 4^^ m| fhr ciU of 
Itubbned' winch lo* wii a o.'roni'Oi rouit* 
*Mlb*a tin 7 Jan IVhfi !e pre « rped hrsidi 
t»f n bsB b’r the , n? o-ti lup'iftmi i»|' tdiingo; 
*»n b*»*b. of n io'?| f o' fhi* brffer 

the c:f) i’f Ihihtut wnh eern mid 
thoir* and mo P \|jn-h P. "sd^* cf ti tall to 
pVfnritf nnbiwfnl roobmo^oOi raec fbo 
pro** *4’ in ?h* «*0\ cf lijtldon Bo.g 
<d' hni» ntrfC'.oref* j.cndoulh I'oind floor wny 
into fhr nlnt nfr 'b.o. 4i, I'Hf at flo’ lone Iw 
»'\prfivnc'‘d e.io o, ft - *!.!«' »pp-M'ir»u from 
i.'«nnfritn*'»n , joni fit tl^'- cb' ^ 4 ibe 'Cfidon 

1 7dti tn^ tin andP hoo -eU’ in d ui oppMWMig 
ihe iroml addo i ^ oi t1 oid f < th»* lord inm- 
temoft , the { Mt" »“ '-4’ R. 1 . n dor<- 

In tb«‘ fojbn^ ifO; i.oi l-efn, |. |oo'! in tho 
Ip * neb on t he |t*'U'Uon h.o s»'| W ^n-on;, J/c« 
Hit/ fh^ CV j //, lii, 7tM*and,in 

ord< r In n, i-nrf^ pis’pi.i* pir-b un.rntipw control 
of the rkOentte mI 1 he r’lotuf $0 , ho support rtl a 
pfMpo','al Ih hnHf 'oiopU to Hto» y'fU', w sth tiso 
objoc! of jn-tnung fn*’ sinuoal tiO'«4t!tp: of pn;- 
linnanit. In coiciMptenoe of « rniiouir of an 
intended nnioii wifii IJufhuoi, ii e.u'ionH riot 
tool place in Ihdiibn in ?'*4-pfrmber troth and 
' pery thought if riplit to ciooporat*^ with 
' governinenf. There, ho'WiWfUh appenra to !m 
, jHi foundation for WalpHlrVi ht.ncincni (i/a 
‘ p. bhM t that ho allow «ni lunnodf to he * Imnght 
', idlV though it if‘ profuilile he wjot ollbrcd the 
, post of Holicitor.gencrHh wldidt wim after- 
Nvardn conferred on Joltn thirc, h»rd Aiinaly 
I v.j lie disphpvcd gr»fit inferef4 Iti fhn 
■ prosperity of hifi tint i verify ; and when IJine- 
rick wim in ITtlC decbtre/l to he no longer a 


PERTRICH, PETER {<l 1451), chan- 
cellor of Lincoln Cathedral, [Buo Baxit- 
BIDeE.] 

PERESINUS,PETUITB (1 550 P«4 58(1?), , 

historian and poet. [See Bisjaei, Pun'ltoJ 

PERT, EDMOND SEXTON, Vihcount 
(1719-1806), eldest son of the tie?. 
Btaclcpole Pery, and grandson of Edmond 
Pery, esq., of Btackpole Court in co, Cdaw, 
was born in Limerick in April 1719. His 
family came originally from Lower Brittany, 
prominence, in the reign of 
Henry VIII. '^Sduoated to bo a lawyer, 
Edmond was called to the Irkli bar in 111- 
lary term 1746, and speedily attained a biirh 
position m bis profession. In 1761 he was 
dected M.P. for the borough of Wicklow. 
He at first acted with government, but gra- 
dually adopted a more independent attitude, 


fnrtruwi^, bn wuh iinGrtniumlii! ut rituiung thn 
wuiUh tu hn b‘ veiled, innv rmulB tn hr nindr, 
and anew lirbtgn and ijtmy« tu bn 

butlt. Attiu'gunrrid idnu Jmi uf 1760 hr wnn 
rrturnrd witlumt nppm^itirn hm thr city nf 
Limurick, wdiirh !m cimtimunl to rrprr^amt 
in succcHHivn iwrliamridM rill Iuh rrtirrmrnt 
in 1785. 

In 1701 !m Imd a »rrimw ilinrm On bis 
return rii |mrliainrnthr rimmiimriicrd !ik on- 
slaught on the primion I’wt . An wiirndinrnt f o 
this address, imivrd by Idin at thr opfiidiig of 
tho session In ( Ictcdwr 1 70d| oppiwing tho tirw 
that ^ the ‘ordinary rstablwhiwrnt* includwi 
pensions, was fidoptwl by lint house, and wm 
vile moans of wr<«t ing ajimmisit from govurn- 
mont that no new wnsion should bn gwintod 
on the civil list *iaerpt upon Ywry Mtm- 
ordinary occasioiwJ Hut all bis efrorts to 
obtain an unqualifiad ccmdmmiatkm of tli# 
ystum {Jlik vll. tk'IB, 8(M}j CmmnmM^ 
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Pery 


, Pcry 


Jounmhj ml 227) tuulod in failure'* On Uin 
xcmgnation of John PonHouhy_ [q* %\|, IVry 
WttH olontcd Hpoalo^r of tlio Iri.sh Hotiso of 
CoinniouH on 7 March 1771* llo eUel not, hh , 
was usual, adhet, to Jocliui' tho hotiour con- | 
forrod u|)<m him, Imt. on being prcmitcd for ; 
the npprobai.iou of tJio ennvn ho mlmittt'd i 
that it was tln^ higlu'sl point of his anihition, 
and t'hat In^ liad not bomi nna-o aolie'itouH t-o 
obtain it than ho w<mld la* to discharge' tht‘ 
deithw of th(‘ post, tin 1 Mav ho wan aworu 
amomhor of th»' privy <‘ounoil 

His cotuluot in the eduiir fully approviMl 
the wisdom of his oltaUioit. Kor nut only 
did hopn'sorvo that st riot. Impartiality wldedt 
his position domandod,hut at at inn* w hou th«r 
'privileges of tlu' tannnmns \vor<‘ evtnum'ly 
liable to inlVingoinont lie Htoud furthns t ludr 
zealous dofemhua (hi III hVla 1 772 t he lumso 
was o(}ually divided on a motion ee'm-mring 
an increase in the nnnihorofrommisKionors «)f 
the revenue, hory gave hie easting vote in 
favour of th«' motion, * This,' said Im, * va a 
(pK'Htion whieh involves tlu' privileges of the, 
oonuuouH of Iri'lniid, Thomu'S have opposed, 
the privilege : the noes have Imsui wrong; 
lot the privilogoH of the commons of In'land 
stand iuum])oae.hed, thm’ororo I say the ayes 
liave it’ (Hiuttan, of lod; 

Jfitk M'a</, viii. 27). Again, in pret.enling 
the supplies to tlm lord lieu tenant at the , 
close of the session I77d, ho Hp<dot Ixddly ! 
and forcibly on the deplorable Ht nte of the 
country, and on the necoHsityof removing 
the xestrictions plnced by Kuglaml on Irish 
commerce, I'lgiuilly patriotic^ and ri'gardful 
of the privlb'geH of tlie commonM was his 
declaration that the Tontine Hill of 1770 
was virtually a hill <»f supply, and thm'eroro 
to be returned to the house for presimtntiun 
to the lord limitmnmt. In 177(1 the frietnls 
of the lain speaker Honsonby made an in- 
effectual cdlbrt to prevent Ids riH'jcetlon, i 
Though dobarnul by his position from taking 
any open part in tlm political fit rng^gloH of 
the day, he lent a geni'iams Muyiport- to tlm 
Belief Hill of 177B, and it was tduefly his 
judicious management that the bill, thongli 
fihom of its concesHions to the prtisbyt (Brians, 
was allowed to pass tihrough parlianmut. In 
1778 he visited England in order to promote 
the concession of free trade, lie approved 
of the volunteer movement, and 0 rattan de- 
rived great practical aBfiiatiuu^e from him in 
'the struggle for legislative independence. 
He was re-elected to tlm speakership in 1783. 
He objected to Pitt’s commercial propositions 
of 1785 ; but feeling the frailties of age press- 
ing upon him, he resigned the cdiairon 4 Idept., 
and retired mom parliamentaiy life. In re- 
cognition of his long and faithful services 


his mnjcMy Hcnrgi' HI was]dcascd to grant 
him a pcnsimi of 2,000/. a yi'ar, and to ni>o 
him In llu' p(‘crng«' liy the title of \’iHroimt 
Pcry of Nowtown-P(‘ry in tlu! county of 
iJnnu'ick. Though slrongly op^msiul to iho 
nnion, hi' di'clurcd tliut,, if it wort' realty Jc- 
sired hv parliament ntul the country, he 
would Its'l it his duty to Hurreiuh'r his jiwu 
opinion, and to givt' his best assistance in 
nrrangiug the diUiiils of it { Iuh'KY, Ihlt. tf 
I'kr/h/ndy viii. 20bl, ritima(('lv he voted 
against it., Ibi died at- his luiust* in l*urk 
Street, Hendon, on 21 Keh. 1H(H5, ami wns 
Imriod in the ( 'nl vert family vault at I lunsdon 
in 1 H'rtfordahir*'. 

I I toy married, liivu, on 1 1 June ITbO, Patty, 
yminfp'sl dnnghter of John Mart in, esq., w ho 
dioil without issue; ai’condlyqon 27 Pet. 17(>2, 

: IhizalM'ih \h'sey, eldest (hiughter of Jolm 
' Penny, lord Knapton, am! sister of d'homns, 

, visceunt Pe \‘c,Mci, hy whom he luid iMsuo 
'two daughli'rs: Pinna Jane, who married 
d'homa.s Kno\% eldest. H(m of Jliomas, \ isfaumt 
j Northland; ami Praucteq who mniwiiHl M- 
! cholaa Palvert, e.stp, of Punsdon in Hert- 
fordahire, His dauglders iuheriteil his per- 
sonal propm'ly; but. the family ewtati', worth 
a your, deseemltMl to Ills nejdiew, 
I'idmund llenry Peryqearl of Himeriek |q. v.) 
d’o jmlge from such of bis hpeerlu's as have 
laam preserv<al, Pery was a terse rather than 
a briliiant speaker; hut Ium conduct in tlie 
cluiir was gr(‘nl ly admiretl hy I'hx, on his 
visit to Puhlin in 1777, In private life, not- 
wit hstanding his grave and Honn^wliat seviu'c 
demmtnour, he was polite and urbane, and 
to young people extremely induigent. 

An engraved portrait is prefixed h) aslmrt 
memoir of liim published during Ins lib^ in t lie 
* Uiberniun Magazine ’ (vii. bVb). He pub- 
lished ammyinoimly in 1757 Mjetters Ironi 
an Armenian in frelnml,’ very pleasantly 
written, and contubdug some cunouH and 
valuable rethn'lloim on I he* polit ical Hituniiow 
in Ireland. His correspondence and^ me- 
moranda of his Hpee^dms form pari of^ the 
colled ion of Lord hlmly of Tervoe, co, Lime- 
rick, of whkdi tluire is some account In Pu^ 
eighth report of the Historical Manuscnpttf 
Uommififiion (App. pp. 174 20B). 

[Hibaraian M'ag. vii. viii.; Cimttan'is Life of 
Henry Prattan, i. 1 04.42 ; Jmiraala of the Flense 
of Ocmimorifi, Irahtiifh ptwaim; llarily's Life of 
Oharlemont ; Wal|')ehfs Memoirs of the licign of 
O'iKirgc H ; Oillcial Li«t of Mtimbor« of Parlla** 
mrnit';, Oent, Mag. li()6, pt. i. p, 287 ; Beroftferd 
Comwp, i. 27, 42, 48, 7fl, IH; kmilnm'M Hist, 
of Limerick, p. 822 ; lucky’s Hist, of England, 
iv. 414, 478, 581), vliL 295, 344; MSB. 

Comm, l«t Rep. p. 128, 3rd Eftp. ja MO, Btli 
^ Hep, pp, 174*208, nh Ecp. App. li. 04, 12th 
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App. i*. cKiirl «»C M tru 5 ;hij?i 

l‘ith Uqn App. t, iKnrl %P^"* K n! i '1-, »- '.n, 

i:i 5 b !li’p. App. i». I'f * 1 . lb 's»'ur» Ilf. f,.,, , 

MAH. Ikit Mm :utliw n: ;i;n>. $.\U ^'Uni ,...,.5,, 

t 101 , 84417 t 84410 it I'A. UH, S-frf» 

and Qotnw, wr, tn. K07 f Wi4’b'?» rnnips'ji*' / 

tom.i H, lb p,,;; 

FKRY, KllMYNI) !!I':NI 4 V, Kuip m 

LimKHU'E ( 17 f)H iHifO* Um‘ tnd) ’'-P '4 n|,.sM*n.-» , I 
WilUiim (Moil t*m% lurtU *lruUv*‘tilM IF* I b'di i*)r;u»nir 
17 IM )| binlu^p pI KPdab'r aiol 

Limoridpwlu) wnftruinod t«» llM'lnMkp^’frniMt ^ TKItVA 
on ill May I 7 IH), hy Io.h drat wdd, Jtuo* pyl^r, ■<".■ i 
‘Walfot *Uo \vm n naplonv «d' Kdin**nd Or 1 

Boxton Tory, viHoount lSn*y 'dp v. if aprsA'^r U'‘0«-rf It-o 
of tho Innli lltuiao uf (’tnnuainna. HMrn m 1 1**0 1 , f ' '!■ 
ktul on H Jiin. ITAH, Hdnuind waa <*«haoat*d rrn'i- 0 '»f'n ni 
at Tnnily (]oll(‘^«p Dnldni. lod dad tod tnK*'^ »d' Hn* 
a (logroo, n<^ ii'iutdlotl nn tho (ootitortO ‘*f loan td tt»«'n 
Europcpand in I 7 H 0 ontorod tho Iridt lltoouf atnl l<ifi lofO 
of OonnnojiH tm mtonhor for iho motto r mI' tniut *d thut 
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hisRorvicoB to tlm govonimont (UotOwtoth Id bVb. MVU ttai nppMjtit **4 n jodp.o nf tlto 
in 1795 waa mado kiH'pt'r of tlm aigiml^ and oannmnn plrim, r'p'O* Str 1 ItrrdMphrr HhP* 
in 1797 dork of tlm crown luul huimpor. On lottV dtotih in UMU', h»* rriM nnno '4 <dm of 
theoutbroakoftlmroboUionof l 79 Khorniml tlm rumttti,»’OMnor .4 to looir riMo»rH inydwn- 
aTOgimontof dragoouBform^rvu!** againat tlm nory, iiud bo wtm iVi*i|Ui*ttllv tti OMintniH’OOjw 
rekus at luB own oxpoim Uoidronglyanp- tor" triak of indituoil mrltonlariv 

ported Lord Clare in furtlmrlng ilto ^olnotio thoM* it Mary '(,lnrrn of Soof»p tin* IMtrL of 
for a union between England tmd lrolnn»i, Arnmbd tun! and Sir dohn Perror» 

Hespoke frcMiuentlyon itBbtdndf intlm Irmh Aooordtngly in January lo 9 d bo wita pro*. 
House of ly^rdBi and did miudi to obtain tbo ' nmlc-d to tlo rbnd' biir*m of ibo o.\rb**t|Uor, 
supporter inftiumtial citimm of Dublin. In ami wm* btiigbt«-d,ai»l pi'o*fi*b*d in ibat eonrt 
return for tbeso aaryktea be waaari'atad a ; for nenriy fwolvo yrarr, (In 9 (Mt, 199*1 ho 
viscount in 1800 , and was one of tlm twain y- dmd at bin loui-m nt Litflo FullVrdt natif 
©iglittemjMral Icmk elected toyapresent ttm (Vaditon, Dovotmbira, and wtm buried at 
peerage of Ireland in tlm parliament of ilm Idttle EnUbrii elmrab* in whtidi naigbbour** 
United Kingdom after tba legislative union ' hood Im bad IsHight largo oHlntaa. lie Inid 
bad been carried out,^ On 11 Feb. IBOd Im also built a Mayra dwelling houmC (Ibinn, 
was raised to the dignity of Karl of Liumrick ' f.WAWiWw Viai'fkw, p. 21fl) at Crady 

11 Aug/ Puiteviii or Wigar^ wididi Im loft liis 
1815 he was made an English ptmr, by the' daugbtars, ami limy wdd it to Ins Imotber 
title of Lord Foxford. Sabsmmently Lime* 1 John. A pirtims aupTswed to bo lii« iiortraiL 
nek resided greatly jn England. He tmik a j and a«sriowl Mj lloT"min, m in tlm Aafiomil 
prominent part in Irish debates in the House Port rult ( lai lerv , f »omlon ( Nuim Qn#*iyVir, 
of Lords, and steadily opposed any conci^sskm . fith aor, vl HH, 1 , 15 ). 11 was tbrtw married 1 

^ *^*’^^'* Margery, dioigbtor of John Ibdoot 

1845 , in Berksmr^and was buried in Lime- of Berk^birt*; suiamdlvt tfi Anno, daiiglifer of 
Tick Uatnedral. Barrington describes him '' John Parlour of Nortti iMolton, Dovoiwhire ; 
as always crafty, sometimes imperious, and ■ thirdly, to Klir.aboth, 11 cbuigliler of Kir Ni- 
frequently efficient, ^ and adds, * Ih had a j cbolaa Bacon [q* v,l iord^ktaiimr; and ho loft 
sharp, quick, active intellect, and generedly four dauglitero, of whom the iddost, Mary, 
guessed right m his politics^ ' was nmrriod to Bir William Pole [c. v.] of 

Limerick married, on 29 Jan. 17 SS, Alice . Oolcombe, DovonHhiro, mk Klimbet!3i to Bir 
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llobcrt of Ilt'anion-Ptuichurdon, Dc'- 

vouf^hii’c; .lan(*- inarruMl I'lioman PoyiMz of 
II(a't,rordshin»; and Atino, William WllUamH 
of ili‘rriu}4’Hl(>m\ Dorsoti. Hin widow^in 
oiuIowimI a followHhip and t.W(» HoholnrshipH 
at BalUol OoU<*|((', Oxford, ont of lamln at, 
IlainbUHloiuind Priuci'H Rinhoron^’h in Ruck- 
ing'hamHhiri'i, 

I'BoaKo'iM (togiatruTU (loll. Rxon. (Oxf. Hiat. 
8oc.), |ip. (ir>, H70 ; koHsH .lodfO'M of Mirdand ; 
Princifa Worl.hit^H; INdo'n Oolb'ctiotiH for Rovon; 
Bagdaltfs Originoa, pp. -IH, 2115; Htalo 'PrialH, i. 
UtR, 1251. KUo, App. Bk Hop. Ikiblio 

Kocordn, 272 2(5; Waltrr YoagoH Riary, p. H; 
(H’wui’h Doriuvsdi* Wtato ltipo'*H* 1«VM U502 ; 

AUutmi Oxon.; StrypoV WorUa, Intlt'x; 
OkUtial Rtiurus td' Motnliara of Ibudiatnotit. | 

.1 A. H. 

FEliYN, WRIAHAM (>/, ir^K), OomiuR 
e.ati, wa.s pndjahly cminwiod wi(R tho Pindna 
of Sliropnldn*, tiuntgh hin uamo do(*H tmt 
oocnt in tlu' visltatimi nftlnU oouidy (d'HI’JH. 
Ho (‘ai’ly horauK^ a Donnnitain, and wan odu- 
caHal at (Ju* lioum^ of that ordor in Ox font. 
ll(' thiMico \V('n(i t.o Rtmdon, wln^ro ho wan a 
vigortmHop]nmt‘nt.(d‘pt*ulOHlant opiniona. 

Honn^ tiino hi‘ wan clntplain of Sir John Hurt 
[q, V, I On ( lu^ doolurat loji of royal ;ni]H‘omnoy 
tn Idd‘i In* wont abroad, but (o«)k advantuip' 
of tin* oatholi(^ riuu’thni to rot urn in loHt, 
wlnui ho HupplioaUid for (ho dogmo of BJh at 
Oxford. On i hoaootHHion ol’ Mdward VI ho in 
Haul to hav(* r(*oau(t‘d mi lIRluin* 1547 in tho 
(duirohof St. Mary liinh'rHhart, hut noon loft 
England (OAHatnir and RiHaor, Hdward 17 
mid th Hank of ( 'ammnii l*nii/ta\ p. oO). i H* 
roturiu*din Iholkwlnm ho wan nmd»* prior of 
tho Dominican hoiiHo of St, Uartholoinow in 
Smithfiold, tin* firnt of Mary’a roligiouH itsta** 
hlLshm(*ntH. On H F(‘h. 1558 lu* proaolnul at< 
St. HnurH OrostH, and di(‘d in tho Ham<* your, 
hoingbnri(ul in St, I$artholonn‘wkon 22 Aug. 
(Sthypm, HrL in. ii, lid). 

Peryn wan author of: L ‘TlirnOodlyn . . . 
SemninH of tho Saortunont cif tho Ault nr/ 
London [I54r>f'|, Hvo (I^rit, Mnn.) Ilibdin 
dtsscriboB an ndition datod 1545, a copy of 
which b<dongnd to I Inrla^rl,. Tanner mnnt iona 
anothor oMition of 1518. It. in dwlinatnd 
to Edmund llonner], binliop of London. 
2. ^Spiritual f'korcyHOH and OooHtly Mcdita- 
cionB, and a inuiro wayo to cornu to pnrfmdimi 
and lyfo couUunplatyvo/ lamdon, 1557, Hvo 
(Brit. Muft.); another odit., Oaom, sm. 8vo, 
1598(1 Iaj^litt)* 8, ^ I)(*. frnqucntorcnlnbranda 
Miasa/ which does not scorn to be extant 
(Taotmk), 

[Wood's Athonne Oxon. i. 248, Eaati, I 110; 
Eostor’s Alumni, 1I500-.1714; Strypo’a Hrcl 
Mem, m,l 471, 501, ii. 2, 110; Dodd'H Chur di 
Bisfc. i. 028 ; Tanner’s Bibb Brir.-IIlb, p. 503 ; 


QiiOifk S(n'iptt. Onl. PniHlicat. od. Htdiiwl, ii. 
157 5; Sindnr’H Ihbh (b*«!iuria,na ; Pitn, p. 571 ; 
.^HtU'H’H'ryp’^t*'' Aatiip.iHh Dihiliu, iv, 220 ; Ilaz- 
l{tt*H ( ’olhn’tioiiM, Ilrd H(n% Stippl, p. HO; Stou'k 
AniuUM, p. 504 ; Koxifw Actn ami Mou. vii. 5u8; 
UixtnfH UiMt of tho Hlmt’ch of England^ hi. Hh ; 
IliuKby'M Hopton, p. 157; worku iti Brit. Muh, 
lubr.) A. h\ p. 

^ PESHALr. f»r PEGIIEr.L, Sni .IOIIN: 

( IV 18 17V8), hart.., hiHtoriral writ<n% born at 
Hawn, Worcoatorslunu on 27 Jan. 1718, was 
tho, oUloat Hon of Sir 'rhoman Bouhall ( 1(551- 
r/olB of Ih'i’b’Hhfdl, vStallonlubiro, by his 
wihi Anno, daught (u* of Sanund Saiub'rn of 
( imhornloy, Woroi'MtorHhina Tho family of 
Ib'shall wan of very nnoioatonida, ( hto o'ftho 
early fornm of the namo was PnHH«d(*we, and 
threo memlHU’M of tie* family who ilouriHlieil 
in the thirte«*jith c(*nlury an* H(*pariitely 
notic'd. Sir John (tudi holy ordtu'w, atid in 
1771 wn.H preforroil to tin* ri'clory of Sttike 
BU’.h in lloridbrdshina He rosiihul a great 
d<'al in Oxford, where he dital on 9 Nor. 
1778. He wan huriiul at Hawm PeHlinU 
married, on 12 July 1755, Mary, daughler 
nn<l coheir of J/imes .\lbm, vi<*ar of Thax- 
tell in Rsm(\x, hy wdunn he left isHite. 

IheJiall wroie^The llistory of tint Uni- 
verm ty id’ O.xford to the Ronth of William 
the Uonqneror/ Oxford, 1772, 8vo, d’luH is 
a slight pmdbrmanei*, though it atUunptH to 
tram the origin of the niii remit y to druidi- 
cal timeHy and deserilies Alfnat as muu’ely 

* refreshing the life of the institution’ (p, 
20 ). The authorities on which th(( hook is 
founded are treated in the cliapter on^’Flm 
Mythical Origin of Oxford’ in Mr, Parlu'r’s 

* iWly History of Oxford ’ (Oxf. Hist. Hoc.), 
1885. He also edited from the mamiseript 
in the Bodleian, with additions of his own, 
Anthony a WoodV * Antieni and Present 
Htate of the Uity of Oxfonl/ 177B, 4U>. 

IWoUou’h Baronetage, i, 122; (hmt, Mag. 
1778 , ii. 104; ptuligree of family among Ash- 
mole M8H, in Bodleian Library; Rumnimb's 
llnreforitHhire, ii, 104; Brit. Muh. (kit.] T, 8. 

PEBTELL, THOM' AS (15H4?»-1559 
divine, waa educated at (Queens’ (kdlege, 
Cambridge, wbnnec he gmduat.ed B.A,. iu 
1(105 and M.A, In 1(109, lie became vicar of 
Packington, Leicestt^rshinq in 1515, and a 
' year ortwolat(*.r(diaplainto Robert Rererenx, 
third earl of Kssex [)|, v. ] lie j^alned a reputa- 
tion as a preacher,' and pnblislied a sermon, 
‘The Good Oonscience/ in 1615, with a dedica- 
tion to Sir lliili”) Stanhope of Shelford, Not- 
tinghamHhire. ''"Vo other sermonB, entitled 
^The Car[e]le8 OalamititU (1615) and ‘The 
Poor Maids Appcale^ (1626), wore lieensiai 
for tho press; and a fourth, ‘ God^a Visita- 
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tiou/ prcachtulat Lc'.icwtrrpippcanal in hVM). 
lie waa aoou aflprwnnlH appoint t'll a rovnl 
clmpkiu, and proHcluul hoforo lln^ In 

1640 liR pfi‘ach(H:l btdon* tluu'onnail n,l York. 
In 1644 ho n'signod his livitip: at Pnrkingfon 
to Ilia son Thomas, atid, during Mu‘ oarly 
days of tho civil wars, com]ihunotl that, hi* 
■was five times rohhod and phmdcr<Hl td’ hin 
goods and cattle. In 1650 ho oonirilmtt'd 
two poems to ' .Lachrynuc Musamtn ’ on tho 
death of Henry, lord llaHtings, and in UkVd 
commendatory verse to Uenlowesk 
phila.’ In 1650 he enlletded smue .sHcreil 
verse and sermons pnaiehed lad’ore die war , 
in ^ Jisermons and DevothmH, Old and Xew, 
revewed and publisht , . . widia Diseom-Ho 
of Duels/ dedicated to Thomns, viseounl. 
Beaumont, and llohe.rt, * lieir to Mr. Uieh, 
Sutton of Tongue in Leita'.slershired H(> 
doubtless died vtuy soon aflerwurds, j 

A coUoctioii of imprinted poems hy PesteU 
or his father was hmt by a ihwaaulant. to i 
Nichols, who printed many of them in his I 
^History of Leicestersliire/ Nieliol.-ds I'x- ’ 
cerpts include an elegy on h'ranei.s Ilenu- 
mont. The volume of Verse ent t( bal ‘ Seln- - 
tilhilm Sacra),’ of which two copies are among ; 
the Harleian MSB. (Nos, 6646 imd ia j 
attributed to Pestell, hut. some part at liaist * 
is -mobably by his son Thonum. 

Vie married a daughter of Mrs. Katlierine 
Carr. His elder son, T homas Di-iHTMmTKHh 
1701), graduated B.A. in 1662 and M.A, in 
1636 from Queens’ Oollege, (lamhridge, lie 
rather than his father semns to have writ! mi 
a Latin comedy, ent itlcd ‘ Vemipellis/ which 
was acted at Cambridge in 166H. It, was i 
not printsd. Pestell siicmmdcd his father 
at Pacldngton in 1644, and was eje.ctml iu 
1640 by the Westminster assmnhly ; ho was 
subsequently rector of Markfeld and con- ’ 
fratcr of W igaton’s Hospital, Leicest er. I Ic 
contributed verst's to ^ Lachrymal Musunim ’ 
(1650) in memory of ITenry/lord Hastings, 

The second son, William {d. 1696), who 
graduated B.A. in 1634 and iVLA, in 1638 ■ 
from Queens’ College, Cambridge, became 
in 1644 rector of Oole-Orton, whence lie 
and his wife were driven by the imrlia- 
mentary soldiers under Sir John Goli with 
such brutality that his father appealed in his 
behalf to Sir George Gresley. He appears 
to have resumed his benefice at the Restora- 
tion, and in 1667 was instituted to Raven- 
stone in addition. He "was buried at Cole- 
Orton. He was author of a poetic 'Con- 
gratulation to his sacred Maiesty on his 
Restoration/ 1661. ^ 

[Nichols’s Leicoster.«hire, hi. 737 - 6 , 927 940 : 
Hunter’s MS. Chorus Vatura, in Brit Mna 
Addit. MS. 24188, f. 328.] a L 


POTMIt id, th' Litdiijrhi^ 

wim chnphiin W'illmin I, nnd fifUinlisHi nf 
th*‘ ,*4Pt' of l.inroln tn lU'-Pt m 
dr l. IU;’, L*u||n SrcM Hr iMyl 

hv Ltuifr.um uf pi.j,* 

hithli m Itb'p. In PImS, nf « '-Ufod hi'ld hy 
Lniifriuu’ ui L.uulon, u nnri pn-v.-d f^V 

tlo^ rcuiH^nl of I'orlniii bj diMprirn lu ji, >^0 
p»'»ptilMUj plurr-c Im ucrordusiCf uifh |hm 
d(‘cn*«» P«Ucr rmuMiint ihr -'.rr of Ludr|ii4,l 
to ( 'lu'sfMf. *rhi*ro hr' nindr' fhr tdmtvb of S|, 
JoliuVi hi'oml chmv!t, tsi-.r c: ulii4: a di^nu 

and ciimu>\ for main! rMiHitr*' Jc' pot™ 

lidcrl, Tlu' ■ rt' nn'i 'Ofimf*'d cf I ’ht‘'.|r''r «»jdv 
uut ll I lull, h(ti aotio' Mf f h». fanunru"* iufnicii- 
rntml hy r*'fr‘r ft'iicunr-d fhrr*' uh!}| 1511 , 
when the morhcui ?.♦'«* mI { lu-Urr wa tTrnU'ri. 
lu Uht‘ INUrr uhn 'r*‘ni hy LnulVtuir to 
tho uudihi'diMp of )( oi'li tjii cr't'tuni i'iuir*»»cru« 
tion^ ( . i nyi' r irn i. Lolh-t Scr.) 

In^ PNo hi» dir'»l, and wu,'» horo^d nl (’hf''4or, 
h.dngthconly hidcpHihhof-nrhor fomi<lntiou 
whi» wu'i hnnini thorc. 

IPhroji. Mituu’U. d«' i pjy. (Holla 

H.rJ; .MotinM i, IN,'» i Hup-i s„,*. p \Vfc»r- 

ton'M^ Ajiclifi t 4’S:i, H.». Ui;, 1,^ >.«nop 

bWii , ^U»'rv4w of ArtUN Pmu ii, 

IHUi; Mtinmn* *(f Worr'o lor iu Ituic'i Monu- 

nmuiH, p, tmiu. W'lliuim of Mulmodriirv, pp, 
il; IPcthufn Polvf’bruu, Mt '’tup SttihhPa 
Ui'guu „ .S’H'r, .\upj, p. *„ji; hri rounu'/'i \ornuC*»no, 
Noq I 4, %l f* n, 

J:'KTKH OF ni.oui ijL I Piui, nrclohniruii 
of Until nnd nut lutr, \\hh horn nl Ub»i;, pro- 
hahly iihotjt IlUo, IP;^ piu‘»mli, uho wore 
dead InUorc il7u, holougod fo m.hh- fnmihcM 
ol Brit I any, nud hbi fnihor, though not 
wmilthy, enjoyed nu lumournlih^ poiMpioii 
( /i.)i/u3l,4!}u He had two hndhern Wil- 
liam, \yho worn author of ?ionie fotuedi»*'H«nd 
other plecen, and for a limrr ahhot of MitPiiu 

(Manim'i ) hiC lalaluia f/A iHhPft i ; to t heof Iier4 

Bon one of his epistloH ( No. I2) is addivssed. 
lie hnd also two maters one eullmi Chris- 
tiana (iV/. M6), and t he of tier tnof her of krtutld, 
abbot of Bt.j4uuiuir at Blow (/A PHI, 132), 
He calls WllUnm, prior of (huuerhury, aiul 
I uw pMinut, hishop of IHkigord froui 1 lllU 
to l his cotwin«(/A 33, 34). ft in nil- 
likely that he was ever, as soniel tines stilted, 
apupdof John of Halishury [ip v.j (Bfhaaii- 
8 C H M I DT, J , ^ kSa rinhri e/w A , p , 59 ) ^ hut h o 
®f*idif*d at' Tours, and was poHslhly 
a fellow-student of Uherto do Crividlt (Bopu 
Urban III) under Rohert of Mohin fq. v .] 
(hTTmuH, EimtidfP, (knttiarirnmm^ 556, n. 3)* 
In Itpistle lOnuMlescrihi^ft his own «tiulios 
as a boy, mentioning tliat; ho hiul to get tlie 
letters of Hildehtwtof Lb Umm hy lumrt, and 
read mguB Ihimpoiim, Joseph u«,"Buetoniim, 
Xacitus, Livy, and other hktomim. Towards 



I*ctcr 4’ 

11(50 wnnt to Ht\ulv )un8|)nul('tu**^ n(J 
Bol'urna, and hcoiu.s Ut linv*' lptMuv*Ml tlior«' 
oil civil law (A>. S). Vnmx liido^poi in lUW i 
he |)ro(’ 4 M‘(liMl to Kome to pay Ui.'^ eoort lt> ; 
IV)|)e Ale.Minili'i’ I U ; on hin way he wuh tukeu^ i 
pri!soner ami ill-treated hy thi' thlhuvers of ; 
the antipop(‘ \detor IV, hot aped hy i 
boiiij^* l(\t. d(}\vn Ihf' wall in n haakoi, withotu , 
liavinj^ ‘ howed hie Kneo (<» Unal h'^h ; 

On hia re.tairn to Kranei^ In* hep;an li» ntmly ; 
theology at Ihirin, where he kinwv 0(U th* 
Suilly, the future Idelutp^ of Ihjri.s^nnd Hup- ^ 
ported hiiuseir by t each i tig (ef, A)^;u th ; 

ill, 101, I 

In 11(57 INdm* went to Hieily with tt. 
nuinher of other Kreueh nehnlnra in tin* I ruin 
of HU'pheu du !N*rehe, wlto had lH'en elmded 
archhiHhop of 1‘nlermo and invited^ to te'uifd. 
in tin*- govm’umeut during tin* luitnirit) ol 
William IL Ue wan nppoiuh‘<l tutor to 
the young king in HiU'eeMiion to the Knpdidi- 
man Walti'r, afterwardu nreldnalnjp of Vn- 
lermo (q. V. 1, and liehl thin finoii ion for a year. 
HewuH alhO HigtlhiriuH or keeperof the royal 
Head, and, a{*eording to hia own ataletnent, 
tlie ndo of the kingtlom depend* *1 «ui him 
after tln^ qne**u and Stephen du lN*r»*ln*, lliH 
poHltion exeited niueh rivalry, and hi.oununit* i 
emh*avourt‘.d to la'tuove him from eourt liy 
having liim nomiuuttah tirat to tin* areh* 
hmlmprie.ol' Nnph*.i,nnd arh'rwardu.tm t wtou*- 
CUHionHjto tin* Hi*e i»f Uoxauin* in ( hilahna ; hut 
Peter rtd'uHed all their otfer.H ( /v)*//. 72, Idl ; 
the mamiHeriptH rt*ad * Uolfeu,* hut tdl 
Lift. XV, d7l). INher made many friend;-* 
in Su'.ily, imduding the famoun hinoriana 
Uomuald of Salerno and Hugo KaleaiMhm, 
and Un^ I'higlislmnm Wnlt«'r and flielmrd 
Palmer [d. 1 lOo) [q* v.j * tooin* of the hitter 
h( nppeahai against tin* int*’nde*i Injuniiee to 
the of (5irgt*nti. Hut tin* eliniau ter holli 
of the country and its pe'>ple vvim <liMtu.*qy« 
ful to him, and he always r(*ferh in^ his 
Bicilian career with ahhorrmnan and n*fusuHl 
an invitation from lUi'hanl of SvracuHc to 
return (%a 10, 40, 0(5, O'), O.'h 1 10). At Ih.r 
time of the fall of Stephen du Perche in 
1100, Peter was lying ill, and was entrusted 
to the care of Romuald of Siderno. On his 
recovery he hegg«*d tim kiug^H leave to depart*. 
William reluctantly granted lutu permisHioiq 
and, as Peter did not like the idea of riding 
through Sicily and ( lalabrla, olitained him a 
passage on a 'Genoese vessel. At Onuoa he 
was well received by the magnal«m who had 
known him in Bicily (Mp* 90). 'rhence ho 
- ][)roce6ded to the papal court^^ and from there 
travelled as far as Bologna in tins company 
o! the papal legates who were going to Bng- 
land {Ep. 22 ; c£ Mat for JJktory qf 7\ 
Becketj vii, 314*10, but though the letter 


; Peter 

(V«mi 1170 P<*ler may, ptwluips, have 
hreit with tiratiiui and \dvinu in ll(ki). 

Prt«*r pnih.'ihlv rcturuod tn Pratua* some 
tiun* in I ITO and r**suni«*d l(‘at‘ldng at Paris. 
Ih* was, fioW(‘V<’r, in gr(*at st rails for mon(*y, 
hut was ri‘li**Vi*d hy llu* limtdy ussistaiu'c nf 
Ut*p;iuald Idty:Jo(M‘Iiu ! q. v, |, t h(*u ari*lidi*a<a)n 
of Sali.^hury and ufterwardH hisliop of Bath, 
who.s** frioudHhip hi* had p«'rlmpH nuuh* at 
Ihiris (ivi* y«*ars hefore (/'/p/a 21, 1(53). 

It'U), in which lu* nppli*'s for a proheud 
nt Sali.ahury, may holuug to this tiuu*, and 
P*'tor may finv** now r('cci\ed the pr!‘hend 
whieli In* nft*'rwnnlH hold in (hat- church. 
Uis tVii'fulsliip hu' Bcgiuald hnmght, him 
into ill-rcpule with t lu* supporfers ofThouiUH 
(vf (’}iut<‘rlmry, hut- Peter vvarudy ‘h'feudod 
hie fri«*nil from llie cluuqt'ea whit'h werri 
, bnaippil aqniust- liim. A little Inter In* re*" 
(‘I'ivcd nu iuvitainm frtuu William, nr(*!i- 
; hiohop of S(*ua, «tr»5*riug him a post in Ids 
cmiH and a pn*lM*ud nt (duirtivs; Pi*tcr 
’ Hlh*g(*H that lt«' was misted from lids post Ijy 
tun* Mnsttu’ (h*rnrtl proladrly (h'rurd La 
Puccllc nmltlint in his hope for if he Iiml 
refuc'd matiy ndvuutng(*ou8 nlfera. lu O'ply- 
ing alaiut (he e.ium* thu** to a similar olh'r 
from PiiTD* Miuel, bishop of Pf*ri<,Mtr*b he 
Ha\N that lu' hud hei*u wattiug to sue if a 
certain promise wouhl provi* illusory (f/a 21, 
31, 7;?, 12S), Not long afterwards lu^ en- 
tered llu* a<’rvicc «»r Botrou, urcldnshiq) of 
Rouen (//a 33, (57), ns secretary. In U73 
ho was nt IVrls with Itotrmi and Aruulf 
of Lisieiu on a misaton for fhmry U {Hk 
71, LVit i lu^ tmd p<'rhaps alnaidy otiitua**! 
tdm aerviee of the ling, w'lio, ho says, tirst* iiw 
troducial hhu to Lnghuul ( /A Li7, IIP), Ott 
21. June 1174 Uetdtiahl KitzJoei*Iin wan eon- 
Mecrat*al hlahop of P»at !i, and Hoqti lUhmwardH, 
p-rhupH in ll7o, mad** l‘otcrhis arcluleacam. 
When Uiclmrd (*/, llHl) |(p v. | becaimuin*!!- 
VmUopofGanterlmry, Peter, nppareni ly with- 
out t‘irmnmtlngeniindy hm minneelidnpvith 
I'le fO)a! Court*, hot*aine attached to him aa 
cancidiariua or simrctary {//a 3, (I, 33; sei^ 
/InnV/^r G//ar/er4, p, 72). In 1177 Richard 
sent Peter and Gerard la Puci'IIe as Ida 
' proctors to Urn Uomim court in tlu^ nudler 
j of luH diHputc with the ahhtyy of St. Angus- 
; tine’H, Gtinterhury. Peter and Geriiril were 
. at tho Roman court on 3 April 1 17H, Tht*ir 
; niiHm«mwfwunHucc(*«sf»ii; but Peter retiwined 
! fit Rome till July in the vain endeavour to 
' arrange the iilMr favourably ((/Amn. St An- 
n»4at(mc,42l -2, HolkSer,; Tnoiw, ap. AVm)- 

I)Hmh 1B21-3; ci. Epp. IfiB). In 
1173 John of Salisbury became biahop of 
Cliartres, and Peter, wno waa now a canon 
of tlmt elutreh, addrewed Hoveral lettera to 
him during the next fewyeara. In one, IHer 
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Peter 

rt»cominpnil(H! flu* Inr^lit^iw-* tp*|4t<'w tu 

John, but aftprwunlH i^uinpliuinnl iluU 
Inui tho *|»rnvo'»iHhi|i haJ 

lioptHi to obiuiu tor biniHj'lf ^ /tt* 1 U, 
IHO). Anothi'r of bin friouil'^ wt^on 

ho found ocoHsion in rtnuidnin Urdi<»p 

Kof(inald of who tuul Ntr-'.iHMoh'd 1 * 1*1 i-r 

■viciwandulmcott, cnntnuw to tin* 
whudi IVtor had obtnluod from tho Ijoiuan 
court, at the haliunttt i ’otincil in \ \ 7tt i, jVo o^j. 
Tn the autumn of UHl In* w/m Menu b> itu^ 
archblHhop to (ho kin)^ in tlio muttor of tho 
floe of Lincoln ( /f/a 75), t)n Ih \nu. 
ha wafl at (hnUwburv whtm Wultwau of 
llocdieator aworo fealty to (Jhriat Lhurch | 
(OtutvAHth i, d(Hi), ^ i 

In I IK-I Baldwin hocanm arrhhiHim|u atnl i 
aevural Icttera writt(m in hin niuno by Fetor ; 
in the next few yt'arn an^ extant ( it<h ! 
9ft, 99). Ikd.er at lirat acletl vi^oromdy in de- j 
fence of the archbiHlui|ffl prnpf»flo<l eUundi at j 
Ilakington. (lervaao, menlionin)^ Botorh i 
veaencB at the (Mudermice at (huUorhury <‘n i 
1 Feb. UH7, dewudheH him aa the, * ahiuno™ j 
lefls artificer (tf almoat all tliia miaehii'f.* j 
{ftoon aftorwardfl Beier wan donpatclunl by i 
Baldwin to the Homan court; but heHtoppod j 
on the way to obtain fluojmrtfrtunitnnort ant 
perflonfl inFranci*, and did not. reach Venmn 
until June ((IniiVAHU, i. 1154, ftoU). Bet or and 
luB coUea}?ue William, precentor of Weltn, 
wetcnnahle to etlhet anythiti^ a^uinat the 
inveterate hoHt.ility of Bope Urban, but nv 
mained at the court till the p<t)a' Mi \'eromi 
in September (ik i. d9B->9; Epp, (hHt,7*k 
81). Peter rode with the pope on h in way 
to Ferrara, and importumHUum on behalf df 
Baldwin. Urban, in wrath, repluHl, * *Mtty I 
never mount horntj again if I do not abort !y 
dismoiuithim fromluB archbiflhopricB That 
very night Urban was taken ill atButoro or 
Futoro, and on 20 Oct. died at Fcwtira (A)a 
216)._ Peter reported the news to Bahlwm 
with indecent flat iHfaction,and imnoun(u»<l t lu^ 
accession of Gregory VIII {Epp. (Jmik 107), 
He remained at the court for soma time longer 
in Baldwin’s interest, and in all Hpmit eight 
months to no purpose, except to incur a luaivy 
burden of debt. A few years later he pleaded 
to Prior GeolFrey of Canterbury tliat Imhad 
only undertaken the business at the bidding 
of Henry ll (Epp. B9, 23B). However, he 
was present in the archbishop’s service when 
the Christ Church envoys came to the kiug 
at Le Mans in February 1189, and by Bald- 
win s command broke the seal of the royal 
letter, that additional clauses might be In- 
serted i^p. Cant 283). The mm of the 
battle of Hat tin and the fall of Jerusalem 
had arrived while Peter was present- at the 
Eoman court (cf. Ep. 224, which reports the 


f.-rnu-r f« ILjuu 1 1, and lb*Wf) 

/fc lu ! f*! U stud ffiii lj ^.4 liv*4v 

m fh' P’ s 5 *‘f thi' tliird rrtlMiUlc 

p» rhap.'. r'.rs.,.?o iff 

Tb.t’ <biuh **!' ILoit'^ II !n I f-H'i dupnvi’d 
>4 hr-£ Ul'Sn! p-rA rrlul ; lu the 

fdb'wuu,: u’iU" V !‘»'hbv.»h '>p fhibUvui wif'ut mt 
t !o* <U*n u (Uul I'rirv -aW'S !o* wnidd biivi’i 
b'if Ku/bf-n-l hud if n 4 br'-ji f o" flu' 'iUpp-ut 
In* r»N'«‘U«’d 0'»m Gm lirduvpi'i Ibirluuu Hiid 
W ri‘ 1 /)* L.‘7 U lulLaf, tfU‘U brinre, 
Im fh»" dr'isifiu of \V«»hnr* 

hHni|U.*n, fnr In* upp* hL Im Ltmg,diiunp, ii)i 

chum’i'!bu’ nod b’,mf*u (br uid Ui-t.'UUMf (tm 
nlou'df ‘»f Sfuddi’fbdur'' m5. U*h|. BiU<*r 
Hf ncmtly CMudmim'd ILptli d** X-munf upv,j 
for luH -duirn nv:8un"t L^nu’i’lmiup nt (t*fnb«<f 
I UB fL h'Ah'ji, a lot' * u luuuo’dmf (dy uftnr* 
WHt'd'i ho wruf t»» f’di-nu'W ui N\»r- 

mumU.nnd dunUk' Gn* m*\| fow ymff* luiod 
an hor nmuofarv Sib, Hi in, H"giUidd 
Jo»’cliu du'd in Grc»osd«*'r I lM{ ; Bofof luul 
'^t»udmp'GH’«*n *m Imd ft’roi'i with lux mUI frimul, 
lur Iw wmi mmmu aft or ward’s tf unt prtud- 
tUrdy, dopruod of liu n.rchd«‘iU'’t«ury {ii*, LIB, 
‘JUo. Uuf.im'i'ono oompofi kp j»*u, lu^nluidjUMl, 
porhupM in I Bdd. tlt»' {ux'bd«'rtr**nry uf l.nndou 
iVom uiolmrd Ksf/msdf* ♦jm . H»*'4<ibrr with 
tlmpr«'b»mdt»f linvt.m. A'lG'C liubort Wiilit'r 
bi*minmiiivUbi'diO)s Brier T«'*onM for a Gum to 
have roHtimi'd tu-i ponitinu n* HnruUHry at. 

(Vntnrbury Bdp, Lids Boiorhi butew 
during \m brU y«sirn itr»* full of cMmpbdnt!! 
ofluMpov»*rt)\und 'oiggr-unuiMtluvi hifl merits 
hud boon unjutUly ’duibtod. Mssoh to Hin 
difltuflto, Itii'hiU’d Fiif.noftb' luni imulo him 
tako priojU’nofdor.H i Hu 1 23, 1 MB'). Idn* burden 
of hifl iirohdoaconry worn too grsud for him, 
and it wm so poor thni, liki^ a dragon, 
hp muHt live* on wind; amt in 1291 \vo lifid 
him nppoidtng to Innocont III to imwimHO 
lutt rovmmofl, and to roUoxm Idin from tho 
annoyance ca* mod by t!io pronmGonH of the 

prmmtor (//s Ifil, ’/LG 2* G 211 ; ct lUlU'ii 
uH Dtturro, i, pwL p, hxxi, Ihdin Hor.) 11(3 
folloxv canourt at HaliHlmry unrotwonaldv rt**" 
<|nirodhim tsi midig thotigdi Ida pndioiut wfw 
sopow that it would not pav \m isxpmvM 0 « 
{Mfn 13H). Tim canoiw «»f Wolvmdmmptmi 
worn unruly, ansi, tdioUj^h «up|H)rt4Hl by t1m 
king and anditfjHhop, tm conhl not inako 
the lu^cosHary ndbrniH; in s'Oiwoiimmci* In^ 
resigned hw doanory to Hubert WaltsT, 
who propoflod to iutrodufivCiatm'fdan monks 
(tA 147, 152: of. Htumawh Mmtmt, AnpL 
vi. 1443, 1440;^ (kL ikt Ekim. I H, 2nk 
50; PeterV refligimticm may !mvu Imim^as 
late afl 1204: aft.or llu!wrt*« death the king 
appointed a new dean on 5 Aug, 1205, ik k 
44 f/)* The rsmtfl of a prahmid wfuch BM.sw 
had at Houeu hud laum wrongfully withheld 
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from liim for five years in 1107 {I^p. 1-11). 
Old ago and tlio lows of IVimuLs and position 
made residimco in flngland, \vlu‘re lie ‘ liea.rd 
a tong'iu^ iliai ho know not,’ inoroasinjjcly dia- 
taatoful, and in one oT Ida latest, hdt.ora ho 
htigas Odo, bishop of raris, to gTant him some 
honofico, that if ho could not live in jiia 
nativ(^ land, at hniat ho mig;ht ho huriial 
tlioro ( ii>, 1()0 ). The. last e.ort ain relovetua^ to 
Potc'r is in a oharlnr whicdi cannot ho dated 
earlier than hlaroh 1201, whtuai ho isatylod 
archdoacon of hondon (yUvaimt/^ 21 Jan.^ 
ISOd, ]). 50). lUit ho may ho tho, Polm- of 
■Jllois who ludd a ojinonry a.t, Itijion, a ])i(Hu^ 
of pndormont which h,o might havo ohtiiinod 
through his frioudslup with italph Uagmt., 
abbot of hoimtaius (of. I^'pp, dl, lOo). 
’fho Mipon tradition fa.vours tho iilonlilit'a- 
tion ((dV IhviKM, of I ho. iUiuroh of 

Vork, ii. 4H0). htdor, tho canon of K,ipon, 
was alive as lat.e as I20rt, wlum lu^. ha<l his 
^oodss(fizod during' tlu^ intnrdi(d'. (CaL f’te 
Jtolk^ I 108 6). On 20 May 1212 an ord<u- 
was given that tho (‘xt'ciitors of Ihtnr of 
Ihois, HOintdi me archdtuicon of London, should 
liave free disposal of Ins goods (/6. i. 1 17 6); 
hut tlu^ro is no (ividenco how long Peter 
iiad ilnm hcen dead. A j<nvelled morsi^ { 
the clas’) of a cope) and chasuble t hat had 
once Ixuonged to Ihtm- wev(^ fonmn-ly prii- 
S(uwed in the treaRury at. »St. Paufs (St m phon, 
fSt, Vaiih and Old City IJfo, pp. 22“ fn- 
ikitm’’.s hitters reveal him as a man full of 
literary vanity, ambitious for worldly ad- 
vancement, mil diBCont(int(id with hiHinader- 
nients, which he thought umupial t.o his 
mtirU'R. Prohahly his charachir rondorecl him 
unlit for a high position, though hin un- 
doubted, if superficial, abil ity made him uHeful 
in the h umhler cajiacity of a secretary. Letter- 
writlng came easily to him, and he boasted 
that he could dictate to thriic scribes at once 
while he wrote a fourth letter in his own 
hand, a feat with which no one lilse hut 
dull UR Cajsar was credittid (A)/. 92). Mis 
hiarning was, however, varied and un<|ue.s- 
tioned; ho had some knowledge of medi- 
cine (iL 4S), was an authority on both the 
canon and civil law {id. 19, 20, 115, 242), 
and quotes with apparent knowledge the 
Latin claH.sicR, especially Virgil, Ovid, Seneca, 
and Juvenal, tho Homan lustorianR Livy 
and Suetonius, as well as later writers like 
Valerius Maximus and Trogua Homiietus. 
ITis chief interest was in history, whether 
ancient or modern, and lie confesses that 
theology was a later study, though he shows 
some acquaintance with' the Latin fathers, 
Jlis writings, and especially his letters, display 
con.siderahle literary merit, though rhetorical 
and overburdened with constant quotations. 
VOL. XLV. 


Peter 


This la.st fen, tun*, ('xpostul him to adv(M*.sc 
criticism in his lifelirne; hut P(‘.t.er defended 
his method of composition, which placiul him 
Mike a dwarf on tlu^ HhoukliTs of gdants’ 

{ Jip, 92), and boasted that he had plucked 
the choicisst ilowiu'H of authors wh('llu‘r au- 
cimit or modiu'n {Do Amioitia Christiana^ 
iii. 120). 

1 . hh’isTOL.'K Pet(M*’s lette.rs an*- tlu^ most 
interesting of hi.s works, a, ml, from the his- 
toricail point of view, tlu* most imporlanl. lb* 
prore.s.seH that tluw wen^ not written with a 
vi(*w t.o publicat ion, and, in (^xiuising t lunr 
‘ native riuleni'ss,’ ph'ads that' us spoilt aneons 
])voduct.i(ms tlu'y will possess a nu'ril. wliieh 
doi^H not belong to more lahonn'd eoinposi- 
lions ( Dp. 1). 'file hTbu’S tlimnsi'I ves suggest 
adillenuilconelnsioigand .soim* \V(‘re()rol)ablv 
riwised at the tinH*ofe.oll(*c, lion (Stiiuus, Lee - 
fiu'o.son Modiao'alitnd Modorn lliatonj, p. 127). 
(Jtliers no doubt wi're writ ten with ('lahorati^ 
care in the lirst. place. Idle (a)lh*e.lIou of his 

lettm*s was originally umhn’lnki'n at tJie - 

quest of Henry U ( Dp. 1). The coIl(‘eled 
letters may not ha.ve been lirst puhlislu'd till 
some years later, but. Pt*ter’s intention was 
known at least as luirly as 1190 (/7c 92 ). lii 
a third letter In^ alhuliw to tin' dltruailty of 
getting his letters corretd Iv copied (th. 215 ). 
There was not improbahiy more than one 
edition in Pitti'r’s own lih'linu'. A (‘opy (if 
Peter’s letlims was lunong the hooks which 
his patron, Hugh do Pnlsot |<pv.|, left, to 
Durham Priory on Ids dmith in March 1 l9o 
{IVilU mid JnrovforirHy vSurb*(*H Soc. i, d ). 
(bmssainvllle’s mlitlon con(a,ins 1H2 lelh‘r,s; 
the earlier editions gavt^ twmil.y monywhieh 
(louHsainville omittiHl as wanting in au- 
thority. In (Hhw’s edition these twenlv 
h'-tters are ri^stored, and oHiers added, which 
professedly bring the tol.al number up t,o 2'l5 
(there is an error in tlie nmnix'ring). But 
of the letters pnlilislusl by (hmssainville, 1(52 
and 105-182 are prolia-bly not by P(Ter(//LL 
X//L XV.2HH, 299). Orfhow' added byUih's 
2bl-l7, 219, 222-1,220, 222, 22d, 228^)0, 
2d 4-0, and 2dHare the most, proliably genuine; 
wliilo 1 89, 200-2, 207 8,211,218, £>5. 0, 229, 
221, and 22(i have obviously no (anmetdlou 
with Peter, and many of tlu^ others are very 
doubtful, Kpistle 2d 7 is a ri'petition of 12d, 
and 249 a continuation of 15. dki tlie hdlers 
ill the collected editions must he added the^ 
letter writden by Peter and William of 
Wells from the papal eourt in October 1 187, 
which is printed in ^ ICpislohe OantuarienseH’ 
(pp, 107-8). TlnunanuseriptHof PelePs letters 
are very numerous; Hardy (I)mnript.^ Cat. 
British Ilktory, ii. 552 - 8) gives list of 
over a hundred. A thdinitive edition of tlia 
l(d;ters has yet. to appear. A full account 
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of thi'ir conU'nts a» V''"'!'’’’ If.iif.-v ' c'-, lo. l-i' "lU t ; nl o uttu- 
villo ja_u:ivou m tho • Hintom l.KKum i | ^ ^ i ■■ , j ttU'j, in liis 

tTf'l"lktu 'ilrX 'S» jt .. I.i- : I.T, .,...» ,!..., a "!■>' 


luimbm' ot himm'U' ^ fliut il r- by lVi».r 

!”$ «s.' ’S ; 'rt : „: ;.;. ".rs';" ■;;.3 

Immolymitnua lWrKmmllmu^ i *uvl ^ tan.*,- 

Mh^ rnnsUKHH Kortuntn/ - v t'.t 

y\M; ‘Oontm W^mnux Jutlinorutn, ‘Un 
ConlbHsiont^ nt rtmitnntiiC nml Hinni V,\n- 


h»‘»n wriili'uyu 
oltf-innsl li!‘' bi- 
t*> I hr |iu|tn 

a’ tyin!*'rbnr\ 

tn?‘ r Ib'.-rin n»iirirtuu II rt. 

Al',lu,i,.m ll,,tufui!!,!r..-ia‘ ((ini: , in. ■ 
.'UtV I. 'I‘l|.' lii.l IH.< v..<',. Ill'.l lillltlr.iliy 
liimiiwwionn la, I ‘ ' i,. . ti.. 1 I liitii" ‘l‘,'iliiil,i<i,iuuiii ‘ 

woiiaUs’ TlloloUowinnoXliuU t.ronliw.'tiiiv . I.ilr . 1''. 1'" ‘ ‘ ' , "r 

iv, , ,.,0^ ii. 1M>. iii-iv). ‘llo . IMOl niv 10 , .mU »<i..o>io.,o:‘, lli.ou.h (. 

lonwalvmUaL IVroRriiiutioiio n.-rrloroioliv’ ! t-. o-.rnl,.-,l !■. I’of-i' w ) .ooou .ovh.H 

;A.W. iv .«i); wriltou m ll.^H IMo my.; . , \l. n,.n t ..U.-.r. ^ "’h 

mi tin third cruHtuUs ih Unstrurtt** I*uhn , IlHiirtnu t v'^ tf n, i .. ) 

w ' (Vo xxi.xxsii). .Thia U U.;l a ; pr.a.o.a.v .nH.-u -‘I, ^ 
wirk of I'otM- of Ulois; il. w vivsi-iw li.v tn-nlU .'.-oiuiv. li t 

MaMlvcw IWiH (ii. :!r,()-liO),aua w bv lu.n oool « .a, • ' ^ „ „V, 

assitrnocUo lit!!). Il, Iwh boim wvourI.v ci.n- u.>i In It-ioi.liut In ‘‘1'" ’ 

tedwith t,lio ‘ Dft AsHoriioioi Kidcfi,' t.o wliioh , i.rior of I sV • oriloH 

Tetur, mitiiiR about. IIIW, waVm iiH oima I foil I, ■'.(Vii n i'ti I'lKi 11 ) 

meumnoviaimn;’ t;Uo ‘ Do AworUmo I- iilin i SiuTonim .tlm.i'mii (l.i ,i.i. »». ' ' b 

Miwuui i - - ’ ' - ♦' - ’ — i i j«j. » Utiiurdin, r*HH*Htnrn?n» inniHini Uy imrH 

an hnuac ntdv a rntn|nlat tint trnia St. 
tfttrv iv/nVtVh a.h^iftHU M ihr^n 
wttrkn Ih'irf wrntt*, t/Ih ^ St* Sfirnti^tiH 

Km-liuiii'.’ 'rhiotw.'t, whirl, iyrvrrul tiiora 
mcHtioura il. PotorV Iritri'N ( A/i^o a, I'h << ; 
cf. Coiiint Ih'pnii'iiUitrm Opfriim, >l. P. 

Thin treatisR is addroswid to .loim ot uou- i Isx.xvi), v,-no wriltou in I*™*’"' ''"'[•h /- 
tancBS, who was bishop of Wonitwlnr from I ami is j»m-!iap« (ho ‘ J.thor do iii.t hiiH i ,i 
11 Oft +A 110Q onrl TYin.xr thnfufifirn ba ftH- c)f whttdi It*' HWnikH lU rnuinhy I I ly/n » 


aeenis to btt lost (c(. O/Ifvvi, ii. \n iKXXvi; 
JEdoire Limraire, xv, 4. <l)o(.km- 

fessione SacrameutaH ’ ((hhBH, lu jip, xxxn- 
liii). 5. ‘Do Damitontia, y<4 HaliHlactutmt 
a Sacerdoto injungttnda’ (yVn ii. ]‘P* iiv Ixi). 
(5. ‘ Oanou Epwcopalift, id wf, Tractatam tbt 


istitutionc Epiacopi’ {il>. lu pp. m ixxxti). 
ThtR treat iaa is addresaod to ilobu of iJou- 


tarices, wfcio was rnsnop oi womjnwtr trum ' mm ^ .. 

1196 to 1198, and may tlmrefore bo as- of whmb bt' »pyak«4 in bd»oOlo M ! 

signed to 1197. 7. ‘Invoctlva in Doprava-- ; p.4lib Ii *■ 

toWoperumBloBstisis’O’Aii.pp.lxxxK-.,). (liul.ii (/to ^rfl/lA /•-<<•/. n. l(Vl< '*‘y ^ . 

This treatise was written, apparently about i bad Boim a oopy. I Im I***** 

1198, in reply to strictures which had btum ! (brnnHainvilb* itppeaw In r renUvnn ^ ^ 
passed on his ‘Compendium super Job.V iVum the Ukthtwjnniw *d Jtdtii uf 
8. ‘De Arte Bictandi/ Griles only gives the i vita WiliVnln lithawi (/n/i uni *} 
prefatory epistle, since the tract is moroly j says that Iw mjuv a oopv t».t tbw tunu- 
^ ^ ^ ^ ^ >eatod to UmiXm, arcldnfdtop nl \ork, ft 

Kipon (cf. lUiNi-k Hf 
ii. 4Ht)); an oxtraet proMorvod by brdanel i» 
given in^tho ‘ Monastieem Aitglmamim (it. 


jjroAniUUJ,j (oj,i*ovji,o, OAW.W 

an abridgment of a work of Bt. Bernard, 

9. ‘BeTransfiguratione Bominl’ (GibKB, til 
1-13) ; addressed to Frumold, bishop of 

Arras before 1183 (Mist Liit xv. 402). i given m me * v- 

10. ‘De OoEversione S. Pauli’ (GiLBS, iii. 183). Othw tmUii.m asonhwl to I oter aro 

13-19). These last two treatises are included ' mendy copies of istdaUnl hdte.m, e. g. wi© 
by Merlin in Peter’s sermons, to which class j * De Ihniculo Prirdat ormn ’ Ia ’ 

they more naturally belong. IL ‘Com- the * De Htiulio Hapimitue Kpwtlo 14 h 
pendium super Job’ (i7>. in. 19-62); also III. Hi’IRMONH. ^ Hixty-llyiy Hermoiw are 
styled ‘ Basiligerunticon, id est Ludue printinl in (h)uwsainyille.*« e(|jttem,ii«d m t-mt 
Henrici senioris Kegis;’ written at there- idiird volume of ClUt^a’s cilition. Bourgain 
quest of Henry II, after the two previous praisea them ftiriliitir Rtriughtiorwara vigour 
pieces, 12. ‘Contra Perfidiam Judseorum’ (Xa Oham p, 63). In 

(ib, iii. 62-129), 13. ‘Be Amicitia Chris- edition of 160D some sermons of leter 



Peter SI Peter 


ComeHtor wore printed in error an by reter 
of .Blois. 

IV. PoPMa. In one of liis leiterB (7i)),7()) 
Peter mentions that in his youth he. had 
written t,rill(\s and love songs, Uiud in hlpistlo 
refers to the vivrst'.s and iilayful ])ieees ho 
had writtim at d^inrs. .But in his hit, (nr 
years he abaudomal tliesii nursuits, ami, in 
reply to a nupuist from (h l)\\nnai, vse.nt him 
a potuu in his ripm* st.yli^ (.A’/i. 57). This pomn 
J )r. (Jiles (iv. ,*);i7 -18) has printial, on tlu' au- 
thorityof some mnnuse.ripts, as two S(‘para(e 
poems: (1) ^ h!antilena (h^ Luotu hlaamis ot 
Bpiritiis and (ii) ‘ Oontra Clerieos volu])tati 
dialiloH, sivo do vita elerieonim in phirimis 
reprobatia.’ bittm* is given in a con- 

temporary nianuHeri])t {HodL d/*S'. Add. 
A-tt) as four separate -[lomns (see, .Efit/Zisk 
JllntonraLRei^iew, y . 82(5, wlu'rii a collat.ion 
of this mamiHoript and of Bodl. Bat. Misc. 
d, 0 is g'ivim). Dr. (lih^s prints five ot.bor 
])ocm8 which arii nseadhed to Pt^ter. Jhil. tlu^ 
M)e Bucharistia’ is hy BIm're le Pinntre, and 
the ‘ De ihmil.mitia ^ is probably liy John 
(larland [q. v.] (II-ViruKAii, No/icr,^ et Ex-^ 
txaifxj ii. 29, (55). Tlu^ ot hers an^ two short 
pieces, M)e Clommemlathim^ Vlni’ and 

* Contra Oerevislam/ from Cambridgn^ Uni- 
YersityM.B.(tg.().42j and a longer incomplete 
nomn which occurs in tlu^ manuscript of the 
iad.ters in Ltiud. MS, (>50 after Kpisth^ 111 
(Kp. 148 in (Ules’s edition). Borol {Tr6mr 
de IMieroJiex et AntiqidtSs Gauhmoi^) giviis 
four lines of French vorsti professing' to be by 
Peter of Blois; they may be either by the 
archdi^acon of Bath or by the namesalco to 
whom lie addressed Kpistles 70 and 77 (iilbif, 
LittArairej xv. 417), 

Peter’s epistles were printed in a folio 
volume published at Brnasels about 1480, 
though neither tll(^ date nor place is givim. 
Jacipies Merlin edited the Kpistles, Sermons, 
^ Compendium super Job,’ ^ Contra Pcrfi- 
diam Judmorum,’ ‘De Confessione/ and ‘Do 
Amicitia Christiana,’ Paris, 1519, fob His 

* (.)pera ’ were edited bjy Jean Bus6e in 1000, 
Maintz, 4to; BuaiSe afterwards published a 
supplementary volume of ‘ Ihiralipomona 
OpuBculomm,’ Cologne, 1()06 and 1024, 
8vo, giving the tracts ‘Contra Perfidiam 
Judieonim,’ ‘Be Amicitia Christiana,’ and 

* Be Caritate Dei et Proximi,’ Bus^e’s 
edition was reprinted in the ‘Bibliotheca 
Patrum,’ xii., Oolojj'ne, 1618. In 1667 
Pierre de Goussainville edited the ‘ Opera 
Omnia’ at Paris, folio; this edition was 
reproduced in the ‘ Bibliotheca Patrum,’ 
xxiv. 911-L365, Lyons. In 1B4B J. A. 
Giles published the complete worhs in 
four volumes. Goussainville’s and Giles’s 
editions form the joint basis of the edition 


in Migne’s ‘ Patrologia Latina,’ vol. cevii. 
The ‘ De Amiciecia Cristiana’ was printiod 
[Colognti? 1470P |,-llo,audthe ‘ BxpOHitio . . . 
super Job’ [1 502], 4to. The ‘Canon Kpi- 
scopalls,’ tog(‘th(U' with seviu’al of tlu! let ters, 
is printed, uuiliu- thi^ title ‘ De Vita, Moribus, 
i4-.0(liciis PneNulum,’ inMerl(>’s‘ lustriictiones 
I.,. hetissimaC (1(581), pp. 488-559. 

INU (u* of Blois was long cnulitesd wi(;li a eon- 
tinuathm, to 1118, oftlu^ spurious chronicle 
of Ingulf [q. V. I Aceonling to tlie ])n 5 fatory 
letter, INd-er umhu’look: tlu'. work at tlu^ re- 
(pu'st of th(^ abbot of CnfyhLud, nt wbos(i 
r(M|U(\st he also wrot.e a ‘ life ' of 8t.. Cutldac. 
The continuation of Ingulf is a manifest for- 
giwy, and is not in P(4 (U*’h st.yh^ ; it is print ( h1 
in Fiilman’s ‘ ti,uinnue Scriptores/ wliieli 
forms the first, volume of the ‘ Rmuini 
Anglicarum 8cript,ereH Ve, teres,’ Oxdbnl, 
1684. 'riie aseri])tion to Pet.er of a ‘ Vita 
Giithlaci ’ (m) d(da Eanrtonimj April, ih 
87) is probably (aiually false, blpistb' 221 
(Giurs, ii. 182) probsses to he addressed 
by Peiicr to t-lu^ abbot and monks of Croy* 
land. 

“The main facts of Peter’s life are to hofouud 
on yin his own IoI.((u\m; his (‘xaggora.tml sense of 
his own importance makes it luu'cssary t.o accept 
his statoinoatswit.h caution ; but; the independent 
allusions tohhn,HO faraw they go, corroborate tlu) 
gouoral truth of his <wn account without giving 
him a position of such prominmiee as ho claims 
for himself. Some of tlie diniciiltios raiseil hy 
statements made in the letters may ba duo to 
the fact that they wore probably revised long 
after the date of their original composition. 
The Bov. W. (I. Benrlo of Cambridge, from a 
careful study of Peter's works, is InoUiied to doubt 
the trustworthiness of many of the statements 
found in them; but the results of his investiga- 
tions havonotyot. !)con published. Contemporary 
reforonees to Peter of Blois are contained in Oer- 
vase of Oanterbury’s Opera, i. 300, 354, 35(5, 
300-9, luid the Kpis^ilm Oantnarienses (Bolls 
Serdgind in the (ialuudarof Close Bolls, i, I OH h, 
1175; a charter, in which Pi4,er appears as a 
witness in conjunction with Archbishop liichard, 
is given in Ancient Olmrters, p. (Pipe Boll 
8oc.) Bee also Ilistoria 8. Augustiui Cautuari"' 
ensis, pp. 421-2; Materials for History of 
Thomas Beeket (Rolls 8er.); Memorials of 
Bipon, i, 10, 255, it 253; and Memorials of 
T’ountaius, i. 133, 159-63 (Biirtees 8oc.) There 
is a vary full account in the Hist. Lifct^raire de 
France, xv. 341-413. See also Wright’s Biogr. 
Brit. Litt. Anglo-Korman Period, pp. 366-79 ; 
Stubbs’s Lectures on Mediaeval and Modern 
History; ITaur^ui’s Not.ieoe et Extraits, &c., 
i. 137, ii. 29, til 226, iv. 125, v. 67-4, 213, 217; 
Church’s Early Histoffof the Cluireh of Wells; 
La Lumia’s Bieilia sotto Ouglielrao il Bnono, 
pp. 110- U, 236; CaroBo’s Blbh Hist. Bte. ii. 
287; Bourgain’s La Chuire Frau^aisc tni Douzitem 
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rrh'r 

SiiVlo, p|i. fkl, I. !.»;» I; n.M'tl.s’*- ,n in f^, * .'li'iii .-r 

hv<' "f Uriti**h I’fsf. Mrr-, ;;n J-n- 11'*'" » f*. ‘U. !'* •:( lin^ ju 

otht'i* iiutUuiiticH tiUuJfHl.l r, I*. K. I'nifs^V'. Iwii, oH : 


FBiTKR H tin liilMmin nr .{** 
Isnrniai //* ll’2*h, jurtM‘uiifmU»un:'i»r<»^tthU ' 
of IrinU VirilK ilo lNM‘?uni* a NttUjrrt nf tlm 
ompm'or Kml(‘rirk U^wlm m*nt hun n\ I'", 4 ' 
to Imvh law lu Iho nowly oNfabliahoii uiMyr - 
isity (^f NnploH (Lila iii, l%p. U» ol i\fri 
riiiek AJitVo/oy'd. lotiO). Pt^tciolo Htkr'rtua ^ 
t.ao|^ht. I'hoouiH dt* llihoroin.a It^nruotl kVan- 
ciHoan [hoo iindiu* ^fiioMAa and 

Tliowna A(|uiniw lioforn 1:1 til wu'i taiutUl 
phvHical Hownw', at Naploa hy Ma.lor IN^lrr 
do’llilioruia ( Jr/r/ StNirffirnm, Mandi 1, p. 
(5(50). In Hoiuo mniuiHi’nptH of tin* rutpron* 
.Kn*(l(*ru*,k\s tin* pruiV - utr f^f 

law at Nu|d(*a hln initial appoivra iw It ni* U, 
and hiH Humnnio an dn laornia. It la pro- 
babl(< that tln^ jurwoonMult in hlmlinnl ntth 
a Mantar do Rtwnint li> whom anitthiO* 
lo.tt(!i*m Do oolloollon in nddrr 

(liil). iii. Dp. 10). Tin* Moooud ha tor i t umo- 
rally (HniLnAun-liHmioi.imn, //AA fhph^m, 
J^)'(*(lni('{ Scrmidt) it. 4 10)u,Hcnhod to tin* pon 
of Froiloriitk U, lunl flntod, liko I ho lirn> 
Juno Fiokm* (liduMFU, /ov/oaVo /m- 

peril r, Ko, IW) Ih, Uowovorytf t»piniott that 
t.lio ntM'ond hdtor wan written by itmrad IV 
in Djr)!2, itH t.ln^ wdtiw Hpoakn not ttf fottndln^ 
hut of rtwlorin-Ji' a univiTsity nl Naplou. 'Hm - 
writer fltaloH tluit Int htiH ln‘ard ^otaV roptirtn 
of IVter’Ho.haractnr, and romt'mborn l)m mit h** . 
fulsorvicoH rondoriHl by Dotor to bin bithor. j 
ITo invitoa Pot or to give loctunw In Ntiph-M, ; 
in return for a naytnmit of a o.tn’luiti numbor 
of ounces of gold; tlu^ muub(*r varioH in tlm ! 
maniKscriptB. Anotlntr Icttnr in a Dmdin ! 
manuscript of Do VinolH'H tndhteUtiu (Lilt. iv. * 
3ilp. 8) is addn^asod to acholam, and huttonls J 
the death of Master IhUst do Uibernia, a' 
grammarian. BntDeVineis’H print tal etlitiou 
of 156(5 adds to the obscurit y in whi(di Ik^toFn ! 
career is involved by Hullstitulirtg in tJua 
letter the name of B’twnhard in onf^ paHHiign^ 
and Master (1, in another for that of Petm*. 
Peter de Hibernia, the tutor of Tlmmn.H 
Aquinas, was buried in tlie convent of Atpula, 
in the province of Abruxzo Molio (WAimiNti, 
Ann. Min, iv. 3!21, ad an. 1270). Aew)rfling 
to Tanner, Peter de Hibernia wrote theo- 
logical works. 

^TanneFs Bibliotheca; Tiraboschi’s Storia 
deJa Letteratnm Italiana. iv. i. 48, 125-6, ii. 
286; Tetri de Vineis Kpistobe, ed. 1566 ami 
1609.] 

PETEE DUS KocirEs (d. 1238), biKlin,. 
of Wmehester, a native of Poitou, served 
■under Kichard I m his wars as kniglit and 
clerK, and became one of his chamberlains, 


M. I It'**', %i*'i In |'m\ K /d r,‘f <1 / f XtnVfc 
A-V /r O - f, p. O S, Un t’J.IuUO 

I I'J'.* h»' Ha - a 'M’u! n-- Irraairrr 
l*-i Ml’ M. ll-dtUH mI' DMitt. r !f V-.--/ 

I. J An nod “f) .Dd\ of tli.-k '/iMi** yuv 
tV' Kp!,' .bdisi, U ‘ pj'SMf Mf I 
ijII iU>‘ krn,^' u do - in ih»^ - nf tlif« pr<*», 
brU'ht m| l.tpff . ko;'i b. 11*'* C'MtU Dulril in 

.bthnd a. a c 'a-!'k. ju oopmu uv,; Imn 

in hr* p4‘n Ol'*' -abraad' *./y 7;-//(''?\fitid 

P.ifnif A'/d-t, Hn 7tl ft'.’ I ’ ‘M,' hr u ii,.i ''aiit 
to!U'vanp:r a f rnrr \% tf !) P'ldap \ n '\ n 4 tr-, and, 
iUo-oo! ntln'r idatMtr'i, iV'Oti Jalm nn 

( hr 5nih<H 10; d.latl I k^’dra Ji.-i'-*, . 4 S' . tlajiinh 
mf \ fo-cr » ( / /A pp, “ 'S‘ ‘ Ak 140' Ions 

♦ it tSnfMst nnd hi .Infoi tlfpcn rd Drift 

uf ibfif lirnrlicf , Dof io I '*t tdr' »'J \ rd I lu* 
liui'D «*f tlrCtuHOf »‘i D.'iN b»' lu f’'.n"bui‘l 
I ArrvnJU /A'A/'sl', Id’ l.U'od Sir n; fndv ntdhr, 

In lo«p4'{t*'^ id' ( ^ii‘ il Vpi'il D’lU I nnd 
Witudi'* Ui'f t V I >‘'<nd I dort*ni ih^-tr i HCfiticv, 
H'lth ihr p<d tj'd ’I, notr'alnp I d ISmbnipjL 
Dn'ldcr d Dfb. D'U., hr f|-t rlmlrd l»4 Dm 

i. »'r nf \\ mnlo'drf ( / 'A* r /A*//**, n dim 

«4iMdt*ui( Hit", tftrpof *'d ; but hr mid Id'"* rival, 
Dtidoo’d, th'ito nf raiiibnf\t Went (m lh»in»‘ 
(Ml-ilUS AimubDut frr.’, 'i V. dl u and 

1 kdfr t ruiutphfd. Hr frrrurd coimrcfat iou 
tV'ntt lnn<m»iif III luiUNflf on Siuidnv, 
25 Srpt. ( .l^foDr I Dr II iHfuiiHti, n, TlH itc 
brnttcdtl back nu ifmirrrfitr papal inmidat*^ 
rcgnlalin^ Dm collnliMn id' DrS-r''! prnce, nf 
winch he wn.it to hr rt'rrivrr'prnrral fur tho 
kingduiu iJnnftiiM tir li ii* 2d7). 
Heat tmc<» npplird Du- rrvcnitcn uf bin mm 
to the ilmchnrgc of Uin dchkn prubahly iii- 
cnrrrd in the pnrcluia«M>f Dm rich prearnts 
which he dtutrilmfinl at Home (Uoo, WtiNm 

ii. Db 

ttn thr death of Hnbrrt \Mdlrr,on 1 2 July 
i^Do, Jtdina lougMt ruNi'gIc \viDi ItmocciitJII 
began, Didcr throuphuut atoud hy the king, 
and tliough liia latuln, lilu* tluwc of flm other 
hihlinpM, were mn/.inl by way of retaliation 
for Dm* papal iutcnlici /John'ordei'tMi them to 
hi* rcatoreii cm 5 April Ukts ( ItvM nu, AWew, 
liocord imI, i. itHl), On 2d Mtirch Defer re- 
ceived a charter confirming Dm libertlcH of 
thehiMlto|)ric (r/air/er /Aj//#,p, iHli). lit 1266 
he, OeoflVey Mtr.« Deter, earl of RMamt ftp V*li 
and the Karl of (dmster 'nee liiufKUHViLn, 
lUxnr.tD Iml an army into Walea* and in Dm 
first weak of October t.ookoart. iiiaomo abor- 
tive imgot iatiouMwit h Htepaen lamgton jdpv. ) 
at Dover (Jnm Deter^avowedly 

aecular ambition wim attacked at tlm time in 
the aatire of ^Flaciua fllyricuH^ (Wkwht, 
PoUtkat Oaindcm pp. 10, 1 1 : 
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Willi onieiiKia 
Pra'sitlct !ul Hcaccarium, 

Ad I'OTTipvitanduiu itupi|i?or 
Pip'or ad ovaiigiiliuin, 

rt'VolvdiiM roUilam; 

8u' luernni Pikmuh Mnptirat., 

MalV'O iiiarcain pnvpondenLt, 

Elj libra'! lilirtuu Hulijioir., 

Peter and I Ik^ bishop of Norwich [see ( J Rnr, 
John dp, d. PJ 1 1 ] wen' alniost, lluum ly liislu >; is 
left in hn^'land in 1:211, wIdoi (.nnoceiil. ,I (!' 
threateiUMl to d(^])OS(^ John; and, doHjiite 
.Peter’s known di'votion to John, th(^ ])apal 
envoy Pandnir[q. v. ] iuiposi'.don him and tJm 
liishop ol‘ "Norwich tlm duty of ahHolyiiif^ 
Jehu’s Bubji'.ctH from tlieir allef»'ianee (h‘P/- 
9 i(tles de /hirfom(f) i, ii 1 rt). A 1 1 lu^ imd of J uly 
I21d, after his Hurn'iider and absolution, the 
Idn^' wimt to Poitou, and li'ft tin'- realm in 
the (diarp'O of Pet-iU'und (h'oirn'y .h'itz-Pi'tcr; 
but li(i dirtud.ed them lo follow (Jic counsel of 
Lan^'ton (cJ'. Itou. WuNl). ii. 82). 

In Ot'tolx'r, on th<^ di'ath of ( h'oirnyy Ifitz- 
Petur, Peler smu'-eedi'd lo tln^ oHiiH^ of jus» 
thnar, much l-o the dis^'ust of the barons, 
who n^seutifd the promotion of an alien 
(lUiuui; CmuJHSHAi-i., p, IdH). Next yi'.ar he 
acted as one of John’s ]dedf^'('H for the pay- 
ment of forty thousand marks to the cluircli 
and for the observamui of the pivice with 
the archbishop (U,ou. Wmnd, ii. 101; Ami. 
Jh(>rt. i. 221), On I Peb. (ItYMPiR, Ilagne 
edit, i, 59) he Ixica-nn^ guardian of the realm 
for a siicoiid time in t he king’s ahseuce. Ho 
mainly occ.ujiied himself in smiding help 
in men and munitiens of war to the king, 
and the barons’ anger turned to fury {Amt. 
Wav. 11,281). In tlu^ crisis ending in the 
granting of the (Iriuit Oliartcr which (bllowed 
Jolin’a return on 10 Oct',, ho acted through- 
out as the king’s trustii’d servant. After In- 
nocent III hatl annulhal the (.Ircait Charter, 
Pot/cr, the alihot of Heading, atid the legat-e 
Pandulf joined in urging Langton to i)r()- 
mulgate the papal simt-encM^ of (excommunica- 
tion against the barons, and, on Langton’s 
refusal, suspended him (Roa. Wmnd, ii, 
154-5). They afterwards furnished Inno- 
cent III with the namtis of tlu,^ barons to bo 
personally excommunicated (Matt. 
Chronica Majora^ ii. 64-8) . The following 
year (1210) Peter was sent with others on 
tluj^ fruitless mission of seeking to induce 
Philip Augustus to prevent his son Louis 
from invading England (Ualth, Coao MHiiAML, 
p. 180). Among the Eronch invader’s first 
successes was the capture of Peter’s castle 
of Odiham, after a stubborn defence of six- 
teen days (Roa. Wbni). ii. 182-e^). On 
29 May, at Winchester, he excommunicat'd 
Louis and his adherents, but fled with the 
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youtig king, Henry HI, next day, ou hia 
approach (Ann. li'inf. ii. 82). 

At the (‘.orenation of Ib'iiry HI at (Umi- 
C('st,i'r,on 28 Oct., Ik'.ter, imdor tlu^ autborily 
of the h'gate (bialo, ])laced Ihe plain circlet 
of gold on tlie young prince’s lu'ad and 
anoiiilml him king (Rod. Wmnd. ii. 198). 
H(^ was appoiuli'd Henry’s guardian, ('itlun- 
by th(^ mud marshal, aiding as custos n'gis 
et rt'gni {Hit^faire de (hdlhtuine lo M arcoha I ^ 
ed. P. Mi'ycr, Soc. (hi rilisloin? d(‘ hVamu^, 
1893 *l,ii. 198), or, acc-onling to Pi'lcr’s own 
(‘hum, by the common consiuit (c.f. Walt. 
Oov. ii, 23)3). His position as guardian did 
wot pnwmit him from aiTvimpanyitig the 
royal army, and tiuking a dcc.isivu^ ]uud. in the 
ri^ii('f of IJiu'ohi (20 Alay 1217). I’hc legale 
l(d‘t t-he army on its march at Nh^wnrk, 
huivingt.o P«dcr, ns Ids tbyiuty, thi' absolution 
and emamragenumt of tlu^ troops, who had 
ushuhuhI white cressi's {Amndott do Dtin-* 
iti, «I9), ‘ Lminu'd in war,’ Ihdnr hul 
th('. fourth division of tlu^ army, and was cii- 
t.rustml by the (‘arl marshal w'illi the com- 
mand of tlu^ arbalistiTH, whom he diriudi'd 
1,0 kill the hnrsi's f>f t,h(^ Pn'nclinu'u wIu'U 
they chavgi'd {(intllamno lo Maooohnl^ li. 222, 
221 ). WiiibM‘('.(‘enu<)ita*iDg li(' left bis relimu'., 
and aleiK' p<'m't ratial to ila^ castJi^ of Hin- 
coin, which was held by its lady against tlu^ 
T’lMUicb. Aftm* mic-ouraging lu'r with ntuvs 
of l),(dp, he vimt'Urml into the town, wlu're be 
dis(‘ov('r('d a gab', bed, ween tlu'. (',astle and 
town whiidi was (uisy to battt'r down. He 
tlieu nd'.urned to his army, and, aftm' sonn^ 
fighlingjhrought it into tliiudty (/7aii.23)0-2 ). 
J\*Uu’ played a 1 ('.hh ghudous part in the battb^ 
of Do vm* (24 A ug. 1217), Amairding to Mat- 
tlunv Paris {(•/iron. Maj. iil. 28) lu', tlun (uud 
marslial, and other barons, on tlu^ aitpnaudi, 
of tlu^ Ift’ench lleift. of Hustaia^ tlu'- Moult, 
declined to take (lart in the attack, rmighly 
bdliug Hubert do Burgh [(|.v.) tluit Mli(\y 
W('re neitln^r soldiiu's of tlu'. sf‘a, iiiralcs, nor 
fislKMTnmi; hutlmcouldgoand di(%' Iluu'ulo- 
gislic nuitrical biography of tluj tairl marshal 
do(‘,H not corroborate tlui story, W lum I amis 
of PraiKu^ (h'pnrUMl in 1217')i(^ liandi'd ovtn* 
the Tow(ir of London t.o IN'tm* ( fragment 
of Merton Olironicle in IdlooMJmtiJloallDoH to 
(7i. ’•Petit Dutailldi^ Louifi FI ]). 515). In 
1219, when the earl niarshal lay on his death- 
bed, lu^ commissioned Ids son to withdraw 
King li.enry from Pieter’s custody and trans- 
fer him to the legate Pandulf. Tlui bishop 
of Winchester resisted almost by force the 
execution of the ordim, hut ultfraatidv for 
the moment yicihhal up his charges ( Gmiimmc 
U MarMalf ii. 28(ldK))- After the death 
of the earl marshal, however, on 14 J\Iay 
1219, P(itor continued to act as guardian (!f 
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the kiuf^jAvluim li(M‘nt(n'tauwMlut Whtrlu^Ktrr 
at tlui iollowinf^ (JhriHtmuH (,Uo(;, Wknik ii* 
; WAt;r. Cov. ii. and nhart’d witli 
Hubert d(i and Paudulf tha dirociion 
of the govermnont, 

lie waHpr(Ksent. at tlu^ eii^genf William dn 
Fortibua, earl of Aunialti, in liiham, early iti 
11221 ; but on IP Sept, lie tookt lm uroj^.'uund 
left England with tlu^ hinliop fif Uerefurd 
and Faukea de Breautfi hp v.| (Atitt. it. 
295). Potor had been eluded arehlanluip ef 
Damidta, and that placre Hetenn to have been 
their dorttiniition ; but on the iu'wh <»!' tta 
capture they t urued hoinewimla ( Avu . / 
iii. 75; lUtlui OouoKHifAtt,, p. 190). He 
attostnd aovcral acta of tli(‘ king in th«‘ latter 
part of the year (C/rw^' I *170 A 172 /^ 

&c.) On 18 S(^pt. 1222 lu*. gav(^ the, (Irst 
benediction to lUchard of .Barking, the mnv 
abbot of ’WeatminHti^r ; ami in tlu» same 
year took part in an arbitration Avhich de- 
cided that that ahh(iy waB ind('i)mitl.Mil, of 
the bishop of London (Matt. Pauib, iii. M. 
75). 

J ealousof II ubert dc^ Burghand thenatnrnl 
head ofthePoitovinparty, IN^lerwan prdmhly 
more than privy to the plot which was con- 
certed in 1228 by his friend Faulu^n de 
I3r6aut6, the Earls of OhcHter and Aunuih^* 
and Brian do I’lale, to aurpriBi^ the Tower 
of London and remove the justiciar, 1 1 uh<‘.rt 
denounced him as a traitor to the king and 
Kingdom, and ho retired from tlio council 
•^OLontly threatening the justiciar (Ami, 
Dumt iii. 84). Ijangton brought about a 
temporary reconciliation at Clirifttmaa at 
Northampton, and Ilonorius III, in a letter 
to Hen^ ou 18 Jan. 1224, iutervonod in 
Peters behalf (Royal I^tten Ilmry JU, i. 
^lo). But II ubert, who had the ear of the 
King, used his power against Peter. The 
bishop and the earl of Oliester retaliattal 
by mthdrawwg, in 1224, from the army, 
which had been sent against li’anltes Ao 
Breaute, with whom they probably had an 
raderstandmg {Ann. Burnt, iii, 80). But 
in the 6ame_ year the bishop was with the 

Oil 28 Sept. Ilenry III summoned liim to 
answer for his enoroachments on tho royal 
forest nghts in Hampshire (ib. i. and 
the bishop replied by an excommunication 
directed against tte foes of the church (Ann. 

(1220) the kin? 

f Ilenry in, 

Though Hewy still trusted Peter, ho was 

P>oTt£ tutelage. In February 

l-*.7 the king, at the matigation of Hubert 
renounced his guardianship, and dismissed 


' uHJit'. fMlIauM'' iLuji ilt,i I'Hiiii. Tbf kiisu'H 

anitu.b%rMn|i!r.l wjih tluM-MitfimitniMreimlh 

ol 1 1 ubrrt iniUuiir*’, Ifni PtUortiMiuil i*’ng» 
luml and jiiin tUr cvtt-.jMlt’ \Auvh wuh nrfiinr- 
ing undt'V flm h-mh-rihip of M«M!nrs,.|i H. 
Hmiry bad idrrnd) wuaffrn, un l\ An\, 1228* 
rccunuiifuniiiu) him in ih.- t'm|!rrui\s favnur 
‘(r/tw‘ A'oA.s ii. VUU. Fifdrrick II, un Im 
.nmval in tho Uuly Laud in fdund 

thcro H mur.idorMith* urnty, of winch the 
_ bLlmp of Winebo/irr wlm oiio of fhreo 
' Icmicra { Bofi. \\ km*, li. d.'d i nKnrca and 
Jnppii v*,ctv f .titiod imiinly with tin' mu of 

IVtcPfi tunmyv, uiid «f{*r tim cnimhiMifin (tf 
Fn-dcHcKa trnrn (IH fVIn 122U) In* and 
the hininm cnirrcd di'i’tiHab'in fumtlmr on 
Hj\prtl f/bdru Stnnlay ) (.Bm, d/my/nw, I 
87 ). Auniiut the nwimiumn I'lrongfit ninunat 
kVedenck j! I by Hr*'|p»j*v IX wnti one of 
having iifadn|,,r-d PiUnr nnl hi < ct)n(|jnni 'n,tlje 
■ l»i.‘:lmp nf in their lmu;.cf. whih* in 

(he iLily Laud. But Miilflnnv wiya 
iVtiMMb'H Uneben mediated f'.ma’e ’.tdllvbV- 
IwiM'ij the pope and fin* empfrnrt tV/en;/. d/n/, 
ill, 'PHI), and bVederick appenleil to lln* tenfV 
numyof Peter and bh. lollnw bhhopthnt hia 
truce with Sahnlin wna not a di' Ininonrabla 
(inc( Kichartltia di'H. ( li^rmain* in M fUAtniit’a 
Hmm itulimruHi iSi'7V/</mw, tom, vit. enk 
1018; tten Ilian huter of 2H Aug, 1280 in 
HfrnnAiiJHBiuhini.LUH, i/ktfw Ihpkmw- 
fk/tte th AVA/cWc //, iii, 21 H). Hurnig Ida 
stay in tim Holy Land lu^, with tln^ concur- 
rnnee ni the patriarch ef .Icnmnlem, caused 
the order of dm camma at Sf.Tlunmw tho 
Martyr at Acr*y founded by I iuhert Waller, 
to luMdiangi'd tnio a. hoime of thi^ order of 
tho Bumrd of Spniu, and lunl it removal to 
a lmaltlu(‘r aituadon, nenrer tin* «ea, I»(der 
Htartiai honH» in 1281, having auct*ei*dcd in 
ingratinling himnelf wldi hodi tione aiul 
(fmpert»r. (hi hi.H way through brainat he 
arrangctUi truce f(»r thrm^ ycara h.8.wci*n dm 
luiigoi Irfinciuin dm mm hide and the king 
of Paigland, wddi dm earln of Brit I any and 
Umator, oti tIm odufr. He arrived at 'Win- 
clmHt(*r on I. Aug. 1281, and vveut to dm 
imarntmum of the king in Wah'H, giving him 
more aid than all tim other luMimpa put to- 
f,mtimr. At tim eloan fif the campaign Im 
invited dm king, dm jiwtii-inr, and tim other 
Bf Bperul HlirmfinaB with Idm 
at WmchcHter, where lu^ laviHlmd on them 
enough victnalfi, vcHtnientH, gold, ailvc-r, 
jewa, s, ami horecB to have .Hufheed for a royal 
(tIwo Dumt, iii. 120: Boci.Wbni). 

ni. 18). 

The bishop employed hiH aeccwidon of popu- 
larity to avenge himaelf on IIulmrL HmtaVle 
weapone wore not wanting. Tim hiahop had 
oeen charged by the pope to excommunicate 
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eighty-ono who had dospolhal Iho 

Italian td(T|»’y in I'hi^’hind, and tlu*. 
poivsouH had xtiet Avith no discouraf^'ouunil 
from llnlMH'tu Peter, tuoreove.r, 
to the king that, the royal poverty, wliieh 
prevented him from taking active measures 
against, the ])lniulering raids of Ll^wadyn 
of Wales I se(‘. Iji.vvvin.VN AU Iokwoth, 
3S40] on the horth'r eomil i('s, wasdut^ to l.ln^ 
had government, or dishonesty of his minis- 
ters. Iluherti and his IVimuls wcuh', disphuAsl, 
Steplnm S(^grave Up v. ) was made, Ju.st icduir, 
and a m^plnev of Ik'ter d(‘s Hoelu^s, Ikhe.r de 
Kievanx [Up v.*J, was nmdi> treasunu' («t) ,1 nly 
Ron. WtiNi). iii. HI ). 'fhe. Iat(‘ jnstieiar 
was summoue.d to ausvvm' an itupdry into 
his administration [si'e Buiuiii, ]1 nuMUt ni':|. 
At his trial ho brought. vnri<nis aeeusations 
against P(4e,r. But. the hislni]) had trliimphed, | 
and was now supiamu', 1 and his part isans 
had 'immutably perverl(*d I lu^ heart, of the ! 
king' (Ma'I'T, Pahis, iii, *Ahl). i 

Armed bodies of Poilevins wertmtinimotie.d 
from beyond stuLS. AU otrums were (ilhalhy 
Plater’s adherent s, most, of whom wert^ his 
fellow-eount.rynnm, Richard Murshah tlunl 
carl of INnuhroke [ (p v. |, phunul himsidf at, the 
head of the malcont(mtH, and, d(‘mandingtln^ 
dismlsvsalof PeU^r and t he Poit eAdnH,talk(Hl of 
driving otit the king aiulhistvvil coun.s<‘lIors, 
and el(!ct,ing auot.luu’ ruUT in eas<i of nd'asul. 
The bi.shop, on his part, Inaisted that in^ had 
been the l.rustml a.dviser of the (nnpt‘n>r, 
and would counsel no half-mensnn's (SIatt, 
pAiits, iii. ii4(i ; 4'1 ma/.H of WinckvHieTf ii. 
8(1). The news that forcfign tutuxamarieshad ar- 
rived led tlu'. barons to refuse to attend two 
councils summoned by t ht^ king,<)n(^ at ( )xfor<l 
on 24 JuTKi and one at We.st minster (m 
11 J uly (Ron. Wen d, iii. 51). Pemhroln^ lied 
to Wales and allied himself with Idy welyn, 
whereupon I'oter and Htephtm B<‘gr«;v(* ud- 
"vised Henry to summon his mi lit.ary tenants 
to (Rouceater on 14 Aug. In that asHinnhly 
IWbroko was ])ro<!humed a traitor, and tlm 
king declared war on him. On 9 Otd.. a 
council met at WiJstminsUnx Wluin com- 
plaint was made of th<^ tre.atment of th(i earl 
marshal, Peter insolently claimed for tlm king 
despotic rights over the persons and property 
of rebellious barons. The bishops there unon 
excommunicated Peter and the king’s otmer 
evil counsellors, despite Peter’s remonstrance 
that he was exempt from their power and was 
subject only to papal cenBure. In Novembtir 
I'eter accompanied the king in his cam- 
paign about Gloucester against Pembrok(t,but 
theking's inadequate forces compelled him 
to remain inactive. The earl’s sup])orterH, 
under Richard Siwaid, ravaged the blshcip’s 
lands at Winches ter. 


Ihit. Henry was growing tmnl of lUUev’s 
domination. As fur linvk as 24 Juius 12.T5 a 
Hominieau friar, Rohiul, Bacon | (pv. j, assured 
I lUmry In^ would muMu* havn any pence, until 
'he. dismissial him (MA'rr. Paris, iii. 214). 

1 H. was rumoutx'd that t.lm bi.shop of Win- 
I ehosler had promistsl to inakt^ the nxilm 
j subject to th(‘ ('mpi'ror (Roo. Wkno. iii. (id). 

I At limgth he overreaelnal himsdf by pro- 
euvlng the elect. ion of his friiuid, John le 
! Pdund or Blunt, |(pv*j, as airhliishop of 
I (Canterbury. Hih hmt. money to 1 Until, and 
wro((‘. to liie ('uvperor in his favour {ih, hi. 
AO; Matt. Paris, iii. 24 U). But, the popt? 
quasluHl tile eUniliim on t.lie ground that 
Blunt was a jduralist., and nunnsl Bdmund 
Rich [tp v.j, w arrival was the, signal for 
Pet (O’ s fall. Idshops at onet' dn'W up a 
long nmmsut ion against Pet m\ I (miry was re- 
uiindtHl t.hat it. was owing to Pt‘ler\s counsols 
that his fatlu'r had lo.sl. the lovt' of his sub- 
j(‘,ets, ’Phe king wti.s detqily impressed by Rd- 
imuurHsaint.ly<diarnelor,tind on 1 0 April 1 254 
ht‘ ordered P(‘tt‘rto relirt' to his hisliopric, tnnl 
ctnise to octnipy Inmselfwith secular alhdm 
J ( R,ou. Wenu. iii. 7H). On II May lh»t<',r’H 
j eumnies hnrnt his town of Ivinghotn In a 
! gn‘a;l. eonneil on I Jum^ the archbishop of 
(kint.crhnry read u. e(q>y of tin* let tin* whi<*h, 
Ikdtn* hud stmt, to Hugh Kitztho’ald in Ire- 
land, dtrtxUing him to murthu'the Bari of Pern- 
' broke on his mTivnl in that, count ly. 'rim 
king said t luit, in ignoraneti of its eonteiit-s, he 
hatlaHlxed his si*al to t.lu' documtmt uu<lt‘r llm 
compulsion of Pettn^ and Ills other eounsel- 
iors, INu.tu’ and his luqilnnv wmm snmmomHl 
to the royal ^insstmce to neetmnt for tludr 
, (innneial administral ion and tlnnr use of tlm 
, royal stud. An attmupt at llight on tlieir 
part wms foiled at Hovan*, and thi\v took 
rid'ugt^ in W inchest er ( latliedral ( 2H ’ J une). 
On 2 July Richard Slward and others made 
a vain smirch for tlufiu, and (xiptured the 
horses of the bishop and the prior. Peter 
exeommunieatetl them, and luit. an interdiet 
on the churcli and city ; but tJm marauders 
at once repent.ed ami were absolved, dim 
city and church were rmjoucilml the <lay 
afUn- {Amu Wini, ii. Hd). Next, year Peter 
was punloncA by t.lw^ mediation ol* th<^ arch- 
bishop of (Jant.erbury {Flares liMiormriiMyOiL 
Luard, il 215). 

On 1 1 Marcli 1255 he left Winchester to 
place his wmaltJi and military i^xpm'umce at 
the service of the papacy, by invitation of 
Gri^gory IX, wdio was "at war with the 
Romans {Amu Wint, h, B7 ; Matt. Paiuh, 
iii. 504 , 509; Rocn WuKin iii. 105). nenry 
warned tlm emperor, Frederick 11 (27 Ajiril 
1255 ), against placing any coufidencti in 
lector’s account of the recent proceedings 



hiin^ aiul lriirr»l flint r»f«r 
crnati'. in |'Vt'(I«n*irkV ninni hi>-4ihu_ ti* * 
imiHt'nt' fimuw'llMW I,rtirr;’, t, j. 

Tiu' papal s‘xpnditiiai |irfn'*‘»l ;inr*“»*")!n! 
IVtwiun! Hnyinout! V 1 1 iif Tnnkn? **• 
thn limniuw i\t willt irrs^at 

(Mm, Tauih, lit. :uin. ll.^ ^’turn«*4 f‘» 
Knfj^liwnli in Inniltlu f4i*»nf ‘*V» S' p* 

Wlnni Krr4»M'n‘k 11 ■■nm" 
lutavinla (nn4Vr»'nn‘nfprinrnwnr VaiuMnlfur-'-,^ 
Unnry w'kH!t<Hl lN'ttnMk-> UHnln*,v lu mu' »4' 

luH ia‘.pr(‘«*ntativt‘H* But h»’ r<*ht'‘rii th*' 

ruismon, uu tlu' gnunul that thn kinn* 
in his lutuHt <*tnnvuunirn(itqf with tin- uin- 
n(UHn\ had apnlitui ill nf htnn w«»uld r\p»t »' 
jiunHuU* to a chargn of ilrkluno^*? if h*y n»*w 
prouimwHMl lum a tnintnd connarlhu' {ih. ui, 
5od), In thn aamo p%f thn hataJo Uil»o 
brought, about a mihliu nrtnunltntion ho* 
twoan Butnr and tluhortdf^ Bnrgh and \m 
othar niunnioH (M. til., W\),^ Ui*i hou puhlu' 
uttorancc wan ('ha^a^tnri^tit^ An omhH''<''y 
hiulconn^ in BJitS from tho Sarinannn n^lung 
aid agaiiiftt thu I'artara. Botor, who hnpponotl 
to ho proRont, gavo hia opinion, ‘ Lot tho »b»gH 
dfwnir oiu^ iinoth(*r and pormln Wtn wUon 


hj.hi'p. i'.".?; It* 'A. n n ;s!*n-.r, niilltnry 
r, h.. it ", 1,u;int o-il nr«’nf, 
innn, joi! I dip! t, and li}^ Itfo Hlmont 
h, /'Oi no I otjiO'd uo't'd flir rin L of ntnjH* 
'-p’lfou'; 'sn tris.oolo'iimo m Ion thoor** 

uo'ioot itouioi t '! h»‘ ‘-.Ui* nil admirnbln 

issnn ipt \ rO! \ I'*®/ hr ipnr tti an «»\rtdw 

hot roilitrm Thr t;s..ol ' Sf . Swithin’a, 

W ‘. 0 « hr t' !% h’-“ *hr pr)'|t|i* Uljd hufons of 

h'u ,'('OoL h'or.d h'oo H hod tnuOrr, JOid tliny 


' ! io 


rh tUz-n ‘ ‘I \V illtiimd?' Vah'iun^ 
« r ;*o I i'.nn’ ^ ntnsiiiiin\ to 
, * I < op'V" 1 I ‘oi rn ( dr IhifiihuH 

i'.O'r*.' ‘ l tir /'/irn/ovh 


^ '.-Ndf 

ntiM*, !?♦ 1’ i-'o • 
t ho v.o'aot r: 
iinro < s n| 
i. I IfO, 

jtnr Dni'oi', BiOfSO. Nh-roout* nod 

Ihdt'i putludod f!*'- Iu’'’rr,l Sninud^* 

OH't'iiMtii. fvM |'S':fU!OV Hop* -rOurr, « 'ipMualiy 
jhr Bh‘ « i'lr »' o''j, d hr turrU'Hr' NMunun nra 

th'.of lO \^ -> ri*, fho i*!jrrMO’r4 MiipOM of 
M ufhiHv I’iiirof, tlm ,nnfodi r| Wuirlu nOn*. lUuo 
'.fid'h*, \\»o'r*'’n»ir, » ajtoy, Mih'.'muu hiulou* und 
'rru-i**'*dnun MU \ihhI'j MnO-OihrOrd. tolUl'd}; 

hhoii'h i‘«*PK'’ah4lh thr IfrUMi-rol (’Hlbvsi.mH of 
WHlfrroi' B.niiUrv, turlodoo^ fto* i 'ln'»>iurlo of 
iho tdoom of Ilarn'i<k‘ 11, and tlio r. .ofoooi ioua 
of thonnoio of t 'ayf rrloify uad W lUouu of 


wocnmototho nuiinaut of tlio munnioa nf , XoxUiury hdl puhirdird ui ttm Holl. Srn*'«b 
OhriRt, hIuiII Rhiy thoin, and tduan tho mir- ' »ph„ h>Lt»’h poim I/fion.do- do tniiihoitno Jo 
faco of tlmaarth ; and thowholo world MntU MarLdml (od. B. Mmio** Smoou** tlo rUoaoiro 
b(t Htihpict to onu catdudlc tdmrtdi; and thorn d,i hrann<i, IHtUi if impphtn fH'vrtrn! inloroM- 
slmll 1)C oius Blu'phurd and onn Hook.’ Hn ' loprpi'jo.ti*^, titjd inunradirti. tin* itrcviuunnufluo 
dknl on 9 Juno at Karnham. lUahrart , m noam point’ . Thr olti*d mndm'u wm’kn 
waHhuriucl at Wavnrley, luH body in amodnnt - am StnhhVa t 'fowfuntioiud Hmfory, jh.Jolit 
toiabhohadchoHtnUbrhiuiHulf ill Winchnatur ' 1 nitnilloS Ik udr '»nf hmtiM t Ir ivjom dr I.ouiax U 
(Miedral (Matt. ,PAmB,iii,4HU; AnnJVav . '' Jvr.nu. ivrh. loot, ond M , -vuomtivd u- 
II 319I ^ ' pnm‘H Bi-ifr d»t, lh.nho*y ru'-*|nr do VVni.dioHtor 

Peter waB the foimdnr of numoroim U^ntn-riy thn.Hn Iho hi*>i 

churchea On hk manor of llalna whiah I otornodlmnoo ihn rihuin put lorth tolndd Urn 

mmrcnea* un nw manor 01 uauH, wunn |.\,uh„h Iniid'* in Aonnaiim and rit-.mminr thoaa 

John had granted him tor that purpoan on 1 L I 1 i ‘ W K \i 

WOct. V2liiamrU.r ''‘'‘''I . . ' 

aPromonatratenBianahlmy^whichwaHUoarly . PHTHli of Savoy, I’.Aith of lufiutoKn 
Mailed on f) June l22H(CVnM IMh, imii; lUL PJttH). ninth oonnt oi Sav.iv, and 
Dtjgdaxb, Monmtmn, wL IBlT-dk'h voL vi, t-tuk in Italy, wm iovmdh «on of 'rimimw I oi 


pt. ii. p, 9^6). In 12^1 lu‘ founded at Win* 
cheater a house of Dominican fnarH(Dm}* 
MMjVobvi.pt.iu.p, 14HU), lIiHothorfoun- 
(laliouswere the PremouHtratonsian abbey 
of Titchfield in Ilampahlta in PilU (tJn 


Savoy by margarto do Inmudgny. Ho was 
born at tlio ciwtle of Htma in Italy, aeoorcling 
to Ciuiebtmfin in PitKI, but perbapB tbo true 
ilato tuny bo iw nundi hh ton vonrB later 
( Moo N' i FH| p, I f»9 ), 1 1< niifttoo of Hiumy [ q, v, h 
andtbkhop of (*antt‘rlniry, wan bin younger 


vi. 931), the Austin priory of Stdborao in . ^ 

the same county in 1233 (*?>. yi, friO), and a hrotimr# and Hlenwn aiul Sanebia of I ro* 
hospital of St* John the Baptist at Ports* vonw, the wives of JItmry lU ami Itieliwd 
mouth some time in John’s reign (J7Ayi.7(U). j of Oornwall, were bi« nierea. JVtj‘r wan in- 
Ile intended to found two Cistercian ablieys, tended originally for an eenli*Hiasiieal cart'er, 


and left money and instructionH in his will 
for that purpose. They were founded by Ids 
executors in 1239, one at a place Avhich was 
called Hocus Sancti Edwardi^on 25 July, 
and the other at 01art6-Diou in France 


and was made a canon of Vahuicii in Dan 
piling j in 1224 there m anderenco to him as 
^elerkns;* in I22ti Im In mmitioned as canon 
of Lausanne and provost fif Acmta (f//- la 31 ; 
Wnm'thUBF4tonit, iv*5H,fl5,71-2; Cakutti, 


{Ann. Wav. ii. 323). Ilo left fifty marto to ' i* lH3), and in 122t) aft provost- of ( buicva. 
the house of St. Thomas of Acre. - . . . ^ . 


In 

the latter year he was proc.urator of tlio see 


Peter des Eoches was a typical secular ^ of Lausaime during a vacancy {Aimunmuta 
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Peter 


vol, iv. pi . i. p. I Hut , 
afcwytMirs hilt'.r Ui‘, r(\sio-iio(l his ('cclosiaslic.ul | 
prelWmmilH, aiul in Kohruary 12P»I iniirriiMl : 
at Oliatillou his o(Hisiii Af^'nns, (huif^htor funl j 
hdiroHH of Aytuou, (‘ouut of Kjuu;if*’ny (Oa- | 
liUTTi, i. -00; li(' oht nituul an i ml ii Ioanna, for 
tills tnarriaga on 7 Alny 1-U7 — /7a i. iiOli). 
After tho (Itail.h of their fat Inn’ Pi't.i'r hud , 
btaui iuvolvtal in a dispnO^ with his hrotln'r, 
Ainadmis IV, as to his inlnnltanco ; tln^ 
muttor was arranfjcod on 2d July lL*dJ, wlian 
Amadeus gave him tho cast las of LumpncH 
and H. llaimhcrt. in 1 him’t'y { W u us'I'MM n mho nu, 
iv. 0(5). The ‘ (OiroiiiuuVs di'. Savoyid {Morn 
Uid, ISahamL i. I h 1 "-1 ,102 o) ropn*scut I 
as making’ gn'at c.ompmstH in the Pays do 
Valid ami Valais; )mt tlu' narrativo is viu’y 
ctmfuHod, and, ho far as tammums IVlm*, to a 
largo (s.n: 1 cut fahulous (Muunihk, p. 100). 
Ilowovor, his uutrriago. hail simurod him tho 
prospect of a ooiiHidorablo tmTitorial posit ion, 
which ho much iuen^ased hy Huhs<a{U(mtac« 
(|uiHitimiH. In 1207 ho was ongag'od in war- 
fare willi William, tmunt of (hmova, whoso 
sons took liim ])risout'r,ar)d on 12 May Ama- 
dous iutervonod ou his hohalf ( Wphhtum- 
BKHOl'JK, iv. 1 10, 2ol ). Oil 2d Juno 1240 ho 
accoptod tlu‘. advocnc.y oi‘ tho monastory of 
Payerno in Vaud (/7u iv. IdO). llo was at this 
time styled (kmnt of Ihimont. 

About thomulof 1210 P<4 e,r wont to Mng- 
laiid, at the invitat/ion of Henry HI, who 
gavo him largo instates and made him Karl 
of Richmond. Ho was knighted hy Henry 
ou d Jan, 1244 in Westminster Abbey, and 
on tlie following day tlno king held a grmit 
feast in his honour (Mattumw Pakih, iv. 85). 
.Later in llui year lu^ proposed to hold a 
tournament at Northampton, which was 
prohibited by 1 lie king, out of favour, as it 
was alh^ged, for the foreigners, avIiobo defeat 
siHuned probable (/T*. iv. 8H), On 28 Sept, 
Ikdior received the castle of 1 aiwes, but short ly 
allerwards, fearing the envy of Karl UitiharU 
of Cornwall [ij. v. | and the Kngiish nobU's, 
begged leave to return to Bavoy. Himry at 
first granted him pmanisHion, but; nfte.rwards 
recalled him, and Peter reluctantly resumed 
the ollico of sheritr of Kent, wit h the cast les 
of Kochestor and .Dover, and tlio wardenship 
of the Oinq[uo ports {ib. iv. 177 H; Flores 
ii. 251 ; Howm). Peter is men- 
tioned as one of the royal coimcillorH in 
January 1242, and in February was sent 
with Peter of Aigueblanche [(fv.], the Sa- 
voyard bishop of Hereford, on a mission 
to prepare for Henry’s intended expedition 
to Poitou, He esctiped a French ambush 
with difficulty, and returned to iOngland 
shortly before Easter (Matt, PAurs, iv. 187, 
190). It was perhaps in view of this cx- 


]icdition t hat. in Juiu' 1211 Pt'tm’ luul been 
dinu'ted to obtain thi' sm'vici's of the (tumt 
of (’halonand William of Vimim^ ( Kiv/mr, 
i, 295). On 5 May 1212 he surrendered the 
cnstle of Dovm’) and on 111 May apparently 
siiihal with Ihairyto Poitou. On 28 May 
Henry, who was then at Pons in Hainlongi', 
gave Pet(T formal dinadion to ni'gotinle a 
marriuge laT.ween Itiehanl of Cornwall atid 
Sanchia of Proveiu’e. With this purpose 
Ptd.m' was present as UichunrH proctor at. 
'rarasi’on on 19 J uly ((lAiufrri, i. 2117 ; W i)iw- 
, TUM II nun HU, iv. 154). Aflm- a, sliort. visit, to 
i Savov In' returne.d to Knglnnd in »S(*pt, ember, 
i and in l.he following year rejoined Henry, 
with whom he was present at P>ordf'an\ on 
5 July 12111 (MiUiNiKU, p. 411). Aceordiup; 
to Matt.lu’W Paris (iv. 8(15), Peter was one 
of t.he king’s imwi'iigerH to tlu^ magnates in 
the (uirliumenl. of 1244. But Petm* seems tc> 
have ret.nrned t.o his native enunlry in tlu^ 
smmut'rof t his year, Aceonling to t lu' * tJiro- 
ni<pn»rt de Savoye,’ thi< ( ’ount of Oeneva had 
at.taido'd his lands in Valid, and Henry sup- 
pliial him with men and mom^y for the war 
(Jfe/i, Hint. Sabnud, i, 1(57 H). During his 
stay abroad Pider matm'Ially I'X tended his 
l)Ower by nusuiH of friendly agremiumts with 
(he bisliops of Lansnnm* and Sion, and the 
lords of FrueiK’e ( /7n vid. iv. pt. ii. pj). M 18 (5, 
14(K); CAUttTTi,i. 251 8; \\hiKHTi:M H nun nit, 
iv. 177 HI, 195, 198). 

Ih4e,r returned to England early in P217, 
bringing with him a bevy of foreign hnlies 
to be married to English nohh*s; two were 
marriedto Edmumltie laiey, earl of Dimsdn, 
and Itiehard, son of Huhmi. de Bnrgli | ip v, | 
(Matt. Pahis, iv.59H, (128). JliisproeisHling 
exeited mneli indignnt ion in Ihighmd, and t he 
feeling was pm’haps increased oy IVt(*r’s ob- 
taining the wardship of various young nobles, 
(‘.g.of John,(uu‘i of Wfireiine (((, v. |, in 1211, 
of John HKFord [q. v.) in 1218, and of Hohert 
h\»rrers, earl of Dm’hy [q, v, ),in 1257 ( /'h f/cm, 
i. 899; WnuHTMMununHH, iv. 245, 888, 8H, 
451), (IT(l ; for other instanees, set^ M uoNtnu, 
p, 88 ; (hL of Dorumentn rdafint/ to ISetdifiod^ 

1 i. 1954), Peter was present in the parlia- 
ment of February 1248 (Matt. I*aiuh, v. 5). 
In Oedoher 1249’lie received tlie castles and 
honours of H astings and Tickhill, aiul wm one 
of the ambaKHadors appoiritcal to treat with 
France (Doytjj ; WiruKTUMimuomt, iv. 240). 
On 5 March 1 250 he had power to prolong tlie 
truce with .France, lielng aHsocialed for this 
purpose with Simon dc MontrortlHinnmn'/ii. 
(10), From Paris ho went on to Savoy, and on 
29 Juno made an agnienumt whJt William, 
count of Geneva, hy which the 1 ait c r accept et I 
him Ibr lord (Jfew. Mist, iSdbmd* vtd. Iv. 
ptihp. FIDO } W tJTWd-iMiiBXiamq iv. 249-54 ; 
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Peter 


A':?' 


tiiinril \\ tilMUi <!•* K>ll^’tntY ' q. v/ iit Uvlhy 
vitY P\nPn \ HiMftifr. of Savny had 

ui V ' ’’r*’’; "hi/ iun'n’'Mn*'d hv Iho tnfi/nr^ of 'Fiirm, 

k'lVmraiiinuinl'ainaui^^ ; ,, ,, . j,,,, i„.,,|h,.r« l'luU|) 

1,.V tu« I'ihth h’ It l,.ul ,. ... .. ,u onl« 

Saptambw [il>. i. ,, I, "i't,. mHt.Tii.llv t- inn. i >!•. ' . ''•I-, .a; 1 1 . 

on li'm liiRt' I I'tWKintnu luJitnc I"'>V I'.arr w.i . jtjii'.'uiti'il ton('({o- 

incrcaw' bis j)nmiwsmii« m \ iw I ■ ‘ j.' n.i i li- i'n!!« inMi-' nf Slmim 

},p. H7..H), |UUI on ti' ‘ y. M.hu'or. u.ot wnh.ln!,,. Mnn O v/,«H 

m-law miulo a aoiwUim oi lau i!,i\ l.ithi'SioiUtm Im-oio ■ 

favour {Moil. 21U. vol. tv. pi. ortnlrr ho P.a ..till at 

Juvly (WuyHiMR, Iivi.kililv «.1<I l" iilh r. Iiiiil ilj 

Kiiglaiul, and o lo Jan, n ivhruui'v rr-ei .iMl ovor to Kngiaiul 

arhilMH tculecuin thn amauni duo ‘ ^ iMu'r Vwns v- \\i‘ vun* ptv.ent with 

do Moutfort tor « pi" . ' , ' IVunr a h o„ s \l»roU (,7o v. 

(Si<lU..M,ri.W)). I!-' I! in .l..* ,..trhan..i.tl vvlool, tnot ht 

derato aUit.ndo in I'niKlml' poUtna, ui i * ; j, ^ ui,.u !i. Ho with Suiion 

n«wa.tdlWaonut ytmrHtoo;m.oonln,.ull.v ;\h'| "‘y"',! i.;,.;.!,, ol' XorlhlK and 

Toar(lV. 2 )h«proaumodount.nr>;Vlavour n ; \ 'I, ^ 

fypinwtluuLUmyof.hn’vau^ 1” ‘fir Tr w th Krnnro ( Fiuirnu h TmIK At tlu^ 

tharoibrtt, tiiat tho lutttir in whioh John nf , » i* t KiWi'd ut huio lio yvhh rhoNtun 

Brittany intttrvoiu'd on hohalt ot ^ m'lron, and n!w» unn 

(SHm.iSY,u.30)bulonR«to ' of'l'lT tllnlv lour .•ountuuMotina of llu> aid 

■waa proarnt m tlw parlianiri t. ol Apid ”*'y i ^ „ ■; , . .n,,,,. Ho tool, pari initio 

is^53, and no-vv or nroviounlv undorlooK to (Jnn, ♦uy//. i. m i tUtPP.itifvinM 

mtLdod cmmulo (Krdm/, nH’nmyil thn npiuiM^ thn I ;nl 

1.487,489). In ‘ ' ' ’ 

Henry to Gascony, 
soino intervals, till 
527-8: mes Gamm, I 2083, :ims, *^31, i <mecu lur juauc.™^ 

4'224; Mati. IkKia, v.dlO; Whunikk, pp. j (>6. i-d'b^h a«d 'jy'" "'y jt;;.!,,,,.,! „f 

104, 106). IIo was amployed m tlio mr- , Uu' rommiarioni ra »< nl. ’ A . ; o, p.. (p,, 

sotiations with the b'renoli cmirt in May t.oriiwall ” 1 -’P’) HiiritiK 

1264 , aiid in tliosoab to Sicily williUjupnpo. proviaioim Vm it!7Imnii’to’v< ' 

In November he wont to Savoy; hw brotlior ihu Minun.T ol 1 .’od '>* s 


vimI in t‘ho 


In November he wont to Savoyi uih inmiior yuuuiuH ly 7 ;; . 'rv,,,;:* . fSuiHUJY, 
Amadeus had died in the previous year, and ; nrrnin^ 

Petor and Philip of Savoy nmowod thuir old n. !• H ; hvf/mi, i. ^ i, .L’r U.uil rk 
claim to a further share of their father’H >"« '»; , ‘ haV r i n. luid 

lands ; this question was settled hy arbitro- 'willi John ol ,|j' iti,.hiuond, 

tioninFebru'aryl2r)6 (li.pj). 116-17 ; W Ukh- idaim to Ina anrost rat ''y'*'" '' , P P , 

TEMBBESBE, iv. 88i!-7). ii’ctor reinaini»d in > ami Hmirv proiiusod h. J’'' f ^ ; 
Savoy till May, when Adolph of Widdeclf, Ib't.^r woul.l aKrw t o U.u y»p' ’P 
as vicar of the empire, invited him to beeonw (1H2, til'd). I'.vcnl naily it P'”"' A ^ 

protector of Berne, Morat, and Hasle (t6. iv. John slioold rec.ivo as cot in | f " 

§93-7). About the same time he was asHO- sion of t iVo t.limwaiul L-pmm- 

dated with Simon de Montfort in a coinmia- tained tlii^ ^ arldum ^ 1 L r av * Wn tH* 
sion to treat with Louis of France (BeibIaHV, BHiumii, iv. 52^ , 5d*i, Ad*l, im7, 7 't , . 

ii. 117), But on 8 June he was at Lyons, mr, iiv 2l{lb Fetor wh wtlh th*yimg m 
where he made a will (Mon. Ilut, SaoawL Franco at tno end of l«pih Ho- a j 
voLiv.pt.ii.pp.1635-6). Therewas some idea btdonj^rd to the niodenin^wnttYmi m ^ 
that he might return to Gascony, and Henry bartmial pally, and, iw the 
directed his son Edward to be guided by lUchatd de Glare tiwl Simon do ‘ , 

his advice (Fcetoa,!. 560). But Ihiter went heoame mahifoMt, pawt'd <77 ^ myni 
back to Savoy, where in August ho entor'^ , side. As a , cuiwedtienciv Lari Simon | 
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(sured htHrtunoval from tiuu’ouncil 
pp. 187, 851). IN'tor wtiH iuHlnnnoatnl in 
tlui riH-onciliatiou 1x8 wean Henry 
andhiH hou Hdward in I8P>0, anti wan tnn^ of 
tlie. kiufj^’8 udvi8(‘t\s in Iuh hnxndi of Ihe prt>- 
visimis in l«di {FiiitTs iii.^iof); 

(h)it, (IkHVAHH, ii, 211, 218; Afut, d/nw, iv, 
128), U waB alleg‘(*<l that irulianl de. (dure 
wtiB poiHoned at; BetiT’H lahh'. sn Jtily 1282 
(/7;. ill 219). 

When the war Urokt^ out in 1298 tin* hoB- 
tilitiy of tlu^ hhifrlii^h towanls all iort'if 4 -ner.H 
com'|K‘Ued l*t*tt*r lo leavt^ tlnManmtry. Hia 
lu^phew lionifnee, eount, of Savt»yt had jn.Ht 
been d(*reated in Pitidmont, anti lay dvin^i^ 
in ])ri8on at dhirin, lk8er wan at, ('-Iianihdry 
on 7 Jinu<; thna^ thi^H lalnr In^ look tlie 
tiUeH of Count of Havtiy and niun|niB in 
Italy, in BueeoBHion to Honifaet*. Shortly 
aftierwardH In^ eroHstnl tlm Alpn, anti rt*duet*d 
Turin to BulmuBBion, He returmnl north 
in time to atUuul tin*, eoidenniet^ at Utm- 
logno in Bt^itiunher ( CKiiVAMK, 11 , 225 ). 
On 17 Oct. King* Uiehard Invt‘Ht(*d liitn 
with luH county atr lierkhampBteatl and 
iniido him vicar of tlu^ t'lnpiro in Savoy, 
Ohablaia, and AoHta, and granted him tlu^ 
larnU of Hartmann tb^ Kylxmrg in Vaud 
(W UKHTWM B WHO HR, i V. tiOO-AtH ), 1 n Decem- 
ber Henry vainly entbaivourt*tl to obtain 
Poter’H adnuBHion to i)ov(*r {Vmit. CH-juvahh, 
ii. 280). Deter took no part in the war 
of 1204; in Jnnt* he wan with Ciueen 
Eleanor at St, Omtu', endeavouring to collect 
a force for the invaHion of England, and 
during the autumn wan at Damme in Flan- 
deiH with a like purpoae ((IJmm, Edward X 
and Edward I /, i, (34- ; VVurhtrm iirrobu, iv. 
047“ 55; J\HmNiKH,pp, 14tD5(}). It in poH- 
Biblo that he may have aft(*rwardB croBHod 
over to hla caHtle of DovenBoy, and defcni<h*d 
it in perHon agiiiimt the younger Simon do 
Montiort, and lie wa« perhapB at PevenHey 
inM.arch 1205, wlien lie waa anmmoned to 
attend at Ijondon on 1 Juno (/'hY/cw,i, 901 ; 
BfiMONT, p. 284). However, in May he waa 
certainly at Komont in Vaud, and Tinibably 
did not again ret-urn to England ( W irnaTMui- 
OTiKUEB, iv. 684-5). After tho battle of 
Evtwham, reatitntionof Deter’a landa, whi<di 
had been sewed by tho barons, was ord(‘red t.o 
be made on 12 Sept. ; but before Cl May 1299 
the earldom of Kiohmond was bestowed on 
John of Brittany, though .Peter (loes not 
appear to have abandoned las claim to it 
(inedem, i 817, 885; WoiiHTRMBi'muKlt, iv. 
749, 760). In October 1295 Defer btscame 
involved in a war with lludolph of I lapsburg, 
the Inture emperor, in defence of bis sister, 
Margaret of Kyboiirg. Hils q iiarrel was te.r- 
minated by a treaty at Morat on 8 Sept. 1297 


t/5, iv.91H», 789), PtUnr dii'd on 1(3 nr 17 May 
129S, after a lung illne.sB, probably at Pierre- 
Ohaf(*l in iVlit-llugey, aiul not-, as iw Humt^- 
limeB stated, at, ( diillun {{h, iii, 1 19 17,iv.752; 
MuoNirnt, p, 898). He was Imric'd in the 
abbey of Hant<M*endie on 18 May {Mon, Hist, 
tS(d)tnrd, 171.974; the date of his death 
has h<*en wn'ungly ipvtui us 7 June). 

Hy his wife, who surviv(*<l him, he had an 
«mly daughter, Pxaitrix {d, 1810), married as 
a child in 1241 to Huy VH of Daiipliine, 
ami nflerHuy's death to Chiston of PCarn in 
1278( W'uusTrpiUMUUHH, iv. 149,818). Byhin 
lust will, dated 7 May 1298, Pt*l,{'r h'ft most 
of his Ikiglish properly lo Ids niece Plrkmor. 
His palace in London was heipientfied to the 
hospiiu‘'if tbi» Hr(*at. Su I k*rnanl, from which 
eonunnuity Eleanorpurchased it. 'riiispalnee, 
outside the city of Eonden, Hu vi «‘0 vet'nto 
In StraumlJ had beim tlie lumst' of Brian tie 
IJsln, ami was hesiowt'd on Pet(*r by Ihuirv 
in 1249 ((tAHifTTi, i. 298). Ehomor gavt* it 
to h(*r sou Edimuul. 44> these eirmimstanet's 
the historie Savoy palact^ oW(*s its iiann^ and 
its still Huhsisting nssociation wit li the duchy 
of Lancaster. 'I'he famous (aislle. of Hlnlhni 
in Vaud is even now nuudi as PtUer matlt*. it* 
wlumitwas Ids favourilt' rt'aidence. In pjra) 
he had acquiretl from tlu^ tdmrch ef St. 
Maurict^ in llhalihuH the ring of St. Maurice 
(//a i, 290), This ring was aflcrwanls nsed 
in the investiture of the <’rnml.M imd dukes 
of Savov, as it hml )aa»u in tiiat of the 
ancient lungs of Burgnmly. 

Peter is licHcrlln'tl in t-lu*, Hihroni<|ueH de 
Havoye* as Hi prmlmit man, proml, liardy, 
and terrihh^ ns a lion; wlio ho lield Idiuself 
in his time that he put many hdk in suh- 
jecthm uinler him, and was mi valiant, tluit 
men called him le pef.it illmrh'magne”* 
( M(m. Hist, Afd/aud, i. 149,cf, 905, 972 ). 1 1 in 
good governnuud* and wLst^ htg^iHlation vn-- 
dearetl him to Ids snlijects ; wldht Ids acqtiB 
sitiouH in Vaud am! ViilaiH materially in- 
cr(*aHi‘d the powtm of Ids family, thougli tlu^y 
allordtal a snhject of dispute bel.wts'u tlm 
hairs of hin {laughter aud Ids Mucc**HMors im 
count of Savfiy* In Euglisli politics Ids 
position must, bo t^learly {llsf.inguishial from 
that hehl by HenryH Poittvvin kiuHimm, «ir 
oven by his own hrotluff, Boidfaei*. Matllunv 
Ihiris (iv. HH) eallH him, with juHt.um, < vir 
discretuH et provldua;* be was tlm wiseBt 
of llenryH pm*Honal friends and couasi^llors; 
but, wlnlo tm remaimal loyal to tlm king, 
ho had a Just appreciation of his poHttion as 
an Engllsli earl, and of tho need for reform. 
It was unfortnnatii for ILuiry tJmt 
ohligatimia in Ids native land pmvented Idm 
from identifying himself more entirely with 
hia adopted country* 
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HUr riliMUbn brmnni); I^n«n^tnb 44 I».MMitu. n, * t , Ui n 

rnlaFuif’t to Htn 4 . 1 uii«b vnb i. but* bi-^ In^n’vy in *' ’’’ *V' , . i „t . . 

KSaytiy non Moimminballi'itnnin I'nlnu'Nnlainln**, b’ ’ pasa, m* n' 4 >*p i* ^ 

nnp. vob i. St’riptnrt'H, juhI vnl. tv. rhaH:*' tfbi* I»n 4 liMit viMnn- * *’ 

UUvuui<;i\ivH in vob i. nrn nf Inli’ 4 i 4 n, nu'l nt V^'in blnmnn* *'t' in » w tb 

cnnt‘uHn(ln.ii«Un}.^i'unbiry ; th«yv umbo l%‘n’ir?v kiin'ltl tb*' fnturn ni»'! 4 ':'JtM|j <4 
ill' thn (birttT) ; CaininiV IvvpvHfa tSmuimu ba- tb» ftulut'*’ *4 flir. pt'oii." uU 
biuulbn; (rmjLSjinn’rt ln*n MtnbbHN 4 -tu*nitn Aui'imitr lt< I ;'ltp v. um t'Mir * nva' 
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iv. 7;i t). Wuml(’mb('rii*;i‘FM Pnloi* «bn“ Znun* 
(traf vnti iSavnynn, 7.uinnh, IHbH, in mi ii‘labotaf*‘ 
numni^raph in *1 vnln.* tliv lant ctmtamimt a >''‘1 
Incl-itm nf dinnunnulH iin4 cxtnmtH illnr.trat iva of 


of Vt‘vk t M Mi . Puitn. IV . V I O}, 4 ‘bn bini^ 
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momiKraph in 4 vnln., tlu« lant nmtmmm: a .‘ni ^ nuntlvH of Pnnf*-rbnrv or* 4 n' 4 n 4 Hp;atii.Ht 

l<'d.um of <locmnoulN.i..,l nlnr[s j ,4 ..i.H mliMni-.'l.lli.- 

iwlovy. yoHlM. M.U'.m-rO..'s^ , , IVi.r l.ol.t tUo h.i.h-iui.- uniil l.m 

iU‘df(miAn^!:b'tnmi(\vIuv!i wiinnublwluMiatf limu- ; . .o i t,;.. .o 

1 . 4 rrit. IHIMI); 'lo.v.v II I ll.ru'.. ,..'ut r.l lu« at- 

J’rut,Uoro’«Iiiruof.Sini.mdi,M..iitil.r( ; 111 mh«V. I.'nipto 1 '* lO'-.nuv In-, Iri.n-lj.t mu U. a u. li.T 
BiirimH’ War; Wliiiiiki'r'a lliat. uf Ui.-tniumil" «>■'' ta I'.Ml !" 1 .“luluii, in r. -il tu 1 iinnun, 
Bliiro ; Doylc’H Offieiiil llartiimgt', iii. 1 1 1 IV!, i ! aial in *■' lluninun. Hut itu' kuigH 

ib l». K. I tdlbiin tnnf vv iih no ;»mn*nH*i. 

FETEE (W AtaunuuNbicp {tL IPbHf, , IS 4 m* vvnn of tlin Knpindi limypm 

‘bmbop of llmifnrd, wiw a Savnyani nf Id^U (*’/n v, UP, * Atn, 4 nMnn idiMina utnonuit 1 , 
rank (^natinnn BurgumluH,^ Flm^n //iW. ii. and mmb' no nllorf to rarry on t bn luinuiu* 
4 H 0 ), and belonged to a muinr bfnnnh nf Ihn ntmtion id' bin in pnr tnn.^ Hn wan htill 
houHO of tlui lordH of Bna»t;nn» vimnmntH of tbn kioKpa 'Mimniat nomudtlnr/ and nontmiind 
tlni TartmtaiBo or vaUiyviif ihn uppi'i’ iMoivin nlowdir' aHmmntl tn tin’ nrrvinn of thn tnmrl 
Savoy, and poaaoRRorK of (*(mHulnmhbu‘Htat(‘f 5 ninloftln* tpimndH nindon tff tln*Nn luttnr 
.in (inusivandan (AlnNAbUHA, Ik>H i^nt/iurH Pninr nf Savoy ifpv'Pi now nhindy lypro** 
fm/aks <Mns Im Alp('H ]}\), ' Hnntnd tbn fannly in Pnfdand, 'Flio bishop 

4 U), 4 tPi). TUo youn}^(‘r branch of tho hon.'^o | of Ib rcford vvitiic,o-.od tlw pmnt tnad«^ 
derived ita name from the fntf of Abruo-' prince of the carld*»in of Ibebmond in PiU^ 
blanche, also situatod iu the Tarentami*, and whr, early in PP IP, d'mpatclunl with luin 
Foter aecnas to have b(M‘n a mm of the yoimgnr ; on iv ndmPnm Ui Knmec. 1 'bcy win'i' coiu- 
hrother of Aimoric do Brian^on, who\vaHtho minmoncd toanuoninn* to the Poltevme laith- 
hcad of tliehouRoafter IPdd. Tito Urhui^onH fnl in the Kni^linh canw tin* npcedyarrival 
were closely attached to the riaing fortnncrt ' of linnry 111 in mi-ic troop.H for tin* pro- 
of the house of Savoy. Accordingly, Peter jcct»*d war in Poiton* and to nog*>tiat(' for a 
of Aigueblanche became the clerk of Wil- inamage het wtM*n Bicbard, mirl of Pornwali, 
liam (if Savoy, the warlike biahop-cdect of Henry llPabrnthctMindSiinchtaPln* yoinigcr 
Valence, one of the mimerons Hom of Count , Hiatcr of C^ucen Filoanot. 4 ’bc bldiop nhowed 
Thomas of Savoy ; Matthew Ihiris dcHcrihcs ! groat activity, manctiincH a!otn% wnnciiin(*« in 
him as 'William’s ^familiam clencus ct pwH ' conjunct ton with Pct(*r of Savoy. Ho «|Jont 
curator expensarum’ {Mut M(tj<rr^ iv. 48 ). moat of the atunincr intlnlcniic, at Ilonhatux 
lie accompanied his master to Eitgland when ■ and Bawia, where Ibmry IH now held hie 
the latter, in 1236 , escorted Ms niece Eleanor ' court; but Ite alao fouinl time for a hasty 
of Provence [c[. v.] on^lier journey to Eng- journ<*y to Provettce, wlmrtb on 17 dtily, ho 
land to become the^wife of Henry III, and and Peter of Savoy Higru’d at IVraHcon the 
was thus brought into close contact with marriagts treaty for the alllatme of Itlchard 
the English king. William left England in and Banchia film act w printed liyW'tlE- 
1237 , an<i Peter probably accompamed him. STHMinmoKE, Ptter H mn Frtm/en^ iv, H 7 , 
But on his master’s death at Viterbo in Ho- * and in OtiuiAElo and Ihiowm, IhaumimH <» 
vember 1239 , Peter returned to England ■ Bif/UU dl il 14 il; AIooiJ^PKJU, pp. 
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I’ctt'r 

40, tht^ m'uI «U'thM liUlmp | 
atlixod to it). On 17 Au.iO ut' Aiipij*- ! 
blanclu^ was asrain witui'sstni;' (hu'uuanits in | 
Guiaiina. !!,» prolKnltly n^turntnl in Mnj.!:liuul i 
■with Ui'nry in Oclnlxa* I'dl.’l 

A an th ( n‘* nf th«' ('iiiMni’.H uualt'H, Bi>nifatn% ^ 
biHhnp-(4(M'l. of U(‘ lay, had htaai in I'JU ' 
iioininalad to t.ht' of < 'autt'rhuny hut ho ' 
did nott appoar in hhip’lnnd until t‘.!U. In ' 
th(^ iuhn-val l*otor of Aiponddaindio iiototl 
art hirt a^'oait in hhuchnnh roooivlnp' in ItG.'l 
pin'mirtHirni In rortith' in tho arohiopiui'npnl 
manor at. Ijambolh, and in tin' nniuo your J 
appointing’, an Honiiaooa prootor, tdVunnln 
Ihroii'^lnnit. iho nrolihialvopric of (*iud»n*hury 
(VV/a/iV'rt/nO’y /Inno/a, p, I X\), llo hIno avuibul ; 
lumrtolf of liirt pn?7ition to pay mnno of tin* 
dt'bi.rt of hirt old innst(*v, Williiini (d' Shdonoc*, ; 
from t.ln^ aroldoj)iMoopal riunlM. Whon at. ; 
l(m<>'th th(* papal oonsonl waH‘';ivon t*> Ihvni” ■ 
faoo’rt ('loot ion to ( 'nnlorhnry, Pot or wan in- , 
Htnu4(‘d to rtolotnnly Innnl iwvv to him tho 
pnllinm st'nt frotn ( In* papal oonrt on Bd April , 
121 1 (UllHUMa, tV I 1 1\ . 

■yol. i* Nort, oKd, 5S<0. t h\ Ibntifm'<»’n arrival ! 
in I'hij^'land In' asrtot‘iatod him.aolf olo loly 
with Ih'ior in dofonditif,;’ Iho hinbop of 
clK^rttnr, WilTuun of Kn.loi|.';li Itpv,!, from tin* 
immodt'rattv dioploasuro of n(*nry. 'I'ln* ro - 
Hult/ wart a broatdi hotwotm tho Kinp; and (In* 
Savoyartl hirtln^pH, who wi*ro ImoKod up by 
tlu', popo utid by tho rtt riotor (dorioal party, 1 
I\4nrw(mi, with Hirthop Waltorof ('anli‘htpo, . 
to romonrttrat-i' with llonry at lioa.ilin,o% but 
Ihmry Had to luJinbm to avoid thoir‘ wlndo- 
rtonuMidmnnit-ionH ’ (Matt. Pvuih, iv. ‘dS.\ ' 
2'.) I' 5), llonry was stton, luovovor, followod 
andridmkod. Hoiiilmn^ wrotottt Pt*(or, ’ 

him to piTHo.voro in Ills n'lmkon to t.ho hittf( , 
(ib, iv. 207-8), and at. last llonry p;avo 
way. I 

towardrt t.ho t'lid of 1211 I V( or wont Ih'- 
yond Hoa ahni^ witlv tho binlntp of \\h»r(*o.rt- 
tor, tho ar(dd)irthop«olo{a., Ihutilano, Mat (how 
Jhms tnalu'H a giamli myntory < 1 !’ tin dr ‘ rt('oro(. , 
buainoHrt’ (ih, iv. hut tlu'ir inaiti obj«M*t, 
was to vim t tho popiMd. hyon.H ninl nitVnd 
the cotirudl t.bona Gn 15 Jutn 1245 Ihud- 
faee Avas conmuTatml at Lyonn by tnn<i- 
ceut IV in peiwm, tho two HngltMliM)ishnprt 
ftrtrtlrtting’. T!,io mmncil waw opo, inal on 28 j uuo 
and cloHod <m 17 July, Potor athmdod itH 
sortsions. Wlnm tlu^ popo ^(rantod t.ho hou 
of Oant(‘rbury t;ho lirsttruitH ol all vaoant 
benoficfts within t ho pr< )viuc for Hiwon ytnu'rt, 
bo made tho blrthop of Horidord oollootor of 
this unprecedoutcvi t.ax GY;, iv, hOH). Jointly 
with Archbtrthop Boiufaeo, Fo.tor rtuanvod o*u 
behalf of Ilcmry III tlio lioniaf^o of Count 
Amadeus of Savoy, and grant'd him hacJc t-hn 
castles of Bard and Avigiiano, and the townn 


1 Tti-r 

of SuHu mid Suint.-Munrioi* in t ho Xhilais, [ins- 
Nossiiins wliii’h Amudons ooinh^si'ondod (.0 
Indtl oft ho Mnidish liino; tn rol.tirn fora, yiuirly 
pi'nsion [of. litit/a! Ao/Zor.^ ii. 2d0 1, in which 
Botorp;ivoi4 liniry 11! nansons why t.lio hold- 
iiij.f of iho lonlship oftho.'u* Alpino nussos will 
ho to tho udviintap’o of Isnpjaini). Potor 
rooidvod .M'v<*rnl marks of tin* popes .spooial 
favour, anmnjT o(h<*rs tho right of not ad- 
mitling p.npal provi: ions unloss t.lu* ladls 
oNproa.' ly niontionod lluit tin' provision wan 
prnntml not w ithstmidiup; tins m>noo.‘"iHion. 

In Oohdun* 121d Potor waaoonnniMsiimod, 
jointly with Poti'r of Savoy, to treat for 
a prolonp;al ion of the trnoo with h'rnnoo. 
At tin* aann* time b<*, was ompownrt'd witli 
tin* Hr<*hbi,‘.liop of \“ork to oloar up a po.;- 
nihb* irropufurity in llonry 11 P.s innrrinfp', 
by roa/.on of a proooulrm*! hi'fwi'on him 
and Jttan of Poulldon. It. was tint, until 
:’P March P’ol that Peter protnmneod in tlio 
cHllimlral of Soini tho piipfil rntit<*noo which 
mdlttiod (in* procontniot ninl validalod (fm 
marriap ‘0 of llonry and I'lloanor ( \\ iiuaniM* 
aiuanm, vol, iv, Nns. 21:', 2lhM. In l2o(), 
iN'lor, lilvo ttianv other Pnglioh harutni and 
pn*latoa, took tlio ('roi-s, with tho vii*w of 
ddlowin*!: Saint Pouinon h^^4 (’ntsado ( ,\I aut. 
pAtuH, V. 2'"' I, lie took, however, no stf*pi 
to carry out lii.s vow. Il»' was still beyond 
s<*a when (ho parliament met tn tlotolii'r 
l2o2. lie returned to I'hiplnnd with Boni- 
fnoe oti Is Aov., and joined tlie arehbi'dmp itt 
n tierce ((unrrel with W'ilHaut ot* Purtipunn, 
hiHliop-elect of Wiiu'hesterpmeof Henry 1 1 IM 
Imlf-brotbers. 

In Anj,*;ni!t 1252» Petf*r ancouipatued 
Henry H! to ( biscony, and himtly occupied 
hint.self with the idfaira of that. di.Mlrncli'd 
imndnco. Ho pnnlaht'd (he marauding of 
aome Welsh .soldiers ho Moverely that (’of* 
tain of the Ihiglish harons, (bt'ir lords, 
threatened to leave (lie army iih, v. 'IPib 
His name almost, invariably appenrH in (he 
Ih'Hl. plnee on the numerons letters patent, 
whicdi be witne.sseil nbont. this time (e.g, 
AWes f/nscoas, i. 270, 271,272), It Imn bt'en 
inferred tiuitbe wnsin (*onHe(|uence (berlu«*f 
of the khigM rouueil in Hascony (MimNiHUi 
p. BH), but it is e.lenr that his pre<*(*dencc is 
wimjdy due t.o Inn epi.seopal rank, Towards 
the and of the year Peter waa sent on an 
itrtjmrtant miwHion to Alfonso X of (katilo to 
lU'gotlatn the propo.rtcd donble marriage of 
bhlward, tin* king’s mm, with Alfonso’H Hinter 
hhmmor. and that, of Beatrice, the king’a 
daughtt*r, Avith one of Alfonnok brotlmrH. On 
Petnrk ndurn from Toledo, Henry confirmed 
IfmuctH at Bn'/rts on H InJn 1254, Tn conrthh'- 
ration of Iub * gravid expenaeH atn! labours and 
hia laboriouH emhaHny to Spain/ Henry re- 
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initlinl Pi'li'i* an oltl In I Hr tr‘*vMt 
tUK)/., I’THiUrtl him flm 
Hhrtkpshirr mnmir.s utul mahr lutn' a .* !$: 
nftlinM' titiiHofiinsrim ^Mm* \ v fAn '• ,, 

i. J]05, Ii07), Pi'trr Wa.'M hr lh‘M in 

i)f Walo?;, Irthiiml, nml 
tht‘ king'a Hull hkhvanl uu II 1‘Vh. 
i. IJOll), llr tlum rrtnnu'il in S|«ii,in HJ'h 
John Matiarh ruul on Mh) |‘’,M r nr 1 n 
tnaUy witli Alioimif nt Tolmio. hy \\Kn'|i fin* 
(lastiliuu yirhlaJ np Ito.' jnv'^-r-'hj 

clainiH on C Insrony. In Oofohrr hr u so. r. n!i 
llnury n(, Bonh»unv, jnMf h(*forr ih*- Ion, 
riMnnhni'kaiion tor hm^^ntnl Ur wh - fh- jo ?- 
(loHpu(t‘h(Hl, ahmji'wlth llriuy MrSti n.jor';,. 
hiHhoj) ijfJ^hnhrun^ Immoriii l\\ who, in 
M.iurh L’ol hml ^*,Tnnti'fl timNiojlnin Uir 
to I hmry 11 I'm yonni*''rr mou* 1‘Minntnl >',* 
.UANCASTKlt, UlOMPN'Ii^ KvULol*, l‘Uo 1;' •(', , 
and WHM now t hnaitmiim*' to noolo* th'« rt'.ro 
if }u'l|i worn not Himf (o him in Im ■Jm,".'!*- 
tif^alnst MuidViHl IVfor waa |,;tvrn },i:i 
]H)W(‘r.M tolmih Bnf Inmuaml diw! ni \n|»h't 
in I)iH-mnl)('r, and IVlor of Ai^:nrtdiinrhr 
coniphvtotl tln^ ni'^'ot inf loiH with lnmt,nmi'rt 
Himntwor, Ah'xaudnr IV. Un B Apnl ]:Vm 
A hjxarnhnMlnly (‘onfirnmd ihngmnt of thr 
Bmilian Uirono to HdummI on amm-whar 
Htinifj^nut' contlitmiiH. Ih' alno mutlo nanrirn 
of gTantn oi church rmnmuon in Hughiml to 
provnlo Homy with fumla for |ntranmg H,i» 
TuuntrH clainiH, Aimmu thcHi^ wna a tenth 
01 oeciloHUiHtical mvenuen nccordinjLf to tho 
now and atriot taxation. 'rhU latter had 
originally bwm atinigncd to the rmnudo, and 
1 ottir had m l^rgj htum anpolnlnd with othera 
to collect; it and hand it ov.^r to tho king 
•when ho went ^ Bna(Hi 4 w, (W, i\tpui 
ZetterH, l ^79). IIioho cxactionn worn ro- 
ficntcd with extraordinary hittmantHH hy tlm ' 
Ji(n|]ChBa prelates and nionaHtoricM, and tini 
majority of the monaHtic chronieJem acctiMo 
1 cter of Aigueblanelm of being tluf author 
of their ruin, Peter’n nicthodH of prttcnrin ^ ? 
money wore certainly characterised bvmucl ’ 
chmanery.^ According to Mattiunv Vmnl 

(Ilwt. mmtw tt nWl in * ■* 
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/rr’ rn^v . : ' iuaiimnv rarm 

hll) ,) ;j^ nmk (kinnosa 
proditiono I'^pwoopi lIuri>ft,r(l()n«iM') ami tlm 

f omdltT I*""™*'"'! 

from the king blank charters, acalcd liv 

at Kome with pledges to pay huv ■ aumH tjf 

money to various lirm a of l.’bwntlnrar 

thrnonfl°'”^7T 'idviinctiil mtmuv to 

the pone on Henry’s account, Moat oftlm 
English bishops and monaateries wotij ctm- 
eequently called upon to pay sums of mmiey 

to Italian bankers, Peter Hooiri« rn 

on°‘r&nt ttt 'London 

English bishops, and to have subBcquently 


* r'‘hy'’ "'ih h U* rt UiJfit* ttf 

t' r*' V ^ \r’' “ ' ' 

^ ^n- i j }L ,a r-toi* 

i ni’Cim foerm.: fh- rn„'h'ih U, ff,.- mri.,,. 

* firndm' I- .,t 

^ tind |:,.!’i-d n I', toAu!! u*d*’miv 

■* ilMmdMMi fh<’ h ;hqt nf |;„td , M 

^ V, tce, I, ly,, 

’ \tMaU-i inrfqM l.■■udMfu and, Imn hU hv 
f th»’ ho«h.<|» mI r^'ii'.ird Ihtnund 

♦ and a|»|M(sdrd in ‘ho thy %, yq 

’ iVtcr^y.trov** tn \ hi ri„md»» flemi ti,'{ 

V "*'’.1^' tlm! Im< hitd Is’Uind 

I. thr Ijtj„*hfdi hi-Ji.-ir) fit pav M%n hiindrwd 

' ihunmttd UMYki fu ih.. |M|..v Mrmtwbdc, 

I ♦‘O-r cr*<»'ti*d to IrU'Uoh 'rtto'Cr uhio 

1 hi* war* l•mpMwu*4'd !•* i", di^'v! fimioiifh, He 
^ ^ fraudlt’d 4rm«*d, attd wut mtrnomdrd hv a 

J . band tif mmo-d umu ii>i. \ , ;.:M y Uarni a'd.U 
' ^ that h«’ tuok a huvr** »’4mr»' of ilto apaii iiii luti 

• own n wiird, 

i IVffW dot UHf rmnnin hmg in Kitylnml or 
i Ireland, lit l‘*hfl h*’ wnn ii\ftun in Un’i’ony, 

■ , wlwfr Im ach-d mt d*'|*nty thr I ho nrw dnko, 
ivdwarih Un If Jtjm hhfh |i«t f*H'«dvod a 
; Jotror of tfmnk'* from Umrv for hi?* municoM 
tn UftM'on)' ti'Of/rrn, i, ,‘t7U. It appofira 
■■ Irtmi tlnathiit h«i wir* oondnofing ininoilitrit 
I n«*gointt inna with AlfuiHo i*f i ‘uiiihHtnti willt 
i ihMhnxufnhmu Hut ho WiiJi now* of poll* 

, df*ymia wingid* inn! wioi iiiofottvor iittimknd 
' p*dy|uw ill hsui tiitoo, winch diiligiiriai 

hw hum, ^ lilt wiiv roinpidlml fo fid' ire tn 
*vIn«t|adUnf to luM'iifod, MiltllioW Paris W’* 

' jniccH iHilnctuitly in tlm hi^hopV iiit.'^ fort iiinw, 
and si*na in Ina * #|iiiiimfui dtHoa'S’is * tlm |udg-' 

‘ I AAf/or, V. 

j Ilut idtlmr nxtiggnmfcd 

I Her «ftomphuufM,of the Mont politer doidnw 
ulro «pecdy miro, In tlm miniiimr of 
ikoH I tdnr was in Havoy, anil Imgitn lit* 

^ fmuidatum nt Aigmdmllq wlni:li hi, com* 
j plntod ww'cmi yniirn 



rotcr 6., Peter 


wnn in in l‘J(»i , wlinn 

hi\ WHH niu' of Ihran pnrHtmn on lln^ 

ldni’’’M part to p«nn])rnnrtM'HOin(‘ disptdo.s with 
t.h(‘ iMirona ( Am/, (Mvn p, 1 ). 1 1 is past, his^ 

iory lUTi’ssurily inuilo hmi n royalist partisan 
(hirin^f tJio hurons’ wars, and his honlor tiin- 
coHt% wlioro tin' nuuH'hors and Llywolyn of 
WnJ(‘H tonic oppositi* sidos, was oNposod to 
tho fima'ost nulhui’HtH of tho strifo. I/ato in 
12(W Llywolyn throat onod Horrlonh and 
IVtopj on tho protovt. of n tit of tin* fpait, 
kopt- himwtdraway from dan^t’or at. t douoostor, 
whilo providini’' tho onsth* of Ili'rofonl with 
pirrisoii a.tnl provisimisa In ,1 mu' kdtJ.’J Ilonry 
viHittal lloroldrd and wroto anprily to iho 
hialiop, r,onipluinii4»’ that ho fotind in (hat. 
<nt.y unit (an* hiahnp^ doan, otlloial, tior pn'- 
l)ondari(‘s ; a.nd tho h‘ftor poronipt<»rily or* 
dt'nul him to taln^ up his n*si<!»mi*o In his 
cathodral city uinha’ pain of lorfoifnro of 
tompnralitd's (Wilkins, fWo/Z/V, i, 7<»n, 
Ihdor was forood (o fsonply; hut tho ro.snlt. 
just itiiHlliis worstdonrs, Wdton ro^pdar lios- 
lilit.ios had hrolnm out in May I2hd hoi\vomi 
.Mont fort, aaid tho kirifp ho was f.ho v<'ry lirst 
to l)oar 1h(^ brunt, of Iho.sionn, Tlu' fairons 
Hwoopod down on Ilorotdrd, soi/od him in 
luH own catlualral, rohht'd him of his (roa- 
anro, shnvhis followors, and kopt, him a idosi^ 
priHijuor at I^lardtsk'y (hwilo ( /n/ar c/o da- 
tiqui/t p, 5,1 ; ‘itrsiiANonu, p, 1 7, RoIIn 

; Cotton, p. 111)). Tho ,Savt»yard (aimms 
whom Poim' had Introdnoml into llnuaitlnw 
dral sharod his hito {F/mrH iii/iL n. -iHO). 
.’Mvon tJm royalist (dironiclor Wykos (p. Ill), 
though ndmkiu^'’ tho ha.rons for sucrih'iJi'iouHly 
assaulting (bars anointod, admitH that Ihdta* 
had made hunsidfodious to tho rmdiu hv his 
intiohirahlo oxatdimm. 'fin^ inarchor Imal, 
John Fitasalan of (Hun, now Hidj?od Ikdor’a 
caatlos at Bishop^H Casth* ami Lodhnry 
North, and, biang on tho king’’M niilo, was 
(iiiablod^ to hold thoin until tim bisliop’s 
death, 8i,x years aftm’wards (W/i/wM AM//, 
p. xxii). A'loreover, Uarno L’BsI.rango, cas- 
tellan of Alont;gomtw,y, took viohmt. possoH- 
sion of three townslups bfdon|k(ing to Ced- 
bury North, and alienated them ho 
pletely from the s(>e that in the next nd,!<u 
they still btdonged to Llywelyn of Wales. 
As both these inarches were on the king^s 
side, it looks as if ^ Peter was made a scape- 
oat of the royalist party. It is probably 
nring his present distress tliat Pester aliem- 
ated all claims to certain churches which he 
had hitherto contested with Bt. .PeterM Ah- - 
bey, Gloucester (Hut et UarL Mon. (Horn. 
ii. 276, 284, Bolls Ser.) 

On 8 Sept, the king and the barons patclied 
up an agreement, and Peter, with his com- 
panions in misfortune, was released (Fkm 


Hist ii. -IKI ; PisuANomi, l)e AV/Al p. 14), 
Ihdort^ tln^ your was out hr actunnpanied 
Hmu’v UI to awuit tho urbil ration of St. 
Pouts at v\mions ( /•Vmvw Hint, ik .hsi ; K’.isn- 
ANuiiu, I)v />V//o, p. 17 ; A//}/, 
plj. I id. 17ip, Afltn* tlir miso of Amimm fu^ 
Hi ill Itngyrod on I In' ('onlimmt-, binng dts- 
gustt'd with his unnily (!ioc.«\S(\ whmst^ toni- 
puralilios wort' still Inrgt'ly wilhdrnwn from 
-us coutnd* lu hohrtuiry 1751 In'ohlaiiiod 
frmti tho pono an imluhp'uot'. (had, in oon- 
sitk'rnt ion (O' his imprisonment, and fin' ofhor 
' ills ho hud suIIItoiI * nt< tin' Inunls of I'ortaio 
HOUH of umloiliotion/ In' should not, bo oih'd 
bidbn' any ordinary judpp' or papal logatt' 
without spei’ial nmndato (Bliss, i. -lit)). 
Afti't’ I ho Imltloof lio.wt's ho was with (Mn'i'U 
I'Joanor ami t ho ox ih\s at Saint-t hnor, hoping 
to otfoot an invasion of Bnplnnd (‘ Ann, 
lauid,' in Sitkuh’h (7/noi, t/ luin^ard I nml 
AJ/av/zv/ //, i, t>l, Pidls Bor.) 

Bofbro dm tiiinl trimnpli of tho royalist 
(*ainns Pot or rotirod to Siuoy, and tn'V(**r h'ft 
ap;nin hin nativi^ vulloys. Ho Iiad always 
kopt iipacloso ooimootion with Ids old honio. 
Bi'sidos his aiM'i'st ml ostalos ho Innl aopuio'd 
Hoinoo<*olosiasd(‘a1 proforimmt in Savoy. Up 
to Pjrd hohold t Ind duniat* arioryof Vnlmout 
in tho diocoHo of Uolloy, w uoh'tn May PJoo 
h(' oxohangoil for dm priory ofSainti'-f lAloin^ 
<h‘s MilliAros (Bliss, i, 101). On 7 Hi'pt. 
1255 Bonifayo granti'd to tho lU'w prior dm 
ciistloof Sal at (‘-11 /done, (o ht^ In'ld of him 
an a tiof. 

it was iu;w that Ik'tt'r puhitshi'd tho 
HtatntOH for Ids colhvgz' of canons ni'iir Aigni'- 
ladle, and omnplf'ti'd tin' const raid ion of tIm 
huildingH (h'Hi iimd to n'oadv*' it. lb* dodi- 
calt'd Ids foiunlation l>o St. datln'riiu', and 
eatablishod in it a provost , pri'cembir, tia'a- 
auror, and tmi other canons, live of whom 
w<*rc inuawarily priest h, and wlio wm’o to 
pmTom the Hi'rVitu^ according to dn^ \m\ of 
Boreford. Tlm^ statu ten, dabHl 21 April 

1267, w(we pnblinhod for tln^ first t,ime by 
M. Mngnier (pp. 261 1B7), who points out 
(p, 211) that Pidtu' pointedly absl aim'd from 
obi inning the sanction or recognition of his 
acts from the bmhop of Manrlonm', the dio- 
cesan. Boon aftimwards ho <lrcw up his will 
To hknopluiw, Peter of Aigueblaimha--who 
had Mucceeded to tln^ lordship of Brian^.on a nd 
thejmadship of tlu^ Iiouse, ami was at a later 

period the favourite frimid o f I Mtor of Savoy* 

luj left nearly all tfie property that was not 
beqneatlied to the college of\St, (hithorine. 
The witnosHos to the will includt'd siweral 
canons of St. Oathcrine’a, lie died on 27 Nov, 

1268, and wai buried, aa he had directed, in 
his collegiate church, where, In the flfteent.h 
century, a sumptuous monument of broiiise 



\V!UH ororttMl nv(‘r Itiw 'flu* 

mant niul Kn^ut' purl nf ihi^ rhurrh^ wn-r »i«- 
Htroyotl durimr th«’ Fnmoh It r* 

(h'HcnbtHl luul partly ti^unnl in’ Avolr.t i’l-v;rK* 
)iviu. 'riio Hurvu'iti|t port ion jWinn.i th»* 
pn»8('nt- rluirch Uautbai-^. 

lH‘spiU' IN'trr’.s avtl raputati<ai, Ii«' 
woof af lilHn’ulity m\ only at 
but also at Ut'n'lurd, wluua' lu‘ \MVi n hln rul 
Ixuiuiaclor of tlu' ratlu“imL If lio parbi-d 
1k(^ (^linptor with bin kiuafnllu ho f.!iow« fl ul 
in ror(‘ing lum-ruaihont unuona fo rr wif' t-’V 
luilf lilu^ yiMir in tho rhurrhos whorr thry lu'l*! 
apirbiMuhiiml in inaktnf.(tlunn prnor.nl t.» thr 
^'radonflu^y ordt'rs niH't'saury fort hoir rluuv t*. 
In 121(5 hin nuw HtnttttoM on tlu"'>o 
duly rc'cinvi'd papal rontirtnuilon i .li o-, 
i. 220). Ill' was oobdiral rd iti tho tdtnroh *‘f 
lUu'oford for luH lutijjf and HtrounouN d*'iPtu'o 
of Uu^ Hla'Vt.ioa of m'o and idtaptor nj'uio't 
Miho citiJsouH of Iloroford and otlnn* r*d»rl 
apiiuHli tho ohundi.’ Hi' liout^ht, tin* nnuuo' 
of Ilolmo Lacy and g’n\o it to Ida church, I 
appropfbdud tlu^ (diurch of UiH*klit»|,di»n to? 
th(^ troaHurcr, gavi^ mitrca^ and clndicc, vr^u ^ . 
luonta and hooka, and varioun rcthn i.UoF 
nantiron, vl. 121(5). IN'tor uI.ho hd'l land t pro* . 
during two Imndrod huahcU of ctu*n for tho 
(dorlm of tlio cathcdruL and m much for 
1ho ]ioor of tho city. Ah ri'garda the faUric 
of hiH church, ho in HonnoimcH reptuod to he 
the huUdiwof tho hiHUitiful nortli^wont trun- 
B(‘,pt of IInrid‘ord Oathodrul, though in ita 
proHimt form it; in clearly of later itato. lie- 
tween thia and tint north tnul of tho chnir« 
aialo lie onuitod a Humptuoun tomb for hii»« 
Hiilf, wliich rmmiinH tho oldeht. monuinout to 
a bishop of Ilendord, and in certaitdy the 
most striking uionumont in tho catduulrjil 
delicacy of tho detaila of t he Hculpturo 
is thouglit to BnggoHt Italian ratlu*r t-hatt 
English or French niDdolH. Tint biHhop ia 
represented in tho eJligy with a hotird and 
moustache (lUvi-nuut, Fmti 
pp. 176-7 ; MonmnmfallmrnpHtmtif 
ford^ p. 8). The raonummit is ligiired in 
llavergars ‘ Fasti 11 orofordonHOH,’ plain xtx. 
It is not clear whotlior it remained a cinio- 
taph, or whether, after the very cimunon 
custom of the time, some portiona of the 
bishop’s remains were brought from Savoy 
to be placed within it. It was generally )m- 
lieved at Hereford that the bmiy lay thnrei 
and the heart in Savoy; but the reversii 
seems much more likely. 

Bishop Peter’s younger kinsfolk wcris 
amply jsrovided for in his church at Here- 
. ford. ITe appointed one of his nephews, 
John, to the deanery of Hereford. After his 
uncle’s death this John claimed his English 
lands as his next heir; hut it is not clear 


fliiif !^ ' if'-'-'d. d Ml I';;, •kin. I M Vd 
^ ^ o p. L *M. in t!i*‘ Tnrt'ii- 

nc U'l : hi f Iih infiiTl- 

\'>'i f MM, In ’■ hVfChrf, Vnofimr 
ituninof, 'd“ dnivc fdm 

liwny ff , t;n I h*' t haO''? m|‘ | L-rrf (fd. llnw* 
iifi rip]‘» .d f.» lt'»up hr \\ u i rrin- 

ifr.l (.S: , /f Kwii, idwi, A'u.) 

Ur In' i burn I ni I frrflnj’d, 10 H ti’iohurui' 
hi'i unrh'' uimunnuO, Ib-uti Jnlm firriU'iHl 
fur In. iv'ph-v", and Fniuin'i df* Fnrn, 

th'*' (huv. h .1? Ih*^eu». :U'd in*, r.n h f.» timl 
Jl U(|-. h<u„ L' J-rv f)ir dj'H'r.r (if llrfftiird 
wff. ri'l *<f fhr li'.iO'*! ‘ r»ri!\. undmu "t/ An* 

♦ ulii'i' ti*'phi-W id f hr h''dp‘p, Jnfur 1 (if VttUir- 
ht'0?'-hr. ;l . ur.'hd.'’n’/'‘n id' Fulnp ;utd rnUdU 
nf I Ir'od'i'vd. u}id nuFi^rt *'d b\ Innntn'uf l\* 
to ludd ti hru’du'*’ tn pl'tridOi Ml bind its 
hr r‘’'idfd sO fLrih'fd ,\n.i puf itrav. in 
til . id b«"r l•h^r♦dt»• t » IIj r<'!, !. ’:h ef. p. dr.'M, 

in 1 f'hii, b'tur w r, L»» 1,1, -ri ulhnu mI h \ •• \i'nr'f 
b-uvr Ilf nh'-i oi'r f‘« fif ud\ I As i, ^.'5 i. ( Uher 
ILusdhrd dull’ wrto fi» IWphrUa, 

Aiunm and \uu«‘n‘% id' w Irini tlir InfO'r, 
\\ hr iMH-unu" rhuiH'idinr nf ILutdArd, ptu*'* 
ftrnu'tl luuuiidr oi 1 *d»5 (•' I hr nrtdditdmp 
nf 'rjtriinfiO'ir Idr fh»* lurddup rf IL’Kintym 
nn ln*ad nf hif*. huudv dAwnhcr.'i 

ptntr /VoAOidr Hdi/fync tirn #//*<» r/e 
TtiVMlMttiriM, I***'!"! h 

Nnr wun'M f !»r In-luiph' lAIrr hui’JMlk 
Iridinl. Iliu br*»tb*i\ fhr oirrk, Mustrf 

Aitn*uh»', wunun I d 1<5 pr-uuiM'd hv IL-nry lU 
H bcoidiri' u«ul!i ; i\l \ murk ' t /ihAvnus, 

I, Idd). 

[Krunrid*! Mugah’fd Lr^ Miurvurdn uij Angle* 
(<Tm an XI IP nuhdi* rf pMU’i'r ♦rAn'm'bkmidte 

l(IhiiiiftU'’'ry, IHIU'M in ii cuisdul |iM»»k Jh.if cnlliHdn 
nearly idl that ii kntmm uh.iuf Piduru curmn*, 
and givuH t'tiinpbd 0 In til*' Muvnyurd 

Huth*iritic»i, nittl n n»*»Kf. vutuulib* npptnidist <if 
iimdiliHl ducnmunis, fh*mgh it nu,vM'’'i Hurm* <»f 
tho Kiiglinh luiihMrii'M’n, nud d<««iM not idwayu 
disentunfd*' ffmgrupby from th*' gunurul 

history. WiirHUtnitfornuFfi FfOtrdur Zwiotod Imf 
von iSiivoynn (4 Voln, Ifnru, IHUfl), ulno tunUiUliM 
im|MirtmU noticos of P«inn% and in tho fourth 
vohimo an nppiuutiic oforiifinid doinmomf many 
of which illuntrufr Iuh tnuou'in 'fho idui'f origityd 
- «mirc«*s imdudo Almthow Purihk flint, Major, iv. 
v.mul vi.,Annidon Mouiudioi, i'lMru'H HiHrorininitiu 
Bart, IJottom, HiHhnngcrd lltMi, Angh (nil in 
UidlsHm*.) ; Eiponntw |C»j|l of Bishop Hwinilrld, 
HiHhnngtir'H L’lmui. do Hollo ihoih in {.Vimilon 
Hor,)j HymuPs Ko*dom, voh h ; fkirgor’ii Hogw* 
trcH dMnnowiit IV, IHHL do rKcolo frumjaiMO 
(lojtome; Ikutlmst’ii ItogoHla Pont. Ilofuim. ; 
MpiMtidm a ling. |iortt. Horn, Umw hi,, in Monu* 
manta Owmimian Hisit. ; lilmn CalwHliir of 
'Pa|wl liegistcrs ( pupal let tsirfi)* vol, I ; PnmclHqun 
Michers Hhfc» tlnmnw, in Ihrumciit* ImhlitH; 
ICavepgarH Fanti HerufurtlwwrH ; Ee NuvFh Fiwti 
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Eeel. Angl i. 450-82, ed. Tlnrdy; Godwin, J)c 
Piu'sulibiiH, 1743, pp. 485-6 ; rhillutt’N Dioooaan 
History of Hereford, pp, 76-82.] T. E. T. 

PETEB OP loifitAM {Jl» 1200?), cliro- 
nicler. [Seo Ioicuam.] 

PETEB MABTYB (1500-1563), re- 
former. [See Vkkmjgli, Piptko Maktiiu3.] 

PETEB the Wru) lioY (1713-1785), a 
prot6g6 of (Icorge I, was foutid in 1735 in 
the woods iKijir llatuuUn, about twenty-live 
miles from llano ve.r. In the words ot con- 
temporary pamphh3t(Hn‘S, he was obstnwed 

* walking' on his hands atid ftud;, climbing 
trees like as(piirnd, and feialing on grass ami 
moss.’ In Novtnnber 1735 h(‘. was d<;posited 
in the house of corn^diiou at Zell, and in the 
same month ho was pin'.smittul to (hH)rge I, 
who happened to be on a visit to Hanover. 
The king’s interiist aTid curiosity were ex- 
cited ; but tlu‘, wild hoy was not favourably 
impress(Ml, and escaped to his wood and took 
refuge in a lofty tixui, which had to be cut 
down b(vforo he was r('captiired. In the 
spring of 1736, by thti king^s command, ho 
was brought to ikigland and H^.xhibited to 
the nobilit.y,’ The boy, who app(aired to bt^ 
about fourteen years old, was baptised and 
committed to the care of J)r, Arbuthnot; but 
he soon proved to he an imbecile, and could 
not be taught to articulate more than a few 
monosyllables. In the meantime the cre- 
dulity of the town had been put to a aovero 
test. In April there appeared, among various 
chapbooks on the subject, a pamphlet (now 
rare) entitled ^ An E'uqiiiry how the Wild 
Youth lat-cly taken in the woods near Han- 
over, and now brought over to England, 
could he there left, and by what creature h(i 
could be suckled, nursed, and brought up,’ 
This work, after demonstrating that tlie 
phenomenon had be(m jiredictt^d by William 
Lilly a hundred years helbro, discussed the 
question of tluj wild boy’s nurture, and re- 
jected the claims of the sow and the she-wolf 
in favour of those of a she-bear. Dean S%vift 
arrived in London from Ireland about the 
same time that the wild boy came from 
Hanover, and on 10 April 1726 he wrote to 
Tickell that little else was talked about. lie 
proceeded to satirise the popular craze in 
one of the most sardonic of his minor pieces, 
*It cannot rain but it pours; or London 
strewed with Rarities, being an account of 

* . . the wonderful wild man that was 
nursed in the woods of Germany by a wild 
beast, hunted and taken in toils ; how he be- 
haveth himself like a dumb creature, and is 
a Christian like one of us, being called Peter; 
and how he was brought to the court all in 

VOL. XLV. 


groem to the groat astonishment of the 
quality and gentry.’ This was followed at a 
short interval by a squib written in a similar 
vein, and probably the joint production of 
Swift and Arbul hnot, entitled ^ The Most 
AVoudtu'ful Wonder that ever appearf^d to the 
Wonder of the British Nation’ (1736, 4to). 
’riie topic? was further exploited by Defoe in 
* Mere Nature doUncMitec, or a Body with- 
out a Soul, being Ohsorvatious upon tlie 
Young Eori'ster lutcdy brought to town witii 
suitable applications’ (j73(J, 8vo). When, 
in 1776, Jami?s Burnett, lord Monboddo 
[cp v.], was preparing Ids * Origin and Pro- 
gr(?ss "of Languages’ he soizcal on some of the 
most grotesque? features of Swift’s (h*M(!n])(ion 
of (ih(5 wild boy, sucJi as t hat he? m?ighed dice a 
horse? to ex])resH his joy, and pr('SS(?d tlu?tn 
into the sc'.rvici? of his theory of tho lowly 
origin of the human race. M on boddoh com- 
parison of the wild hoy with an ourang- 
outang is extremely ludicrous mid 

Pm/rm of Lani/nm/e^ i. 176). As soon as 
the first «?x(item<?nt about Peter had sub- 
sidc?d, and it was est.ahlislu^d that he was an 
idiot, ho was boarded out with a farmer at 
tho king’s ex pense. He grew up strong a, ml 
mua(?ular am. was able to d») manual labour 
under carciful supervision ; his intelligence? 
remained dormant;, but hed(?vt'Jop(?d a strong 
liking for gin. In 1782 Monboddo visitocl 
him at Broadway Farm, near B(?rkhampHteacl, 
wlmre he died in August 1785. A portrait 
of the ‘ Wild Boy,’ d(?picting a hamlsomcjold 
man' with a white b(?ard, was (?ngravt?d for« 
Caulfit?ld’s 'Portraits of B(?markabh? I’er- 
sona.' A manuscript poem on the' Wild Boy,’ 
called' The Savjigt?,’ is among tlie manuscripts 
of tho Earl of I’ortsraoiith at llurstbourne 
{Ilut. M8S, Comm. 8th Bep., App, p. 66). 

[Wilson’s Wonderful Charncters contains a 
long account of tho ‘ Wild Boy/ with various con- 
temporary descriptions and a portrait. 8c(? also 
Timperloy’s Encyclopaedia of Printing; Swift’s 
Works, ed. Scott; Granger’s Wonderful Museum ; 
Monboddu’s Origin and Progress of Linguagc ; 
Arbuthnot/s Works, od. Aitkcn, pp. 167, B'H, 
475 ; Notes and Queries, (5tb ecr. vol. x. ; Wil- 
liam Lee’s Defoe, i. li.] T. 8. 

PETEB, DAVII) (1765-1867), inde-- 
pendent minister, was born at Aberystwith 
on 5 Aug. 1765. When he was seven years 
old his father, who was a ship carpenter, 
moved to New Quay, Cardiganshire. As a 
boy he showed great quickness of under- 
standing, and when he had studied for some 
time with the Rev. David Davit's of Oastell 
Hjwel, his father, who was a churchman, 
wished him to become a clergyman. He pre- 
ferred, however, to join the incfepenclents, find 
became a member of the church at Penrhiw 
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Eccl. Angl. i. 459-82, ed. Ilrtrdy; Godwin, De 
3'msulibus, 1743, pp. 485-6 ; Phillotb'H Diocesan 
History of Hereford, pp. 70-*82.] T. F. T, 

PETER OP lOKHAM (/, 1290 P), chro- 
nicler* [See IcKEAM.] 

PETER MARTYR (1500-1562), re- 
former. [See Vbemioli, Pibiko Mabxikb.] 

PETER the Wit-D Boy (1712-1785), a 
prot%5 of George 1, was found in 1725 in 
the woods near Hamelin, about twenty-five 
miles from Hanover. In the words of con- 
temporary pamphleteers, he was observed 
‘walking on his hands and feet, climbing 
trees like a squirrel, and feeding on grass and 
moss,’ In November 1726 he was deposited 
in the house of correcbiou at Zell, and in the 
same month he was presented to George I, 
who happened to be on a visit to Hanover. 
The king’s interest and curiosity were ex- 
cited j but the wild boy was not favourably 
inmresaed, and escaped to his wood and took 
refuge in a lofty tree, which had to be out 
down before he was recaptured. In the 
spring of 1726, by the king^s command, he 
wasbrou2fht to England and ‘exhibited to 
the nobility.’ The boy, who appeared to be 
sJ:)Out fourteen years old, was bajptised and 
committed to the care of Hr. Arburhnot ; but 
be soon proved to he an imbecile, and cou].d 
nOt be taught to articulate more than a few 
monosyllables. In the meantime tihe cre- 
dulity of the town had been put to a severe 
tesh III April there appeared, among various 
cfiapbooks on tihe subject, a pamphlet (now 
rhr^i) entitled ‘ An^Elnc uby now the Wild ; 
Yc'thh laijely taken in tfie wooda near jEIaa- : 
ioyei?,, >ndi now brought over to Erkitrland, ■' 
'-(souldl be there Jkffe, anclhj what; 'Creathre'he 
be suokijcd^ riursect, and' 'brofloglbit up/ 1 
'Thih'work, atber'clemonstrating tiat tire 
|'4!'jriiOmeimha4boeii'pr€K(i.ated. p/ William ! 
iL;ii,H;f,a hundi?<id''7f!(aW' heibra, ttiijcciSsec: ishe ■ 
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green to the great astonishment of the 
^lity and gentry,’ This was followed at a 
short interval by a aqiiib written in a similar 
vein, and probably the joint production of 
Swift and Arbuthnot, entitled ‘ The Most 
Wonderful Wonder that ever appeared to the 
Wonder of the British Nation^ (1726, 4to). 
The topic was further exploited by Defoe in 
‘Mere Nature delineated, or a Body with- 
out a Soul, being Observations upon the 
Young Forester lately brought to town with 
suitable awlioations' (1726, 8vo). When, 
in 1773, James Burnett, lord Monboddo 
[q. V.], was preparing his ‘ Origin and Pro- 
gress of Language,’ he seized on some of the 
most grotesque features of Swift’s description 
of the wild boy, such as that he neighed like a 
horse to express his joy, and pressed them 
into the service of his theory of the lowly 
origin of the human race. Monboddo’s com- 
parison of the wild boy with an ourong- 
outangis extremely ludicrous (On^*>i and 
!P)rogrm qf Lmgnag^^ i, 178). As soon as 
the first excitement about Peter hadl sub- 
sided, and it was established that he was an 
idiot, he was boarded out with a farmer at 
the king’s expense* He grew up strong and 
muscular anc. was able to do manual labour 
under careful supervision ; his intelligence 
remained dormant, but he dieveloped a strong 
liking for gin. In 178:2 Monboddo visited 
Jiim at Broadway Fam, near Berkhampstead, 
where he died in August 1785. A portrait 
of the ‘ Wild Boy/ depicting a handsomeold 
nmn with a white beard, was engraved, for# 
Caulfield’s ‘Portraits of Remarkable Per- 
sons/ A toanuijcHpt poem bn the* Wild Boy,’ 
cali.ed ‘The Savage,* is among the manuscripts 
cl tbe Bari of Ifortsmoutib at llurstbo’o,rhe 
^ {Mkt Comm. 8th Ro]?., App. ]}, '63)., 
jWilsoir’s Woederfhl 'Characters contaimi a 
, longawiint 'Of t:ie ♦ Wiild Boy,’ V'lth viilouii ren* 
temporary deicr iptioim' anct a portrait. 6o(i> lilm 
. ^m.oerley’s Incydloiisedja ,of Printiiat; S'W.fi’g 
Wol•ka^e4'^ .Seottii Gmuiis^r'h Wondl«wfi6:Mii^ttm ;; 

W|;i:i3 an^l ,J^»es0 of i 

ed. Aiwa, pp* 3/7, 

,476, ii, l^otes snd','ftr;eri'es, ,'6;th mi n-r'Wiil!- 
llam'iUdirDfifoo, L ‘hj , T, ;B„ " 
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PKrBB, ■WIM.IAM (lyUH-lsriS), iHili- 
tloian and poet, bom at Harlyn, St. Morrvii, 
OomwoU, on :J3 March 17KK, waa tlm ol.kwt 
800 of Henry Beter (d. I8*il ). who mam.« ,on 

24,Junel78iAnna Maria, youngtwtilaHgbtor 

of Thomae Hone of l'mteell«kl, Monttiouth- 
flhire. lie matrieulatod from (Jliriatl’hnreh, . 
Oxford, 27 Jan. 1803, and grwlnatod B.A. ; 
19 Marchl807, M.A.7 Deo. H'H). After living 
for a fewyoars lnlj0ndnn,whemlm wimcallwl 
to the har at Ltncoln'e Inn on 2H May IHia, 
W returned to Wa native county and witlfd 
on hia property, which had been mtwth aug- 
mented by W marriage, llabeeame a Jimtioa 
of the peace and deputy-lieutenant for Own- 
•wali, and wae oonairionoiia amonp; the country 
gentlemen who agitated, foteletrxjtal reform, 
men the dose 'borougha in tlmt county were 
abolwhed by the ftriH; Reform Act, he wm 
invitJdl to Btam;l, for tl» enlarpid ooKatitueney 
of Boclmin, anti wairetotniid at the heaii of 
tU poU on 11 ileo, 1812. .He «at ■until tto 
diaaoWion.of parlament o.a 89 !)««. IRWi. 
but. "the erthwna® for reform huKltlnm dKindl 
ifwitY, an<- he ' refimined from' oont««t tH f 
Ooiitttueaoy. , .'dooii after that <k>te 

'Contliieavtj iwid (itow 

iima’wg hi# bodffl or in^ tlw eompaayp!,' um 


I’ctor 
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Trf nvnn-‘4 nnul hi ; *h nih, Hf iIpmI tit Phila- 
t44t. wii« hnriwl iia 

fhnvFhi.nj'4 74' St. IVirr, a immu- 

f.i In wm in'«n'tF«l nt tlwint- 
tfo-ii-tr nf H ninnhm' nf iIh* iF.nling riiaww. 
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Irt'Uorfrom mt fa-M.l’. to In* late f*'"**'^ 
tiioiilB, containing a .Hkorl Hevinw^of tlm 
Ant* of the Whig 

"lid edit. IK13, ft. ‘ SS ilhani font, mini Ike 
Oernmn of SeUlUer/ with note* “d 'I luatr^ 
tioua, UeiikdlierK, Ijidlt; 2nd leltt.. i;‘"' 
1SI17. 7. ‘ Marv Htnart, Imm tint (lermaa 
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niacences of his native pariah are in the 
'Complete Parochial History of Cornwall/ 
iii. 33L There was printed at Philadelphia, 
in 1842, a Yolume of letters to him from 
Job R, Tyson on the 'resources and com- 
merce of Philadelphia, with Mr. Peter’s 
answer prefixed.’ 

[Foster’s Alumni Oxon. ; AUibono’s Diet, of 
English Literature; IJoaao and Courtney’s Bibl, 
Cornub.il. 463""4, 1310 ; Bohho’s Collect. Cornuh. 
pp. 7*24-5; (*ent. Mag. 1853, pt, i. pp. 441-2; 
Mrs. B. J. ITale’s Woman’s Record, 2nd odib. 
pp. 870-1; Parochial Hist, of Cornwall, iv. 
61-9.] W. P. C. 

PETERBOROUGH, Ear ns of. ^See 
MoiiRATOT, Henry, second Earl, 16f4P“ 
1697; Morbaunt, Chari;bs, third IiIabl, 
1668-1735.] 

PETERBOROUGH, Countess oi^ [See 
Robinson, Anastasia, (L 1755.] 

PETERI OROUGH, BENEDICT of 
{(i. 1193), reputed chronicler. [See Biot- 

BIOT.] 

PETERBOROUGH, JOHN of (/. 1880), 
alleged chronicler. [See John.] 

PETERBOROUGH, WILLIAM of (/. 
1188), theological writer. [See Wiixiam.] 

PETERKIN, ALEXANDER (1780- 
1846), miscellan(‘.ou8 writer, was born on 
28 March 1780, at Macduff, Banffshire, of 
which his fatlier, ^\'illiam Peterkin, was 
])arish minister. ITis father was translated to 
ijeadhills, Lanarkshire, in 1785, and in 1787 
to Ecclesmachan, West Lothian, where he 
died in 1792, Alexander’s education, begun 
at the parisli school, was completed in Edin- 
burgh, and he closed liis university curricu- 
lum as a law student in 18t);k In' this year 
he was enrolled in the first regiment of royal 
Edinburgh volunteers, feeling with Scott 
and others that the time needed a strong 
civilian army. After a full training in the 
office of a writer to the sii^^net, Peterlnn was 
duly qualified as a soUcitor before the 
supreme courts (8. 8. 0.), and he began his 
professional career at Peterhead before 1811 as 
‘attorney, notary public, and conveyancer.’ 
He was sheriff-substitute of Orkney from 
1 814 to 1828, when he returned to Edinburgh. 
For some years he combined journalism 
with his legal work ; he was connected with 
newspapers in Belfast and Perth, and ih 
1888 he became editor of the ' Kelso 
Chronicle.’ ' A whig of 1688,’ Peterkin was 
a strenuous and unsparing controversialist, 
and had occasion to test the advantages 
accruing from a splendid physique and a 
ruiUtary training, lie left the ‘ Kelso Chro- 


nicle’ on 27 May 1835. In his later years 
he was known as a leading ecclesiastical 
lawyer, while still devoting his leisure to 
literary work. He died at Edinburgh on 
9 Nov. 1846, Peterkin married in 1807 Miss 
Giles, daughter of an Edinburgh citizen, by 
whom he had two sons and five daughters. 

A lover of literature for its own sake, 
Peterkin numbered among his friends Scott, 
Jeffrey, Wilson, and the leaditig contem- 
porary men of letters in Edinburgh. He 
was a vigorous and lucid writer, his earlier 
manner being somewhat florid, and his ])o- 
lemical thrusts occasionally more forcible 
than polite. His writings on Orlcney and 
Shetland may be consulted with advantagij, 
and his learned and systematic 'Booke of the 
Universall Kirk’ has a distinctly authorita- 
tive value. 

Besides numerous pamphlets, miscel- 
laneous papers in many periodicals, and an 
anonymous tale of Scottish life, ' The Parson- 
age, or my Patlior’s Fireside,’ Peterkin pub- 
lished : 1. 'The Rentals of Orkney, 1820, 
2. 'Notes on Orkney and ZetlancV IB22. 
8. ' Letter to the laindowners, Clergy, and 
other Gentlemen of Orkm^y and Zetland,’ 
1828. 4. ' Scottish Peerage,’ 1826. 5. 'Com- 
pendium of the Laws of the Churcli,’ pt. i. 
1880, pt.ii. 1881, supplement 1886. 6, 'Me- 
moir of the Rev. John Johnston, Edinburgh,' 
1884. 7, ' The Booke of the Universall Kirk 
of Scotland,’ 1889. 8. ' The Oonstitution of 
the Church of Scotland as established at the 
Revolution, 1689-90,’ 1841. All were pub- 
lished at Edinburgh. IhMorkiu also ecittul 
(kaham’s 'Sabbath,’ with biography, 1807 ; 
Robert Eex'*gaason’8 'Poems,’ withhiography, 
1807-9, reprinted 1810; Currie’s 'Life of 
Burns/ with prefatory critical review, 
1815; and ' Records of the Kirk of Scotland/ 
1888, 

The elder son, Abrxanbi!1B Pftiwtn 
(1814-1889), was successively editor of the 
'Berwick Advertiser/ sub-editor of the 
'Edinburgh Advertiser,’ and on the stall 
of the London ' Times,’ from which he rc‘,- 
tired about 1B58, owing to uncertain health. 
He published a poem, 'The Study of Art/ 
1870. J ^ 

[Information from Peterkin’i second son, Mr. 
W. A. Peterkin, Trinity Edinburgh, and from 
Mr. Thomas Craig, Kelso; Scott’s Fasti Eocles,; 
Cursifcer's Books and Pamphlets relating to Ork- 
ney and Zetland.] X. B. 

PETERS, CHARLES, M.D, (1695- 
1746), pbysiclam, son of John Peters of Lon-^ 
don. was bom in 1695. He matriculated from 
Ohnst Church, Oxford on 81 March 1710, 

graduated B. A. in 1718 and M. A. not till 1724. 

' 
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Dr, Uicimrd Mmd [t|* v,’} mirmirHuml l»im tu ' in fl»p Hn? 4 h^>li rlinrt’lit wiw tnmit 4 » nf Hi, 
atud}nnrdu'iiP\ft»tilrnthiinnrnpyMf U*»wfdHit4, «*t»rnwft!i, from 1710 to 

rtlitin prlnro|Wi print t‘tl at V^^r^ntn in Uu‘'5t>, of 17D'», \^l5rn In* wa;« !»? Kliaihrthy 

that Dfitin pumn of Hi»*rnnymtmKrH-*pat(»rin''j Introm-M Mohun, tlm rnrfury of Hofonmm 
mitithHDSynlulw/wliirhhnHprnrhlrtlitMh’ni' in f!ml rMiint). llo tlif*ri‘ until 

liliu namu'fur a hm|( fit*rir-u4’ |wlh*»lu^thml 17l*‘hHpnl duruu^ hn unniiuhruuv huilt tim 
phrnmnuntu iVtrw |mhlmluMl an mlitinn of aoufh fr*mf of flio lOil |nir'*'t|Uim**luniH(\ with 
* Hyphilin aivu Morhua DalliruK* in 17‘nK If thn hniniui U, tin !ti linn, 172.1 

w a quarto tlnnly prlnt»Hl hy .Omah IlowyiT wsr* im4nnf**4 to tIm rortimy of Ilriit- 

aitlm Iloau in St. Paura (Imrrhyarth ami . ton <1*»vrlly» IhumMltirn, ami in X<n-mnhur 
luiH a portrait of Fwwatnrhta ongravoO i»y ^ ITlIl wan nppoinfo4 fu ihn rortory of Ht, 
V Oft no for front iapimm. Tlmrontonta of thn ■ Mnhyti in h\n nnfhi' rounty* liohlinpf hnth 
tkuUcalicm to Mond indioato that Dm tuimi of prtd'ormmifri nut tl hi:« di’iii h. ' 1Vi t!ii» jHior ijf 
tho (alitor WfW morn oroupitnl witli lifnrary St, Mahyn Im W'ii«v«’ry rlmnfahlt'; amt htnnK 
than with ntmmtifio (pmntioua, for fho only ' httm»rlf nnmarrouh !u‘ mltiraftnl tIm two 
alluBum ho makw to tlm rontrnta of ^tlm ' oUlont fan^i r^f lii^i «4iior Urotium, Ilodi«*dat 
poom ia to orthr omondattotw t*f lltror lim*H Sf. Mahyn on U Frh. 1771* mid was tmriod 
(bk, in van DHl and 42H and hk, iti, von 4 1 h : in liio rhanool of flu* |»»ri;4i (dturoh on 11 lAd), 
Iloiamud tnhavoKraduatod M.lhiM Loydon i A porfmil of him in oila ladtmgod to Arthur 
in 1724| hut hU nam(( dooa not ii:»p*»nr in : Fowpor Uanvard if|. v,; 

Pua<’0(dPs Mndoxd Ho was (4ort(‘ji a Und* j ll'toru kmwv llohroW' wrll thy titn nn- 
trav(4rin|( follow on 12 Jnly I727>. and thmumuio Pohvholo ho worn oallod * tho first 
Itraduatod MJhand M.D.atDxfordonHNov* ' ll»‘hrow‘ *»rholar in Enropo D. and at Ht, 
1712. lu 1711 ho wiiH ftppointod pliv’drian- : Mahyn ho wn^ at»|i* to purom hk aiudios 
extraordinary to tho kii^and wim olortml a ' without iniorrnptmiu la 17hi Im puhlklml 
fellow of the (5ollo||o of l*hysh4anH<»f Eondon „ * A Eritioal DiHwrfaftMn on Hu» tkamof Joh/ 
on Id April I711hmwhudi yoarlu^ waa also ' wlmndii h»« oriDin«‘d VAarhuritmk lUTount, 
aiipointedphyaician-goneralto tlitMtnnv. Ho pro\ori tho hmdis antiijuity, and th‘mon-» 
waft jlmician to Ht. Heorffek Ihwpifiil fnnn ■ atratod that n fntnro atato wan the jmpuhtr 
April 1711 to F(tbruaryl74‘(handwnw It oonaor 5 Wmf of tin* anoiiott 4inv.s or UnhrowH. A 
intheO(dlep:oafPhysituansin I744;hut illnoHa ' mrnttd oditi*m,rorr«'rtod and with a IrnKiby 
prevented li’imfromHorvinghiHfull period. Un ' profrnm of tiitmty pagoi, apponriHl in 1717; 
publbhedinthe4%Uos(iphioalTranHarttotm* , Hm profmm was al«o kam*d msiaratidv. War* 
(v()lxliu.)ml744-r)4The(1aKeofaFursonhit Imrtnin in tint iiotoM to tIm * Invlne fayathm 
by a Mad Dog/ a papiron hydrophobia Jn of Mosra/ always wrofo mintomptuonsiy of 
■which he expre»«a» $, favourable opinion m lh4ora» llm rotori of llisimp Eowlh itH'he 
m the naefttlmwa of warm hatha In that ■ lattorV la4ialE in his printed letter to Wa^ 
disease,^ lie died in 1^741. There an^ two .' burton {I7tlf»h tinit Hht( very learned 
lettm in hia hand to Sjr HanaBloawe in the | luid imreniotiH }a*rsoit/ Mr, Peters, bad given' 
British ACuaeutn referring to Ida fellowship. ! Ida antngoidat *a Hornkh hug/ from which 
rManusoriptnotas on the EadelifFc Travel ling ’ b^^wonldlm sore as long an he lived. IHm 
Fellows by Dr, d. B. Nias, kindly lent by tho i '/‘thlwhetl m big) « An Apptoulix to the 
author; Mnnk’s Coll of Phya iL 141; FesdeFa i tMtiral IHwimiiition on ioh.jgiving a Fur- 
Alumni Oxon.; London Msga^inc, 174^, n. *iap; i thar Aceonnt of the Hook of K(u4esittMt«/ 
Gout. Mam 17404 p, %U ; Works; Addtr. M8. ' with a reply to wime of Warhurtonk notes; ^ 
4055, ff. 106. 107, in Brit. Mum] N, M. and m I /till ho w»w putting the fiwkhing 

- touehia* to a tmiw elal«»riif e reulyi which wai 
I never t»nhlkhfub hut dewuuidtiE to Ida nephew 
' with hii othw iiianiweriptm 

After t!m dimtlt of Feterii, in iccordanc^ 

I with hta two yoa» pro* 

yiouilv ’ a volume ondsiiirinoiii was printed 
in I77B by Ilia nephiiwdcmathai^ vimrof St, 

; Olomnnt, near Truro. Home oxtraete from. 

^ tha private prayera* iiuiditatloiw, and lottotft 
, of Dnt«ri art! in Folwliidtf* * Blcigraphieal 
■ Skatoliti* (I app, pp, 17 -214). 

and Courtmeyk Bihh Corniih. I* 464^-%'; 
474'« § I Golh«sfcaMa Oornuh, p. 7ltTl _ 

4 Kxottr doll, Comtmwiri, p, 256; 

: Lit illwtratlotti. fill 631; FolwWifir 


PETERS, 0HAELE8 (I6m)-1774), tU 
brew scholar, bom at Tregony, Conwalhon 
I Deo. 1690, WM the eldest child of libhawl 
Peters of that place. The atatement In tin 
^ Parochial Hieuory of ComwalH(rtl 20B 4), 
that his ancestor was an Antwerp merchant 
who Bed fo England to eecaim peweention 
may be dismissed from co'milderatiom Hi 
w^s educated at.Tregony school under Mr. 
Dacldc), and tnatnculated from Exeter 
l^e, Oxford, on 6 April 1707, raduaihn 
B.A. 27 Oct. 1710, M.A* 5 June 171B, am 
V laemg a batteler of his collep from B AnHl 
1/ 0 / to 20 J uly 171^, Having been ordaind 
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Eiogr. Skeldiea, i. 71-5 ; Gout. Mag. 1795, pb. ii. 
p. 1086; Lowth’s Lobtor bo Author of Divine 
Legation pp. 23-4.] W. P. 0. 

PETERS or PETER, HUGH (1598- 
1660), indcpendenb divine, baptiaed on 
29 June 1598, was younger son of Thomas 
Dyck woode aim Ik^tors, and Martha, daugh- 
ter of John Treffry of TroOry, Cornwall 
(Boasb, JJibL Cornub. iL465, ui. 1610). Con- 
temporaries usually styled him ^Peters; ' he 
signs himself ‘Ptitor.’ His elder brother 
Tiomas is noticed separately. At the ago 
of fourteen he was sent to Cambridge, where 
he graduated B.A. in 1 617-18 as a momhor of 
Trinity College, and M. A. in 1622 (G AltniNKU, 
Great Civil lfro*,ii, S26). A sermon which 
he heard at St. l^anl’a about 1620 struck him 
with the sense of his sinful (tstate, and another 
sermon, supplemented by the labours of Tho- 
mas Hooker, perfected lus conv(irsion. For a 
time he lived and preached in Essex, marry- 
ing there, about 1624, Elizabeth, widow of 
Edmund Itead of Wickford, and daughter of 
Thomas Cooke of Pebmarsh in the same 
county (A Dywg Father's Leyaey, 1 660, p. 
99; iUbL Cornub, iii. 1610). This marriage 
connected him with the Winthrop family, 
for Edmund Head’s daughter Elizabeth was 
the wife of John Winthrop the yoiuiger. 

Peters returned to London to comp lete his 
theological studies, attended the sermons of 
Sibbes, Gouge, and Davtmport, and preached 
occasionally himsidf. Having be,en licensed 
and ordained by Bishop Montaigne of Lon- 
don, he was fippointed lecturer at St. 
Sepulchre’s. ‘ At this lecture,’ he says, ' the 
resort grew so great that it contracted envy 
and anger, though I believe above an hun- 
dred every week were persuaded from sin to 
Christ’ (Legacy j p. 100). In addition to 
this, Peters became concerned in the work 
of the puritan feoffeos for the purchase of 
impropriations. lie was suspected of hetero- 
doxy, and on 17 Aug. 1627 subscribed a sub- 
mission and protestation addressed to the 
bishop of London, setting forth his adhesion 
to the doctrine and discipline of the English 
government, and his acocjptance of episcopal 

f overnment (Pkyhnh, Fresh Dmovery of 
^rodigtom Wandering iStarSf 1645, p. 36). 
But, according to his own account, he ‘would 
not conform to all,’ and he thoiight it better 
to leave England and settle in Ilolland. His 
departure seems to have taken place about 
1629 Dying Father's Last Legacy, p. 100), 
In Holland Peters made the ac(juaxntance 
of John Forbes, a noted jpresWterfan divine, 
with whom he travelled into Germany to see 
Gtistayus Adolphus, and of Sir . Edward 
Harwood, an j^ngliah commander in the 
Hutch service, who fell at the siege of Maes- 


tricht in 1662. It seems probable that Peters 
was Harwood’s chaplain {Ilarlcian Miscel- 
la7ty, iv. 271 ; Peters, Last Deport of the 
English 1646, p. 14). About 1662, 

or possibly earlier, he b(3camo minister of the 
English clmrch at Rott^udam. Sir W’illiam 
Brereton (1604-1601) [q. v.], who visited 
Rotterdam in 1664, describes Peters as ‘a 
right zealous and wortihy man,’ and states 
that he was paid a salary of five thousand 
guilders by the Dutch government {Travels 
of Sir Wiilkmn Brereton^ Chetham 8oc. 1844, 
pp. 6, 10, 11, 24). Under the influence of 
their pastor the church spcHnlily progressed 
towards the principles of the iiuhvpendents, 
and Peters was encouragc^d iii his adoption 
of those views by the aijprobation of his coh 
league, the h^anual Wiliam Ames (1571 - 
1666) [q. v,],who told him ‘that if tluu’o 
were a way of public worship in the world 
that God would own, it was that ’ {Last Ac- 
pot^t, p. 14). Peters punched the fuiuu’al 
sermon of ilmeB,and had a hand in the pub- 
lication of his posthumous treatise, entitled 
‘A Fresh Suit agaiust Homan Ceremonies' 
{CaL State Papers, Dom. 1661-6 p. 216, 
1064 pp. 270, 416). 

The English government, at the inst iga- 
tion of Archbialiop Laud, was at this time 
engaged in endeavouring to induce the Bri- 
tish churches in Holland to conform to the 
doctrine and ceremonies of the Anglican 
church, and its attention was called t»o the 
conduct of Peters by the informations givtm 
by John Paget and ^tciphen Goffo to the Eng- 
lish ambassador. He had drawn up a church 
covenant of fifteen articles for the accept- 
ance of the members of his congregation, 
and showed by his example that he thought 
it lawful to communicate with the Browmsts 
in their worship. In consequence of these 
complaints and disputes, looters made up his 
mind to leave Holland for New England 
(IlANimiiY, LListorkal MemoriaU relating to 
the Lftdependmts, i. 564, ii. 242, 609, 372, iii. 
169; Cal State Papers, Horn. 1633*4, p. 
618, 1635, p. 28; Bnt, Mus. Addit, M6. 
6394, fl' 128, 146). 

As far back as 1628 Peters had become 
connected with the Massachusetts patentee'^, 
and on 60 May 1628 had signed their in- 
structions to John Endocott (Hutohinson, 
Jlistoiy of Massachusetts Batf, 1765, i. 9). His 
relationship with John Wmthrop supplied 
an additional motive for emigration, and he 
also states that many of his acquaintance 
when going for New England had engaged 
him to come to them when they sent for him 
{Last Lega(^, p, 101). Accordingly, evading 
with some difftculty the attempt of the Eng- 
lish government to arrest him on his way 



Peters 


70 


Peters 


from Ilolhitid. Potorn arrlvinl nt Boston in ■ 
Uetobt^r BIST) ( Mkt. ihii. oth nor. ' 
1211 ). 

On $ Maroh lt5H5-Cl Ito was atlmtftiHi a , 
frooman of MiiHSaclinsotts, ami^ on 21 Boo. 1 
following: was oitiiblifthod as ininiator t»f tbo 
elutrcb at Salom, From tlm Yt‘rv llmt lio ^ 
took a promiiumt part, in all tho tdiyw of tho ' 
colony, lio began by arranging, in conjunc- 
tion witli Henry Va\us a wwning between , 
Dudley and Wmthrop, in order tt,) elleet a 1 
reconeiliat ion between tbem. Ilia own views, i 
aawell as bis connection with the Winthrop 
family, led him usually t-o act in haruiony 
with Whithrop. In ecdtwiaHtical mattefa 
Deters was at this time less liberal than he 
suhaeqiumtly became. IBi disapproved ttf 
the favonr M’hich Vanti as goventor showcnl 
to Mrs. Hutchiiison, and publiely rebtihtHl 
him for seekiiig to rc^strain the detiherat.iona 
of the chugy, telling him to ctmsider hia 
youth and short 03Cjp(*rit!tu*e of the things i»f 
God ('WiNTiiEon, i/w/oev of i\Vm Effgknd, 
ed. Savageq i, 202, 211, ii49, 44ti), At the 
trial of Mrs. Hutchinsoji in November 10117* 
Peters was one of the chief aceusera, and 
endeavoured to browbtiat a witnesa whti 
spoke in her favour (IliTTOHiNHOJir, if/k/om ^ 
(fMamachmdU Bay^ 17(15, ii. 490, 5011, 5 lOg 
lie also maintained orthodoxy and ecclu-* 
siasti cal author ity by excomm umeat tug lioger 
Williams and otliers. and utiliw‘d the ex(Hui- 
1 ion of one of his flock to warn tho speotatora 
to take heed of rovelations and ttj respiwt tlui 
ordinance of excommunication {Ik I 420; 
Wimiiop, i. 836). More to bis credit were 
his successful endeavours to appease the dis* 
sensions of the church at Piscataqua, and hie 
indefatigable zeal in preaching (ik i.222, 225, 
ii. M; Mam, Ilwk Coll t?ra ser. lil 10(1), 
Under bis ministry the church at Balem and 
the whole community increased in numberi 
and ]?ro8penty {ik Ist ser. vi. 250). 

Ecclesiastical duties, however, occupied 
only a portion of the time and energy of 
Peters. He interested himself in the founda** 
tion of the new colony at tlie mouth of the 
Connecticut, and endeavoured to reconcile 
the disputes between the finglish settler® 
there add the Hutel^ (WnrTOnon, ii. a2)* 
Influenced by what he had seen in Hollanl 
he gaadi^ the economic diwelopment of the 
colony his roeoii all care* ‘[n one of Hs first 
sermons at Boston lie urged the government 
^ to take order for employment of people 
(espeeially women and children) ih §e 
winter tnUe, for ^ he feared that idleness 
would, be the ruin of both dbiwcb. and 
commonwealt;!' Ee went from 'fkm to 
]jiace ^ labouring to raise up men to li public 
of./spi^rit, . till hC' Oiijtained' sutisotip-,. 


tiiuifi autlirifuit tii tm font iho finhitig 
And * btnng a iiihii of a very pub- 
hc spirit find aingnlfir iniivity for all occii* 
Mouf*,' Im procured tUluw lo jidn Iiim m 
building a ydp, in *mlt*r I hat tlu^ coluiiisU 
mhtbt b» inducted by bia oXfimple to provide 
shipping oftbidrown. ^(in amuborootnwiou, 
wbon tlm etdemy waaiu for provi- 

sions, Dolors lanight tbo wludo lading of a 
ship and remdd it to tln^ ditlbrtmt commu- 
nitma, nrcoriliiig ftt flmir monla, at a much 
lower rato than tluy could ltav«» purcbasml 
it from tim mortdiants ( 1 /^. i. 210,221,222, 
ii. 29 b 

In 16U the fortuima of tlm colony were 
greatly tUh .^fod by tim rlmogod wtuation m 
England. Tim airmim of mnigration siopptKl, 
trudo docroftHod , and it wan llmugbt imees- 
j sary to aond throe agontM tc» England who 
shoulil reprnwmt tho rime t?f tim cedony to 
its rroditora, and up] nod to ila frionds for 
continued aup|a»rt. IhUiTS wan aohad’od as 
otm of tlmsr agimta, in «pito «d* tln^ oppod* 
tion of Hiidooott. Ttmy worn, alw* tdiargod 
MoJm^ rtoidy to mako*uao of any o]»por- 
t unity (htd ahoulil ollbr for tlm gtaal of the 
country Imre, na ali^o to give any advice 
as it Khoiihl be requiroti lor tlm settling 
the right form of church diwdplino tlmre* 
With thk^munhiimd cctdcaiiwticid and com- 
mercial miaaion D«Ucr« hd't Ni^w England in 
August I6il {Ik ii. f16, 87 b wucctuMlod 
in amnhng back mnmoditica to tlu^ vainti of 
5(R)/, for the colony} but finding the fulfll- 
mont of hi« miaaiou cibatructtal by thedis- 
tmetiema of tlm time, and his own means 
running short, Deters accept tnl tlm pjst of 
ehnplam to tlm fimtes ridacd by the tdven- 
turera for the wduction of Irelaiud, Fwuu 
June to Beptemla?r 1642 he nerved in the 
abortive expedition commatuhid by Alex- 
ander, lord .?orbe«, and wrote an luutount of 
their proceedings (* A True Delation of the 
Passages of Ood^s Ihrovidonee in a Voyage 
for Ireland . . , wherein every day’s work 
is iit down faithfully by H. P., an eyit-wit- 
ness thereof,* 4to, HBlj ei OaiiTn, Qmmdf^ 
'll 815} WiiMBMOKa, Memtiak^ iil 105)* 
On his return to England Peters sptedily 
hecame prominent in coatrovorsy, war, and 
■politics* Hi preaelitd agaiait Laud at Lam-' 
'beth, spoke disrespectfully of him dwrinff 
his trial, and wm said to have prop(ttOib 
that the • archbishop ihould be i)uniftl«d. 
hj transj^ortation to Now Englanc (Latro,- 
Worht :iT* SH, 66} Pwnki, (Imterh^rim^ 
pioom* 16'46, p* 66 A Copy ^ tM FtUtioi^ 
* t tk$ ArMmMp OmWhwy^, 
•mlsrem -dkmrm'wmi' h' 

; mo|r not h trmifort^d h^mi ike em~ 

Mew MmUr Bden^ 4to, 1642).- 
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He published, with a preface of his own, a 
vindication of the practices of the indepen- 
dents of New hhigland, written by Richard 
Mather ^q. V.], but fr(^quontly attributed to 
Peters fumself (‘ Church Government and 
Church Oovwiaut discussed in an Answer of 
the Elders of the several Churcln^a in New 
England to Two-and-thirty Quest ions,’ 4to, 
1643). In S(q)t ember 1643 the committee 
of safety employed Peters on a mission to 
Ilolland, there to borrow money on behalf 
of the parliament, and to explain the justice 
of its cause to the Dutch {CaL Clarendon 
Pajpen^ L !244). As a preacher, however, ho 
was more valuable than as a diplomatist, and 
his sermons were very elleistive in winning 
recruits to the parliamentaiy anny (En- 
WAKBS, Gan^/reenaj iii. 77). lies also IxMuime 
famous as an exhortor at the executions of 
state criminals, atrteuded Richard Oliallonm* 
on the sealfold, and improviul the OT)])ort unity 
when Sir John 1 lotham was beheaded (Rusii- 
WOBTU, V. »328, 8()'l). Jlut iti was as an army 
chaplain that Peters exi^rted tlui widest, iii- 
lluence. In ]\fay 1644 he acuaimpauied the 
Earl of Warwick in his naval expedition for 
the relief of Lyme, ireached a thanksgiving 
sermon in the ehurc4 there after its ac.com- 
plishment,andwaHComnuasimied by Warwick 
to represent the state of the west and tlu> 
needs of the forces there to the attention of 
parliament (CaL State Papere, Ihm. l(M4, 
pp. 266, 27 1 ). This was tlie prelude to greater 
services of the same nature rendered to Fair- 
fax and the now model As chaplain, l*et(^ra 
took a prominent part in tlu^ campaigns of 
that army during 1(115 and 16 16. Whonev(^r 
a town was to be assaulted, it was his busi- 
ness to preach a preparatory sermon to the 
storming parties; and at Bridgwater, Briatol, 
and Dartmouth hie eloquence was credited 
with a share in 1 nspiring the soldiers (Br hkkib, 
Anglia Itedimva^ pp. 77, 102, IHO; Vioaeb, 
Burning BmJi^ 1 646, p. 1 98). After a victory 
he was equally eHective in persuading the 
populace of the justice of the parliamentary 
arms, and converting neutrals into supporters. 
During the siege of Bristol he made converts 
of five thousand clubmen j and when Fair- 
fax’s army entered Cornwall, his despatches 
specially mentioned the usefulness of Peters 
in persuading his countrymen to submission 
(Sprtggu, p. 229 ; CaL State Papers^ Dom. 
1645«7,p. 28; Mmter Petefs Memage from 
Sir Thomm Fairfa^v^ 4 to, 1645). 

In addition to lua duties as a chaplain, 
Peters exercised the functions of a confidential 
-agent of the general and of a war cowespon- 
dent* Fairfax habitually employed him to 
represent to the parliament the condition of 
-his army, the motives which determined his 


movements, and the deUaila of his siiocesaes. 
Ills relations of battles and sieges were eagerly 
read, and formed a seini-ollicial supplement 
to the general's own reports. Cromwell fol- 
lowed tlie example of Fairfax, and on hie belialf 
Peters delivered to the House of Commons 
narrativiis of the capture of Winchester and 
the sack of Basing Ilousi\ (SiniiGGE, Anglia 
Itedima, pp. 141-4, 150 3). It wms a fitting 
tribute to Ida position and his services that 
ho was selected to preach, on 2 April 164(J, 
the thanksgiving sermon for the recovery of 
the west before tlu', two houses of parliament 
(‘God’s Doings and Man’s Duty,’ 4to, 1646). 

Here, as elscwlien^ in Ida sermons, he 
handled the political and social questions of 
the moment with an outspokmi courage and 
Hometinn's a rough which explain 

his popularity as a preacher. Do pleadivl 
for more charity hetwiMUi the sects, for less 
bitterness in tlu'ological (H>ntrovm*sy, and for 
mort' mu^rgy in the reform cd’ abuses and social 
evils. Among the indepmulents Ids infiu(uu‘e 
was great, and was styled by one of his 
opponents ‘the vicar-general and metrouoJi- 
tan of the indepimdeuts both in Old and New 
England ’ (EnwAitns, Oangrmmy ii. 61 ). But 
motle.rate num among hia old frlmuls in New 
England ludd that he gave too much coim- 
tenauce to the extremer ma{B^(M(maohmdtH 
Huit. )Soo. Coil. 4th ser. viii. 277), The pres- 
hytinhius generally regarded him with the 
strongest aversion, ‘All henv’ wrote Baillm 
in 1614, Maki^ him for a very im [)rudent and 
temerarious man ’ (Lettere^ ed. Laing,^ ii. 
165), Thomas Edwards eagerly siumtiidsed 
his sermons for jiroofs of luvnisy, and proved 
without difiiculty that they contained axpres** 
sions against the Scots, the covenant, and the 
king; and even iudeptmdcmts like St. John 
were shockiKl by some specinums of his pulpit 
humour ((Mngrcma^ id, 120-7; 7%tu*he 
Papere^u 75). No oue advocate<l toleration 
more strongly than Peters, but. his argumemts 
were rather those of a social reformer tlian a 
divine. He rc^garded doctrinal difibrences 
as of slight imjjortance, suggested that ii 
ministers of dlilerent views dined oftener 
together their mutual animosities would dis- 
appear, and that if the state would punisli 
every one who spoke against either presby- 
tery or independency, till they could define 
the terms aright, a lasting religious peace 
might be established (Pwbrs, Zmt I?s- 
port qf the Bnglkh Watif 1646, 4to, pp, 7-8). 
In the same pamphlet, which was derkivedy 
termed * Mr. Peter’s Politics,' he set forth his 
political views. ^ Now tot the war was 
ever, a close alliance should be made with 
foreign protestants, and at ^ home the refor- 
mation of the law, t]a© development of trade, 
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and the of the ^o,H|nd shnuhl he ' 
vigonuis.y taken in hand {Hi, pp. H UtP He 
added in avindiration eftlie arnty ,puhli deni 
in the ftdlowing year, a li^t (d* (went) neee^- 
nary political and aoeial refitrm.s (.1 Herd 
/hr the A tint/ ^ 1(J47 ; Hariemn Mmrliam/^ 
V. (K)7). 

Dnrieg the qnarrel between the arnjy and 
the parliament » IVtera acted thronglnmt wdli 
thi^ former, preaelu'd often at tte hendtpinC'" 
tern, and vigyrtnmly d<dem!ed itanetiotiH. He 
ptadeBted <m hie trial that he had not been 
privy to the intended aeixureof the King at 
llolittlv, nor taluni part in any of Hie arm^a 
<‘.ouncilx Jn dune HH" Im had an interview 
with (Iknrle.H at Newmarket, a mlwuH favour* 
ably received by ('harlea, wlm wna tf'ported 
to have naid *thal he had oftim lieard tnIKoi 
him, but did not ladieve he had that aididity 
in him he louml 1 »y hia dtacouraea/ Suhne" 
quently he Innl rnuMeHH t<» the. king at Wind* 
Hor, and, according to hia tovn atateinent, pro- 
pounded to luH majoHly tliree waya fo pre- 
H(\rve himnelf from danger ( UtiHiiwourn, 
Jiutoneal (ktlhefiutiH^ vu 57H, vli. Hid, tUd; 
Zmt Zet/aet/j p. lOH; IVm! of the Ittyteitte.^ 
p. 173; A (htifimiee heftiwtt the A7/n;\ Moat 
ZlxceMeut Mitjeaty and Mr, Peterm at iVew- 
marhet^ 4to, 1(M7). 

When the aecoinl civil war Itrokf' <»ut, 
Peters took the held again, and <iid gmid 
service at the aiegc^ of Pfunhroki' in prtumnng 
puns for the b(‘HiegtwH {Vemnirellmmi^ p, dHp 
He also ludpial to raiae troops in the hlid- 
land countieH, and negetiated, on helmlf of 
Lord Grey of Groby, for the Hurretuh^r of the 
l)uke of ilamilton at Uttfutoter. In New 
England it was commonly rtqmrtetl that 
Peters himstdf had capturecl Hamilton ( That 
Northern Jwfc///^wcr, 1(548, 4to; UuKNF/r, 
ZiveB of the JDukee of Ilamilton, ed. pp, 
491«3; WtJ^Timor, iL 430), 

Rumour also credited him with a Khare in 
drawing up the ‘Amy RemonstraruaH of 
20 Nov, 164B, and Lilburne terms him the 
‘grand journey-man or hackney-man of tlie 
army/ In the diacusaiona on the ‘agrtjmnmt 
of the people’ ho 8:)oko on the netieawty of 
toleration, quoted tie example of Holland, 
and^ urged the officers to * tame that old 
spirit of domination among Ghriatians ’ which 
wasthesource of so much persecution (Gakui- 
pR, Great Civil War, iv, 236; Clarke Papm^ 
u, 89, 259). The royalist newspapers repre- 
sented Peters as one of the instigators of the 
king 8 trial and execution, which ho doniod 
himself in his poat-llestorationapologies; but 
his sermons during the trial, as was proved 
by several -witneases, justified the sentence 
of the court. In one of them lie took for his 
text the words ‘ To bind their kings in ehaina 
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and finin’ teddrrt wdh f>f irnn/ and 

appht'd ( 'bm'h‘.4 the dmumrinliun of the 
kutg of Hnb\ !*m ui I'-jiiali \n’, IH IM) (fA it. 
;1H; CPvumM.u, iv. ;iiH, 3II; 'Trial ef the 
iifi/ividta, lip. li'Pp In hkn munuec Helem 
wuN credited with n part m mfu riving* Ihndes 
Purge/ tlnnigh all he did was fn relt'n.se two 
of tin* impn’i*metl memljerw by Fiurfax’s 
order, uml to ntonver the inenurieMof tin* rest 
ns to the ivnfhoruy by whieii they were do- 
tuined witli the wonte ‘ Hy the nowt*r of the 
MwonH tihvHPtM'i!, iv, 27/1 Towardw in- 
dividual ro\nle4:i relece often fshowed great 
kimlnoi'i, and at hr* trial m HhlP hewuHahlo 
toprtuloci^ cerfitienteM from the I’hud of Nor- 
wich and the Mnrqui'iof W'orecsttn* exprena- 
ing their f hunk M h»r htn »iervi(a‘:i to them, At» 
llnnnllona tunl. ah*o in Mandi HUlh IVters 
wnr^ one uf t ht' wit ne?< iism on hehnlf of tln^ dukn 
( Trial of the Petnrnirs^ p. l7o; Ur HNHT, p. 
Wu 

Tlu' e'-tnhli.'^hment of the repuhlte ami the 
end of the war eecmeil to. act Heter^ free to 
rtUum to New Kng!nmi,nud at intervalrt 
ainee ItPIo lie hml antioum’ed to W inthrop 
hm intention of einhurking ansoim artposHihle, 
Hi:< wife had hcfUi dcf.pntehed tint her lu 
Idh’f. * My spirit / In* wriUe in May 1647, 
‘ iheae two or llir«'e year.’** hath been reNllcHB 
about my May Imre, and not lung under 
heaven but the eiqieeial hand of the Lord 
could Stay nil'; I pray anaureall the country 
st>/ At one time, however, illneaH, at an- 
other the necessity of lirat di^qioalng of his 
property in England, at otberH the etate of 
public nffaira, prevent eti Iub de|inrlnre(4/fw- 
liiMt, Aar, tyi, Mh aer. vi. IHH^ I IH, 1 12 k Ho 
wnsulHu detained by the wteli to acMiM in the 
reeonqtieat of Ireland, whit lierlienerompanhal 
(/romwell in August HUlb Hetera landed at 
Hublinon 30 Ang., having been mit rusted by 
the gem^ral with tlie elmrge of hriiming up 
the Htragglera bd*t behimi at Milforn Haven 
(I UuniNnu, llietort/ of i hr Tamtmm wealth and 
. Prateetnrafe, i, 1 10), He wim one of Hie first 
toanmmncetlHHallof Drogheda ttH lie pari la- 
ment , wan presmit at tlm ca :it ttre' of Wexford, 

; and returned again to Kiigiaml in DdoluuMo 
j Buperiutend the forwarding of reinforeeinenta 
and supplies. Hromwell even eoinmisBiomal 
him tai raise a regiment of fool for atnwiee in 
Xftdand, but tlmt pniprt seeniH to Iiave fiiljen 
througln owing to Hie illnesH of Petcu'H him- 
self, and to some diflhmlties raised by ibo 
council of sttHe {(hnnKHt, Apkorimimtl /bk- 
cowry, ii. 262; CaL Ataie Pttpem, Dom. 
1649-50, pp. 349, 390, 4*’I2; VoNcHb ifny- 
ImiPM Shame, 1663, p, 75). F«tor« remained 
in Soutdi Wales durmg the spring of 1 650, 
employed in buHiniwsconneeital with the ex- 
podition, and in pewuiding the Welsh to 
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take the eng’ag'cmt^nt of adlu'ttsnee to t he par- 
liament {Cnmiwellimm^ pp. 75, HI ; WutTio- 
LOCKI3, Memorials, iii, !()()). took no part, 
ill the expedition t,o Sttotlund, hut ei'ema to 
have been prewent at the battle of \Vor<M,\s- 
ter, ae^d exhorte,d the aMHianbleil milit.ia ro^d- 
inenta on tht‘ ai'|ni(icanc(* of tlnnr victory 
(Garoiniiu, lUstonj of the (hmmonwealihi 
i. 445). According to tln^ Htory wliiidi lio 
sul)se(iuently told to Ludlow, ho ptuveiveil 
that Cromwell waa (^xeesaividy (diwat.od by 
his triumph, and ]U’(Hlicl.(Hl to a l‘vi('nd that 
he would main' himself king (Lunnow, iUc- 
moirs, ed. 1891, ii. 9). 

The fortuni'.s of Fetiu-s wi'ro now at. their 
zenith. On iiH Nov. 19 9) parliament, had 
conferred upon him by ordinance a grant of 
200/. ])t^r annum out of t.lu% forfeiled (^st aU^sof 
the Manpiis of Worci'.stt'r, and he had also 
beim givtm in 1(>14 the lilirary of Ardibishop 
Laud ( Lortls Journals^ viii. 582 ; Lttsf Lc/zoicy, 

104). According to his own statonumt, 
“h)W(wer, wind be had na'eived was simply 
a portion of Lnud’H privali^ library, worth 
about 140/. (/7a) Whmi .John Owen accom- 
])ani(d Cromwell l,o Soot land ns liis chaplain, 
Peters was nuuh^ one of tlu' eha plains of the 
council of states in his ])lac(' (17 0<‘c, 1050), 
and Huhsetpumtly lauvime "[Hununnently i'sta- 
blishcd as oiu^ of tlm pnauduo's at WdutidinU, 
with lodgings tlnn’o and a salary of 200/. a 
year (6V//. imitate Papers, Dmn. 1050 p. 472, 
1051 p. 72, 1051 2 pp, 9, 50). bViends from 
New England who visit, ( h 1 him there wen^ 
struck by his activity and Ids iutlucma^. ^ t 
was merry with hi m , an < I ca 1 h alhiin t In wV rcK- 
bishop ot Canterbury, in n^gard of his atten- 
dance of miidstcrs and g(mtlennm, and it 
passed vinw w/dl,’ wrotes William ( hddingti)n 
{Mass, Hist, Aec. f h//, 4th scr. vii. 281). d'o 
lloger Williams INhers ('xplaimal that his 
prosperity was mon', apparent than null, and 
confided tlio distnvss causial him by tlu^ in- 
sanity of his wife and its cOi'ct. on his public 
life. ‘ Ho told mo that las atllicl ion from his 
wife stirnd him up to action abroa<l: and 
when success tempted lum to pride, the bittm-- 
neaa in his bosom condbrt s was a coohn* ami a 
bridle to him' (Knowlhh, Life of Hotjer IVil* 
limm, 1B34, p. 201 ; Mahhon, Jafe of aM lit on,, 
iv. 555), In his letters In^ complains fro- 
(piently of ill-lumlth, (specially of melan- 
cholia, or, as it was tlien termed, * the spleen,' 
and both in 1049 and again in 1050 ho was 
dangerously ill 1 lis fear was, as he. expM‘ssed 
it, that he would * outlive liis parts' (Mass, 
Mist ISoc. Coll 4th scr. vi. 1 12). 

Whenever .Pe.iers was in luailtli, his rest- 
less energy led him to engage in mmry kind 
of public business. In Mandi lfH9 be pre- 
sented to the council of stati! proposiiious 


for building frigate's wddeh were referred to 
the admiralty committ-(*,e {Cal. tState Papers, 
Dom. 104'9 50). Om^ of the (piiistious he 
had most at lu'artwas t.he reform oft hehiw, 
Whihi in Mnssachusid.ts lu^ had twice Ikhui 
appointed on (jommitlees for drawing u]) a 
code of laws for tlu^ colony, and in Holland 
lu^ had semi much which h(> thought worthy 
of imitat ion in England. On 17 .Ian. 1052 
parliament appointe.d a commit tee of t.wi'nty- 
oue persons for the reformation of tlu^ law, 
of whom Ih'tm’H was one. ‘ Nom^ of tlu*m/ 
writes Whit.idecke, * was more uetivi^ in this 
business than M r. 1 1 ugh Platers, the miuistt'r, 
who muh'rst.ood Ht-th^ of tlu' law, but was 
V(U'y o]>iniouat ivepmd would freipu'ul ly nuui- 
tion soim^ proe(‘(‘<lingH of law in Holland, 
wlu'reiu he was allogellu'r mUtnkeiC (4/c- 
m(a*iftls, ('d. 1850, iii. 088). In a. tnud. puh- 
lisht'd in July lOfd, (mtithal dtond Whu'k 
fora flood INlagistrate,’ he sumnu'd up his 
sehmne of ri'ldriUM, proposing, among other 
things, a register of laud titles and wills, 
Mfid suggi'sling that wlum that, was (\sta- 
hlislu'd t he old n'cords in tlu'i 'fowt'r, being 
merely monuments of tyranny, mighli ht^ 
burnt (p. 00). If. Vaughan of Cray’s Inu 
answ('r('d his proposals In detail on la'half 
of the lawy/'i's, and Pryniu^ furiously de- 
nounced (he ignornru'i' and, folly Hlu)wn ui bis 
Hugg«‘stion about, tlu' records ()A Plea for 
tln^ Common Laws of Enghiml' lOfd, Hvu; 
‘ 'riie S<*(‘ond P/irt of a Short Dmnurrer to 
the Ji'WH long-cliseontinued Ui'uut.tiu’ inlo 
England, liy W’illiam Pry mu*,’ 1050, 4 to, 
pp. L0(i 47). In the same pamjddi't. Pi'tm's 
proposed the sc*! ting up of a hank in Loudon 
dki* that of Amsti'rdam, tin* I'slnbli.sluneat 
of public wau'lumst'H and docks, the insti- 
tution of a better systmu for guarding 
against firi's in London, and the addition of 
tin* Hutch sysli'in of providing for t.’ie poor 
throughout the country. UnfoH.unatcIy none 
of these puhliospiritial proposals led to any 
pract ical resull. 

Peters did not limit his activity to domestic 
affairs. During the war with tin* Dutch in 
1052 and 1050 he cont inually endeavoured 
to utilises his inlluence with the hwh'ts of 
the two countries to heal the breach, At 
his instigation, in June 1(552, the Dut.eh 
congregation at Austin Friars petitioned 
parliament for the revival oftlie (‘oidVmmces 
with the Dutch ambasHatlors, wdiitdi liad just 
then been broken olF, and the demand was 
earnestly supported hy Otmiwell Conli(h*nt 
of the approval of tln^ army lea<h*rs, who 
Wi^re opposed to tln% war, Pett*m oven ven- 
tured to write to Hir Ceorgo Ayscue and liid 
him to desist from fighting Ids co-religioniHtH. 
Ayscue, however, sent the letter to pariia- 
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, ntiti Prtrr* .n»nrr*'!\ r«’|‘?'r.r,?4n ImI 
i i 4 !i|i|ili«Hl In’ Mr. S, U. ». tsi 

April lUnJiiiu* tinti'h uuui*' «u in»';?siri' fu 
iat<s A rnnIrtj'ipMrufv rtivu'uJnn' v*' 

]ir<w*nt}< tnlr«iihiri«j,r f hf‘ iA»tr (hnrh 

«*iU‘ov?4wnif inJtih’ UKh'»l*»S«u*r«'f tn v Ihur!>«', 
Intho wiiiu^ ijiniitli \vi?a «lrurrtl)»Mi m puU' 
lirly pravmit ainl prmrliinir fur nn»l 

Ihotigh it iHHfiul tlinl hr WimlArln4ii*-n Im b»4‘i 
imy eomimiiuralitm with l In* •!':** ti 

iM pn’)hal>h' tiuit h(' wns^ona nf tho un^Mn lUMUf. 

iiitmnmaliarioH nunilinijvd in fhf^ m-rMimt «>f 
tlmir miwmn(T» tn<LUK»t..inilj / Ui.iWtr- 
iV/;W?, li, llHi, i/r H itf^ 

\i lltlO; StriiUK, Ftii^tkrr ij 

tki* iWmit tf'tir (t (iff I Hfit //i#» ('nifni ,\ifhrr 
pp. 1 , hi p 

In tluM Hnru'H (»f nttinnptHnt nn'iUntinn th^i 
cmultid of IVtcrn, Innvmrr . nn?* 

diet ill tal h^y a latJdahh^ tU'^irc' tn prin**ni tin' 

oHuMion oi protoatnnl hluod; httt in ainnlaw 
iuHtanen lua^ ntolivo .Hi'oma m huv»^ Im’i'u 
H ituply a winli to piit Idruurd. 

Whon \Vlu((‘lo(*k(» wna rt»ut an umhio^- ndur 
tn Swodou, PtUi'rM mnit hy hint tn t^htmt 
(lliriatina a mahtifl* and Ui ^ront hhndt^ h 
clKHWkof hm country making’/ at'rtnnpunitni 
hy a letter atatin^ the rcaaonn whieh hml 
10(1 to tlw oxtwutnm of Chnrh^at nnd (hi« 
cxpulHion (tf tin's lattig* parliament. With 
many Rpnlo^.‘i(»H for the pnwnnptum «(f the 
H(‘ndor, Whitchado' piVHtnvti'd thorn to ( ‘hrta- 
tina, ^ who murrily and with oxpro,H*nauM id* 
contentment rmanved of tlnnn, though from 
Bo wnain a hand ’ (W lUTHtaK'KHji, Jatn'iftii ttf 
t/ip Mnfmmt/ to Ftvnku.iMl Ih Utasvtvi. 
Tinntwnh h 5Ki ), 

During the Ih'ote.cdornte, I‘etera, who wtm 
a ataunch supporter of (hannwidl, continuod 
to act M emo of the rt'gular prouchera at 
WlutchaU, but waa more cloaely reatrieteil 
to lua nroper fuuctiotiH. BeaidoK xmndnm, 
he t(K)k an active part in (^ccleaiaHtuail alfalrH 
and m tlui propagation of th(3 gpiatud in t he 
tliree kinploms. In July lor.a li« wul t.lhur 
mnustors had beon instructHtl to cunfur with 
various olncers ‘about providing «om« irodlv 
persona to w into Irolund to proaolT tlm 
gospel (Cal. i,tate l>((perii, Dorn, l((61.‘i, «. 
Sfil). lie coiTfispondiid with Honry C'roiii- 
w«u, praising Ins administration, anil iirgitig 
him to maintam ‘ a laborious, coUHtant, 
sober ministry as the thing moat nBCuHsary 

(I^n^domw 

■ Report credited Peters with tho inspira- 
tion ot the policy adopted by the ciimmis- 
^nera for the propagation of the gnsool in 
Wales, but he was not one of the original 

oHaW-n of 

X CD, xotiQ, and no good evidence is ad- 


p^ 147; \oNia;, 


r r?. .ft ;i }, r;, I- CMnimtUffMlp- 

p-iHifi-.l t.\ tli»‘ nrsju 111 Hva.f Ihn rnmiiiiH* 
Inr f):* nf thf^ gMHlud 

mmuigihi’ IndmiM m N*'w KiuJand, huf Im 

(jUiif; »" d*”d t |j»‘ i". ue un''''U' 'tnu'M^ ^’'‘h<»«in 

I (’hritnry h (dii}t>;rd hun with liimhn'iiig 
iu'Urnd Mf I,. Oifir \uirk, At min fime 
h<' r*‘nndH h'i thdt * ihn wttrk \vh,s hut 
; n phuii elunt.njjd fluU tlirri^wn'* nu Mtudi 
, t!am,r yt n g‘’'.p«4e n HueuigHf t!ir In- 

dmu'-, Af fu;o?hi r ccmpl.uiird tluif tlm 

; Minf ntt'fr.l fh»' wurk hy U'- 

In-'.ut,* tiu* nu'.-ut Uiirit^’-i mnptni'i! a 

, futdiilmd nmmft’nntiri*, dlu^y lUui'wuriNi that 
lu' v\nndi 't^n'dird 'nmpi) h«‘ciui''«' tin* work 
; wu 1 I'Muuuj f<» pril7*in»u imd he hml net 
I hnd fK«* h iinf Imiid Mr fin;;'rr in it ( Itutohui^ 
' }\ip>r'U IVmee S .r. t. '>*n. Then. wuH 

^ d.udd*- -fs lui elruienf u{' 1 mt !} in i he, V e}iHrge,\t 

; ler Trier:,* tn MUe Hf lu'-. h'Mrre tn Winihl'Up, 

' (lu tied thill In* Hnnltf fiitljef i>iee ftir luuiiey 
cellreted ?ipenf MU the pner ef the Cnluny 
> th.in MU the nntuen t Hisi, A«te. 

[ 4ih per u, 1 1 «) e I te I su-lieHle'il InnsMeUi lm\v« 
M'Ver, tl'Mlu u ehnl'f e Ilf eudie/zleuieut whiidi 
s hndnhfM Iteen hremtht ngutiiu hunt iuto'iinsnn 

d/«v, it f. ii,'} T i; Tthdleuiu Lihrnr) ), I'he 

l*i“Mt»nnuri Im whem !he,Me c!uu‘ge;*t Were 
duuhtle’<ji kiuiuin fdiMWrd lii’i cunt iuui'd (‘UU- 
^ tidimeu hy sippHinfiitK iTfeun miu* tif the 
; * I'rienT wfiM‘»e lm,stiief*H wic, to exRiidne nil 
cmuliduten fur livtugn j March 

U‘«jd J ; SHUttitn* p, p7tH» Peter.H\\nH 
ideti Ireijuenily iippised to perMutnlly wluit 
num,’*itei.n Were tM he nppr«e,ei| or (dmpliiiuM 
, recummemled fur muplM^menl (TM/. Sfafn 
VtfprrH^ Turn. IlkVi pp, l:!l^ hidl,, ItM p. 
bOh 

In l)eceiuh(*r llkTM wlirn Mtutfc.tHeh H(*n 
imudT'ce .M ! prcHeuted hi;* petitiun 
■ fur th(' rmidudwinn ut tht' sIcwj* tu IMtglftud^ 
iVtern wan one uf the mini,Hter.H fippuinted tu 
diHeuBp the (.[ucHt jun wd It t hemnnmittecoftlm 
cotuudl uf lit life. ^ But though In^ had iwlvu- 
cuted the ctMweuf the jewe fm early iw 1('M7| 
Im Muenmnow' tu linve ridwidii dunhY wlietiu'r 
the petitiunerH cuidd prove tliiit they really 
wim; Jews (i/n HkV» pp, feh h7» AH (Vmw- 
wdikmt^ p. Ihlh Ihiniig th<* inter years of 
the rrutcnturatif IVtew wiim lt»w iirundiient, 
partly owing to illdieidtli, and in Aiiguet 
ho mformed Ihmry (‘runiwell that lie 
* wn« very tnnch taken tJlF hy iigi^ and ot,lu^r 
worrv from huay ImeineMS ’ (ta^indoimte M*S\S\ 
H2»i, J;. {IT; if mi, Fm*, (hlL drd ner. i. 

JBtT)* On I May lfk*i7 he preiudmd a ruua- 
ing wrroun to the «tx reginumtfi aaaemblcd 
at JMackhealb to i?erve in tlm c.xpcditioii to 
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Flandoivs (Mercuni(f^ 80 Ax^ril to 

7 May 1057). In July 1058 ho was .sont to 
Dunkirlc, apparont.ly to inquire into the pro- 
visiun unido for the 8])i ritual netals of the 
jiewly eMtablislunl p'artison. lie utiliscHltho 
0 ])port unity to inquin', into the adminintra- 
tiou of the town in gi'in'ral, and to obtain 
f«('Voral interviewH with (^irdinnl Mazarin. 
.Lockhart, the f^'ovi'rnor, praised the ^gimt 
charity and goodiuvSH ’ Peters had shown in 
hia prayers and tixlunMations, and in visiting' 
and relieving tlu^ sitde and woutuh'd. In a 
conlidential poatseript to Thurloo lu^, added: 
^Ih'. returns huk'.n with an acet)uut of all 
things here, and luUh unth',rtak<m every man’s 
husiiuiss. I must, give him that U^stimony, 
that ho gave us t firing Or fotir vtuy honest 
Bornions; and if it. W(‘n^ ])ossihletog 'thimto 
mind ’|)reaehing, and to forh<‘artlu^ troubling 
of hinistdf with otluu’ things, he would (au*- 
tainly prove a ver'y’ fit miuisim’ for soldiers.’ 
^ lle'hath oftim,’ lie continued, insinuated 
into nu^ Ids (h'sire to stay here, if he had a 
call;’ hut tlu' prespi'ct of Ids establishment 
in Dunkirk was eviih'iitly distast.i'ful to the 
governor (Tntfin-op, vd. 2-lt)). 

On th(^ dt'ulh of the Protect.or, Peti'ra 
preached a futu'ral si'rinou, sehuding the 
ti'Xt, ‘ My sm-vunt Moses is dmd ’ {llwt. 
3IiSS, (hnivi'. r>t.h Ih'p. p. M8). During the 
troidiled period which, followed he took little 
part in public alhdrs, ])robahly owing to ill- 
iiealth. lie (h'plore.d the overthrow of Ri- 
chard Oroinwell, lu'ot.i'stiul that he was a 
strangm' to it, and deidarial that he looked 
upon the whole, business as * very sinful and 
ruining,’ When Monck marclual into Eng- 
land, l*<'t(?Ts nust him at St. A.Ibans and 
preached before him, to the gnuit disgust of 
the general’s orthodox eJiaplain, John. .Price 
(MasmuhHj Select 7’mc/s, ii. 7r>()), On 
i24 April, in auswiu' to some inquiries from 
Monck, he wrote to Monck saying^ My weak 
h(3ad and crazy carcass puts me in mind of 
my great change, and therefore I thank 
God thati thesis tiwelvi^ months, evtir since 
the breacli of Kickard’s parliament, I have 
moddh'd with no public allairs more than 
the thmi gilts of mine own and others pre- 
sented to yourself’ (manuscripts of Mr. Ley- 
bourne Pophara). No professions of peace- 
ableness, kowfsver true, could save him from 
suspicion. The restored Rump diiprived him 
of Ida lodgings at WhiteluiLl in January 
16G0, and on II May the council of state or- 
dered his apprehension (OaL State 
Bom. 1059-50, pp. 306, 33B, 675, 360), 
Pamphlets, ballads, and caricatures against 
him testified to liis general unpopularity' 
( Oat, qf Prints in Jhit, Mm,, satirical, i. 
518, 6:>3, 628, 532, r>36»42). On 7 June the 
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lloiise of Commons ordered that he and 
(kirnet .loyce should be arrested, the t,wo 
being coupled togisther as tlie king’s siqiposed 
executioners. On 18 June he was exccjited 
from the Act of liuh'imdty JteyUterj 

pp. 170, 240). Peters, who had hidchm Idm- 
self to escape sqipreheiision, drmv up an 
apolog'y for .lis life, which he conlriviHl to 
get iiresented t.o the House of Lords. It 
dmiies that ho took any share in concerting 
the king’s death, and giw^s an aiaxnmt of his 
public career, substantially agroidug with 
the defiance made at his trial and the state- 
mi'uts coniaiiu^d in his ‘ LastLegaiy’ (Hist. 
MSS, (hmm. 7t,li Riyi. ji. 116), Ih'ters was 
nrri'stiHl in Routhwarr on 2 Sept;. I (>(50, and 
conimittt'd to the Tower. IDs trial took 
place at tlu' Old Ihiih^y on 13 Oct. 33ui chit'f 
wit.iK'Ss against him was Dr. W'il Ham Young, 
who (h'postsl to ci'i’lain confessions made to 
him by Ih'lt'rs m 1010, showing that. hi3 had 
])loll(‘d with Ovoniwell to bring th(3 king to 
the block, t )lh(T wil.m'HKi^H t(*slHied to aup- 
])os('d consultations of Ihdurs with Grom- 
well ami Irelon for t he Ha,ni(3 ]nirposi‘, a,nd to 
his ineendiary sermons during the king’s 
trial. IN'ters proviul th(3 falsity of tlu' rumour 
that he had actiually been presi'Ut on tlui 
sealfehl by sliowing that he was conlined to 
his ebamber by illmvss on ibo day of the 
king’s execution, but he was unable to do 
more than di^ny that he used the particular 
(‘xpvi'ssions alleged to liavt^ Ix^en utlered by 
him. He was found guilty and condenintul 
to death (Trial of the ItegieideH, 1000, 
X)p. 153’ 84). During his imprisonment Peters 
^ was exercisiHl under griMit. conllict in his own 
spirit, fearing (as he would often say) that 
he should not go through his suOerings with 
courage anil comfort.’ But, in spite of re- 
ports to th(3 contrary, ho met. his i^nd with 
dignity and calm ness. On 14 Oct. he 
•ireaelicd to his fedlow-priBoners, taking as 
lis text Psalm xlli. IL Ife was executed at 
Charing Cross on 1 0 ( )ct, with his friend J ohn 
(kioTv pi. 1000) [q. v,1 ( )ne of the bystanders 
upbraided Peters with the death of the king, 
and bade lum repent. ‘ Prie.nd,’ replied Petirs, 
^ you do not well to trample on a dying 
man. You are greatly nuHtuken: I' had 
nothing to do in the deatili of the king.’ 
Cook was hanged before the eyes of .Peters, 
who was purposely brought * near by the 
sheriff’s men to see his body quarter(3d. ^ Sir,’ 
said Peters to the sherifl', ‘ yon have here 
slain one of the servants of God before mixu^ 
eyes, and have made roe to behold it, on 
]mrpose to terrify and discourage me; but 
Goc. hath made it an ordinance to me for my 
strengthening and encouragement.’ ^ Never,’ 
said the official newspaper, ^ was person suf- 
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(loath SO ujiinlu'sl, n*i>l i t' m'O'ci m f!tf oafniM-i.t* , 4 ' thr^ HMrfrait.H ia 

whoHo (*\(n’U(i(ni th«^ (h‘lu;hf t’t’ fii»* thr ri 4 i«n*{ it.f} ||sh Biuihnnn 

jaavplo' Phhb'n^^<-\ l\ 1*^ ^ 'niiinrul |iri}if ,h juul cnri* 

|K (r;{J ; Thr ^juYi'kfn ftmi »/ • Htaa 1 rtt** .h- . • Ah A \n t !»r Itrtivsli Musoum 

thf iafr AV«//V Ilf*, ; r.dahv'Ur .4' rrial'-i ntal l>ni\\Ui|,;w i^Saftm 

tin hXit, It^tU, |*j». VI Mh, , \al %, 

Th(^ |HHmlnr luitianl wan hnriii\ th''»n’%r»l, ' n-Hruf^l f‘a-it^ h'li/uiheih 

Tott'rn had »airn(‘iHt i»y w liat hr -aad rather dan., difir ef 1 liMtnnn t‘Ht*he nf I*e|,iiiHrhl/ 
tlumjiy what luMlid, lha |»uMu’ •.|iirifrd r..r\.and^’%i 4 enMi‘KdaiinidIh*adaf\\doK- 
oxorthaiH far lh(' |t*4}»*nd goad aad ho» htnd - inr.l u» the ‘..uae eM5nd\ ; ah*' dha! ahaul, 
lU'HHt'H to individtinl raiah^^tHHeri* I^'uiV. S»rMttdh, hu-iaurr ;<heHhdd ; f 4 h.* 

liiul tnily luH doiitUH‘iiitania of the lar.j* huA \\a< ' 4 di alne m Ifd'V m Now Ivin: In lal*, and 
liiw uttnoliH on tho (’h^^’V worr rrnaiula*rrd. -.ni.i-r.Htal \>% elnuafy 1 UufrkinMm 
Bnmot tdiariUd(’rinoH hhn an * an euthoMn'-' ih-iure Sor, u. ‘‘a d lU hiu ■•n'eml uinrrtn^il 
tiral Imtloon drinudn'r, tlnnigh a very ucatnu |,.i I mu** dan-dn/r, hJi/id.,-! !i, fu whum 

man, who had hfnat »d' |,:roat loio to t hotnueH, hoi ‘ t .lo.f I ,< ^,> 0 -) * o. add;‘e --..d, Slir m-tuid h) 
awl had lunw vt'rjV* wttmi^ronM in Yrrh-,my^ lour i(4Mn*'dand hd? d* r.oeitdnal.'on VnoTirn, 
tho kin|(’H doath with tlw rrwdfy and nnh^- hut fh*- n. mvao} ♦»{' fin- |*»"dj|«rer i:, diHiuitt^l 
noHH of an m(|idHitt»r* I r>trn Timr,n\. l‘»<d.h it it u m i w >'f f/;r /W/r<{ o/o/d/cH7.-? 

i, 2SH)), 1 Hh jtHMihirity liad ^jnon n’i inw'h o/' /‘* .v? iMh, p. uv ; //?;./, //,‘o 

olhnu'o na hin 'viohnun^ and launiddrt-, Were AV' //;„ I /V;>-r,s h\ >"Utmud hrt.ox* Now 
conipUtnl whi(‘h r(dnt«*d hiH Nuyiuyi and af!u« ! ' (tV, * 101 . 

hiitod to him a mmihor of nmr honnuivd Hu^h Ik ter,-. wa*, tlir author of tho fo|* 
witlicdHamtuid imwlioa! johoMl 7’Ar 7 mV.<j loumi.: |uituj»hlr{-i ' I. * Tlo* Adu.a* of 1 hid. 
J(>^U(if Mi\ Htit/h /V7rVit, imldhihrd hy ono Uiauln t'enunander Sir Hduard llnrw«Mul 
that formorly hath hiam roiuw-aml wnl( tho n|* uimca oou ef tin* l'!« wdi K JiurV lhvjtaru« 
authm* in hw litVtiiwu dto, Iddt); ilto/Js tnuui . . , \hiM a r.did ion of hm UhMind .ind h ' 
jyferHhk Fit/if rw.Atu, ItUUth H»»U'p|ntfa<' ttho relation la hv iNdor'-u Ito, IdU?; iv*- 

tion \vaH further n^wuitHl in mwfta and aaf I wa jiniUrd m tlw Mlarh-nm Muindlniti/mh 
charging* him witli mnh(7./domrnt* dmnkrn- ihirh. a. otny ;y ♦ a d“rno ICrlaiion of tlm 
iiosHj wlult'Ory, and othof rriuioH; Imt thoao dai*aigri of ihidV Ihoo i4*in*o m a voiai^to for 
actniHutimiH worn nnumg tlm ordinarv rou« Ireland - . . wln-retn o\crv dm a woidi in a«'t 

trovcrHialwoapmH (dMlm |Hudod,nuddh rno down fatthiuUi hy It. \\, kn o>iowttw“.H 

no rtadifr ( (/aiw/i Anw/w’fAi* d t o, i tad I |(t * th»*roMf/ Ifo, llilV, tl, * hrehu'i* to liiohard 

it, chap, viii, If ^ oHOiJ, /w/zAnn/ ^ »S/!u//n%.'*‘VO| Mathor’?* t’hnridi ( o'oornintud and Idiurrh 

1 n/Oi 'll in «riw r.ui tm . ^ » * , , . , 

i ovoimnt di'Hoored, it»a Itll.t, 1 , *.Mr, 
iN'tor'a Kopoii from tlo* Armtr'u i*t» July 
Hlhh, w'ttli a li’it of 1 1*0 rluofod olIirorH tahmi 
at Hridgowntor/ An., -tfo, It!|h. h, * Mr, 
l*i*tor*a report from lirudol,* dto, Idlo, 
d, ‘Tim Full and Limi Uelatton of all thinpa 
’ oonrrrning llto»ing Homa% with di\erf» other 
Iho^aiigea r»*pr»';umf rd |o Mr, Spi*alior and 
diiera Mmnliora m f!m llomu*. Hy Mr, Pet ora 
, who cannt from Lima,^(hm, Hromwidlf -Ho, 

j Itldd. 7 . 'Mwdm* Pofer'M M(*H;aigo from 

. Hir Thiinma Fiurfat wdlh flm imrnition 
1 of tlm tahing of Harttmmfh/ 4 t<u HUB. 

; K * Mantor PtdimV Ale-mago from Sirlltomiia 
Fairfax . . , with tlm tvhoh* atat.f* of tlm 
wmat and all the |Hirtittniiirii ahmit tlm 
dialmuding of tlm Friimi' and Sir Uaiph 
Hoptoida Army,’ 4 to, Id-Hh if Mdod’i^ 
Ihdtiga awl ManV Ihityf opmmd in ti nor- 
mtm nrmirhi'tl ::i April HI HI, 4 tm H), UMr, 

' Fctofa lami Uoport of lln^ Kngli^di Wara, 

, occamomni hy tho imporUinity of a Frlmnl 
' prfi-Haing an Aiwwor to aovmt t^uorioa/ HlHh 
4 to. IL *Sovomt iVopomtionM prow*ntt*d to 
tlm Hmiao of Chmmtoita hy Mr, PotorH ron- 
ccming tlm PiMiMhyitiriairMhitHtorw of thia 


i y ^\nF% 


4r/M nu UM 


. o IT* * . 

(widonce, and worn Hohmmly denmd hy 
Patera. In tme cam* tlm puhludior of tlm^^ 
libels was abligtul to insi^rt a |mhUr apology 
in the iicwspapors (AVafU*n/ /Vwvw/hn/.# in 
Pariiammt, 2 f) Sept. An oxnmitm- 

tion of tjm caraor awl tlm writings of !*otors 
shows lum to have hmm an honest, upright, 
and gonial man, whoso dofoots of taste awl 
judgment explain much of tlm odium which 
.he incurred, but do not- justify it. 

In person PeterH is deHcrihed a« tall and 
tlim, according to the tradition rmirtled by 
one of his sueecBsors at Salem, httt hia por- 
traits represent a fulFfaced, awl apparently 
rather corpulent man {Mam Mkt > Sm% (M/A 
lat ser. vi. 252 ). A picture of luHi,,lf.w-rilH.U 
by Cole, as sliowiiig ‘ rather a W(.ll-hiokiiiu 
open-countenanoed man,’ wa« foriiterly in tlt« 
masters lodge at Queens’ CoUegtstlambridifK 
(Diary yf 'Human Burton, i', 24 d). On,i 
belonging to the Rev. ])r. Treffry was ox- 

nf iRfis/N„ . .,.,.u.... - graved portrait 

Fathers l^ast 


of 1868 (No. 724) ; the best engraved ptirtrai 
IS that prehxedto Dying Fathers 
ILmo, 1660, A hat of others 
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Kingdom, with tlui dlH(‘,<)yery of two gmit 
Idots against, tho I’arliamont of England/ 
1046, 4to. ^ A Word lor th(,‘. Army and 
Two Words for tho Kingdom,’ lt)47,4t(); 
reprinted in tho ‘ Ilarhdan Miso(dlany/ od. 
Park, V. 607. 13. Mlood Work for a good 

J\iagistrato, or a short, cut. to gr(Mit. quiet., by 
Iioncst, homely, plain IhigUsh hints given 
from Scri])l.ure, riaisoii, and oxpcriouco for 
the regulating of most e.asi's in this Oommon- 
wealth,’ by IL P., lllmo, 1651, 14-. A pre- 

face to ‘The Littlt^ Horn’s Doom atid Down- 
fall/ by Mary Dary, li^mo, 1651. 15. ‘ /Etor- 
nitati sacrum Terrenum (piod habuit sub hoe 
pulvere de])OHuit Utmrieus In^ton,’ Katin 
verses on I lenry Ireton’s death, fol. [165()|. 

16. Dedicatioti to ‘Operurn (hilielmi Ann\sii 
volumen primum/ Amstau'dam, llimo, 1658. 

17. ‘ A 1 )y i ng Ki i t.l n u’’h I ^as t 1 angary to an 

only (Ihilcl, or Mr. Hugh Peter’s a(iviee to 
his daughter, writt en by Ids own hand during 
his lat e imprisonment/ 1 2mo, 1660, 18. ‘Tlu^ 
Case of Mr. llngli P(5t(vrs impartially eom- 
municated to llui view and (uuisurci of tho 
whole world, wrilPm by bis own hatuK’dto, 
16(50. 11). ‘A Sermon by Hugh PetKvrs 

preached Ixvfore his death, as it was taktni 
\)y a faithful hand, and now puhlisluMl for 
])ubruj information,’ London, printed by John 
Pest, 4 to, 16(50. 

A numlxn* of sptxMshes, confessions, s(H'- 
mons, &c., attributi'd tio lkjt.(n*s, are mendy 
political scpiibs and satirical attaihs. A list 
of these isgivenin ‘ Uihliot.hecaCJornnbiensis/ 
Tluu’o arc also attributed to Pet.cu’s : 1. ‘The 
Nonesiudi Dharlcvs his (dianudor,’ 8vo, 1(551. 
This was probably writ.t(ui by Sir Balthazar 
(ferbi(jrr(|. v.], who aftiu’ tin*. Ue,storation as- 
serted tliat Pe.t(^rs was its author {dal. iState 
J>ap(rH, Dorn. 16(5L»:2, p, 79). ^ 2. ‘TluAVay 
to the Beac(», and Setthumuit. of th(‘H(i NatioTis. 
. . . By Peter Cornelius van Zurick-Zet^/ 4to, 
1659; reprinted in tin* ‘ Sonn'rs Tracts,’ ed. 
Scott, vi. 487. 3. ‘ A Way propoundtHl to 
make the poor in t.liese luid other nations 
happy. By Pet(u* Cornelius van Zurie-k-Ze(‘.,’ 
4to, 1(559.* A noti^ in the copy of the latter 
in Thomason’s Colh‘Ction in tlm British Mu- 
seum, says: ‘I believe this pamphlidi was 
made by *Mr, Ilugh Petiu's, who hat.h a man 
named 'Cornelius Clover.’ 

[An almost exhaustivo list of the materials for 
the life of Peters is given in Boa, so and Courtney’s 
Bihliotheca Oonmhionsis, i. 4C5, iii. 1310. The 
earliest life of Peters is that by William Yonge, 
M.l).— England’s Shame, or the unmasking of a 
politic Atheist, being a full and faithful rela- 
tion of the life ami death of that grand impostor 
Hugh Peters, 12mo, 1663. This is a scurrilous 
collection of fabrications, Tho first attempt at 
an impartial biography was an historical and 


critical account of Hugh Peters after tho manner 
of Mr. Baylo, published anonymously by Dr. 
William Harris in 1751, 4t,o, reprint od, in 1814, 
in his Historical and Critical Account of the 
Lives of Limes T, Charles I, &c., 5 vols, 8vo. 
This was followed in 1807 hy tho Life of Hugh 
Peters, hy tho Itev. Samuel Peters, LL.l)., New 
York, 8vo. Both wore superseded hy tho Rev. 
J. B. h’elt’s Memoir and Dehmeo of Hugh 
Peters, Boston, 1851, 8vo; thirty-fiv(‘ letters by 
Hugh Peters are print, ed in the Oolh^ctions of 
tho Massaclmset.ts Hisrorical 8ociety, 4th ser. 
yi. 9U117, vii, 199-201; a list, of oi.her halters 
is giv(m in Bihliothocvi Coriuihionsis. Peiers 
gives an aecount of his own life in his buHt. 
L(‘gn(*y, pp, 97-115, whicli Hluuild ho compared 
with the au^olliog^nphic;d sl,atcni('nts coutuiiuul 
in his LmsI', R,e()')rt of tlu^ English Wnrs, 1(54(5, 
the petition ai.dr{'HS('d hy him to the llotise of 
Lor<ls in 16(10 (Hist. M.SS. Comm. 7l.h h’cp. i. 
115), and tho statements nuide by him dniing liis 
trial.] C. IL F. 

PETERS, Mrs. MAltY (1813 185(5), 
hymn-wriCu', danght<'r of Hichiird Bowly 
and his wife, Mary Bowly, was horn at; 
Cinmecst.m* in ( Hoticcstm’, shire on 17 April 
181B. While very yointg she marri(*d ,If)hn 
1M.C William Ihd'.ers, Honudime rector oft^ium- 
ington in the sauu) tu)unty, and afttM’wardo 
vicar of Langford in Oxfordwhin*. TlH‘d(Uilh 
of her husband in 1831 hd*t lu^r a widow at 
th(^ ag(^ of twenty-omn Hhc fouTid sohufc in 
the writing of hymns and other literary 
pursuits. She wrott^ a work in siwtui 
volunu's, called ^ The World’s History from 
the Onuition to the A.cc(*Hsiou of Q.neen 
Victoria.’ It is, however, as a hymn-writc.r 
that Mrs. Pid;(U’S will bt^ bimt reimunht'.nuL 
Sh<^ eontrihuttul liymns to the Plymontli 
Bndhren’s ‘ Psalms, UymiiH, and Hi)iritual 
Songs,’ London, 1842, 8vo. Her poetical 
pi(H:eH, fifty-(dght in numlxu', tippcumul in 
1847 under the title ‘Hymns intended to 
ludp the Communiou of Saints ’ (London). 
Stdectiona fnym this volume are found in 
various hymnals both of the cHtablislual 
and nonconformiat churclu^fl, such as ‘Tlu^ 
Hymnal Com'|)anion,’ Stu'.pp’a ‘ Songs of 
Crace and (Hory,’ Windle’s ‘Clinrch and 
Home Psalt'(‘.r and Hymnal,’ ‘'The (leneral 
Ilymnary/ <fec. Among her moat admired 
hymns are those b(‘ginning: ‘Around Tliy 
table, Holy Lord,’ ‘ 1 1 oly Father, wo address 
Tlu^e,’ ‘ Jesus, h,ow mucfi Thy name unfolds I ’ 
and ‘Through the love of (Sod our Saviour/ 
Tho first and last named are in very general 
1180. 

Mrs. Peters died at Clifton, Bristol, on 
29 July 1856. 

[Julian’s Diet, of llymnology, and private 
eouroos.] W. B. L, 



IVtcrs 1 '^ 1'i‘tc‘rs 

rWTKRH, MATH U^'AV \\ ILLI \ M j nw\ jn t rMnn'slnjhnir< to !h«' Hf^ynl Armlt^iny 
(1742-lSI n, portHiit tml lit^orirul |wuttf«'r | IVIlor* an-i fwol full-lon^llu 

and divim', wn.H horn in tbo ImIo of \\ ndit in | of iiMbhonon {Rn- Ihjko of Miinidn^sior and 
I74fj, IH!^rath<n",Mntt|nn\' |*o{o!o,i’olo'U'rd»od ; hord Toti'to, * iO'-onl tou.fors* nf tho h'rotw 
an Aif Uio LmIo. of \Viyh!» ho np|»»'ni's , nni-on , tor lAv-nrs moo/ llnll. 

to luiViAitdd a poHt. in tlioon-doni^ !il l^ddin, i Ho pjonffd uflior Oi-.raral-mnrdor.^.’lhn 

whi'ro tho non wum hroinilit un (Fo'ort:* ' Iinlo’ nf Tiunh 'rl:uol and tlo‘ pnnopo'op.ont ; 

ITlh ISHith ThoroAonttojidod | .o\rral '"olAvr^ f.,,* r.HvdrH''-. Shnlo'^poam 
tlu" wdu)(d of di'.'-di^'n, of whiidi liohm \\o*t | <iallor\, tr-on • Mn^ h \ilo nhoiit No! }iir\|j;/ 

wan tlnni mastor, In 175*4 ho ohiniin'd a ' ‘Honrv \ HI/ and * Hio Morry Wivos of 

proitnuni tVotu t!»o Sooioly of Art:'n > A nH'-<iir7 aiuf ’.ojno roloono'^ niotoroM, i»no 

johnul tho Inoorporatod Sooioty of \r!i,*n., ' of whadi, f h** • Vnuonot 4 inu,‘ Uv prosoiitod 

atul (‘xliihitod in Sprinj;; (tnrdonH portrnti*, in li'nd, h-* sin altar |Of-rt\ lo hUotor 
prlmdpnny in ornvnnH^ from IVdti to l/«V4, , dofil. If \mv^ a oihjM’f of ooar'ko ruUrnlo hy 
llo also oxKihitml two worka nt tho h‘rro | lMh‘\\nfnl v^.i'm'oniooodahonf IS54, Amou'.f 
Soi*i(4y nf ArtiHtH, It la prohahlo that ho ! of lun-! wore M *h»o-i4t ,/ • |’h*. ( y 
htid hnnti to tinly hidoro ITtlt’a ua hi‘4 ron* and tho* IN* au’rooUoo of n Ihoun Family,' llm 
trihuliniiM in that, your itmlndoil ^ A h'loron - hon of \iiindt na * lold at tliri/nioVi in IhmI 
tini' lauly in tdndruHoan Ih’ivw * and ' A laidy for \|anv of to ^ ui*rK(» worn oni;nt^<*d 

in a riaan Uriwd In 17(74 ho wnali\itm, in hv Uartido//!, 4 , U S.iufh, Mnrrnard,Simon, 
Wnlhnck Klnnd., Pnrttnnn Sipniro, and, ho- , Tliow.nnd I hoion -ouyiud hooamo vrry popti- 
BidnH Ht‘vnn portraits at Spring* MunhmH, ht' ^ lar. Mthoipdunnor rr-on^t **' t ho iirif rank, 
had oinuit iho nxhihitioit (tho fu^t jytf tho • mnl 'imoroly aftai’Kod t»y onoh satirists as 
Royal Ann doin^y. Kxoopt in I77*h 1775, and | Rotor Fuidar t Ur. \\ otooi \ and Antony Uio^- 
1770, ho (‘xhihitod rr'^^uhudyat thisaoadornv > qinn tJtthn W ilhHin'4), ho wm< a olovin* arti^t. 
till 17M0, though ho. spout, wuuo portion of ' ami ploaHunt oolonrou, and otn* or two of 
tluHnoriod in Italy, as liis uildrox^ in giv(»u Imh moouoh from Shako ipoaro ( t»''|U‘oiHlly Mrs, 
aft Vimicn in tho outaloguos of 1775 and « Rngo and Mi'm. ld»rd roiiilnig h'aldairN hn'o* 
1774. Whilo in Italy on this or anothor ; hltonaro mnni-itoii with a sprightly htmumr, 
oo.cashm ^lui vihiUhI RointUaviool ho nindo a . Ur* p irtratt”- at !>4'ronmNons Hall worn hurnti 
(lopY of (kuTOggio’ft St. .Inroiuo {* 11 Uiorno*) in tho fu*o of IsS.'h 

at Vanna, whltdi is now in tho rhuroh of; Uin mroor ir* a I’h-roynutn was prosporous, 
Sailron VVtihUm, Uhhox. llo wasidoolod an UoUTaim-nMUorof Ku'ioldon, lonoostorshin*, 
aftsooiate of tho acadmny in 1771, and n fall ; and Woofahorpo, lanoolnshin', in 17SH, pro^ 
inomber in 1777. Tlui only portraits to , Rnidary of Uinootn tkitlo-drsd in 17*45. and 
which nainoft am givon in tlu^ yutaloguos ’ rhH|*lnm to tho Man uin of Wostnaiistomml 
am *Mr. Wortly Muntngu in his dross ns tho prinoo rogont . i ommi ndod a niomuif Ur. 
an Arabian IMiictA (1775) and uSir John ;Tnrti»n, a ph\sn*mn of largo praotinn and 
HoldingaftCludrmauof thotMtavtorSossions ' diod at Hrnstod Rhiro, Koul, on March 
fortho CTty of VVontmiuKtor^ (1778), Uo also , IHU, 

BoomB to lum^paintod a portrait id* his fat hor, i jUodgrnvoM Uirt.: f{odi-:ravo7 (dmtury of 
•winch waft cnmyod liy J, Murphy in 1775 ' Raintors , IlrymsN Uiot of lUmfors, od. Ura.vos 
(Bromlb'!!!!), IhiftidoH portraitM, ho oxhibitod and Artnntrong; Ah*rfn«»n tir.nstsN Ihot.; l‘yo*M 
*A Girl making LatuU (1770), * A Woman i Ratrmiaganf Ihitish An ; Ih-dford'H An Saiiw; 
in Bod,’ * A Country Girl,’ and * Ht, Jolm’ 1 Rotor RnidarN Works; Antony RaMpnifM Itoyid 
(1777), and TA View of Liverpool ’ (17H0). ' Atnalomioians, a Faroo y No! os ami Uuorios, 2nd 
Ho had now attained a conHidomblt^ pimi- »♦*»**• UT2, «rh Hor, vil. 5Uh Jhu* vHi. f»L 2f)5 ; 
tion as an artist; but for eomo yoara btduro Gat-aloguos of tho Il.y<il Afad«i»y, (h M. 
this he had aeriouftly tumod his attention to lH<rrFniHorPOTKIl/l’lltlMAS(//, 1554), 
the church, for which profoHftion ho had hiion pnrttan tUviniy wan son of Thomiw Dyck- 
intended in his youth, lie matriculated from ! wotalo, aimt Rotors, who married at Fowt‘y, 
Exeter Oollem^ Oxford, (m 24 Nov, 1779, ami OornwalLin Jtim^ lo'M, Martha, dauKlitnr <>f 
t ordora in John Troll ry of Trollry, and older brother 

1788, and in the same year became rector of of iDi$(h Rot.ors dp v, ] IL^ matricnlatod 
Eaton, Le^ Ho did not exhibit from BraHomme ("lonogo, (Ixibril, in HUO, 

ml781 or 1782,butinl7B8he8(jnthmftec(md and graduated B,A. on 50 June 1014, M.A. 
sacredsubect,* An Angel ^riying the Spirit 0 April 1025. For many years, probably 
01 a Ohild to l aradiae. ^ TIub picture ift at from I02H, Im was vicuir of Mvlor In hm 
Burgnley, and the angel ift a portrait of Mnry native eountv of (lornwulL Ho mnigrated 
Isabella, afterwards wife of Charles, fourth to America/ arriving in Now I'higlamh ai^- 
duke ox Rutland, In 178y appeared his next cording txi one luHiorwii, on 15 July 1059 
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(Fpr/r, BrrL Ill'if. N(^w Phif/hnid^ i. 410, 50 1, 
592-0, 015); but tliu more probable statt^- 
ment is that he was driveti out of (^)mwall 
by the ti-oo )s of Sir Kalph Iloptoii in lO OJ, 
aud reaclux, Am(n*i(‘a in 10 M. lN‘ters was 
at Saybrook, ( Connect ieid , in tlu^ suiunnu* of 
10 15,*' and aftiu’wards wllb John Wintbrop 
the youu^'er at Ihapiot ])]a,ntation. Wluui 
this ’ btH'aiue the jituunaiKUit. scdPlenie.nt of 
New koudon, h(\ was appoiutiHl in May l(M() 
its first minister; atid, MmS Ih^ ‘ intmidixl to 
inhabite in th(‘, said iibmtatbm,’ was asso- 
(uatod by tlui court at Hoston wit.h Wintbrop 
in its niamtft'e.nuuit . A hd;ter from liim (iom- 
plaining of the Indian ebief Uncus, ‘ l()r sonu^ 
Injurious liostile insohmeii's,’ was nxul laJore 
the conuuissioners of the Unitixl (Alonies in 
September 1010, and in the following July 
be was reproved ; but; the conutussiom'.rs did 
not think that tlu^ complaints justitical any 
stronger ■|)roc!UMri!tgs ( A*ece/vA of New /V//- 
mouth, ex\, Ihilsihu’, i. 7 1 0,99 10(1), Mixin- 
time Lkdxvrs had laam ill ; and on an in- 
vitation from his old parish in ('Cornwall 
had saihul from Iloston in DiH'.emlxw UtUk 
He returne.d to Uughtnd by way of Spain, 
leaving Nantucket on 19 Dmx 101(5, and ar- 
riving at Malaga on 19 Jan. 101(5 7, aftaT ‘a 
full month of sad storms.’ Uetors again 
ministered at My lor, and died tbere in 1054, 
in the fd‘ty-stnamtb yixu’ of his ago. A 
gravestoiu/ in tlu^ churebyard records his 
memory. 1 Hs wife, who is sidd t^o liave Ixam 
a sister of Wiuthrop, did not accompany him 
to Now Mnglatid. 

PeterH is desc.ribed by Cotiton Mather as 
worthy man and a writer of certain 
pieces’ {Maf/nalla (Jhmti Amerie.atm, hlc. iy. 
chap, i.) Ho himself, in the prtdace to hi.s 
sermon, ‘A liemedie against, Huino,’pr(m.ched 
before the judgixs at the Ijaunce.ston assii^^'H, 
17 Afarcb 1(55 1-2, says that. luU never Ixdbre 
peep’d ill tluj Presse hiyond tlui lot.tiws of 
my name.’ A long preface diuds with his 
dilFeren(‘,es with the Ihw, Sampson Bond, 
rector of J^lawgan in Meni'-agiui, Uornwall, 
whom he ha,d accused of unsoundness, aud 
of having stolen about a fourth of a ser- 
moii from the Rev. Daniel Foathy [cj, v.] 
The charge resulted iu an accusation against 
Ikders of peijury. But the case ended in a 
victory for him. Letters friim P(d,orH are in 
‘Winthrop’a * History of New Fnglaml,’ 1855 
edit. pp. 4(15 4; the ‘ New Fngland Historical 
and Genealogical Ri^gister,’ ii. G5-4 ; and in 
the ^ Massachuaetts Historical Society’s Uol- 
leet ions’, 3rd ser. i. 23-4, 4th aer. vi, 6BL20, 
viil. 428-33. He is said to have been of a 
milder disposition than his brother Hugh. 

[Boase and Courtney's Bibb Oornub. ii. 475, 
hi. 1081; Foster’s Oxford Alurnrii ; Allen’s 


Amoriwin Biogr. Diet. (18-)7 edit.) ; CauUems’s 
Now London, pp. 43-53; Savage’s Genoal. Diet, 
iii. 402-3 ; Farincr’a Gonoab Kog. pp. 224 - 5 ,] 

W, P. C. 

PETERSBOEFF, OIIARTtFS Fdtl)- 
JMA N ( 1800 188(5), legal writcu’, third sou of 
dliristian F. Pidcrsdorlb, furritu’, of hi (lough 
S([uar(^, Ijondon, and of fvy lltmsis Tottiai- 
liarn, was born in London on 4 Nov. 1800. 
He lax'.ame a stiuhmt of Hu' Inner T(mi])l(^ 
on 2 I S(‘pt. 1818, and was called to the bar 
on 25 .Liu. 182>.‘5. Ibuvas for sonu^ time out^ 
of (be counsi'l to the admiralty, and by 
ordm’ of tlu^ lords <yf tlu' admiralty lu^ c.om- 
piled a compbdi^ (X)Uectiou of tlu^ slatulos 
ridating to tbi', navy, to shipping, ports, and 
harlxmrs. He was cnaitod a s('.rjea,nt.-at-law 
on 14 June 1858, and mmdnatiMl, on I Jan, 

I 18(5.3, a jndgi^ of t lu', county ixuirts, cire, nil. 57 
(north Ihwoiishire ami StmuM-sid.), an ap« 
])ointnieiit which Iny ri^signed in Dixxmihcr 
1885. He was killed hyaceidentully falling 
into (be area of liis hons(% 23 Harley Htrixd, 
lamdon, on 29 .Inly 1880, On 15 Nov. 1847 
hiy married Mary Aiuns widow of dauu'S 
IMallock, of 78 llarhy St r(H‘t, Ijondon. 

He was thei author of: l.*A (hmiu'al 
Index totin' Prixa'dmd.s in Oivil and (h'indiial 
Pleadings from (be Barliest. Pm'iod,’ 1822. 
2. * A Practie.al Pnaitisiyon tlu' Law of Bail,’ 
1824. 3. ‘A Pnietical and Flement.ary 

Ahridgmmit. of Oases in the King’s Bemb, 
Oommon Ideas, Kxcb(H|uer, amhit Nisi Prius 
from the Uivst oration,’ 1825 -dO, 15 vols. 
4, * A Praet.ieal and FJmiumtary Abridg- 
ment of the (Jommou Law as altiTixl and 
establisluxl by t.lu' Rmamt S(.atuti*s,’ 1811 ■ 
1814,5 voIh.; 2ud edit. (I vols. 18(51 4. ; witli 
a * Su])plement,’ 1870 ; aud a smumdedition of 
tlio ^ Supplemmitf 1871, 5, ‘ d'ln^ Principli'S 
and Practici' of tlu^ Luav of ISankrnpfcy and 
Tnsolvi'ucy,’ 18(51 ; 2nd edit. 18(52. 0, ‘ Law 
Students’ and I’raetitioners’ Gommonplaee 
.Book of Law and Ikpiity. By a Barrist.i'i*,’ 
1871. 7. Practie.al Oompeudiinn of ilu^ 
Law of Mastm* and Servant, aud es yecially 
of Employm’s and Workmen, under the Acte 
of 1875/ ,187(5. 

[T)ehrctt/H ITonse of OdinmmmJ 8H5,cd. Mair, 
p, 367; JAw Jourunl, 7 Ang. 1386, p. 467. J 

0. 0. B. 

PETERSON, ROBiqiT (.//. lfS()()),trans. 
lator, was a mmnber of Lincoln’s Inn, He 
publisluHl ; 1, A tninsUit ion of H lalateo/ the 
celebrated treatise on manners written by 
Giovanni della Casa, archbishop of Bene- 
vento. This translation, now very rare, is, 
entitled * Galateoof Maister John della fJasH, 
Archebishop of Bmuiueuta. Or rather a 
treatise of the manners and behaviours it 
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hohovt'th ii mnu t(^ uw» iut<i (‘st’lunvo in hi * 
familiar (Mmv«a*Hntiim, ^ A worju' v»‘ry m-- 
ci^HMiiry ami profit ahh* for all fhmth’iuon tn* , 
olhor, First wHttim in tin* Itali n\ t«nv''n*, , 
and now done into Fi^rlidu hnprintrd at 
lamdon for Ihuifo Nowhorvf loVtl. 1’ho , 
bo(d{ in th'dicat(Hl to * my sini^’nlar i^oud I .ord, 
tho Lord Rohm't. I)udlo)% Fnrioof la'ym'stor/ 
and contaitin dn.dinntory vnrsnn to tim tmn o' : 
lator in Italian liy h\ Ihmri and A.tdtohtd ; 
in Latin napphioH l>y Fdward FrndorK vF; 
in hlngiish by 'rimmas Drnnt <t. v, 'lli nuaN 
Browno, and om‘ J, Stouj^hton. It wns rt’ - 
print od privatoly in iSbi!, with iutrodurtmn , 
by ILJ. Raid* ‘i. * A I'rnatist' nnun'rninM;’ 
tfm Fanso.H of tlm Mag’nitioonn* atul ( inait nr * ^ 
of (litioH, Lnvidrd int<< Ihna' bnnkrM by Si|^, • 
(iiovanni BoU*ro, in Urn Italian 'ronipir, tmw 
dona lnt<i At Linnhui, Printed by ! 

T. Ibfor Uicdiard Otdiotdd and Henry 'rmnrn/ 
IGtK). Hedicatod to Huy verie j^nod L«>ril. , 
Sir ThomaK Fronton* Kni^dit ’ ( ////</. i 

Jhit.) The original was publislu'd at Milam, * 
]r)9B, From the dedloatmim it appears that 
RiftarHon hud received favourH from the Furl 
of Lid cent or and Lonl Flh^sim^re, (’opientd 
both worka art^ in the BritiMh Muhcuiw. 

[Ami's'H Tynoiir. Aatiu, (Herbert b p. hOiR 
Wattblbbb Urit.l R (b At 

j ^ 

PETGORMO, Loun ( MBOP LMh)),Stmt>- 
tlnh judgin [ Woo Scorr, Thomah, | 

PETHER, ABU AH AM (175(1 IHR?). 
landacupo-painto.r^ a minin of WilUain ' 
Petlior [(p v."!, was born at (IhiclniMter in 
1756. In childlmod In^ ahowiMl a great talent 
for innsic^ and at the ag(^ of nirn^ played the 
organ in ona of the (buchoHtar <‘liurtdies. 
Adopting art as his proft‘SHl(m, Im btamme 
a pupil of Georgo Smith, whom he greatly 
surpassed. He riaintial river and moun- 
tain scenery, wit \ (dassical InuldingH, in a 
pleasing though artificial style, sonuwvhat 
resembling that of Wilson*, but his reputa- 
tion rests on moonlight Bubjeets, which 
earned Mm the sobrupiot of *LMooidighF 
Pether. He painted with fine ftmling and 
harmony of colour the combination of moon- 
light and firelight, as in * Flruption of Vesu- 
vius,' * Ship on Fire in a Ckle at Night/ 'An 
Ironfoundry by Moonlight,' &c, Pether was 
a large exhibitor with both the Free and the 
Incorporated Societies from 177S to 1791, 
and at the Royal Academy from 1784 to 
1811. Ilis 'Harvest Moon/ which was at 
the Academy in 1795, was highly praiscul at 
the time. He had an extensive knowledgt^ 
of scientific subjects, and in his moonlight 
pictures the astronomical conditions are 
always correctly observed. He was also a 


cbnm* inct’hanic, ctmUrncting opticjil iuHtru- 
noun Cr ha-i mwij unm. and lectured tm (dct-- 
tncity. \!fhHUi‘,U bm art wau popular, 
Pet Inn* wu* n»n»*r aide to do mon^ (haa 
Mippiythc daily wants of his large family, 
and wlnm nttnckrd by a hugcHug disinisb, 
winch ijicupacitntcd bun for work and even- 
tuntly CHUo'd luu dr'ith, be wn^ ri‘dui*(Ml to 
great ptivrrfy. IL'du'd at Sunthampton on 
L'i^ April iHtp, Iruung a widow and nine 
(dnhlrcn rpiit*^ d*-'Uiunt’ ; and the fact- tlud; 
they wrr»‘ nnaUc to uhtnln any assiHlnnco 
from flu* Art 1-4?/ B titnnlcnt Fund was mndo 
tin* ocnt’uort ot a tirrer attack upon the mu- 
nagi'incnf i»fthnt sMcicty, Abraham Pother 
is known among ibatlcr * a-* M M«l * Ibulnn*. to 
tb ainrondj liiin from bis sun ScbuHlian, who 
ia not us'd ?»fparuf {'1\ . 

Ptnttt'it iji. F'HI k wfm was pro- 
laibly a bctUbiT uf \brahntn as, according 
tt» the catabtgm*.'., ihoy at one time lived to- 
gether wu'i n WH\ modeller, utid exluliited 
pnrtraite in wav with the p’rof* Society from 
r/7'd ti> F'hL 

I Pilkinidiui'*! Hief , ef r.dnierH; Bryanb Diet,, 
ad. St.udey; lAi-'a Patronage of HripMh Art, p. 
iteU; PowVh IHUdi Kvhilatioti (bita- 

logucN I R M. Od), 

PFTIIFR, SF.BASTIAX (1790 IHM), 
lntnlm'Hpe-pHintt‘r, eldcMt mm of Abraham 
Pether i|. V, k w*aa liorn in 17UH. He was a. 
pupil of Ilia lather, nml, like him, painted 
childly nnandight views and nocturnal rem- 
llagrations, Hin works of thin claea are Min- 
gnlarly trulhftd and hannoniouH in colour, 
nml Hlmuld have lironght him HncceaM ; hut 
early in life the nei*eM>iity of providing for a 
large family droVf' him into the lumdH of the 
dmtliw, whopurrhased Ida pict nrea for trilling 
Mumn for copying purponea, to wdiiidi they 
readily lent themaelvc”-!, and conMeqneutly 
tliey were randy aecn at exldbitiouH. In 
IH14 Pether aent to the Uoyal Academy 
' View from Hhelwa Bridge of the Heat ruc- 
tion of Unify Lane Theatre/ and in 18:26 
' A Haravan overt alum by a Whirlwind/ 
The latter wan a coininiHMJou from Sir .L 
.Fleming Leieeater; but as the Muhjcct was 
not Huited to the paint erX talent, thia «oli- 
iarv piece of patronage waa of no real benedit 
tf> fum. ILa life wan one long Htniggle witli 
adveraity, which reached ita climax when, in 
IH-PJ., three picturea which, with the help of 
a friendly frame-nuilciir, he ftent, to Royal 
Academy wen^ rejected, Fctlnm rcswnhled 
his father in hi« taato for mccliarncal pur- 
suits, and i« said to have Huggi^ntcd the idea 
of the stomach-pump to Mr. Jukes the sur- 

f eon. He died at Battersea on 14 March 
814, when a subscription waa raised .for Ida 
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I'amily. Picturow at4.ril)at(Kl to 
Pethcr frequently aop(',ar at but t,hcy 

are usually deaiera^ cop ice. Ills geiuimo 

works arc rare* 

[Bryan’s Diet, of Painters and Kiip^ravors, ed. 
Stanley; Art Union, 184‘1, p. l-M ; So;L!;uior’e 
Piet, of Painters.] P. M, O’J). 

PETHER, WTlJdAM. (17B8 P~-1H2I), 
3 nc?:Kotiu(i"(Mi£»Tavcr,was born at ( -arli.sh^ about 
1788, and l)C(nini(^ a pupil of Phonias .Fry<^ 
[q. V. I, with whom lu'. (mt(n*cd into partiun-shi]) 
in 17()^J ho (m|j;’ra.v<al fh*y<ds])ortrait 
of Gcorg'o TI I in t hree sixths, aiul duHn|.'' tln^ 
following' hll(Hm y(‘arH (n\(Hmt.(Hl a numlxu* of 
engraving’s aflor various Mng’lish, Dui(di, and 
llalian niast.(n*s, (‘sp(‘eially Il('.ml»noult and 
,ros(‘ph Wrig'hi, of I lerhy, whose s{,rong' t^b'cts 
of light ami shade lu^ nuuh'nsl with nuuark- 
able t.asto and int(‘llig(m(u^. Ilis ])lat.es of 
^The.D'wIsh Hridi'/ 17(58, ‘ .buvish Itahhi/ 
]7()4, K)Hic(U* of Si 111(^7 17(51, and ^ l^ord of 
the Vim\yard,’ 17(5(», uflur Ihnuhrandi, arid 
^ A Le(5t:iin^ on t.ln^ Ornuy/ 17(58, * Drawing 
from tJi(^ Ghidiator,’ 17(50, ‘'flu^ Hermit,’ 
1770, and 'Tlu‘A h^iyinisl 1770, aft (u* Wright, 
are maslmpii'cns of in('zzi>l int. work. P(‘tlier 
engi’av(‘d altogcsIluM’ about: lifty plale.s, some 
of which wm*e ]mblisb(Ml by Hoymll, but: lln^ 
majority by himself at vnirions ad(lrt‘ss(\s in 
London, lie was also an t'.xeelbmi. minia- 
turist, and paintiml souu^ good Iife-six(al por- 
traits in oil, thns' of whieJi Mrs, Halt's tln^ 
single', t he brolJiors Siuitli of ( Ihielu'ster, and 
himsel f in a Spanish dnsss Im also (mgravtal. 
lie was a fellow oftln^ I ncorporatml Soeitgy 
of Artists, and contributed to its exhibitions 
paint ings, nuniuturtw, and (uigravings from 
17(51 to 1777. In tlu^ lattta* year he sent his 
own ixirl ralt., abovt^ namtioned, with tin* dis- 
guised tith^, ‘Don iMailliw Ih'hlt'p.’ ILmvas 
also an (Huaisional (*x,hibitor with tlu^ Frta^ So- 
ciety and the Loyal Acadmny. lNitlu‘r''H(!nreer 
was marred by his n'stlt'ss ttunp(‘rann'nt, 
which r<m(h‘.r(Hi him incapnhle of pursuing 
continuously any oin^ branch of art, and 
Bonustinnw hal him into tnnploying bis fucul- 
thsH on sulijecls (initt^ fortugn'io his proftis- 
sion, Ih^ constaully changtal his resultmce 
from London to tfie provinces and hack 
again, and htniig averst^ to socitjty, although 
an agrticahb and aceompHsInal man, gradu- 
ally sank into ohsc.urity ami negba-t. IHs 
latest plate published *in London Is dated 
1792], and luMoxluhittul atdlie Uoyal Academy 
fortius last time in 1791 . About It^n years 
later Im app(au*s to have Sfdthal at Hnstol, 
whore lie (aimed a livthib(K)d ns a drawing- 
mastorand pietmnvcdmimu*, ami tlnu'c Im en- 
graved the portrait, 8 of I‘ldward dolston the 
philanthropist, after Hichardsen, and Suinutd 
VOL. ILV, 


! Syer, the historian of Hristol, the hitt('r 
(latcul l8l(>. P(4,h(U' diial in M on Ijigue Street,, 
Hristol, on 19 ,Iuly 18:11, aged 8S or 8.8, liav- 
ing Ixarn long forgotten in ( he world of art. 
lie had many piqiils, the most emimuit of 
whom W(u*(^ Ih'iiry Jklridge and hkiward 
I]ayi*s. T\u) latt(‘r, in his * Skotclu's of Ar- 
tists,’ spiaiks of him with great admiral iim, 
both as an art.ist and a man. An tuigravtul 
portrait of H(*t,h(*r is numtiioued by Hromliiy. 

[Miller’s Biographical Slmtehes, LS2(5 ; Oha,l- 
loner SiniMi’s British ,Moi!/.o(.int Portraits; 
(Iraves’s Diet, of Artists; .Dayes’s Works, 1805; 
Bri.stol Mirror, 28 July 1821 ; information from 
Mr. W'. treorge of Brislol.l ,P. J\L DU). 

IkhrXUrrOKAM, .KHIN ^(L ISoH), anU- 
(|nary and pulilisher, issiu'd, undtr tln^ gmu*- 
nil titliMif Mbiritan Diseipline Trattts,’ In^- 
t.W('(‘n 1818 and 1817, from 7 1 ( lhaneiny Lam^, 
lauahm, with introductions and iiofi's, n*- 
prints of si.v. ran^ tracts (hailing wil,li tln^ 
Marlin Ma.r-Pr(*lat(', eout rovirsy of IbSD 5)2. 
r\u 'ir 1 itles nr(*i; ‘An Lpitoim*,’ ‘An Lpislle,’ 

‘ Pnppt* wit h a Ila((A(9 ,’^‘ Hay any WorkiUnr 
(Hopin', ’‘An Almond for a PaVrat,*’and Bishop 
(’oo jer’s ‘.Vdmonitlon,’ 8vo. Ho also editt^d 
‘ A ih'i(‘f l)lM(*oiirse of tht* Troubles bi^gmi at 
Krankforti, 1577),’ lanidon, 181(5, sm. 8vo, and 
a ‘ HibliogTaphical Alisci^llany,’ r> pts. ( 1859, 
in one vol.) Ih* wrote a. us(*ful ‘ Historieal 
Sketch of tlie !b'ogr(‘ss and Pn'simt Static of 
Anglo-Saxon Literat ure in Knghiml,’ Ijondnn, 
IHIO, 8vo, and ‘ ILmihouh for (‘stahlislung an 
Authors’ Publication Soci(*ty,’ 1818, a pam- 
phlet in which he reeomnunnbxl grmit. redne- 
tieus in (he prices of hooks and publication at 
net pric(‘H only. PiMlu'nim aft(*rwards bad 
a Ht'condliand b()oks(9hn'’H shop in Holborn, 
wbiu-e he diml in D(*iMnub(n' 1858. 

[MaHln^U'H History of tin* Martin Mar-Dr('late 
(kmlroveray, 1845; Publishers’ Oircular, 81 Diu*. 

:iL R. T. 

PETPr, JOHN LOUTS (I HOI 18(58), 
divim^ and artist., born at AslUon-mnbn*- 
fymq Lancashin*, was son of John Hayiss 
Pi'titjbv Hurri(‘l. Ast by of Duldnlleld Lodge, 

1 aimni.slunn The family was originally sett Iml 
at Ouen, and was of flugnmiol. opinions (sei^ 
Phtit lU'Ss Mt.\ns, Liiwis], and anollujr JiuiK 
Lmvt.s Phtit( 178B-17HO),sonof Jolm Pidit 
of rUtth^ Aston, StalTordsbins was born in 
the parish of Shmist.oms Htalfordsbins and 
graduated from C^jnenns’ Oolh'ge, Uambridgi^ 
H.A. 175(5, M.A. 1759, and M.IL 17(1(5. ide 
wan eb'(it('d iellow of the (k»lb*ge of Phy- 
siciams in 17(57, was Oulstonian bah-urtn* in 
17(58, ctmsor in tTiatymir, 1771, and 1777, and 
was charted physi(‘ian to St, Bartholmmw’s 
Hospital on the death of Dr. Anthony Anlonv 
[q. V.] in 1774, lie died on 27 May 1780 

* a 
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/nittk itf Sf, 

Jalm l«uiii,'t IN'lit wjh t'»!suu('Ml af 
tiiul (MUil riluiP'd P> f lio ‘ Mtuninn,’ lh‘-ti in i? * 
pnliuit'f't ilnyx. tl«’ wh- rli'rfnl in n ■(■Inilnr 
Hiiip nt Tritiity C^tl!^‘{p^ i in I"'',* \ 
gnuiuntiMl I >,A , in 1 S:pJhh>I ^t.A,^n I"' 

on ‘Jl Jnnt' iHut) wn:. tnlinifh'ii «,»*/ :r? nf 
(hfnnl, H«' tnnk hnty or*lrr’« in r'‘Pj., Intt 
tmdnrpMfk nu |tav*u*hinl wnrl. 

Pipit shovvtnl a tjaPH lur in 
Vt'iir.Mjunl htM tlrnwin^*;^ u\ jn-artl ninl ItnistMt 
ink wori‘ vnry (Inlinntn nml \\v> fn- 

/nuritn Nuhjt^rt wn^i «»ltl rlini'rhr'H lunl preut 
(tart nf Inn Ufa wan a|t»nit in \i it inn an4 
Hki'tnhiipy tlunn. IHm (Irnuinn' urrn ra 
‘tiitlly t'Xnrutnil, and hi » nkrtahr'k uh\in ^ 
iiiiiHhtHi on tlin Hpnt, hi I Kin ht» 
lii,s first, i'xtnn.sivt' tnnr un tin* omtiiirnit, 
Tha riNSults npin'iu'isl in Uih * Ihauiu'kn mt 
Phurt^li AraJiiti'rtura* (IHth il vxhi, .'-nuf 
\vith il Inst mt inns. It wan fnlinwnl in !Shi 
hy * Ki'inarks nn Arrhitniurn! t1niruni»a’/ 
rnyal (hi. In I ho nnr Pntit imhliilntl 

a It'd tiro whi(‘h hi‘ hiul «l<'!ivorotl nn ;M lAPn 
IH-Mi tn tho (Kfntnl SoniiPy (hr |)n»inM(inj,,»' 
tlu‘ Htudy nf (Itithic un'liitcot map mulm* tin* 
tith‘ ‘ UmnarkH nu tlu' PrinoiplnM nf (h<thio 
Arohltnoturo m applunl tn nrhinury (kiri-.h 
('huiathoH,’ It was suorotaloh hy thn*‘ Aivhi'- 
tootnrt' nf Towknalmry AliUpv ( 'huroh/ rnval 
8vn, IHKS; ‘ Arohitortnvnl NtpoH iutho Noiah* j 
bmrluKKl of ( -Inhtonhani/ and * Uonmtdw nn ! 
Winibnunm MimioiV iHiT; Mloniarkfi nn j 
Soutluyoll MlnHtarf with miiutwmu (.axul ih * 
liiHtnU iniiH, IH18; * Arohilontural Nn(ir«*af<t* i 
lalinp^ tn (niuroho'H in Uhiucontorahtro and I 

SuHsox/ IH-h); < ArtddiootumI Nntiooaid’ tim ' 
enrinuH (ilmrch of ( hUinghami Norfolli/ mnl 
an 'Account <if Hh(‘rhnrno Minsti'rf iHfak 
In 1852 Potit publiHliodiuP Accnutil td’Bnnk- 
bum Ihdory,’ a paper upon taiUmrod liriok* , 
work near Uoiuaij and anmn c.arid'ul nntu*«a 4 i 
of l^^noh ^U!fdi»skHtlcal architect nro. On' 
12 July iKal ho riaul hofnro ihn Arc.hitcc«' 
turul luBtituto of (iroat Britain a paper 
on tho ‘ Arcliitfid.ural UtHtory of Boxgmvo 
Priory/ whicli wan puhllHhocl the namo year, 
togotlun* with aoma MilHlorical ramarka and 
conjecturoB^ by W, Turner, 

In 1854 appioarcd Potitk principal work, 

‘ Architoctura, Slmlitw in Franco/ imporial 
8vo, Itwas beautifully illustrated with lino 
woodcuts and fiiCHimiles of anuKtatic draw- 
.inga by the author and hia companion, Pnv 
feasor Delamotte, It showed much learn* 
mg and obaervation, and threw light upon 
the formation of Gothic in France, and on 
the ditlerences between Ktiglish and Fnmch 
f^dition, revised by Kdward 
lieu, b.b.A., with introduction, notes, and 


Pt'lil 

iii.l. m I -I'ii. ’ru.- |r\( ivtn.iiii,..! 

miiilftuvi.jmf I hr ill,? 4rntii»ir4 wrre redue*Ml 
in u/r. and a thw lukh'd from PelithunuMrd 
\^<H.dems. In IK.t Priii puhliidird a wdu- 
able hvfnrr m < Arehif eet iini! Priiii*iplrs and 
Prrjndl^ 1 ■■'^‘ In h^P( A ho trnv*dh'd in the 
I’.U'it, ;ue{ f‘\'*enfril ’ainn* elrikiuir drawingH. 
llr d?rd af Ftehledd nu i! Ib'(\ 18(18^ from a 
ndd r lit d;f v. hdi* ?di'1 eltius;, and was Iniried 
in Sf. Madia* !*.. eliiireliuiril. whor*' tlnwe is 
n imoiumrnt \ufh a haim inscription to his 
im‘na*ry . 

P* tif was (00” <d‘ tlir fouiiih'ti of flu* Bri- 
ti di V ndi.'erkyjril Im liinte at i htnhridge in 
I *' t h mul fo Os journal eont nimted, among 
‘ftluo* pao**!';-, an nriiaoinl nf S{. th‘riuunH 
( \u . in tin* I dr nf Man. flo was also 
F.A. V ,au luomniry nnanhor of flu* Institute 
«d Po'Orh A rehifin'i s. and a govornnr of 
t'hrrf'i Ho poal. Ih* wai a loarmal and 
rlr;;anf wrOff, huf wnu lu‘s| known ns an 
art I f. Pw id«*’i f ho u ork nlrrad^ Unlieeihhe 
pr‘»dm’«ul a Pov d«'lnMtr etchings on eopper, 
Sjireinunr* of hi. lu! piunftngs are rare, but 
fdtow a pOMil !,eirio of ndour. 'I’wn of thi‘m 
ludoint to Alteoi Hart dtorno and Mr. 
B. .1, llarf'dionte, uho alao po;. ar-wi many of 
hm \vat«'r''eMl.mr * krii*fu* .. A p«a*m hy Petit, 
I’lififird ♦‘fhr I.e-hrr and tin* ({renter l/iglit/ 
wm. printed for the find linn* hy his aister in 
ISi'ip, 

[Aivhiteei. 2.Ian, I Hg*,g hy Albert IlartHhonie; 
Luanl'?. Urad, t'anf,; tor.ter’a Alumni Oxoa,; 
Alhefueuia, li,.,*. IKtiH; Soles am! tileries, 
Hth Her. ix. I ; tlmirdian, ll Bei\ fhOH; \Vn,l- 
foi'dV Men of {liedhum, IHi]’;, ; Hedf'rave'a Bict.of 
Kindinh AniMs ; Bryan’s Birf, of Paitners and 
Kn» 4 raverj.,ed, B imvi'h; Allihoue'fi Biet,id‘ Knglmh 
Bit, ti. Io7l ; lhat. Ahm. (Mt | (I, Bn B. N. 

JdBTlT nna Hr\NM, !,H\V IS ^ ( KKloP^ 
l7’JBg brigadier ^gcnoral and military en- 
ginei'f, wnstleeeendi'd from the aneient family 
of Petit dea FtauM, rafahlisheal near Gaen in 
Normandy. IB* mime to England im the re- 
vocation of the eilief of Nantes in 1885. Ue 
.served inf In* i rain aa engineer in Ireland from 
lit June Initl , f he tlati* of his eomnuHsion, to 
I May BlB*J, IB* wan employed in the ord- 
nance! rain which proeeedeii wit h t he ( Jhamicl 
fleet nn the mttnmer expedilioiw to acton tlm 
Frencli coast in both Bkl2 and 1888, when 
he wan one of the i widveengineer.H under Sir 
Martin BeekmatB tin* IcingN eluef engineer, 
The attemptM on the Freneli eouHt were not 
Very auccesHfuh and the fnun wiw landeil at 
Oat end iiftiT tin* hiittle of Bnmlen, 18 inly 
1888. It was uiidtu* I he eonunaiid-in-ehief of 
the Duke of Bctimtei\ and took ]>art in t!io 
capture of Fnrnea, Dixinttdf% ami Ghent'. 
Iktit winteri'd at Ghent, and returned to 
Kng'land with the train. After tho triaityof 
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Kyswicik in ’U)07, a pormantnit; train wa« 
fonuod ; but soveral eno’iiioe.rs wtn-o ])lao(Hl 
on half-pay, and ihd it aj)poara to liavo been 
brou^bt itito tlio train apiin in 1(509, 

On (5 April 170^2 Petit was inclndinl in tlio 
royal warrant Ibr an ordnance t.rain to ac- 
company tb(^ (‘Xpeditlon fio OadiK und<T tb(^ 
Duke of Oimionde and Admiral 8ir ( 

Jtooke. (lolomd Pthnr Carles commanded tlie 
train. The ex'iaulitioti salhul from Spithtaid 
on Pi July, and on il July antdumMl outsider 
the Day of Dulls at Cadi?:, Pel it was sent 
to iv.connciitw., a.nd tlui troops won^ landed 
in accordance witJi his proposals, Tim town 
of ltota,surr(md(U"tal, but, afOu'some abortav<^ 
operations on tlu^ Mat a/^'orda p(‘ninsula, th<^ 
atlac.k was abandoned. oxpialition sailed 
for Vit^’o, and on Pi Oct. a siieenssful attack 
was made on that town, in which Ptitit took 
an active part. 

P(^tit rihairne.d to Dti{»'land, and oui-l July 
17()J was included iu the royal warrant 
forminpf an ordnance train, whie.h proce<\<l(Hl 
to Portu^uil und(u* tin*, command, lirsi,, of tln^ 
Duke of Schomb(u-|L!;’, and latm* of tlu^ lOarl of 
Oalway[H(\e Mahsuh dm Ruviunv, 11knhy|, 
to assist the Are.hdukiAlluirles in the. invasion 
of Spain. Iksllt took ])art in th(y carnpai^tn 
aftainst th(^ Duloi of Bm*wiek. dJu* Dari of 
Galway reported on 150 Nov. 1701 that Ptd.it 
*iH very ca])al)l(^; but he was taken in Ihmla- 
and hasbtum smit into Krauec. It will 
be very well to g'i't; him t^xchanf^Hul one of tlu^. 
first, a,nd send him back lutheri Dinadlons 
W(vni given accordingly. 

In Sept(‘ni])(u*, wlum t;he Dritisb govern- 
Kumt beard of the captiwi of Gibraltar hy 
Hooke, an ordnan(u‘. train was pn^pam.d, of 
which Pet it was one of l.he e.ngimuu's, for , 
the servic(i of the new ae.cpnsition, l lu» tniin ’ 
being unchir the commaml of Talbot bld- 
wavdes. The train arrivual on IH F(d>, 1705, 
and th(‘ m<^ge, which tln^ Spaniards had b(*g‘uti 
seven raoulihs b(dbn‘, was raisi^d on 20 A])riL 

Petit was now appointed chief e.ngimmr to 
command the ordmuiee train for t he capturii 
of Darcelona undm* the Dari of Peterborough, 
and sailed in tln^ lleet under Sir (Jlowdi.Hley 
Shovellou2H J iily from Gibraltar. Tln^ troops 
werii disombark(‘d at Darcelona on 22 Aug., 
and inv(!Hied tin*, city. After t he strong fort 
of J^Ionjuich had been carriiHl by storm on 
OSept. 1705, Pet iteriaJial thnansiej^e battcni^s 
against the city, all on the west side — one of 
nine guns, anotlu^r of twelv(', tind tlui last of 
upwards of thirty guns, from wbicU a con- 
tinuous lirt! was Ictipt. up. Ihhlt then e.iaaJed 
another battm*y of si.t guns on a lower piece 
of ground oppositi^ to thii weakest part of 
the walls. Although be was womubnl, bo 
was not long absent from duty. The breach , 


was nnubun-acticable, and on 4 Oct. the city 
capitiilatinl 

On (5 April 170(5 King Philip, at the head 
of a large army, invivsted Darccdona by land 
while the Gonut diPFoulouse blockadial it by 
sea. A small ordnance train was in the city 
mnhu' IVtit. Owing t(^ liis oxt'rtions the 
fortithnition bad biam placed in an ellicimtt 
condition, whihPhe place was well providiul 
with gums, ammunition, and dofonsive mato- 
ri(‘l. AtJMonjuich Pihit bad comph^ted the 
lialf-fornusl outworks, with a good lim^ of 
bast ioned fortilicat ions, witli ditduss, eovmvd 
way, and gbnns, and had thrown up a small 
lumhti^ in iVontiof a dimu-basllon on the lid’t. 
He had mouuic.d si^'iu’al guns on tlie new 
ranqiarts, and tlu'. old fort fornuHl a strong 
kei'p t.o tlnnunv main line of dirh^neiPn front. 
MonmviT, hid-wi'en tlu^ fortress and M,on- 
jiiicli, in substitution for the small (bandied 
work of St. Dmlram, wbieh had bi'.en chmio- 
. Pished, Pth/it had constructed a (smlimious 
' litn^ of entrirndmumt with a iialisadi'cl dit.di. 
The si(‘g(^ was puslusl forward with vigour. 
On 15 April the n,dvamuMl liineP.e was (eip- 
t ured, ami a lodgnuMit^ in it couviuded into a 
I five-gnn bnttmy. On tlu^ 2lHt tlu^ enceinte 
' of ^ionj^ich was st.onuml and caiitiinul, and 
tin' Ix'siegers wiua^ able to concentrate tluur 
attention on tlii^ fortn^s itsdf. Ihelt, who 
was the soul of the dcleiici^, constnuited mi- 
trmidummts to isolati^ t.he wiMik points, ( )n 
5 May tlu^ bendgm's commmuuul mining’, but 
Pidlt imd. thmn with couutermini^s, am!, by 
blowing in thdr galleries, cIk^cIohI tJieir ad- 
vanct^ On 8 May Sir John Peake arrived 
with a relieving Hipiadron, and tlu^ Hieg(^ was 
raised. 4die siuaaws of tlu^ did’ema^ brouglit 
grmit CH'dit to Ihelt, to wliosii zeal, activity, 
and (mgiiie(‘ring re,sonrc(‘s it was mainly diii^. 
The ArtdidukeOharlfvs wrotiui hdlcrtotpuMm 
A mu' from Darcidona on 29 May exprt^ssing 
his obligation to Pi'tit. 

Pt‘tit, who had bi'i'U promotiMl colomd, was 
with the train at Almanza when, on 25 April 
1707, the Dari of Galway was dideated by 
Berwick. On 11 May I Vt it and vtul at 'fort osa, 
where be was chargt'd with the duty of prt'.- 
paring that fortn'ss for a Hi('ge. On 1 1 June 
1708 the Duke of Orleans inviistiM the place 
with tw«‘nty-two thousand men. TlndTenelies 
were opimed on 21 June, and three days later 
sixtei'n guns, besides mortars, opened tire. 
Tlie dt'fence was spiriti'.d. But on B July 
Orleans had sapped to within fourtetui yards 
of the counterscarp, while twieity-sevim guns 
were battering the e.scarp, I'ln^ next night 
be assaulted and carrie<l the (uivered wa)^, 
The garrison made a d(d.erinined sortie, ef- 
fecting considerable injury to tlie works of 
the bi'siegers, and at *its' conclusion Petit 



H ^v hit'll lu' huil hi tii<' 

rdVt'H'tl wn>\ with sinnil All th*‘ 

eHortM (if thc' (h'hniiicrx W(*ri\ hMwr\»'i\ uti** 
and on dniy tin* tnwn ouintu- 

It. nmy h«^ ns-iuimnl that lh*fh wn*! t*\» 
<du».iig‘iHl aliuo.st IninnHliiitfiv, tor in Vovoi'*! 

1 TtlH thnu'ral Htnnlio|H' look ltlm\^i(h hltn 
unnhiofongitna'r in his ('\|MalIf Ion f o MiuiO’rH. 
Ho ('Ihn'tt'd n landing; on llti Any,* and laid 
ahyy' l‘ort Mahon, d'ho |dma' hdl oti 
liO Siyil,, and a hnv da>.H laO'r tlio wlndo 
iHliind snrt’oiuhnaHl lt» tin' Ih’iti'dn Polll ^UM 
a|iiioiulod govtoaior of Fort St, Pluii|i, iho 
citiulid t'f Fort- Malum, and Imuionant 
govi'rnor of iln‘ island* IF' Imill a lany* 
work for Ihi' didonci'of Ikirt Malnm harlionr. 
tin waH proinotoil hrigndh'r-gi'ma'nl for hi » 
Hnrvit'(»,y, and givtm tluManmnand hi Minon'u. 
Ila was ad t-hia tinn' a. li(‘nlcnant andonol m 
ihn army, and also n raptain in Urigadior 
doHi'ph \\dg'htninn’H rcginn'ut of foot (oh a 
pihition of his who Mariana to ro<ad\o hi'i 
captninV payhyhiH anihority for hm'xdf and 
four childi'on). From Muroli FftlP F('til was, 
actairding to tho ‘ Muster Ihdls,* In S.ialn 
mitil Mai't’h 1710, wlu'n In' n’tunn't! to 
Miuorca. Iln ri'inainod tlna’o until ITIU, 
when he la'turmul to Fnglund* 

After the inaity of Ihn'cht the onghu'i'jM 
wt»ro rodma^d to a poiu'o footing. Ihit m , 
Kngland had anquinM Uihrnli-nr, Minoroa/ 
juul Nova Sootia,an <'Xtra MtalfwaH rtapurtai 
for each of tluwo phua's, F**tit in shown on 
the rolls in May 1714 at tlu' ht'tul of the in'W 
(tHtablkhmunt for homo Horvioi'.and Hoonisto 
hayo ham omployad at, t Im board of ordnanta*. 
On the acw'HHum of Ooorgo ! I’oltl wannont^ , 
in Soptomber 17M, to Mootlnud, to asMtat, | 
General Maitland in view of tlw t!m*atenod i 
rlHingof tho clans, and t-o report on tlie ntatt^ i 
of the works at Fort William, ns well aa at 
Dumbarton and ot.hor forts and caatlcH in t ho 
wefit of Scotland, On li7 Nov. a warrant 
was isMiod for the formation of an ordnance 
train for Scotland, tind IMt-it wnm appointed 
chief engineer. ]\vt i t and six ot.lmr (‘iwint'f'm 
went by land, leaving the train to follow by 
sea. The Bhips carrying tlm train lay wind- 
bound at the mouth of tho Thames, INdit 
was consequently ordi^red to make up a train 
of eighteen, twelve, and nine poimders, an<l 
six small field-pieces from the gium at Edin- 
burgh and Berwick, and to hire out of t]m 
Dutch and British troops such men hh had 
skill m gunnery to the number of fifty for 
gunners and matrosses, l,o be added to tho 
Md Scots corps of gunners, then at Stirling. 
He was also instructed to get logt^ther what 
ammunition and other wyirlike storeys would 
be necessary, and nine thousand men, either 


bn* -o-y,. Ml- in r<‘ielunw-!, with iho 

ntniH.i ♦wprdiiiMn, in.-ruln'r with iKuihKms 
for er*t'.An.; 'The Jneohiti* ndudlidn 

\v!*w .M.m .upprr'..fMl Feljf tlnm mmvhed 
%\itli Gtnhw.auM nrmv by Fi'rtli to Fort WiU 
ham* and httor Mtrwnod land at, ilw Inwl of 
Liu li \i‘ ,--1 fitr a fnrt. 

i ni .'i July 17 Fi u wuiTrtnt wan isHinnl ap- 
pointing F('t t; rhit'fonytm'or and ('ommumh'r- 
in tdnoi nf tho ollioo of or«lnnnee at. Fort. 
Mahon* Mint trim. H»‘ apoonre t<i Imvi' ri'- 
turn*'*! to hhujliind tlie fodowiny your. In 
)VF7 In* u 10 '. omployod to(!»-hgn four hnrruelvH 
and to rop. «rf up »n i liotr *(iir , in Seotlnnd lo 
';*ro\ nit rohlwnuo i and d.-pn^dut uniu of the 
uinhhmdi'r.n In 171^'i Fotif Wiiu ugnin at. 
Mnioivn a > eldof ouyinori’* ninl in Soptfudu'r 
pqiortod tlint ho uu*i innldny d(*!onuil>lo tho 
tmt \vork'i lor oo\ I'riny ih*' body of Si, Fhi!i[fH 
<'n-.!h', fho hoard of ordnuneo roportod (o 
Soi’rotur\ i ‘nine/' on I i Ot't, (hat tlu'oost id' 
lUo work vv.ndd prohnid) ho o(MH )■()/,,! lO'dih's 
jittiri'’-. of wur, and that onl) hi/dtlo/, lind h(*en 
fiuptdu'd. In I7d0 FefU \M‘nt to ihdy for 
hi • hoiihli, ami, duny at XujdoH, vvus linri(*d 
thovo. Hmotd«-;U ;.on, lohn'rl, w U'. n ('nptnin 
and impdin'or, and wa-^ aintioiu'd nti Fort 
Mahon whm hi-> lathor dn‘<h John Iuhuh 
Fold dp Vi; wav a d(''.(‘ondanf . 

|Wnr<h!h'o hoeofd*.; t '»ui((U v M.S.S. ; Forh'r’s 
Ili'Uory of I hii t ’orpN of !ui\m! Fnginorrs; thml's 
Annuls of tlu’Mhu'N of tho Fiejurontli Foninry ; 
ArmHtrtuufu HiMory of Miaorou, IT'VJ; (Mrlchm 
Mannar?*, Uoynl Warr.nUH: Siuitllrlt’.H !I '?o 

tory of F.iiglund, lHn7; Hoard of tlohmun' hoi- 
tera; HnoA Uthiorv of I ho liUfe l{ohrllion, ITIH; 
IhUtenX IliMtofv of ihe Hohrllion of 1715, 1715; 
Hoyi.rM AmiaK of Amn*, 1755; Addis*. 

M8M, Uni. .Mtm, 0141.1 U. IF V. 

DKTIT or FOTYT or FKTYTB, 
THOM AS p//, DMSd lodl), priid«*r, svn.'*i sup- 
posed hy *\nnM Mo !»o rohitod lo tlu^ fanam.s 
John F»'t it / the Faria printi'r ( 7)//>or/r* Antif/. 
i. fiA.I). IHh houno was at the sign of the 
MaidenVi Ui'nd in St* FnnlV Ghundiyard, 
London, where ho prodneod in lodtJ an 
; edition of the * Undder t»f the St'iu’ lit' also 
printed TavernoFn N(‘W Tt'htniut'nt (15*11)), 
the*Sanini Frlmer*{ 15tl, loll, loll, 15'1>L 
1545), ( liauroFs ^ WnrkoH ' ( tu d.), um,F Sanun 
IlomFdoll, 1554), 

On 0 April 15 11 !m, * Whifrhurch. Beddhq 
Oraftim, Middleton, Maylour, Lmit and 
Keyle* print « wm, for print ing of snelu! hokes as 
wer tlunvgld to ho unlawful!, eonlrary to 
the proedanmtion nutdo on that liehnllf, war 
eommittf'd unto pHnon ^ {Aafn nf t/if* Priri/ 
' f.Wtte//, iHfKh new N*r, u 117)*' All i*xcept 
Thu, it wnTo Hubmptontly n'lensed from the 
Float, on declaring * wind- nomhor off bookes 
, and ballet tea tin *y have bowght wytluuthiese 



Petit ss Petiver 


iij yores/ and wliat morcliants had intivKlin^od 
‘Eiiglisshc bokoK of ill mat (or ^ {id, p]>. 1 17, 
ILb")). iHotwiaai IhJlG and 1^5-1 about, thirl.y- 
iiino books boar his tiamo as printt^r or pub- 
lisher, among* Ihoin being s('.veral law-books. 

[Amos’s Typoj^r. Antiq. (Dibdin), iii. f)07““10; 
Arbor’s Transori])t of t,h(^ iStationors’ Ri'gistorH, 

1 . 394, vol. V. }). cii ; Diokinsoirs last of Horvico 
books, 1850; Catalogue of Books in British J\Iu- 
soiim to KMO; llazlitt.'s Handbook and Colloe- 
tions, 1 807-89 ; Hansard’s Typograpliia, 1825, 
p. Il8d U. ILT. 

PETIT, WTlJdAAl (d I21B), justiciar 
of Irtdand, was a followed of Hugh (le Lacy, 
first lord of Me,ath {(L 1 1 KB ) |t|. v/j, and imo- 
bably went ov('r to Indaml with lutn in 1171, 
Ho received from him Oastlehrack in tlu^ 
])reaeut t^J.uetm’s (\)unty, and Uatliketiny, eo. 
Heath. In 1191 he served as justiciar (d* 
Ireland. IH* again ap])ears ns co-just ice wit h 
I’eter Hipavd in a (diartcT grant tnl Ixdavemi 
1191 and 1200 to St. Mary’s Ahbt'y, Dublin. 
Ho was a witness to two charters lo thc\ 
same abla^y, which can b(^ (lat«Hl 1205 and 
1208 -7, and to ot her clnirtors f)f less pn^- 
cise dat(^ granted to St, Mary’s an<l to St. 
Thomas’vS Abbey, Dublin. On 2B Mnndi 
1201- ho was appointed, with three otluu’s, 
to hoar the complaint of Meiler Fit/, Henry 
fq. V,], justiciar of iredand, against Wil- 
liam do Hurgh (Paftmt /H/A, p. 89), Ou, 
20 March 1208 lie was smit by Johuwdth 
measagCB to the justiciar of Ireland 
JiWA, i. 10(5 5), On 28 Junes 1210 Petit np- 
])ear(‘d at Dublin, with others, ns a mt'sstmger 
from Walter de .Lacy, second lord of M^iath 
[(|. V.], praying the king to relax his ire and 
fluircr Walter to approach his presence (f 
lefidar of relatim/ to Jiudf/ndj L 

402). In 1212 he and otlnn* Irish harems 
flupiiortcd John against Tnnoceut ill (iff, 
p. 448). lie died in 1218, He grantml to 
St. klary’s Abbey, Dublin, certain lands at 
Maclmrgalln, near the ahlay of Kilstmecan. 
His son was taken by King John as a hostage 
for Richard do Faipo. 1 1 is widow in February 
1215 oilbred 100 marks for liberty to remarry 
asahepleaHodjand for the replacement of her 
sou as hostage by the son of Richard do Faipo 
himself (Cte lioikf ii, 80). 

[Close and Patent Kolk, and Cahmdar of 
Hociunonts relating to Indaml, vol, i., as quoted 
above ; Munimonta Iliberniea (Record Comm.) 
iii. 56 ; Francisquo Micliel, Anglo-Norman 
Poem on the Conquest of Irelamh pp. 148-0 ; 
Annals of Ireland in Cartulary of 8t. Mary’s 
Abbey, ii. 312; the aame cartulary, i, 30, 60, 
143, 144 et passim, Register of St. Thomas’s 
Abbey, pp. 9, 12, 34, 38, 48, 253, 254, 255 (both 
in the Rolls Ser,); Gilbon’sllist, of the Viceroys 
of Ireland, p. 55.] W. K. R, 


PETITrpETYT, or PAEVtfs, WMl.- 
Ij1AM(1B5B 1198 r'), author. [See William 
OF jSi-nvBXJimu.J 

FKTIVEE, JAIMFS (H5B8H718A bota- 
uist and (mtomologist,,son of James and Mary 
lVtiv(*r, born at Hillmorteu, near Rugby, 
Warwickshire, in IBB.B ((d‘. AAnrac A/A. 28(50, 
f. 5 5), was, from 1(57(5, cdiumled at Rugby 
fr(‘e school {Jim/bi/ t^vhool Iletj, p. 1) ‘ under 
the patronagt'. of a kind grand fatlu*r, Mr. 
Ulchnrd 141borow(9 {iSloane AAS'. i58.'i9, 
f. 10), and woiH apprentieed, not later Hum 
1088, to Mr, belt ham, apoHuuuiry to St.. 
Bartholomew’s Hospital, London, lie Ix^- 
came an intimatt^ corr(‘S]Kmdcnti of John Ray 
[(p V,], and his assistance is ue.knowledgcd 
in t.lu'. jindaces to tlujstu'ond vnlutmw)f Ray’s 
MHstoria Plantarum’ (IB88) and to his 
* Synopsi.s Htirpium ’ (1(590). By 1(592 he 
was lU’ac.tising as an apolhi'c.ury 'at tlu^ 
White dross, muir Long Laiui in Aldtu'sgati^ 
St reet/ and in tlu^ same Htre(4., if m>ti in tlu' 
same house, he n'sidi'd for I la* n^st of his 
lihL In 1(595, wlum 1 h‘. was (JtaJed a fdlow 
of the Royal Socitty, h('. wroto the list <»f 
Middlesex plants for Hibson’s tvlitiou of 
datmhm’H' Britannia’ (pj). 885 >10, and A/fww 
A/ A. 8882, f, 129), all tlu^ othm* county lists 
being contributed by Ray. Petiver 
apothecary to tlu^ (jharicrlumse, and semns 
to have had a good practic.e, though not om^ 
of a high order, since he udveriistHl various 
quack nostrums. 

U(^ com^spomhal with naturalists in all 
parts of the world, and formed a hirgi^ mis- 
cellaneouH museum. Though in 1(59(1 he 
seems’ to have b(um mainly (hvoted to (mto- 
mology, and his business pnwcntisl him from 
,oft<ui leaving London, he nuuh^ fnu|ueut botia- 
niaingexjieditions round Hanqistmid wit h his 
friends Humuid Doody ami Adam Buddie 
f(p v/], and l>y H5il7 bad altogtbJier betwtum 
fiv(^ and six thousand plants (75, .88;J8, £ 255). 
In lB99ba visit(‘d John Ray at Black Notley 
in Essex, and in 1701 eontributed lists (If 
Astatic and A friciin plants to the third volume 
ofhiBHUstoria PlantariimJ In ITOTIiisunele 
Richard IHborowt^ died, btupimUlung 7,00()£ 
to him, but he semns never to have obtained 
the money from hia half-hrntJier, Klborowo 
(Htmtworth, the sfile ext'cmtor (//;, 8880 f. 
987, mi I (508, 8885 f. 9). From 1709, if 
not earlit^r, Ikitiver acted as demonstrator of 
plants to the Hocsiet.y of Apothm'-aries (FliUJ), 
Mtmoin of tha Botanic k (Btrdon at Uhokea^ 
p. 25). In 1711 he went to 1 A\y<len, plainly t o 
purchase Dr. Hermann’s museum for Hloane 
(Bloane MBS, 8887 f. 1(50,8888 £ 28,4055 
£ 155). In the autumn of 1712 lie made ‘ a 
trip to the Bath and Bristow/ and in 1715 
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lu* wt^nt with Jaini'H Slu'ninl 't|. phv* 

Biciau, to {ik :h*h‘Uh f- 

lioalth mnonn bytluH l iiso' to havo ihihaban*! 
early in 1717 lie was inrapnltlo of niiV mMivo 
e?k(‘rtion. H<' unnuirranb at lua loorw 
ill Aldoraf(nte Stnn^ti about- L‘ A|>rsl 17 IS* 
Ifia body lay in Hi at<' at C'(u»h’H lltiH until 
tho lOtll, when it wan burb'd iu the obaurrl 
of Wt. Botolpli’a C’hurdu Ablorsgati^ Street » 
Sir liana Sbrnne, Henry Hevett i\, \\ \ phv'" 
aiuian to the <1iartorbouH«% and four other 
pliVHtciauH act ing aa pall-bi'arora. 

Ilia eolloctiona, for wliicb, according' 1“ 
Palhuic.y ( />Vo/;ivr;^/n‘co/ iSkdi^k^s i** *1^1, Sir 
liana vSlouu(\ Ixd'orc luMd<*atbTofrer<'d htHH)/,, 
wcr(^ purtduiHcd, with hiH hooha and uuuui« 
Hcripta, by Sloane,Hml are now in the Hritidi 
Muacunu Tho nianuHcripta arc ini\cil up 
with liU.hu'a JubircHHiHl to Slouno ; and f In* her- 
baruuttjConHiatlugorplantHrnuuaUiMuintrieH, 
forma a conaiilcrablo portimi i»f the Sbeum 
collection, mnvattlic Natural lli.anrv Mti- 
amim at South Kcnaington. I’rtiveiA* bat in 
wiia, at least aonnUimea, coinpoM-d for him 
by Tancred INdjinson [<p v, | (AVeuae d/»S‘. 
JllWb), ami ho horrowfal largely, witlmut. 
much acknowh'dgnumt, from tlie laUnnical 
mamiacriptH of A<lam Huddle* Though a 
good obaorver, and induatruma in Ida endea* 
voura to inaku aciencu ptijmlar, he ia often 
haaty and inaccurate in lua bolanical writ- 
inga* Ilia name wan commemorated by 
Hhimier in the genua tropical 

Aincncan plant a, now taken hh the type of 
an order* 

Hetivw pnldiahed i 1. * MuHeuim Fett- 
voriainmi/ l()J)5«d70H, Hvo, iu ttm centurica, 
each dcHcrihing one lutmlrtal planta, aid- \ 
mala, or fosaila* 2, Hhir.ophyhunum Natunn ' 
et Ania/ 170241, hdio, in ten deeadeH, - 
each containing ten |:)lafeH,wit]i deatnnptioim* 
*1 ‘The Montldy Nliamdlany, or Menuara 
for the Curionk; 170741,* d voK mm- 
taining the commenmumint. of ‘ Hfdanltmm ^ 
LondinimHe,ortlm LomUm Ilerljah’ 4**Fbm- 
tarum. (hjnevm (Jatalogiia,’ 1709, 5* » Fteri- 
graphia Americana, IconegcontanoM plua- 
(piara 0 0 0 0 Filicimi,’ 1712, folio, twenty 
plates. 6* ^ Aqimt, Animalium Amhoinm 
Oatalogns,’ 171b, twenty 4wov)lateH* 74 Her- 
barii Britainucd clarisH. 1). llaii Oatalogim 
cum Iconibus ad vivunx dtdinuat.m ; ’ other 
copies having the title * Catalogue of M r. 
Hay's English Herhali,' vol i. witti fifty 
coii-xorplatcs, comprising over mix hundred 
ont.ino ligurcH, 171b, folio; vol, ii, with 
tw(,mty4wo plates and about 2H() iigures, 
3715; reprinted by Sir llaiw Sloane iu 
1732. 8. ' Flantarum Etruria) rariorum (!a« 
talogua/ 1715, folio* 9. ‘ Flantarum Italim 
marinanim et Graminum leones/ 1715, 


folio, five I'dnfrM. \i). ‘ llorluH Fermianus 
meihriufdio/ ITlo.aeven plnfes* II. * Mons- 
»elu d**’dderafar)un Flautfirum ('atalogus/ 
7Hh foht», 12. ‘ FropoNglM for the (tin* 
lintmf ion t»f an leotdeal Supplement to JMr. 
.Inhn Uay Id^*** f ni\erMd llintory of FlantH,’” 
IVHh HP ' ( Iratniuum, Museontiu, Fun- 
gorum . , . ttmeordui/ ITlthfolio, 14, 4N‘« 
t u •'rinmv* edvr' t tdleet aura XiU iirie,’ id. 17 III • 
1714 bdio, to. * idmitje Sih'.-dnen' variores/ 
I7r,\ bdio, a aingb* sheet* 10, * Flantarum 
J‘ 4 fvntuu‘!trum rnrinvutn leim»M7 !7l74blio, 
t w i» plat ♦*:'otnd one ;ibeef . 17, * FtigH-di Hutter* 
Idea/ 17 1 7. Hi\ pbde 1, rndafed; IS. M Iota* 
uienni Anglieuiu,' lubrK for fbe lierbarium. 
F.b MInrtU'i MceuH FlmrmaeeutieuMf labels, 
202 UndimentHof Fuglrdt Hoinny/fourplateH 
and one 'lieel. 21, ‘Jnnie i Fet iwu* Ids 1 look, 
being l)ir«*etioms for juOhenug FlautH/oim 
abeet, 22 . ’ Ih'ief Ihrertion?. for t lie (‘anjo 
mnking and presriwing ( 'olleet lous,* one 
sheet, 23.* Fluut'Mitytuuetl Idr Fay VO* Fug- 
d'»h llevballf'* folio* one rdieet. FetiverulHO 
puhU:du*d nmn\ aepaciite plaleH, mostly of 
rare* A merlenn plant n, } I e ei mt rlhut I't 1 (.w ent y- 
one paper » tot he* Fhibe npldenFfranoict ions' 
t\ob«, \ix. :s:vi\4 Itetweell 1097 Hud 1717, 
explunntiiry of .•peeimens of ej^otie plants, 
ummnFa ndnevate, fo.v/ds, and tlrugs e\ld- 
Idted hy him. 'riu^se are enumevatial by 
Fultein^y I AVo^/mp/n'en/ *S7o"/e/m*i, ii. bH42). 
Many of Ium minor works laaaune scarce, 
and they were imralv, wdtii the exoqition of 
the pn persintln' ‘ FldloHotddenFrransael ions,’ 
re|,n*lnted under the title *Jm‘ohi Fctlvmn 
(Ipera in:4orinm Xaturalein speedantia/ 
r/tH, 2 voIn. foh ami 1 wd, Svo. 

(Trimeti aial llyrr's Flera of Middlesex, 
IHtUh pp, 3711 K5, Had autheritieH there cited; 
FuUeiieyV Ihograpbical Skuteben of the Frogress 
of Hotnny ; Sloauu MSS.j (i, 8. Ih 

FE1U Slit SAM HKL MHUTHN (IHOIH 
IHKH, eontraetiir and polit’udan, eldest son 
'of VViUium Feto of Hooklmm, Berkshire, 
who dietl on 12 dan. IH|9* by Sophia, diiugh- 
ter of Ualph Allowmy of llorktug, wms bom 
_ at Wldtuioor House* pariah of Woking, 
Surrey, on 4 Aug* iHtlF, While anympreu- 
t-icu to his uncle Henry Feto, a lmih,er, at 
bl Little Britain, city of London, he showed 
a talent for drawing, attemled a teclinical 
school, iiiul later on reci'ivml lessons from a 
dru light Hnuiii, George Maddox of FnrnivarB 
- Inn, and from Mr* Beaxley, an arcliltect. 
After spending three years in t'luHmnmntur's 
shop he w'cnt tlirougli tlm routineyif tirick- 
layerV work, and learnt, to lay eight huxw 
drml hricks a day* IHs mlJcles ex|dred in 
1H30* Lithe same y(air Hmiry IVto died, and 
left hia buHiness to Sanuml Morton and 
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anotlier nepliew, Thomas ("^rissoll (ISOl--. 
3874). Tlu‘. firm of (lrisH(4l & Poto during*- 
thoir partiKvrsliip, 1 8:i()~47, coust ructiHl many 
hniUling's of import anc(^. Tlu‘ tirat was Uxo 
ilim^^’crfovd iMarkct (1 8:^:^ -d) — a nul)Hc 
com])ot,Ui()U'”-4bi* 4:3,4007. ; tlioro followtHl 
the Uoform (18:h>), Oonaorvatfivo (1 840), and 
Oxford and Oambridp;’o (1880) cluh-housos, 
the .Lyceum (1884), 8t, .lanu^s’s (IHMo), and 
Olympic ( 1849)t4uMitr08, Mm Nhdson Oolumu 
(1843), all Mu^ (fnMit. Wr^sttnai railway works 
between llarnv(dl and Oan^^h^y (1840), a 
iarg'o part of the Sout,h Kn, stern railway 
(1844), and the Woolwich f»'raving' dock. ^ 

It was during the const ruction ol“Mm rail- 
way works that (lriss(41 and Ihdo dissolved 
their partmu’slup, on 2 March 18 former 

r(‘.taining the huilding conta'acls, ineluding 
the conirac.t for tlu,^ Iiouh('H of ]m,rliament, 
which had beam cmnmmiciHl in 1840 by the 
firm, and the, hittiu' ndahnng tln^ railway 
contracts. Among tlu^ works takc.n ovan' 
by Ihito wan the const.rnction of a larg(^ 
portion of the S(»ut3i-MaH(crn railway, that 
Ijetwocn h\)lkt^stone and 1 1 yt hc,in(dudingt.hc 
Yiadu(‘.t and t inimd and Mu^ nuirUdlo towers, 
lie also mndi^ a larg(^ portion of the Mast, mm 
Oouuties railway lud-wenn Wymondham and 
Dcreham, Ely and ih'M^rhorough, OhatUnns 
and St. Ivt^s, Norwicli and Brandon; tho 
sections b(dAV(um lamdou and (kimhridgt^, 
and (Cambridge and Ely (181(5), the Uorsc'.t- 
shin^ portion of tlm London and Sou, t,h- Wes- 
tern railway (184(5), and Mu^ works in con- 
iKiCtion with the iin])rovmn(‘nt of Mm Severn 
navigation nndc.r Sir William Cluhitt. 

Edward Ladd Ltd.t.s (1815^4 872), who 
luid undertakoti the const ru(4.iou of Mm South- 
jhiHtern railway ludAVium Ueigate axid Folke- 
stone, c;nttn'(‘d, in 1(84(5, into partuersliip with 
Pcto, which, lasted. The Avorks umhu'takeu 
by t he (inn of Pcto & Letts htdAvecn 184(5 and 
3872 (unbraced tlu^ loop lino of tlm (i!r(*a(i 
Nortluuui railway from Pet erhorough through 
.LiiKiolnshirci to DoncasttU'; t.luMCaHt Lincolu- 
slilre line comwading Boston with Louth; 
the Oxford, Wor(M‘-st(u*, and Wolverhanqdon 
railway ( 1 8/52) ; Mu^ first H<Hd-ionof the Bmmos 
Ayres ( (rent. Soutluuui railway; Mm Duna- 
berg and Witc^psk railway in Itusaia; the 
line betw(jen Blidah and Algiers, mid the 
boulevards, with waridiousi^s umb^rmaith, at 
the latter ])lace; tlu^ Oxford and Birmingham 
railway; Mm U (U’o ford, Uoss, and OlonccBter 
railway, 1852; Mm South Loudon and Crys- 
tal . Palace railway, 1853 ; tlm Mast SiUFolk 
section of the Oreat Kastern railway; the 
Victoria Docks, London (1852-5), tlm Nor- 
wegian errand Trunk railway laitwfum Ohris- 
tin.nn, and Eidsvuld; and the Thames graving 
docks. 


In connection with Thomas Braascy [(p v.] 
niul hk L. Betts, jV,to (^xt'cutod linijs of rail- 
way in Australia, 1858~()3 ; the ( I rand Trunk 
railway of Canada, including the Victoria 
.Bridge (optunul October 18150); the (kiuada 
works at Birkenhead; the Jutland and 
Sell l(?s wig liiu's, 1 852 ( Londim Nms^ 
II Nov, 1854); tluu'ailway ladweeii Lyons 
and Avignon, 1852; and Mu^ I joiidon,* Til- 
bury, ami SoiiMuuid railway, 1852. 

P(4.o,BeMs, and Thomas ItuasellCranqdon 
wtu-e in partiumship in carrying out- tlu^ con- 
tracts 01 the Unstehuk and \hirna railway, 
and th(^ metroiiolitan exUuisious of th(i I^oii- 
don, (Ihntham, and Dovu^r railway, 18(50; 
Polo and Betts eonstriu'.ti'd Mui ])orMon In'- 
twtuui Strood and thc) Eh'phant and Oasth^ 
(* Mtunoir of ,K, L. Bid-ts/ in Min. of iVee. 
of Inst it. (‘ml En</ infers, 1873, xxxvi. 285 - 
288). P(‘t.o’s Iasi, railway (u ml raet was omi 
for the c.onst, ruction of tlm OornwaU mineral 
railway in 1873. 

P(do was a immilu'r of tlm hapt ist chmo- 
luiiiation, and a h(m(4’ae(or to it by providing 
Mie funds for the (U’cc.Mou of Hloomshiiry 
(1840) and Ih'giuiPs Park chajads. But his 
tolerant disposition hul him also I'-o restore 
tlu' parish church on his ('slaO^ at Somerky- 
ton, Suffolk. A, staunch lilx'ral in ]H)liticH, 
h(' cnt(*rc(l parliammili as nuunher for N(u*- 
wicli in August 1817, and sat for that- con- 
stitmumy until DiHuunhcr 1854. From 1850 
to 1805 110 ri'prcHfuitcd lOnslairy, and lastly 
he was nuunher for Bristol from 18155 uni d 
his n^signatimi on 22 April 18(58. During 
hi.s pariianuuit-nry careiu* lu' was tlm means 
of jmssuig Peto’s Act, 1850, which riuidered 
mor(^ simple the titles by which ndigious 
bod usH hold prop(u*ty, and Im advemated the 
Burials Bill in 18(51, 1802, and 1803 ( P(do\H 
Jhirial Hilly by Anglieanus Presbyter, 18(52). 

On 2(5 Eeb48P»0 Pcto had been (deeted an 
assocude of Mm Insfitution of (,4vil Ihigi- 
neers, ami on J Bi'pt, 1851 be btuaime di^puty 
cbairman of tlu^ nud-ropolitan (umimissiont'rs 
of sewers, Ih^ aided in stiarting Mm (5 real; 
exliihitiou of 1851 by offering a guarantiu^ of 
50,000/., and was BulistMiuently one of lu‘.r 
majest-y’s commissiom^rs. During Mu‘. Mriimmn 
wa*r lu^ BUgg('sled t o Lord PalmerHt'on that 
lui should construd- a railway hetweim Bala- 
clava and the entriuudmumts. A line of 
tlur(.y-nino milim in length was accordingly 
laid down by him in 1851-5, ami ])roved of 
much smwico to the army before Sisbast-opoL 
Jkjto and Brass(jy proHcntod vouclmrs for 
every item of expenditure, and riumived pay- 
ment without commission. The eontrmst 
b(dng under government, though without 
^profit, obliged Ikd-o to rcBign Ids seat in par- 
, daiucnfc, but for his services he was created 



II tMinnirt mt U fs.V). Hr 

imtinmi nf in Anifru^n, utnl |‘uMr.!i, -I 
tivxi vrnr^Hit' Un.-inirt'rs i\w\ IVt prri j 
Amnttt'ji, u \ nnt fin' 

Stilt <\H,* 

On U Muy lS(ill !Ni«i A' IlnttM Mn^i|iM'n'lrtl 
to tlir flnutuniil |»nni«\ with 
inliilitiYH nin‘)nniin»X tnur injUi»mM nn«l 

ohliginl Hnln In rrf'*u!n lu ^ -'inf tAr Orr^tn] ni 
I -SIS,, \Yhrn I>( 'rurli niitl ^lr, HlHil'>t"'nr J;m 4 
tinbutn« to hiH (‘ImrntitoY tfio !att«'}‘ n-b rnn^r 
to hint inH a ntan wln» Imn nttsuiuMl u lu*rh 
IHwitton in thin rontitrv In’ tin* vM^m r 
ran* tnlantn mnl who hiln inhaairti fhnt 
tion liy htnf^ront vtrttii'H’i I! W’fiuu*,'/'; March 
iStiS |), Xi\\ :*o April |t. ltHI7h llo hMi'o hot 
rovorniMinurtmio with gfr«f maj^nuitiMn. Hr 
litrnonio t tnio hvrilnt Ihirt mt o HhU’j% I 'inn»o\ 
and than nt^ Hhudihnrnti Tnnhridfja Wrili, 
wharo h(' iIiihI on l.H Nov* Ht' wno 

Iniriail at Ibnnhurv* 

IIo miimtMh hrat^ on IH Mav Main, 
aldmt dnaghtar itf Tlunmoi'tlo In Hardo 
U riMMoll, fd' St oak wall Oonunou, Surrey ; aha 
lilt'd on Lh) May 184*J^ having a wm llrnrv 
Ib'to (/a IH K) l^hA ♦, hnrti‘Hit'r‘'at-law amt 
two daughiora. Prto nmrrit'd, lavtoully, on 
1 *J J idy IHdd, Sarah AiiiNwort It, ohh-Ht ihmgh* 
torof Ihmry Kolaull of ItoHnlalo, In wlnnu 
ho liad iamumix wnm ainl tour itangttter«. 

^ Ihito puhlmhod aovoral |uun|tldetrf, inrlttd* 
ntg ; 1, * nivtno SttpiHirt in Hoath/ t8tth 
^2, ‘ObatTvatioijM on tho U('|Knl of the Ho™ 
lonco ConimkHittnerH, with an Anulvaia of 
the Hvulonott; to whirh throo roidtoM 
wore winhid, d, * Taxation, ita Low and 
h/xpondit'nro, Ihwt and Kiituro; hoing an 
Juuiiurymio our Financial Policy; lhn;h 

jHir Morton Pato, a Mmiriria! Hketoh (iHita) 
with two portraitH; Ihicord of tho VmmHhnrn 
connoetod witli (ho Prwntntion of aHmwica of 

l« ^fuly 

1H(U) j Miimtos ol I’rociiodiiigH of lni«titn- 
loa of Oivd .KriginciirH, IHUo, xrix, 4(H» it j Hm- 
IWH Baronotngu, {inm), pp* BiH B; llhi^ar* l.on. 
(lou Nowh, ltt 5 l xvin, lo,Wi iU 7 
1 800 xxxvii. 147 ; .ir.lnM'^ T.taA ? 

1872 


„ » XXX» ai-fi 

?73; lyitcitinw, aa Nov. iHSii, n. 
438; LondoH Ifigaro, 23 Ntiv, isasi, p. lo, with 

P- *’• ** Nov. 

IWHU p. 10.] 


•I'liii y h, , „r„ t,„k„„wn ii 

liu'( wiucii Mni’w ril,.r Hl.ru't him In Mol- 

I'.tirr, . 1 ,. „,h,,j.„ „in 

lti-< chn-.t-jK. mum. I',.f,<r. njumn-ntlv by a 
; ii"rl III «ith his (towaa 

I (ii t|(,i ThnirfinortiiiiN of Wiirwick- 

alur.. or .n Inr,. (o Mi.-im,.] Thr.tKmorfon, a 
! lattl.lnl nnomhmf of ( Vr.iimil I'olo, hrotlior 
.<f .^'ir liiviyi. TiiMg’inurl.iu of ( 'ought,,,,. 
\ . hr '.rr„f, fi. V,*vy oil vvhl'U Im 

do' L h:'. Irrih nni'‘f hr refrrrcd to the liL 
tfr-nfh erjifnry. Ur iuim i'unfV?«Hnf to tlio 

I rnu’r .'1 Nlnry* flrnt’} \ H To daughter, in luw 

rarU y'iW ' f f h'/, St, iff i\tprrs, \'rnetiain vh 
‘b’-d! At the foue vHeii hr tij'Nt iMuamuMam- 
''piruMO,', pro\ itu'ial (,f theUn'y tViurrt 

It! Jho'huid. t Oy fhoorr Sttnda\ HU Mareh) 
Latp l*r preoehet! hi'lUri' Henry VlILnt their 
i‘Mn\ent of t tr»'rji\ueh, a hrUi ,Hrrnum il»'- 
n'unuung floMlo nr<*r (*u which (hi*- lunghad 
'-rt hcMuouh and wnrntUK him that princi'a 
. wi-rc r.ruh hhmled hy j’rlfwdl mid llattery* 
^\Hrr tin' Mrnmm the lung eallcil Idni to an 
intmo irwyand r'nd«'a\ Murcil tnurgue tin* point* 

' wifh tnni, hnt could not move !dm, tnuh 
[ Hi'fo th-»iirrd to ntfrud a general chapter of 
hia ordrr at I onhourr^ f he lung gave him leave 
to g»». \v\i Sundny the king ordennl Iuh 
,, own clmplniin Ui\ Hupji Curwen V*), to 
■ preach in the eumc place. < 'urwen contra- 
dicted vvlmt Hetuhad j.aiil, till he wimhimHeif 
contradicted hy Henry IH-Umiu wntalen of tlm 
convi'uf. Heto wa^’^ I hen culled hatdt toHnnui- 
wdeh ami ordered to dtgu'ivc the warden, 
which he rrfu .ed lo do, and flaw were holli 
, iirreatcd, ^1| acenmihat lie wma i'ominitted to 
' *ti tower in Liunlicth over the gatfd( /u‘//cw 

anti l*(tpfr 0 , //con/ /7//.voL xii.pt Ui.p.ililiU. 
In the latter part of tlie y car, novvcvi'r, ho 
vv an M-f at iilnuly and went- iibrond, Ih*, at 
^ lofcu, appfmr.’t hy tin* reymtcM of the Fran- 
ciwnn convent at Fontoiae to have been them 
for Home time on ItLIiun LTk'h Later in tliat 
year laOh he and Hlulon wennit Antwerp to- 
getta*r, I IiMfea! rdiject in ’wialungtogoahrond 
the year J»efor«wvart to cauae a Imok to ho 
printefl ill defence of i/uoon ('atherin«fa 
cauHo; and at Antwerp he got mirreptitiouHly 
printial an aimwer, or ai leant the preface lo 
an nnaw'iWi hi thejimdc called ‘Tlu' (Hiikh of 
TrutlF puhlmlied in hhiylnmi in juntiheatitm 
of the kiUif’M divorce. Tt wan entitled * Pln- 


PETO, WILLIAM (rl 1558), cardinal, 
whose name lavanously writtam Puteiw, Pay- 
tow and Pay too (the last form mud hyldiu- 

i,”yA0 Jhwrae of Uem/ VIU, 

F'*'’ C/i/'ft- 

others say he* wim Cum <m<l tium, hiiiwumiM pxl ntnpiirnrm.’ It jinifewM'd 
say he was ol obscure imronins.*, to ho prinlo.l at ' I.ui.onhurK ' by tlobuHtiaa 


of the kiug^M divormx Tt wan entitlet! * Pln- 
iaiethm Hyperhorei In ANiimtapintm miimf 
qtmd propiHlieui in Inccm dahit, ut paint 
proxiuia pagelln, paraHcems* mvn adYCfsiw 
mjpnduirum quorundiini femeritaiwn IUuh- 
Anglim^ Ueginarn ah Arthum 
Wallhn principo priore miirito huo cognitam 
fiuMHu hnimtlenter ct incoimultc luktruen- 



Peto ^^9 Petowe 


Golsenin July 153-1, but doubtlcsatlu'. pltioc 
and priuter’-s name were both fictitiouM, ior 
it does not appear that Liiiu'burg' (.some two 
hundred and iiftymihvs trom Antwtirp) then 
‘ -joBse-SBed a printing’ i)reHB. \Vlu‘.tli(U' it was 
' lis own compoBitionniaybo qmiBt ioned; but 
he and liiw colleague Klatou, whonowlodpal 
with him at A ntwm’p, were active in gidting 
it conveyed into Ihigland, whert', of courH(', it 
waa deatiroyod whemnuT discovere>d b.y ilio 
authoritioH, A aolitary copy ia in the Grou- 
ville Library in the Lritiah hhiaeum. 

Stcphtui Vaughan, a friend of lliomaa 
Oroiuwoll,at Antwc'rp, mad(‘ (uiridul inquiry 
about Loto and tlu^ boob, and ludieved that 
tlie latter was writ! cti ))y Kialio ) h’ialuu'. I le 
learned also that Sir 3'hoiuaH i\ oije had aent 
iuH hooka ag'ainati Tyudale,and I'h’ith to Peto 
at Antwerp. J\IoreoV(U', a friar c.amt^ ov(‘r 
from Ihtgland every wtude to Peto. ' IL^ 
cannot,’ Maid Vaughan, Gvear tlui cloakHand 
cowIh Btuit ovesr to him from hhigland, thi^y 
arc so many.’ It wia Haid Pel.o triial to 
enliHli ov(m l^yndahfH nympathy agaiuHl- the 
Idng in the niattex of tlui divoVet^, attd Hcmt. 
him a booh on that Hulmset to correct; but 
'fyndalo refuBod to ine.ddh' with it. Vaughan 
timid hard to g(it him cntrapptHl and H<int to 
Ihigland, but failed. Pefo evtiu mmt ovtu- 
to Knglund two friarH of Iuh own order 
to search for boolcH which might, be uneful 
to him, and tluiy viaiLHl (i.ueen Gatluirhui. 
lie Bcems to have rtimuimid in the laiw 
Ooimtrit‘H for sonui yours, for in March 1 53t) 
we find him at Hm-giiu-op-Zoom ; and in 
June 1537 John Hutton, governor of tlm 
merchant adventurers at Antwiirp, riqmrt.s 
how an Lngli.sli cxihi, diwiriug to act as 
spy upon Cardinal Pole at Liege, procnrial 
a letter from Peto to his cousin, Michael 
Throgmorton, who was with the cardinal 
there. Peto himsiilf W(mt soon aft.or to tlui 
cardinal at laegc, whimce lie was stint in 
August by Thropnorton t.o Hutton with 
a mtissage touching a pro|)os(id conftirencti 
between Pole and Dr. Wilson, t.lio liinj:c’s 
cliaplain {ib. llmiry VHl, vol. .xii. pit. u. 
No. ()I9 must be later than No. (>35 h In 
Docembor he was at Brussels, conlerring 
with Hutton about a letter in wbich he 
olforod his allegiance to the king and service 
to CroinwelL 

Nothing Rciims to have prevented his re- 
turn to England except Henry’s rtipndiation 
of the popeys supriiinacy. He di(l not objiict 
to the suppression of monasteries, if only 
they were put to better uses, and he ad- 
mitted there were grave abuses thatrequinid 
conviction. Hutton, writinpj to Cromwell 
on SIO Jan, 1 538, describes him as one who 
could not Hatter, who grew very hot m 


argiuiKint, and who might easily be got to 
let out secrtils which he would have ktipt if 
questiomid diiv'Xitly. But he saw that Ihig- 
huid was no safi ])lace for him, and meant 
to go to Italy. In April lui was s(vm at Mainz 
on ids way tidllier, liaving laid aside his friar’s 
habit for the jounu\yby leave of the general 
of his order. 'During tlui latter piart of the 
year Iu‘, vvas staying at Vimico and Padua. 

In 1539 he was included in the swee]nng 
hill of attainder ])as8(Hl against Cardinal Polo 
and others (31 Ileu.VIHjC, 15, not printed), 
and for soim^ years litth^ or nothing is known 
about him, except that he wandered about 
on the contiiUHit, and was for some time at 
Uouuu It was then^ in 1517, a.s tln^ Vatican 
re.e,ords show, that Paul III a'lpointed him 
bishop of Salisbury, though be could not 
give him possiHsion of thi^ bishopric. 

On Mary’s ae, cession lu', stunus to have rth 
turmul to England, But , fiuding hlmsidf too 
old for the, propiu' disclmrgt^ of eplse.opal func- 
(ions, h(^ resigned flu^ bisliopric oC Salisbury, 
aud was sidtlevl at. bis old convent at Onam- 
wioh wlum Mary ivstonul it. He was luglily 
(‘stiumual by EaulIV, wdio, as Cardinal Ga- 
rnJfa, had known 1dm at. Ronu‘-, and froni the 
commeneeimmt oHus pontifieaUi liad thought 
of making 1dm a cardinal. On M Juiui 1557 
Paul proposal him in a consistory, and he 
was elected in Ids absencu^ the nope con- 
hnxing on 1dm at the satmGume the legate- 
ship in England of which lie deprived Cardinal 
;Pole ['se.e Pont), Uduinaij)]. TTiese apnoint- 
immtH, howev(5r, Ikito at bnc(^ cleclinea as a 
burdmuinsuitt'.d to his agisd shoulders. They 
were, moreoviir, made in avowtal disregard 
of tlie wishes of (hmen Mary, who stoppivl 
the mesHongtx htairing tlu^ liat. to him. And 
though Cardinal Cluirh>s Cnralfa, whom the 
popi^ sent that year to ITdlip II in Maiulm’S, 
was commissiiined among other things t.o 
g(f,t Peto to come t.o Rome (PAm./vyuHNo, 
lib. xiv, c. 5), tlie attempt was incllcctual. 
ihit.o was already worn out with age, and 
apparently in Ids dotiige— WtHJchio ndiam- 
bito,’ as tfiii English ambassador riqu’esonted 
to the popc^ ; and tlui iiroposivl distiinct.ion 
only caused him to bo followvM by a jeering 
crowd when be wcuit through th(^ streets of 
Loudon. He died in the following April 
(1558). 

['AnnaleB Minorinn, xlx ; Cardella’s Memorio 
Bfcovieho do’ Oardinali, iv. 370; Pallavieiiufs 
Hist, of tlift Council of Trent; Lol.twHand Tapors 
Ihmry VJIT, vols. v. H(|q.; Cal Btato Papers, 
apanish, voL iy. No. 984, Venetian, vols, iv. 
and vi.j L CL 

PETOWE, HENRY (/.1303), iioetaster, 
was a native of London, and marslml of tlio 
Artillery Carden there in 1611 and later 
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yraw. Ah ‘ .\InrrM\Hllu’i Vvi^^wt'* h»' 'i 'U 
(m fill' l^uiulun Avlilh'V) ^tnnit'U u\ 
iMuiidayrt rditian uf Sfawi' ( A ju-.> 

(i<\s!riiuivt*rm{irrhimsi^ir,lp'HiiH’* ri‘lya«hnn»Ml 
Msu'Knva Hg'HiitiM, iiuti !.» runtnmr 

M»rl(nv(''N |Ha‘m in Stannul l*nv( 

llrro and Ltnunltny rnfitnyniiui' tlnnr turf Ian* 
,l’'nrtunn,\ hy Ih'nrv *Snt !h -nt 

prmtnd l»v TiunniiH Pnrld.»t 
fur Ainlrnw Hnnis; tatl,sjto. in a d^nlnan^ 
ItirynuLstln in Sir Unary ( iuilldrd, U.n.tan 
Maya that, ‘ hniit^r inrirlnMl l»y a tn^nthanan, 
a frinialnr minr, with thn Iran Ifahnu 
ruursa tif thnja^ lovi'rn* farthnr ihrlauiM, \ 
havr pmnunrd tn liniUi tlm iii-aunn/ 1'hn 
addiynrt in tlm rtnuim* rnlla thn |utiau Mhn 
iiasUVuilrt nf an niiripn wit, duna nt rnrtnina 
vnnnnt linwt'rH.' It la poor in M\tn ntal ui * 
cidnnt, lull in prartHlrd hy a atrilin,i( mru 
nuiuu of Marlnwy. A <nlpy «»f rha h.u.K i t 
in tho BmUylnn Library, SpUdfana?! a] tprur in 
DyniLn tnlttinu nC Mur!mv<% iSnS, pp. 

40L Nt^xt ynnr Bnlnwr pablUfnU * Iduh*- 
nasandor and lUnatrn, thu inim l,nily .d’ BiA' 
(aiiuy Wlunana In diwa>\ nrnd thn luiHi-rahln 
piiHHinnH oi Lnvn in <*\iln, Ids anapfaikahln 
JnyrecoaviHl aj^nunn iatn favour, with tin’ 
(h'Horyod g:urrd(m of prrlit I,ovo am! (’nu- 
Mtamdiy Ilurttnll (o nomy hut pi(*aNannt 

nmUhdiithtiull for all ontiitm torontoiuplufin 

By Ihwy IVtowo. i)ultda non moriut uni ' 
mmi^uHtavitaniam; priiitod hvThoinas Bur- 
loot, LdHh 4tO| 2d InavoM, Tld« U drdiraiad ! 
to Muh vary frituid, Mnwti'r John (^owpor/ i 
in tliroi^f Hix^luin Htaiij/iaM, It ih prorodjal hy * 
ycrw'H mi-inal N. R. Urnt. and ifonry Hnoll- ! 
lu^^, and liy vorni^H hy t lu' author Mot ho ^ 
qmck-aiditfid Rnad(U’H/ Thopuum plairiaria«*H 
tho workH of Surmy, ( dmrchyard, ( hniooii^no, ' 
and ot luirSj, and indu^utt^H that t aiitltor waa - 
courtaug a lady namod Wlatt*, porhnpM an ' 
attomhuit on qimm Klijtaladli (r,f. lint ink 
M myrapher, I 2U 1 7). I Vtowo’n * Kiijsa- 
botlituiuuHi vivtmH, Ulim’H JAui(*ralL A hnvo 
Apnll drom Bhowrad on tho Uraraa of dt^ad 
it iim* Or tno Funomll taaroHof a t rua-lumrt rtl 
AnV’‘^f I 7 1 *' printi'd liy !■!. 

AlW« lor M Law.., IfKW, 4t.o, in 
to i lidujrd Hil( orHham. Alltjr thu imii ru-jtl 
luduclicm and tho poam coniiw ‘tint orclur 
and lorraallprocoodingattlu! l'\mi>raU.’ Tim • 
poetiad part of tho voUubo i« rnprintiul in 
bir L. ]|iy( ffoR s ‘Itestituta,’ iii. a;i-:«), and 

MiHonllany,’ 

X, d»R~4,y, and in INicholH*B * PrograBHUH Vif 

iii- fllfi. fe«ro fol- 
KovallCnrotiatwn.Tog()th(ir with tlm main, w 

nitho solommiBhowea prepared for tlw honour 
p hi8 ontiy into the Oit.tiu of London. Mlim 
her Goroimtiou iu Heaven. And Loudon# 


!Mrh.-r\ IL U,.,in IVl.nve’ 

i.-mMi.n. pnufi-i to .I-ln, \\nid,.l’r„r Mnl’- 
(hn« l,u«. hill.!, It,., TIu, is ,l..,li,.„|,.,l to 

>.HUi!; w»'inir!iooi \\ Im-ft udlinlH only nro 
i hro- urr nllii „tMU 1 in t!o' pmhn to 
t oo ra\uo» . nt fl},‘ plinpnft m Lnudou in inod. 
I h.' pnruu i OMfu'ni ju .‘^ir lA Bty dr.i’sM * U,^ 
■ihsuta’tu :ui L (iUd !vpruit,-d to I lur- 

ho,tn nO.iiinl to NirhulsH 

‘ i 1 uf Knur J'miuM i; Lsps^ }, 

‘ LMudMnru'L fhnr Lt»trrfHimn«*nt in' 
ItunUrM'. Mr a wlopptiur ^d' Lnuuawnvt'H. 
UlO'Vrin in dr-.rnbr.i I h mduu's M is*n’ir/th(^ 
( ^ auif ro t ru*d{tf% nod \fHns Lilmiuiuttlic' ' 
nhOidHu. U;oL tfM, II I.. pnmnl bv H, L. 
bo- i\ B }, 1 '^ a trnrt ivloluu: fo |Im» p'higuouf 
U»MmA o» hi *i{itrinyHt\pA7i'f), 

XnMthrr HMfk on tho idni'-no of 

inh'd I liot ount rto V'ltnvnf Loudon hnrwid* 

tNonr ho(i»o to I, or rof uvrl i ‘luldrcu. 1*og(U!ifT 
with nlrui^ Ibdafiou oftho wurhko lAmurull 
*>t t JipJain liiubafd Kobi n'uouvtif thot wuntio 
t aotuun ,i »»| fhotm^Hi'd Bnuds of f h«* Uilh^ 
of a .uuihou \\ Im-b ii'i p«*rf.»r{nt-d tho:: I day of 
Si’ptfOnhrt* hi.’U * IdpH, , , , Ity Ilunry iVlowu, 
Mar <hall «»i th»’ Artillorit- Ibirdton Loudon/ 
prinfoil for Boh.-rf Alhu Ito. d’hu trmd. 

m doilu’aii’d fo‘i'oIonrU Ilupfi Unnioi-Blnv 
ami all timt’aptniu iofUm Artillarh’nardon/ 
Tho dodtoahonspouloiof naothortraot hy tlui 
author, ' Lomion Su-ko at Uoart, or a ravoat 
h»r UnnawHira/ tiu puhbshod ton\v«‘okH pn^-* 
vnui.'dy. I wo othor honk-t, whoNo, til Ion only 
Hi’om to havo ntinivod, hnu* horn asr.rthodto 
IVtowo; L *A I k-,Ht»ript ion of I ho (’mintii'of 
Surrt^y, rout luuing a i,‘oo|„p'apiurall aoooimt of 
tho said ( ’onntroy or Sh) ro, wit h ol hor thingn 
thorounto nportnininp; i 'ollooi «*dnnd writton 
hy ilonrv Bnit.iw'o/ ltd I 
Um/Zo-iV/o/nvi, i\. | 17), o, < An luniournhfo 
Brofiiilont fi^r Uroat !\L*n hy an Mh'giia’all 
jMcmnini'Ut to tho Mmm»rv of that Wknlliy 
Lh’nUoinnn, Mr. John Bnnrks, riti:^i‘n anil 
Morooroi London, ngt'd altout tiOyooroB, and 
<tyod thiT Pth tbiy of Soptondior, Atuu* Bonn 
) tilHk 1 iy^Mariaoal 1 ku ftw h U, U Ayj,in\ litmd- 

p, dtk I ), 'pii,, ndlootiou of opigramH hy 
IL tk,*ontjUod *Tln^ Mous'drap/ ibtiiJ, Hoim*- 
tlmoH nttributod to IVt<nvo, m hy Hrnry 
Parrot jipv/j ^ ^ 

[Bomif’a Pollartaam Anplo-dkaUioa, ix. 14J- 
147; Ihhliothmi. AnghHPuotioH, p. ; nn<l 
tuuhoriPn^ia intod ahovf^; Brit-. Mna, Lilir. (Int.. ; 
HufttvPa nnuiiiMrrlpt Phorw Vatina (in Addlt. 
Ma 244H7, h B)a),| H, B, 

FF 4 TEB; BUXJAMfN (11172 17118), Ech 
manoafholif pnilato, horn Id Aug. 1(572, wjw 
Hon of John Potro (BiI7^ PlPn) 01 FkllorH or 
IdthlorH, Kbhox { wlio wiw a yoimgor brotlinr 
of William I'otro [tp y.J, thy ttaiwiatur), by 
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Ilia aecoml wilo, Elizaht‘th, daughter of John 
Phichcou, esq., oL* Writ, Me in that eouuty, 
llo was educated at t.tu^ Kiiglish College, 
Douay, and, after being aduiitted to the 
priesthood, became tutor to Lord Derwent- 
water, who was Hubsequently Induauh'd for 
treason, llo was cousecratiMl bishop of Prusa, 
in partiims, on 11 Nov. 17:21, and aiipointed 
coadjutor, mm jure .^uemmoniHj to Bonaveu- 
turc’ CHOavd (q.v.], vicar-apostolic of the 
London district. ( )u t he dea,l h of t hat pn^- 
lato on 12 Marcdi ITShl-d, he sueeinHlial I e the 
vicariate. lie resided chiefly at Fidlers,(li(Hl 
on 22 Dec. ]7dH, and was buried in old St. 
Ihuicras churchyard. lie was succeeded hy 
Dr. Richard Cludloner [q. v. | 

I Brady’s KpiHcepal Succession, iii. 158, 1(5X'- 
103, 257; Catholic Diiwtory, 1801, p, 6(>; 
Howard’s Roman (Jathohe Ihuuilie.H, pt., i. p, 45, j 

T. C\ 

PETRE, El) WA uf) ( 1 (Wl - 1 «!);>), known 

as Lather PM, re or Peters, confe.SHor of 
James II, born in London in Kail, was the 
si'cond sou of Sir f'rancis Petre, hart,, of the 
(Iranham hramdi of t he family, of which the 
Damns Pet, re const Itufiul the eldest hranch. 
His mother was Klizahetli, third daughttm of 
Sir,) ohud age, hart., ofidrh' Place, Su.ssex, and 
grandsonof Sir.lohn (higi^ [q. v. |,eonHta!de of 
the Tower under Henry V U L The story told 
in ‘ Revolution Politicks/ implying that he 
was educat.ed at Westminst er under Bushy, Is 
apocryphal. His familjy being devout Itoman 
catholics, lie was sent in 1(1 PI t,o st,ndy at St. 
Omer,aTid three years later he (mt e.reil tJie So- 
ciety of J esus at Watten, under the nanu^ of 
Spencer, though he was net. nrores.siHl of tlu^ 
four vows until 2 bVih. 1071. II eohtuinedHome 
jironiiruvnce in the soc/uity, not so much for 
.earuiug as for boldness and address, On tlu^ 
death of his ehhu’ lirother b’ranceH, at (h’an- 
harn in Essex, about 1(571), be sueciiedial to 
the title, and about the same time he recauved 
orders from his provincial, and was sent on 
the English missioju Being rector of the 
Hampshire district at the t.ime of t,hepo])iHh 
plot (IB7B), he was arrested and committed 
to Newgate; but, as Oates and his salellitcH 
produced no spiaufic charges against him, ho 
was relmised, after a year’s etjufinement, in 
June 1680. In thi^ following August he be- 
came rmdor of t.hc Loudon dist.rict and vice- 
jirqviucial of .bhigland ; and, intelligence of 
this appointment having leaked out, he was 
promptly roarrested and imprisoned tint i I 
6 Eeb.^ 1686. Exactly two years aftim his 
liberation James II ascended the throne, 
and at once siiinmonecl Petre t,o court. His 
correspondence with Dore La Qbaiso and 
other forward’ members of the society 
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marlo'd him out, for promotion, and he soon 
gave evidence of his zeal and devotion. To 
him wa.s given the superintendence of the 
royal chapel; lu^ was made clerk of the royal 
closet, and lie was lodged in those apart- 
ments at Wliitehall which James luu. oc- 
cupi<‘(l wlnm he was Duk^ of York. ’Ihe 
(pieen appiairs to have ri'gardtal him with 
cohlm^SH, or ('.viui aversion, hut lu‘, found an 
all-powerful ally in Sunderland, With 
Sniuhnland, along with Richard ’Falhot and 
IDmry Jermyu (afterwards Lord Dover) 

| q. V. ], he fermetl a sort of HiHumt, inner 
coumul, and it was hy t,he nimdiitiatiouH of 
this cabal that Sumhudand (‘viuitiudly sup- 
plantial Roclu^stiu* in the king’s coufi(hinc(i ; 
at theHam<M,ime the king (uitrusted to Petre 
the conversion of Sunderland. James re- 
coguisial in him ‘a rivsolnte and uiulmdaking 
man/ and resolvfMl t.o assign him an olHciul 
phuM^ among Ids advisers. As a pndiminary 
st<q), it. was detiumuned to seek some preler- 
numt for him from Innoiauit XL hi De,- 
launlau’ 1686 Roger I’almer, earl of Casth'- 
maim^ [(|. v.|, was sent to Rome to pidiitien 
t.he pope, t(,) this eHec-t, The lirst iiroposal 
aptianmtly wa,H t.hat. the pop(‘, should grant 
P(4rc a dispensat ion which would tmahh^ him 
to accept higli ollice in t,he Englisli church, 
and Eaidiard s(,atcH that, the dignity ulti- 
ma tidy desiguial for Ikd.ro was the arch- 
hishepric of York, a sim whicli was hd't vacant 
(from April 1686 toNovmnher l688) rorthis 
purpose. The jiope, however, who luul little 
fondness for the jesuit,H, pro vial obdurate, both 
to the original riHpiest.and t.o the Hub.se(|U(mt 
proposal which Siuidmdandhad the cirrontiery 
t.o make, that; Pet, re should he mmh^ a (Mirdiunl. 
Inneeeut professial himsi^lf uttiudy unabh^ to 
comply *salva considiait.ia/ and aihled that 
^ Hucli a promotion would vmy much lavilei^t 
upon his majesty’s fame’ (set' ahstraet of the 
correspondence in Dodd’s Church Ilkt iii, 
421-5; 3Kidda Cormptmdmrc in Addit,. 
MS. 15666), He shortly aft.ci’wards ordenal 
thegimeral of the jesiuts to rebuke Petre for 
his ambition. 

K()twithst,anding t.his rebuff, and in strong 
opposition to the wishes of the qnemi, James 
on 1 1 N ov. i 687 named Petre a jiri vy council- 
lor, along with the catholic lonls Powis, 
Arundel, Delasyse, and 1 lover, ’flu^ impolicy 
of such an appointment was gdaring.^ James 
»ul)se(juently owned in lufl ^Memoirs’ (ii, 
77) that he was aware of it; but he ^was 
HO liowitdied by my Lord Sunderland and 
Eatlu^r lV.t,re aa to lot himaolf bo prevailed 
upon to doe so indiscroete a thing.’ Pet.re him- 
sidf stated that lie. acceptied the king’s oiler 
with the great, t^st reluctance, and it may cer- 
tainly have been that ho was ovor-porsuaded 
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I) 

liy StHuferlnii*!. Tiif il fit’ ftmK hi - nt i h*' 
p.omu’il htinnl his t’h'viU itni wnn hr|'tf u ]»n* 
fdtiiu! wM'ret frt,nn tnpn nnf“ jn»‘ Sun'irrhtn.i, 
rllortM t*> nnuHVt' Khn'lif^rr iVi‘ui ttir 
rtninril 1 m* powerl’MlI) MTniish**!, 

il h SumlMflnmi Im'mIh* i t « t* iK ati ui't i \ m p^H in 
* rMpuliiting * fin* iMitihripul rurp-vvaf imimj ntMl 
rMviMup^ till* rtimnu/MMttn tif tln^ pruMt', In 
Im* wiiN nppnintMil rlu»’f alint'iM'r, 
himI Um had un v«hr<t iu hlUin: up 

tlsM viunnit IhllinviMiipH at Mui'tlnh'u r«»lh‘yt% 
Duriuir tlitV'iM pnu*Mc«liup';! fltM pr»pM*,-unHM‘Mi 
DWdda tVr!|nt’Utly IumI (Hn’jird«*n it» unn* ti» 
Uoinr of I’mH'mh ruMhiM'H?*. nnti in«U "rrajiiuu 
whilp liM mhh willi perftM’f trufli* fluit hi* 
tippointtm'iit fpmi a v«*ry ptnv<-vful hatulh' 
apiiiuMf. tlu' {HtW. ,1/AW, (%mm. Vfh 

Ih'in App. p. ;i:hh loth Umm, App. v. p, I Ito, 
I’ha prin'lniuntion whirh tht^ luu|r t’lui .t‘*l ta 
hf* uimh* in llu* * thi/Mttu’ of P Jan. IP^V S, 
to t!u», (‘tlW’.l that iho ijUfon wn'< with chiM, 
wuH tht* Hi^nuil for a rrop of iho tmoti Mrur^ 
rilouH hi‘oatlsitl(*M a|«puii^t t ho lunf^da Monfof.aor; 
and whoa I ho ymnij,*; pritn'o wa * 1 m nan 'nt 
Trinity Sunday, it wii.h pluiidy in.‘dntmto(l 
that. IVtro wuH tho fatln'r. Munv vowimim, 
howovain rnproMinitf'd him an tmnady hrin^: 
Urn medium of tho trnuNfonnmo of tha tdiiitl 
from tho * miller’M vvihA to the qmM'td.M had, 
Wlum tho (unHiH mune in Novnmhor 
Potro r(»HolutolyadjunHl t he king not tojanvo 
VVestminHtt'r flkutm.oN, ih IH, *\ov,‘ 
plfMOKT, Novtunlior 

ItiSH). Thin wa« prolmhly thn lM'«t. ntivim* ' 
that Poir(*t had aver tondoratl t o Ida Hovi^raijiin, 
hut Im va« thought to Hptmk from inioromod 
motivnH— it btdiig* wtdl known that hn waa 
luoHt uhnoxioua to thn ralihhs and tluif hia 
life would not ho wortli a day a purrlinan 
if h) warn left behind at Whilinmlh Ihurn : 
took ampU) precautions to avert this eon* 
tingoncy. Tim night hefore tlin ktngV <io- 
parturo he alept at St. Janu^a^a, whenen, ‘ 
making his exit mnxtdayhy a seernt pnaange, 
luj ('scapod to Dover in {YiHguiats and sue- 
ywodod in reaching Franco hefore his master, , 
lie never saw James again. His rooms at ' 
Wlutohall were occupied hy Jetfrevs for a 
short time after his tllglit; when ‘Jidlroys 
himself (hicainped to wapping, limy worn 
liroken into hy a prot(^Htani moh (d. Twdm 
Mad MeM, ed, Sixmombe, t>, 92). Ihitro spent 
the next year quietly at Ht, Omer, unlmoding 
the torrent of abusive pamphlets and broad- 
sides with which he was assailed. In De- 
cember 1689 ho was at Romo, but < not much 
lookt on there ' (Lgmmj,, i. 610), In 1093 
ho was appointed rector of the college at 
bt. Omer, where tho enlightened attention 
that ho paid to tho health and cdr^anliness 
ol tho community made him highly valued 


' IV' Ire 

t t I V 1 K\ f ' ,n,, 1^ 1,1 Ijj, 

\\ }}** di,.,l nil i;, ^;\j,|y 

ID'» v.dnnnn*MU cnr;, <.pHndciief» whh trails- 
fneti St. Onur lu Drugvs where, it 
w^i's iinlhrMinufrli hiif during !1 m» suppres- 
MMui Mf rlin jr-iutJ’i in lltn XuSrian gov»*rn- 
OMUst iu ( tUnhrr ITihk A few id’ Id^ kdters, 
h^'Uin rr, nrr pruM'tnrd miMUig I.nrd Brnyeh 
pnpri3 u? StnuBhrd flail, Hurdu \ J/aa, 
ftub ly.p. ,\pp. u. p. fiMi. The 
nieduu' hafi'«‘d uuh u liu’h In* was regardtHl 
}\y fhi' l.anrlnn tiudi -Jnn^ n fiv tin* huru- 
in}" 50 rfli^n fn winri} Im' Ufm suliudlted on 
( Ihtt k»',-*ihi\' nndlpM'rn Ivli/.nladhs birth- 
duy until (he t*h».-.e *»|‘,^VnueV A*ign. 

rinu'e i,' ini e-fnf»uupt>rMn likenew fdTVtre 
((Werptingynuaejifurr' ; ! ; tin imaginary per- 
(rntf r. ipicu a enu pM'UiujM pn.Hilinn in 
M, \\ ni'd''< nrllhn«n\u pieture in the 
Nut M Mill 1 tinihun, AlnuM'M II reeeiving (he 
n«'i\ V nf t In* fnndim,* mI' t hr Bi'iimm* nf ( irnnge.’ 
S.itiriinl piu'trnH.** are nilived B) iiumerouH 
hi'Mitd'ade .. (5fiho-»r in the UritiMh Museum 
fhr fnlh^wing no* ehurnidri'i- 1 ie : I, Ftdri* as 
man nndi^ d«*, BUun«’ ( lA 1 1, Srum unh, 
i, A-t. I lAiip p. ihdre/dftinfr hy a CBidle 
e\ plain out to tlu’ nulh*r sn ife t lint, t heSt»(*iet y 
nf JoHtet tnU'U have an leur ( //», No. U5H), 
D»*fre nurmiiu Dir infant rm hoard the yneht 
upon w hieh t!ie»|neeu ami liet* ehild endmrlunl 
in their (light. I. Bet re an a eoiijurut with a 
Kuteliel of "Ilolvua FokufD ^duug round his 
neek(M. No, lpr.«">), In nutdahornte eaneaturo 
entiilyd * Mnpland% MenioHnl ’ (HiSP) Dm 
je.mit indopii'ted ns* I,n."*nei\ eoiH Ihdersf His 
ilipht from W’hitelml! in uIno illmd rated hy 
ntnnerouH medals 'fin* porirait pre(ix«*d to 
the Handnloua ‘ lli.-dory of Ihdre's Amorous 
lundgues* h of imurne unnuDumfie. 

pet re’s younger hrotlier < ‘hnrle.s (KDl- 
1712) wan also ednented im a jesnit ut SB 
OnuT, nml wiw nlfin’ln'd to iln* Friglish 
ndsHion ; In^ was inehuled among (hiteH’s in- 
ttuuhal viettnw^ hut aueeeediMl in evading 
arrest. Henan Ihvoured'liyJanieH hhamliltal 
from Wfiitidiall shortly niter Ida hrolher in 
Noviunher DISH, lh« was iirreHiial at Dover, 
but WHS soon liberuteih nndHulwei|UturDv lu’ld 
vnriouH ofrua*a at St. Diner, where he died on 
18 Jan, 1712. 

[Foley *a of Dm Knglisit Froviaee of 

‘ tho Society nf JesuH, v, vil. (111(1; DIivw'h 
Oollwtkins, 1H4H, p. IfH ; DiMhln Dhandi Hist,; 
D*Dflenns*s lievotutioiiH in Haghind, p. H()4 ; 
- Quiulrhuminm Jiwuhi, U>b!i ; Hlggons's Short 
View of English lIlMtory* [i. IfiJ; Maephermm's 
Original Faparo, l77o; jhirnet^H Own Time; 
liiiiehard H ,f Imt. of Kiigbimh vol it, ; Rapin’s Hist, 
of Knglnmh vol. Fn* RartktfH nisB of Knglami, 
voL r.; Maeatday’H in,Ht ii. BID ; lJngar<r« 
, Eis'W of Fiigland, x. 61, DB, 1:^58, 170 ; Bloxam's 
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MHffda.lcnC()lU'fi:0!Uul .IjimosU (0x1*. Hiwt.Soe.); 
Kymi’s Will lam Ul, USHU, p. Pill; Banks's Liroot' 
William III ; Gmu|j;ur'H Bi().ii:r. Ilisf. of Knjj:;Iand; 
lioxbiu'f^rh J fall ails, iv. Ill (5; Bn}i:(onl Ballads, 
ed, Bblisworth, ii. 1U7; Barkors Busby, p.f)! ; Tim 
Miisos Fan^woll to Bopnry and Wbivnry, 1(580 ; 
lioi’osby's Diary; Ilatl.on ( Nn'ri'spniubnmo ((1am- 
deimSoe.) ; dart wrif.jht/s Dia,ry (damdan Bm*.); 
Dalrymplids Mcnnoirs of 1 5 rant. Britain ; Dons- 
dalo’s Minnoirs ol* llm Ib'ijjjn or.lamoH Jl, IHoT ; 
Nol'os atul (iimricH, 1st. sm*. i, lOB vi. 'IDS, 

2ud snr. i. III. Bro also An ArtHmnl.of 1.1m Dit'n 
iuidM,ein<)ra,bl(\ Act ions of Kal Inu' Potro apptuidtal 
to dm .Popish dhampion, 1(580; Au Ironical 
Trioiully Ld.lor to b'at.hor P<'trt\ coimmminjit his 
part in tlm lato lCint.!:'H ( Jovm’unmnt., 1(500; A 
Dialogue! biAwotm b'alluu* PoD'rs and dm Dnvil, 
1(587; Bmnn in an Uproar, or ibtH Pope’s Bulks 
brought, to dm Baiting Stake hyoid I'aUmr IN'I.rn, 
1(580 ; Ihjh Boros de la laguo <ni la Prtnu'ssion 
Monaealu conduil.t<\ par l^ouis X(V pour la con- 
Yorsion dun Protest a, ns du sou B,oya,unm, Pa,ris, 
1(501 ; and B isroiro(b^M intritpu's am(mrou«(w du 
P(!u*o Pcl(U’s,jAsuib‘ . , . on Ton voit h«h avantni'cs 
lea parliculiurs, dologiu', 1(108.] T. S, 

PETllE, Sir WllJBAM (1505?^ 1572), 
stmrotary of Htiitn, born at 1\)r Nbnvlon, 
Dovoashin^, about 1505, wan aoii of dobu 
P(',ti'o, said to bo a ritdi lumu'r of '‘Porbryati, 
Dovonshin^, by bis wib* AliiUi or Alys, daugli- 
torof John (Jol lingo of Woodlands in tln,^ samo 
county. I lo was tlm ('bb*st son of a fniuily of 
nine; of bis four brolhors, tlumddost, John 
(ti 15(iS), who is Htij)pos(sl by fannly tradi- 
tion, to bav(^ bo(‘u somor to William, inlmrittul 
Tor Ntiwton; tlm stMunnl was elder custoumr 
at blxotor; B.i(diard, tln^ ( bird, is slaUal to have 
Inum ehaiuudlorof ExoUsr and tuadulimenn of 
Bnckingliani ; but tint only proftnanent wilh 
“wliicb. Ijo N(‘,V(' crtalilH him is a pridminl in 
DoBu'borough (hitluidral, which he rtHuuvtul 
on Id- Jan. 1519-50 and rosigund on 5 OcD 
15(55; h(i was, howovtu’, iuslalltMl prciomior of 
Ely Oathiidral on 2H 1 )(>(;. 1557, and, though 
disapjn’oving of Eli/mlad.h’s tmcdcHiastical 
policy, ndained his oUiciuintil 1571 (Olivmr, 
19H). Tlui youngest brotlnw, 
lh)bin't(rA 1 598), ^YaB auditor of t luH^vuditu tier. 

William was cdmuittul at Ex(‘t(u* ttdo^ge, 
Oxford, atxtl (dtuite.d ftdlow of All Houls’ in 
1528, wh(u\cc he gradnaDul bacludor of civil 
and canon law on 2 July 1526, and D.G.L.oii 
17 Feb. 1582- 8. ]V)t)al)ly about 1527 he 
bc‘.came priiudpal of Peckwater’s or Vine 
Hall, and tutor to George Holeyn "(aftor- 
warda Viscount Roc.hford) f(j. v.J (Utoyi), 
fPer///m.v,]).d80 ; cf. Wood, 'Athe,n<^^ i. 
98). Tt was no doubt through the iniluen<‘.o 
of Bolcyn’s sister Anne that Petrt', was in- 
troduced at court and selected for govern- 
ment service. ID^ was sent abroad, and re- 
sided on the continent, chicdly in Franco, 


for more than four ytuirs. Oti Ids return he 
was appointed a, clerk in cliauccry. He had 
sccuriul Uu‘. favour of CrouiweU* and Oran- 
nmr, who spolo' in Novemher 1 585 of making 
Pet n^ (haul (d.* arclu's, tluna^ ^ biung no man 
more lit, for it.’ Amui Boleyn also scud, him 
]»n'S(‘nt,s, ami promisml him any pleasun^ it 
was in her pow<u* to givt^. On 'l8 Jam 158(5 
lu' was appoinhal deputy or proelor for 
(h’omwc'B In Ids e.apacity as vicar-gcuu'.ral. 
In t lu^ same year lu‘ was madt^ master in 
(dianeery, and granttul tlu', pnlamd of Dang- 
ford bhmh'sia in IJne.oln (hitlu'dral, whi(di he 
Vi^sigmul mwt yiuir. H(^ was largely (ui- 
gugt'd in visiting tluGessin* moimsl.t'rit's. On 
1(5 June 1586 Pt'tre appi'anal in eonvoention 
and made a novel (dtdm lo pnisiib^ ovi'r its 
(hdib(n’utions, on tlu' groum^ t.Iuit llu^ hing 
was supreme luatd of lln^ church, (h'oinwi'll 
was th(( king’s vuu^gvnmt, ami lu^ wms Orom- 
welPs d(‘put.y. After sonu'. discussion, his 
claim was allowaul. In IIk^ sann^ y(*ar ho 
was plnci'd on a eommissiim t.o rm’.eUu^ a.nil 
examine all bulls and binds I’roui Boimg and 
in 1587 was (unployi'd t.o (‘xamim^ Bobert; 
Ashe l<|. V. ] and other prisontu's taken in the 
laneoluKhire and N'orRsldri^ rOad lions. In 
158(1 h(^ had beim appointed visitor of tlu^ 
gnaU.er imnmsleriivs in K(Uiti a,nd otlnu' 
southern count.it's. Hii was om^ of the most 
/.(ialous of the visitors; in 1588 In^ promuHMl 
the sunaaider of twfuity inoTmsteri(‘s, and hi 
l.h(‘. first thnm months of 1589 thirteen more 
fell bidou' him ; his grmU. n.(ddevem(mt. was 
th(i almost total (‘xlh*{)al ion of the Gil- 
Ixytitu's, the only religious orde,r of Fnglish 
origin (ef. Dixon’s (Jhurvh fCwl. ii. 2 ( 5 » 8 (), 
11(5; GAH(.iin'jT, Ilanry nil and l/wMvmLs-^ 
ten<‘^)* 

III 1589 Petrie was one of thost^ a]d)oInt(Ml 
to pr(‘])are a bill for the enact. mem, of tln^ 
Si.x Articbxs, and in tluj following yi'.ar was 
on the commission which (hudared tlu^ nul- 
lity of Ueiiry’s marriage with Aumi of 
Gloves, hlarly in 1548 lu^ was kuiglitiHl; in 
tlu^ saiiK^ ytnir lu^ stu’ved on various commis- 
siouH t.o examine ])erHons accused of 1 uu*(»,hy, 
and wa.s appoinhul seauNstary of static in 
Wriotlmsley’s plaiie. ( )n 9 J iily l5-bl lu^ was 
wdccted t o assist. (^.m»eu Oat lmrim‘, in carry- 
ing on the regency during lltmry’s abseaum, 
and to raise supplit^a for the king’s (‘.xpadltlon 
to Boulogne, In 1545 Im was sent ambas- 
sador to the em])(‘,ror, and at the end of thti 
yiuir was Rummomul to the privy council. 
H(i was apooinhul an assistant executor to 
IDmry’s wid in 1547. 

During Edward VEs rm’gn Ihdre’s im- 
ort.anco and activity increased. In August 
547 Ins was ent;ru8ttHl with the great S(nil 
for use in all ecclc.sui«lical ahairs. In 1519 



IMrc 

ln» sf’rvt'il (»Ti tuu”* 

^ ^TNit y of t KlnrU, to in^airo into h«'V»‘ to 
oxHttJino llio »::aits '>t l,or»i Soil ir, our 

of Sudrlry; find lu fry lliuuu'r, llo did rod 
tnkr pnrt tu Bonnrr’M trial Jiffrr tho iir4 
day, niid it wnti rnniottr«‘d tlud ho *\\n» 
t tinnng’ idnmt to sinof hrr imrfyd On <1 1 trf . 
Iir WHH H'lit hy SiMurrsrf to ilu'roiuiod to 
druinml tho rf\'r«us offhoir coumio f,i-rfU('r, 
hut, iindtnir tiuun tin* mS rouorr part y. In' vr- 
iiudiiod ami .’.iipirti llirrounrtru letter to tlio 
lort! niayur dutioimriiuc thr prolrtOor; four 
dny.s hitrr ho jd>Mj ^^pllr*d thr proohuunt inn 
ap;nitiHt Humor,M't , I n I'Vhruarv loot) ho u um 
K iuit to lioulopno to iiopofinto (ho tonu'» of 
]>onoo with h'riinO(\ imd in t ho follow mo May 
oxrluuijkt’od ruliiioat ioiiK of it at Atnion:#, In 
tho Hunio your ho wan tri‘ii'*mror of tirdfrnit-* 
and t<u\th;% uiul ono of (ho oonunovaonov > tii 
('Xatuitn* (htrdiiior; In* Wfia a Iiai aout to ,\ow* 
ifalh Msai'V, to ri'tjui'ht. Mary to romo fti 
court, or olmnp'o htu* n'hidt'ma* to Olunp* In 
Aup'UMt; I ho] Potro wiim oui^ td* tho',o who 
oouiniunicatod to Mary (In* couiiodh dooifuifu 
forhtddhig muKH in hor housohohl, and in 
October wuH a|i|nuntod tf» mnfor with tin* 
(hdunnn ainhawadorHon the |mn>o'nni proioN- 
taut alliance; in Doccinhor ho wan on a nnu ' 
niiHHion for cfdling in tho kitij^’a dohin, In 
Ihhd luulrowup tho nnnutoH for Kdwar«l VIM 
"will and, in tho intoroMt of lanly Jano (troy, 
Hi|»7UHl tho (‘ni^nip^inont of tho conacil ii> 
nnuntaln tho HiiocoHhion uh linutod hy ih 
On tiO July, hownwor, ho, Hho tho nmjorily 
of tho council, dochirod for Mary, flo rc" 
nndn(*(l in lamdon during tho in'\t few tluya 
traiwacting HC(;ro,tnritd huaino.'is, hut Ida wilo 
joined Mary and tuitorod laindon with hor. 

Petra had boon idiuitiflod with tlio <*oun« 
cil’a moat ohnoxiouH protuaalinga townrda 
Mary, and Ida poaition wan at* lirat inaoenro. 
Ho rcttumod atttmdanco at tho council on 
112 Aug,, but in Soptiunbor it wan runamrod 
that he waa out of olHco, I Ic wan, how«*vor, 
installed ehancollor of tho onh^r of tho f hirtor 
on iJd Sopt, when ho w^aa direct «al liy the 
cueon to expunge tho now nih^M formiilatod 
during the lato reign. Ho further ingra- 
tiated himHolf with Mary hy Ida r.oal in trac- 
ing the accomplices of Wyatt’a rebellion and 
by his advocacy of the ^Spanish tnarrlagn. 
Petre now devoted himHolf tixcdiwively to lug 
oilicial duties ; he rarely misRod attendance 
at the council, and was frequently omplovod 
to consult with foreign ambassadorH, ‘He 
acquiesced in the rest oral ion of the old 
religion, and took a prominent part in the 
rocoption of Pole and ccromoidcs connected 
with the absolution of Kngland from tluj 
guilt of heresy. But with great dexterity Im 
succeeded in obtaining from Paul IV a bull 


1 Potn; 

CMTUinnimr him in pit'. -o. don of thp lauds 
lo' loot «h*riwd ffuin flo' Nuppn*ssi(in of 
ilw mon.t .torn- . ilMmnui:, Munastinm, vi. 

It <m lus mlvicc tloU- Mary 
in l.tof furhado tlo* Inmlinp; of the pope’s 

no-’, .rjigrr .rut lit eojiler legal ine powt»r on 
W'dlmm Pof.t t| \ / in .{on«l of Pole, Owing 
InduTliniug heuftli h«’ (*ea**rtl fobt* Hccrelavv 

in 

(hi OH/ahefh*/. lo'ct^odon Pelrt* was ojui of 
tho io ohar.-od t»^ (rim:<; 0 ‘l {ill husiness pfu« 
Uioi'Oit I lo* tpn-t'id'i e» T' null ion, anti wtis ,sf iU 
oinplow'd ttn uirom ■ ’ laft* nlhiir-w hut his at* 
1 cmlaacf*,. at t hoiMoiu'il heuann* h*,ss fretpuait, 
Tho\ era .o nho,,o*f!u‘r aftrr Idthh and I^drl^ 
reitrod itt ho. lUiMotr n( Inn’tiit'Mttjm*, 
wlo-rrlio dt'i-tUotl Idin .r|f to Ids <*hai*it.‘ii,hlo 
fiMnuIntitUH. Ill* tltrd { liro*. aft (*r u long ilP 
ne-.'gttu IP* Jan. IdVl p, and nus Imriinl in 
' linraf e .{oiir ehnreh, w hrrt* a hand .itmo nltur- 
(otJiH fold'* im-mory .hot ween t fo'chancid mid 
r. until chnprl, i « .'tfill f‘\tanf, 

Prtrr''.earoer i' jUrtkiogdy idmilur to those 
t»f ofhrr i(nte-‘ni<‘n ntf hi tiim*, Mudi astVcil, 
\Ja'ion, uml Pn'li, whig ‘aprung from the 
vmIIow ratlo-r than tlie ouh/ sorvtal with 
equid lidrtily Ilt'urv, Iddward, Mary, and 
Oh/ahrih, (Mmdt'U calls him *n manofap- 
pnned wt-^dom and e,\«|utaite learning/ find 
Strvta* Ma\a lo' was 'without spot that 1 
Ciadti llmi except <dumgo of religion.^ Ue 
wiiH ^ no Heeher i»f e\t remitv or Idood, hn(. of 
modemtion in id! ihingM,* Am a diplonuitist 
hiM manner was Oiniooih, resrcved, resolved, 
i yet obliging;* * A h I 'eaid ( hntilhm of Pe.tre 
at Ihudogne in I odd, * we hml gained the 
hmi twohundreil tlumsund crowns without 
hoatappv:, had it not iHnm for that man who 
aaiil n«»tldng/ In Ida Inter yi’iira he wrh 
naid to hi* a pajuat, a crcetl to widch his 
_ doMamdantM have conaiatently adhered. Put 
j Ida piety WfiH mUv uncoiuproiulsing, and 
tlid not atand in tin* way of his tetnporal 
atlvant'otmuit ; a» he Idmaelf wrod* to (Vial, 
* wn* which talk much of ('hrmt and liia holy 
word have, I fear mo, need a much contrarV 
way ; for wc leave tUldng for men. and IikIi 
again in tln^ tempest uouh Hetm of tlda world 
for gain atid wiclted mammon/ Though he 
wan IcHM mpachnw tfmn Idn colleagnoH in 
proIUing Ijy the fall <d' SomerHet, ik*tro 
actpurtnl cnormona jiropinty by tliediHN(du- 
tdem of the monuMterieH ; in HiwmiiHldro alone 
he is Maid to have MtHUW'd t!drty-«ix thou- 
sand acres; but his principal neat was at 
IngatcMtom*, 1‘ksex, wliich he received on 
t!m tltMMtdution <jf tlie ahbt*y of St. Mary’s, 
Harking. Tim hall wldtdt he built there 
Mtill stands ahmwt unimpaired (cf, Bakiiwtt, 
Emx ki\^ ifiid wer, pp, .*W, 178 80). 

A considerable portion of hi» weal lb, however, 
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wa,s s|H'ut(m cliarKnlilo Inundod 

almsli()us(iH al; I (stoats and dosiM-nt'd 
scholarsliips for All Soids’t tollfi^ts ( )xrord, but 
liis aliitd* bontdact.ions wi'iv to Mxt't.t'r 
Oxford, and tMilil.lo him to bt'. oonsidtn'od its 
st(coud ibundor (for fall dot ails sta* Hoahk, 
Jiegutnm Coll. livotL pp. Ixxxv ot staj.) In 
other ways lhM n( was a [)atron of hainuufj!’ ; 
liis ooiTospondonoo witli Ihiju^’lish envoys 
abroad oontn.ins rrtMpimit, riHpu'sts^ for ra.rt( 
books. Ilo was liinistdf pnaamor of (llndius- 
ford {.grammar soJiool, a,ud Asoham lanudhtHl 
bv his favour, whitdi la^ is said to havt', ro- 
o'uitod by dedicating’ to lkdn( his ‘ Osorias 
( 0 Nobilitato (diristianad A masst)f IVlrtAs 
corn(spoud((aco lias litam summarist'd in t lit', 
‘Oahmdars of Stnto Putau's,’ and many of l.he 
originals art( in th(( Oottotiian, Ilarh'ian, and 
Additional MSS. in t.h(‘ British Mnsmtin; 
his tiranscript. of tin* nottxs for Ihlward \d’s 
will is in the Itnuu’ Ttunph^ Library. T\v<) 
nndoubttHl portraits of PtMn*, with ont( of 
doubtful aut lumtiicity, all ladonging to tlu( 
Itight Uov. Monsignor Lord INdao, wtuo (*x« 
liibitod int.h(Brudm*t'xhibili(ni; of tdt'sc, on(^ 
(No. lot)), by Sir Antonio Mor<s was juiinttal 
Bctatis Hiue/xl;’ tJu' third portrait (No. 1 ID) 
is l)y 1 lolbiMu, Imt. btuirs tlu' instuaj)! itm on t Inn 
background ‘{ctat is snaw l An.” Ib-lo/ which 
docs not ngre(( with i.lie fac.ts of Btd.n'’H lift^ 
(cf. Nolen and (luenen^ 7th stu*. ix. 217, 

415). A not hin* port rait is in the hall of 
Exider (k)lh'gi(, Oxlbnl 

IVtvi^ nnirried, first, about ]5d.1, Bert, nubs 
youngest child of Sir John d'yrndl, knt., of 
Warh^y, and his wih^ Aiuu\, dnughtin* of 
Edward Norris; she di((d on 2H May 1511, 
halving t wo danglit(n’H,ou(‘ i)f whom, 1 )orot.hy 
(1551 ddlH), marrii'il Nieludas Wadham 
[q. v.”, founder of VVadhani tk)lh*g<d Oxford; 
and tiu( oBun*, Idi/aihetli, marriinl JohnOost- 
wick. Pel n^ nuirn((d, secoiully, A mu's, daugh- 
ter of Sir William Browne, lor<l mayor of 
London, and relict of John loJO) 

of Jlcron, Ehs(‘x, a distant c<)UHia of Sir 
John Tyrndl, fathin* of INdre’s first w’de (see 
pedigr ((0 in th(( lldfation of AW.r, 1558). 
Anthony Tyrridl [ii. v, J was tln( H(ua)nd Lady 
Ikdnfs n<(ph<(w. She dual on 10 March 1581- 
1582, and was hurietl by lu^r hmsbamrs sidi^. in 
Ingati'.stoms church. By her bad two 
daughttn-8, Thomasim^ and Katherine, and 
thrB(( sons, of whom two ditnl young; the 
other, John (151D 1(515), was knightial in 
1575, sat in parlianunit for Essex in 1585 0, 
was creati((l Ihiron Btd la*. of Wrhtht, Essex, by 
James I on 21 Jtdy 1(505, and diial at We.Ht 
Ilormlon, Essex, on 1 1 Oct. Uil 5, Ixiiug buried 
in Ingatestonc church. Ihi angmente.d his 
fath(,T8 benefactions to Exeter (kdh^ge, con- 
tributed 954 to thoAhrginia Company(lJKOWK, 


OVnmk 6’'.A'.ef.), and l)(‘cam(( a Roman catho- 
lic, Ex(‘.t((r Oollege |nd)lished in his honour 
a thill (piart.o eulithal ‘dJircni Exonifuisium 
in ohitum . . . 1). Jolmnnis Ikdnu, Haronis 
(hy Writth'/ Oxford, ItiBi (Brit. Mus.) lie 
inanmMl Mary, daughter of Sir Bdwa,rd Wal- 
gniv(‘, or Wal(h'gniv(s and left, four sons, of 
whom th(' eldest , Wil !iam,S(ua)n(l Lord Bel re, 
was fatluu* of NMllimn Ikd.rc ( 1(!()2* 1(577) 

I (p v.'j, and grandfather of William, fourth 
baron Betri' | tp v. ] 

jBah Static BapiU's, Bom., I5)r , a.iul Vb'tictiau 
S('ri<'S ; Lc-ttia's and (‘npers of Hiairy Vllhivl. 
(hiirdiua* ; Burehley State Papers, passim ; Pro- 
ceedings of l,lu^ Ih'ivy ttmncil ; lvym(‘r’s I^rdora., 
original edition; (Lltoii, MSS. (hJ. IJ. x. 101, 
(balba 15, X, 210, 220 ; Ibirh MS. 282. f. 187; 
Ad<lit. MSS. 251 M IV. 888, 811, 8-t(;, 82UiVl it 80, 
128, 82(155 ir. 05, 1;»2, 217 8, 82(5hi tV. 28, 185, 
220; Aslimole MSS. 1121 5 281,1187 5 M2. 1720 
f. 102; 15»Ht(U*'s Ahinmi Oxon. 1500 1711: Bur- 
rows's Worthies of All Souls*; RouiSiKS Hcglsl.ruin 
Boll. Bxon., Stapleton’s I’lirei^ Oxford Itirisln^s, 
and Plnmnuum Blj/,al)etlnui t Ixford (all pvibliMlicd 
hy Oxfonl 1 list . Soc.); Wood’s Bast i, i. 78, 7h 08, 
15H, and Bity (d’ Oxlbial, i. 507 ; Lit., ({eninins ot: 
Bdwanl VI (Itoxburgho Blub), paHsim ; BIuhiii. 
of tpieen Jane, pp. H2, 88, 00, 100, Narr. of 
h’eformation, pi). 282, 281, Annals of thieen 
Bli/abet.hi p. 11, Alaehyn's Diary, pitssiin, and 
Wriodussh^y’s Blirou, li, 81 (all puldisluMl by 
Banuhm Soe.) ; (Jamdeu’s Britaiuuai and Bliza- 
b(d,h ; Slow's Aninds; llolinsluars CbronitdeH ; 
Sir John llaywunrs IJfe and Itaigpie of Ldwaril 
the Sixt, liOB); Lloyd's State Worthies, pp. 
•180'' '1 ; PriniHi's Worthiiis of Diu'on, ed. 1701, 
pp. *100, 500; Moore's l)((Von, p]i. 87 01 ; Shypo's 
Works, Index; Boild's Bhurch Hist.; lAiller’s 
(Ihnrch Hist.; Dixon’s RihI. of the Blinreh of 
Ihigland; Runlet’s Iteformation ; Poxe’s Aeti'S 
and Mon.; Oliver's Bolleetions, pp. 107-H; 
MorriH’s TronMi'S of nar Bathollc* I'orefaithers, 
2nd Her, pp. 202-8, &c. ; Boote's (hvilians, p. 81 ; 
Rurgym’s Oresluun, 5.85,228, &c. ; Newconri ’s 
Ihqiertorlmn, h. 547; ilasted’s Kent, i. 207; 
MorauPs Bssex, i. U5, 200; Aslmioloanil Reltiz’s 
Order of the Barter; Arclneologia, xxi. 80, xxx. 
4(15, xxxviii. 105; Segars Baronaginm Beaeah; 
Collins’s Peerage, vii. *28, 88; (L K, C.’h Coniplete 
i*eerage; Visitation of Devonshire, 1551 (IBm’I 
Soc.), passim; Berry's Essex (hmealogies; Bene.a- 
logiral Collections illuHtraiing the IfiHb.of Roman 
Catholic FamilioH in England, ed» J, J. Howard, 
nt. i.; MificolL BmmaL et Ueraldica,new sor. ii. 
152; Tytler’s Edward VI, L 70, 228, 427; Lin- 
gard’s and Eroiuhds Histories; Gent. Mag. 1702, 
ii. 008 ; English Hist, Itev. July 1 804; Notes and 
Qaicrics, 7th sur. ix, 247, 534, 415.) A. E. P. 

FETEE, WILLIAM (1002-1077), trans- 
lator, the third sou of William, second lord 
Pctrc (1575- 1057) of Writtlo in Essex, ami 
great-grandson of Sir William Potre [q. t.], 
was born in his father’s house at Ingatestonc, 



Mswx, 1‘8 July HtOJ, lIsH mutluu*, who tUrtl 
in was ( ‘athurinu, Nuiauul Jiuu»;ht(*r < J 

I‘](hvanl Stunura(8, fourdi (airl ul‘ W’turt^Htrr, 
llis raiuilyywlio tannuiutal U<uuim ratlmliu, 
luuUaHMi stuaJy huiuJartoraur Mvi'tort 
( )xt(U'<d \vht( luT Iiu wna aunt as ffuutliuuan 
(amnuon»u% matrunilat iu^»' nu ;> ICl:?, at 
ilu^ unrly ai>'o of tvth Jn tlu' A>lIo\vtu‘»' yoai\ 
howuvur, whtui W'tullinm was '<’oiu« 

hy Ilia fvraat-auut, Unmo Uon»i)iy 
Wadhnui, lu' unpyaittal tlul luu', atui Miaruiuo 
tlio lirst iiohlfuunu thorouf’ (WuoiM. In 
(I<’iub<*r ItJK'i liis <‘l(lust. brut luu’ Join; JinI, 
and l lu^ soiM(*ty (J‘ Mxul«»r(l(Mli('af<Mi a I hranoJv 
to tlio family (Mauak, ivV^r/// O.r/brr/ /»/ "i '.S’X, 
p. 9'J), ‘Aboiili t,lu' satuu tiuu' lu' was 
at Wadhnm by bis (ddi‘r brutluu* IbJu'rt.ajul 
tlio two broihors, both of whom loft willuuu, 
taking d(‘}^'m's, ]u’os(u:Uod to tim oollo}*o two 
lnu‘, silv('r laidoirds, which w<u*(' sacrith*od to 
the royal enuso ouLklJan. I tilth Aflm* loaviuf,r 
(Kibrd ht^ was (mtortal of tho Inner 'roiuplo! 
SuhHotiiumtlv ho travolhal in tho Muith of, 
Muropo., niul, nooonlinf*' to Wood, * bonuuo 
a ft'n'it. of inany acoomplishitmntsj In Itld'J , 
lio isHtu'd from St, Omiu* a transljition of tho 
tlmn pooulnr ‘ Idos SaiuJonim ’ id’ tlu' josuit 
.di'dro iM Ivibadiunara, origlmillv publisluMl 
at Bartadona in HU.'h fob Tlu^ Yimslati«m, 
which AVUH (mtithal MJvoa td' llu‘ Sauda, ' 
with oilier Foasts of the Visir atvonlin^^ to 
Urn , Roman CkdomlarJ is cimtimual <lown to 
KKiSb Tht^ first edition soon hoonmo scarco, 
and a second, cornadtHl and nmtuuhal, was 
isaued at London in ITdt), Hh, Points 
riuidcrinfr luiH Imhui eomiumuhal hy Sonthov 
undlBaac nisraoli. IVtiaMliotl mrthooNtatV 
ntStanlord RiverH in FHmxx which hml lasai 
givtai 1dm hy his fallu^r, and ho was buriisl 
m the chancel of Stanford Uivm-H clmtvh. 
JhR wife Lncy, daughter of Sir Rhdmrd 
iHirmorof Simu'rtcmdbxhinlsldre hy whom ' 
lio had three sons tmcl twe^ danghtt'ra was ’ 
buried by his side in March KITlh * 

I Wood’s AtJunac Oxon. ed. HUm, id. Udd- 
Gardmcr’s,Heaister of Wadliam, i, 21 ; tltdlins’a 
J cisrago, vil 36 ; DiKkl’s Clmreh Hist, iii. 278 • 

‘ nmuiTOi <,f onjew; 

flowiirds Komiui Catliolio i'amiliiw of lOottliinil 
rti.p. 4f. | 

PETRE, WrUjfAM, fourth lUiiojr 

],obort, third lord I’otru (iriSMMfl.'W) wlio 
was the Bre_at-ffreat-(?riind«)n of Sir Williain 

r ? ■"'1*0 wi*» iniirricd 

m ]m and died two yonra after ht*r aon, 
in 1(185, was Mary, daucfliter of Antliotiv 
Prowno, second viscoimt .Montaffii. William 
letre_[q, v.l thii translator of Ribadoncirn ’ 
was his uncle. Ho was one of tho ‘ cavaliurs ’ 


1' - I" ?! ■ ' '"I'-iOuied 

, y .,l'y ’'"*'uitliui};t.)a(lrarl imlilir nii| iwi. In 
■ : . y,' " •‘""■'•y ii.smii'Vinit Rnmancatho- 

li( >>'"0"n<i'rily ilri'w upon him, sclfthoatti'ii- 
loimul lhni.oi;|iiivrTilim().it(.,s,wh,.nharm>d 

him wit 1 lH-ni;r privy to the alleged popll! 
pl y date,, aworo i„ his depiisiliim lubrn 

» u Litmuml Lorry t itulfrov j (j, v. 1 that hii 

Iy,y'nn.it.);,.„er,a of I he popi.sh nniiy 
li..| 1110.1 tor the invasion of h;,,,,,],,,,,! 
th.. Iiiiiid:. ot .hmnno.s I’anliis de Oliva, tli,. 
peneriil ol t lio je mits ' (ef, art. l^^i,ol7W„ 
huiH. ^ He repealoil the.so.slate- 

lllollts, with enili.'ni;:!inient:., hel'oro I he House 

.il ( ..Iiimoiis in Oeloher ItiTW, and the h.iiw 
promptly ne.it for Hord-eld.-f-jnsliee Sfro.n.s' 
ami iiisi ciieied Iiiiii to i.siie wiin-iiiit.s for Ihi' 
11 pproheueion of all (he person.s mentioned 
in Oaten',. I intormul ion t ('i'linmnin' .hiiriink 
:‘h I’SOel. ly.'.';'). 'I'ojii'l her with f iiir ntlier 
K.imiiji eatholie lonls I'owi.s, Hehnsvae, 
Ai'iimf.l. ami Stidfad who were ,similai.Iv' 
aiTiiMeil of hehiH- destined fir hifth ollie'ii 
niider the jianiilieal repinie, I’etni wim emii- 
mitled lo lheTowi'l-oii il.SOel, l(i7,S, Artii:le.s 
were eshihited apaiinit him hy tlu'cmiimoim 

in April lli'.'li, yet, ill spit eorreja'iileildemiiiidH 
turn trial lyv (ho prmimor.s* friends, and nf the 
clamour ol t ho part isaus id ( )a(os uu thi^ (d her 
ha,ud,n<» Inri her*M(ops \ven< taken unt il *8 Juno 
lt58(hwheu L<»rd rnMlomuine, wlio had sidn 
ao(|UontIy beiui eummit tful, was tried and ac- 
ijmttod, A fewmeiulm Intt*r \'isetnuit. MfuL 
ford wuM tried, eondomned, and oxee.ntiMl; 
but tin* patnmstd lb«* plot derivisl nobmudii 
from his doath, ntid !mtliin.i!i; was anitl of tht^ 
trial (J tin* of hor * popish lords,* though tho 
governmont took no step to reIea.H<i thenn 
Their cmdimnnont does not uptamr to Imvo 
hoen very rigoroms, Ni'Vcnlludtw Feiro, who 
WUM alru’iuly au old man, Hulfensl greatly in 
healtlij and when, iu the autumn nf liiSj, 
he. lelt that lu* had not long to live, la^ dn»w 
up a pathiOic lot tor to tlie king, In this ho 
«uv«; ' I liavf* boon five yonres in prison, and, 
wind- iw more gru*vmm to m«\ lain so long 
under a fiilsf' a ml iuJuriouM calumny of a 
horrid plot and design against your maiestie’s 
pewtni and Kovernment, and lim now by tho 
dispoHitton of Uods provit!em‘e callM into 
nnotlier world before I eould by a public 
t nal make my innocence appear/ 'This lef t er 
was printed, and provoked some pod.estiuit; 

* OhservutionK/ wliieh went in turn sevuTely 
critieised in ‘ A Ikdr of KpectmdeH for Mr. 
Observer; or llemarlcH upon the phanatical 
Observatitma on my Lord lUnh 
I’amibly frtnn the prolific pen of Uog(*r 
U Fstrunge, When, hmwvw, IhJ.re actually 
died in the Tower, on 5 Jan, ltB8 •Lacertaiu 
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amount of pul)li(‘. cotnpassioit was awaKomMl. 
The renuiinin^' ])apiat. Un-da wi'Vt' hrouj^iit 
before thU courl, of Idn^-'s hmieh hy writ nf 
liabeas corpiiM on rd U\d). insil I, wlnm llio 
iiulo'i^a assert ( hI that, tlu^ prisoiua'a m\p‘ht loop' 
ao'o to bave li(*eti adiiul toil hail. Ptdia* was 
buried anump' his }Uie(\slora at. Inp'atesUme 
on 10 Jan. lOd-l U Tlu'n* is a portrait at 
Tliorndon Hall, Kss(‘X. ^ 

Jiy his first wile, IClizahetli (//. l(h>o), 
claug’hitu'or John Savape, seeond tMirMliviu-a, 
petre had no isstie; hy his Keet>nd wife, Brid- 
get (d. 1005), dauf^hter of John Bineheon of 
WrittlOjliehad an <ynly daup'hter, Mary, wdio 
waahornin eov<uit(3afd(‘n onl!5 Mar<di It >70, 
nrarriedjou M April 1000, ( 1 cm I hnieap'oof 
iiainton in LiiUMdaHlun', and (UcmI on J June' 
1704. Tins first, lady was probably tlu' * laidy 
Peters’sliKht.inKly relerrcMl to by IN'pyM( A nril 
1004) as ‘iinpudent f ‘ b'wd,* atal u ‘ driunnni 
■|ade/ Th(^ pcMuaigc^ clc^sfanubMl in sne(M‘- slon to 
bia brotluM*s John ( HbiO lOSf ) and Thomas, 
and the latt(*r, whcMlicMl cm 10 Jan. lVt)0, left- 
by his wile Mary, danphtc'r of Sir 'riiontas 
Clifton of LyfUain, lauieashins an only son, 
KobertijHtnun'ith lord Pedre. It was this baron 
wlioin 171 1 ,bcnnj.(tlien only tAV('nty,and venw 
^littUd for his in a frcaik of gallantry cut 
off a lo(d< of hair from t he Insnl of a ecdobrated 
beauty, his distant. Idnswoman, Aruladln Inu'- 
mor. It/ was to composts the' fcnid that spranyf 
from this saerih'fylous act that. Pope wrote* his 
Mkpeof the Lotdi,^ first publiHlnHl in*' I/mtot’s 
Miaccllany ’ in May 1712. Lord Petre* mar- 
ried, on 1 March 1712, not Miss IVrmor - 
who about 1710 heeamc' tin* wife* of Pruncis 
Perkins of Ufton (kmrt., near lU*ndiu)jf, ami 
died in 1728 but a t^O'cat. Laneashin* hein^sH 
named Cat lu‘riuo WahucHb^y, by whom, upon 
his premature (U‘ath on 22 March 1712, la* 
left a posthumous son, Robert Jam«*H, e*ifjj;hth 
lordPetna The* eijj;’hth lorel mfirrit‘d,em 2 May 
1722, Anne^, only (laughter of Jatm*s RatUdillc, 
the unfortunates earl of Deerwent watt*r |({. v. ) 
(Fopdfi IPor/a, (h 1. FJwin and (knirthopts v. 
92 ; SrwNCE, Anmloirn). 

[The Declaration of the Lord Potn* tipon Ida 
death, tonohinii; the Popish Plot, in a letter to 
his Most Sacred M.aie‘Htie, 1(582 (this letter ii 
reprinted in Somern Tracts, viii. Pil); Obner- 
various on a Paper entitled Tln^ Desedaratiem of 
Lord Petre; Ilowardb Roman Catliolie h’amiUea 
of hni>l!i.nd, pt, i. p, 8 ; 0 . Ih C[ okayne fs Peerayo, 
vi. 247; CollinB’H Peernp;o,vii.20; t/mgard*H Ilmt. 
ix. 181, X. 47; Memintb Essex; Evelyn's Diary ; 
LuttrolPs Relation, vol. i.j T\ B, 

PETRIEj A'LEXANDKP. (1594?^ 1002), 
Scottish divine, born about 1594, was third 
eon of AlexaiuU*r Petrie, merehant and 
burge^as of Mantrow% lie studied at the 
university of St. Andrewis, and graduated 
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M.A. in 1(515, From 1(520 to 1(520 hc! wa.s 
masttu'of the* gr!uunm,r school of Montrose. 
Having r(M‘eive*d a prcseuitatiou t.o tlu']nirisli 
of Rhynd, Pcrthshiri', from l4ia,rh‘s Lin* was 
ordaiiu'd by Aredibishop Spodswood in July 
1(522, ami imluete'd to t he* (diarge' by the* pre-s- 
hyleu-y elf Pewth. Pc't.rie* joim-d Inuirtily in 
tlu* (*oV(*nau( ing movi'mmit , and was in 1(12(8 
a nn'mheu* of tlu* ‘p'm»ral assennbly hi*ld at 
(llasgow wlueh overthrew eguscopai-y. lu 
H(n'(*rnl snh.Meepuuit. nsseonliHeMs 1u^ teiok au 
active* part ns a mi'inln'r of commit t(M*s, 

In 1(142 a Scot.lish chundi was fomuh'd in 
Rottordam forSeMittish me‘rchants, soldie'rs, 
and Hiiileirs, and P«*trii' was s(*lccte‘d as the 
first, ministeT hy t lu* pri'shyt I'ry of Melinburgh. 
He* was ap iroV(*tl by tin* gvmwal nHs<‘mbly, 
and was immrte'el by tin* clnssis or pr(*sbytery 
of Roltewdam on 20 ;\ng, 1(512. J'lu* salary 
was provid(‘d liy the* St alcs-Ht'ju'ral and the 
city anlheirith‘H, atul the* eiiurcb formi*d ])art 
of tin* Dutch eM‘(d('.siasticnl (‘.stahlishnumt ; hut 
it, was e‘\tunpt, from tin* use* of (he IbitiJi. 
liturgical fornmlaru'S, and was allowed t.o 
regain the‘S(*o(tish usage's. Tlu* iut roduet.ion 
of jiurilan innovations in tin* church at Ro(.- 
te’rdnm soem afle'rwnrdH caused nmeh discord, 
as many of tin* au'ialu'i-s were warmly al- 
taelu'd tti tlu* old forms ])r(‘HerilH*din Kuo.x’h 
L iturgy. 'riusMCi diflieultu's we're e'Vcntually 
ovt*rcome, mainly owing t.o Petrie’s influimeo. 

In 1(51 1 Petrie jiublislusl at ILit.tewdam a 
pamphh't cutit bsl Mhiliasto iMastix, or tlu> 
IhoplaH’leK in the Hhl and Ne'W 'restam<*nt 
comM*ruing( he* Kingdom of our SaviourJiMsua 
Christ. vindic.afi'd from tlu* Misiut«*r|a'etations 
of the Milb'uarics, and sia't'ially ol Mr. [Ro- 
la*rt I Matem | epv. riu his liook ealb'd“ iHraePa 
RiMlcmptiou.” ' Mat on’s book had l)tM*u talu'u 
up by t le imh'pmulcutH and baptists, and had 
)a*eu widely eirmilated among Pc(ra*’H (lock, 
and (his pam]>hlct was writ, t mi as an antidote, 
lu 1010 Petrie was employial in some, of the 
negotiat ions with Charli's n,^who was then 
iri Holland. During tlie later ye'ars of his 
life lie tb* voted much time to the pn^pa ration 
of his griMit work, L‘\ CompemliouH History 
of the Cutholic Chardi from tlu^ yeair (100 
until the year 1(500, showing her jleforma- 
lion and lleformaiion,’ &c?., a folio volume 
mbliKhiHl at the Ifagrn^ by Adrian Black in 
002. The child' iut-erest of the work, which 
displayM considerable learning and rest‘anh, 
lies in the fact that it contains copious 
ext.niets from the records of the early general 
aHscmblicH of the cimreb of Scotbwid, which 
were destroyed by lire in Edinburgh in 1701. 
IkUrie died* in blcptemher 10(52. Ho was 
highly esteemetl by Ids Mlow-citizens and 
by the Dutch clergy, and the congregation 
largtdy mercaaed during his ministry. There 
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is a |)tirtrnil uf Trlno in pMs **,'. .nni nf 
('u!isist.nry» nf u hi«’h nn riuirauiiy f'nm 
in Shnniis’s * lUslnry (»f th<' Sfiniish ( Intivb, 
Itdt'lnnluiu/ It is n farn indinat n I'orMUiiu'ity 
aiul lor<‘i» t»r «'}iiirnrti'r, and <lHns ru>t la-lif lh«' 
rapiitution Tatrir had of |io.«’M’ssiti|,; a somo- 
what luistw triupi'r. 

Il(^ hdV two siins Ahnnndor, luinisti'r of 
tlio (Saotw (diuroh at Itolft ; (lonrpn, an npo» 
thiumry and tlirta* daug'InorN : t’hinr-lian, 
miirriiHl ti» Atido'W ^>ny^‘f% ndiniNtiT of tha 
Stads churah at t’uni|»vt‘r(' ; Isolnd, murriod, 
lira! tit W'dliatn WaUaa<MUon*lmnt , ‘^''aoiitlly 
to Itohort Allnti; ami Klapi'th, married to 
(hatrg'o IVI array. 

(Mciiti's }'’nsti Iwt’l. Srut. ; Sh*von.'i‘s llifit, of 
tlin Sciittihli ('Imri'h, h’ollardain; !lioUit‘*H 
Raia; WilsotiH i’rosbytrt'y id’ Perth ; tfmSeotti'di 
Clnirch, KottaVilam, 2o0ih Aiuiivt-rsary, \m'a(’r- 
dum, il W. S, 

FETEIE, EPdmtlK ('ITWh-lStun, Iri.Mh 
ant itpiary, only child (dMaun^H INdritsa por« 
trait-pa inter, was born in Ibiblin lit l7S*,h 
Ilia grandfathm*, alno nainiul .latm's, was a 


pmftnr..|no ra-dlo -Mandin^y abovo a nuinv- 
arobr.l bndi'o on Choinulh bank (if thi* Suir. 
JIo o\hjbi;od thn mwe year ‘Tho Ibairni 
down- of Iwlhnnnim,* i\h (bihvay, and ‘Pun 
AoiM'.tmd a pt'i'af i-mlnd in Amnmor, ro* ( ial- 
\\ a_\ , Hi* was rh'iicd nil nmuloinician iti ISitS 
am! f'Uiibitoii ‘’IV Twtdvi* Pins in Honim- 
inann' n nroiip of sharp poifjfi'd inonutainH 
atid*'l1v Hast Ib.nni! ♦iftlii* Pil'rninsnt (don- 
imnnaii .»*/ In In* paint «'d ‘d'lu- Kidi;‘ht; 
lUid fbo Lady ‘ nml * ( ht :df‘an Abht'y,’ a ruin, 
in (In* dried up innrsh known as^Mnis na 
inbrtu* (o tin* riiflit of (In* rojol from I’lnirloa 
(it Posciva,^ If»* was appititnod librarian to 
tin* Hibernian Atanlmny in IS’KI, and ox- 
Itibitcd aiv piftiua'i, nml in ISdl nine, lu 
fin* i’onran (tf bisstiiilifs for tln^Si* pirtnroHho 
mmb* nvanx tonrn thn mahout In*bmd, tra- 
\idl(’il nbmp. (In* wlndi* fijursioif t In' Shannon, 

! t honnipdily rd udioil t diiiunaontusi^ ( king*, KU- 
fonora, tin* Arnn irdands, and many otlna*' 
oooh’’da*4( n*a{ rnins, 

\\'{n*n (knanr Ofway jq.v. | hognn tJio 
* Hnblin Pi’tinv .bntrnald of which lh(‘ first 


nativo of Ala*rdo(*n who had sofilod in Iro- | 
laud, and his nndlu*r was daiightorof Sarh«*- ‘ 
vorcl Simpson of Kdinburgh, In P/P'd In* 
was sent to tlui Hohool in Huhlin of Sunntcl 
AVliiltqwlu) was tins solio<»hnnsti»riif Hh'hunl 
BriuHh^y Shoimlan [<(. v. | and of Tlnnnns 
Mooro tq. v.J Ho attomhal tin* art Hi'lmol t»f 
tho Dumin SorJoty, and boforo lu* xvas four- , 
toon wan awarded tint silver mt*dnl of dm 
aocioty for drawing a group of (igiiros, Ho 
early boo.ajuo dtwotiul to thosttidy of Irish 
anti(|uitios, and in IHOH travoIhHrin W'iok- 
low, and made, not (as of Irish nmsio, or«*ot*h'« 
fiiastical architt*cturo, and of anci«uit (airth- 
works and pillar-stouoB. IP* visit (*(1 \Va!(*M, 
making landscapo Hk(qoh(*s, in I Hit), and in t 
1813 came to London and was kindly l veal (sl 
by Benjanuix West, to whom hn had an iti- 
troducitioiu 

After his rotnrn to Irtdand ho painted 
landscapes, ohitdly in Dublin, Wu;kUm% Kil- 
dare, tho King's (dounty, and Kerry, and 
in 1810 ho exhibited at Homermd* Houh(^ 
pictures of Glondalmigh and (ibmmalun*, 
aoth in Wicklow, Lord Whitwn>rtli bought 
them. In IBsiO Petrie contribnl.ed ninety- 
six illustrations to Oromwell’s * ExofirHiouH 
in Ireland,’ and afterwards many otlmrs t o 
Brewer’s ^Beauties of Ireland*’ to il N. 
Wright’s ‘Historical Guide to Dublin,’ to 
Wright’s ‘Tours,’ and to tho ‘Guide to 
Wicklow and Killarney/ Kearly all thm\ 
illustrations deserve carfjful study, and have 
much artistic merit as well as absolute anti- 
quarian fidelity. At the first exhibition of 
the Royal Hibernian Academy in 1820, Petrie 
exhibited a largo picture of Ardfinane, a 


number Hpp«‘ar»'d on 30 dune IHllo, pctric 
joincti him, and wrott' nmny anti(|uarian 
Hrliclos in tim tifty-six vvi'cklv mimbi'rs 
which iip[H*an‘d. Ib* was tin* so((* <‘dii,or of 
(lu^ ‘Iriah Peiinv d(Mirnnl/ wlii(*h nf)pe,ar(Hl 
for n i<*ar in iHjik Both ctmtain nitudi ori- 
ginal information (m Irish bislory in*V(*r bt'- 
forc prin(«*d, and (lu* b(*Mt arl ieb's art* those 
I of Ib'trio and John ( PHonovan [(pv. | Petrie 
I joined tin* Boyal Irish A(*n(b*niyin 1H2H, w'as 
i ehoMed on i(H council in 1823, and worktal 
hard (o improve its museum and library. At 
tluKsab^ of tin* library of Anslin (k)opcr in 
1831 In* <UHCover(‘d and pnrchaHi'd (lu'auto- 
granh copy of (lu* second part of tlu*, ‘ Anmds 
of tin* Kingdom (jf Ir(*lHn(ld called bvGolgan 
tlu^ ‘ Annuls of tin* Four MastiTsd lAtr the 
mus(*um hisex(*rtionM |trocurt*d tln^ n*li(pmry 
known us tin* <tohs (ifHong, t In* nbrim* called 
‘ Domhnach airgtdf and the Dawsou cc llee- 
tion of Irish aiiti(|uiti(‘s. 

From lH33 («» I Hid he. was at(ac1i(*d to tho 
ordnance survey of Ir(*Iimd, and, m*xt to John 
OThmovan, was tlu^ im‘mh<*r of thcHlalf who 
(Utl^ most to pr(\s(*rv(? hu’.al history a,nd his- 
torical topography. His studies' on 1’ara, 
written in Novembt*r IHi17,w(*r(* juiIiUsIuhI by 
tho Royal Irisli Academy as an ‘ Ikssay on Hm 
Antupiitios of I’ara,’ a wtu'k which contains' 
all that is known on Hn^ topography of tho 
ancient mtii of tho c.lai'f kings of Ireland, 
More may proliably be hairnt liy caireful ex- 
cavations, and eertidinly by a fnllor (Considera- 
tion uf Irish literatim? tlmn Ih^trnq who was 
ignorant of Irish, could give; hut (‘xuiry one 
who has visit.ed the locality can t(‘Sri fy to tlie 
accuracy of Petrie and to ilm schulnr-lilm 



Petrie 99 Petrie 


charactM’of Ills mi'thod ofinvosti^^nlion, 'Hio l 
first iiunuolr of (lu^ rturvey np|H*ur(M{ in 
but the ^n)vermneul- ef the tiny sinm after 
decide.d to st.ep this inviiliiulde public work ' 
oil the j>T()und of (‘Xixuisis A (‘uiunussiou 
was apiioiutiul in IWId, which n'commeinh'd 
the eoutiniiaiuM' of t lit' work, iiftiu- exuinininj^ 
Petrie and utluu' witnessixs, hut, iieierlhe- 
less, it was ntnuu* n'sunnni. The Peyal Irish 
Academy awanh'd INhritMi p;nl(l medal fur ^ 
Ilia essay on Tara hut Sir Willinni Ihdluun , 
[q. V.], whost^ tlnairit's un Irisli antiquities! 
had been d(miulish(Ml by Pihriiq wasst» much ! 
opposed to this w(dU(h‘serv«Ml honour that, he 
xesipfued his s(‘at on t-h(' <*ouu<nl. In 
Petrie was awarded a gold nuHlal fur an 
^ Essay on tTe Origin ami Osi'suf the Uuund ’ 
Towm's <if IndnmlV and this was published, ' 
with many additions, under the titleuf ‘'riiu 
Ekudesiastieal Ari’hiletd.ure of Ireland/ in 
IH'IT), with a dturu-atiun to Ids two warmest 
supporters in his studies, Dn William Stohrs 
['q. v.] and Viscounts Adnre, nftmnvnrds third 
carl of Dunravmi jsei* tpUN, hhnvt.v Ki<ui vun 
AViNDUAM |. .Many honks bail hetm written 
on the Huhji'et hefori' this ('snay, ami main- 
tained omwir other of th(' views that these 
towers, of wldidi there an' st/ill nunnins of 
more than a hundred in Irtdand, wtu'e Phomi- 
cian fins-temph^H, towers of soreerers, nst im- ^ 
nomical ohsm-valorit's, centres for ndighms \ 
danccH, ttmaples of Xhssta, minarets for pro- 
claiming anniversarii^s, watidi-towers of the 
Dam^s, tomhs, gunmons, hoim‘s of Persian 
magi, and phalUc.muhlems. Pihriedemollshed ■ 
all those hypotlieses,Hhowt'd that the towers i 
were Ohristian (u'elesiust teal Imilditigs iif ; 
various dates, and that in some cases the ' 
actual year of Imllding was ustMUiainable ! 
from the chrouicdi's. llisi^vldmKuo’Hnhundant, 
admirably arrangial, andeonelusivi* ; hut the | 
groat advance in knowhslgi* wliich it repre- I 
aents can only la^ n]»pre(dnted hy looking at 
the previous writings on the Huhje<*t. An ! 
* Essay on the Military Architecture of Ire- 
land’ was never ])nn(cd. 

Besides tluxse, he wrote numerotw papers 
on Irish, art in thweription of various anti- 
quities, and all of these contain careful and 
original inviwtlgatioiiH. 1 1 e alwi made a <soI- 
lection of Irish iiiHi'.riptioiiH, which has since 
Ilia death been edittul, with atldit ions, hy Miss 
Margaret St okes, witli tlie titles of ^ (‘hristian 
Inscriptions in tlu^ Irish Banguagm’ In 
IBHihe had written an ^ Essay on Music Mu 
the ‘ Dublin Ekamimw/ and lu^ was de,vot>ed 
throughout lih% to Irish music, collecting 
airs wherever lie travelled, and playing them 
admirably ontho violim in lH5^l he piib- 
lislied 'The Ancient .Music of Ireland/ a 
collection of songs and airs made in all parts 


ol Indand, on which many musicians and 
musical writm-s have simuThniiHl coni ribu- 
tions. A S(‘coud volume was ))rojcct ed, hut 
ncv(n' appiain'd. Hi' rcceivi'd the honorary 
ilegrei'of PHdh from (lie univi'rsity of Dub- 
lin in lSd7, and in 1 S It) a pmision on the civil 
list.. To his last yyars he travidlisl in Ireland, 
in IKoT again vislti'd the isles of Aran, ami 
in autumn 1S(H niadiHiis last, journey to the 
one region In' had nevm* sei'U,* thi'. Old Olen 
in the parish of (Uencoliuukilh' in Donegal, 
a region (•ont.idning many (uirimis antiquities 
and numerous orimitivi' deseinidants of (jo- 
nnll (iulhnn. I ie died at his house in Oliarles 
Street, Hubliu, on 17 Jan. iStJd, and was 
buried in Mount. Jerome ci'iueti'ry, near Dub- 
lin. H(‘ was tlirougliout hde a disinteri'sted 
stndi'iit of Irish anJutt'cl.ure, di'conitive art, 
niusitqaud topography, and to all tlu^se sub- 
ji'ets made permanent and im])orta,al. contri- 
outions. lie seemed devoid of any Jimbition 
hut that, of making his Hiihjee.t clear, gave 
gem'rou.H help to many other workm's, and 
was ladovi'd hy ahirge cirtde of friends, His 
life has lu'en admiraldy written hy his friend 
Dr. William iStokes, and (‘oiitalus a list of his 
papers read hefori' t hi' Koyal Irish Academy, 
of his coal rilmt ions (,o t he ' Dublin Pi'miy 
4hmrnnl ’ ami the * Irish Penny Juunuil/ and 
of his illust rat. ions to books. 

I Stokes’s Life and Ijiiboars ia Art and Arcluro- 
lojjry of Oeorge Petrie, Loudmi, 18(18; OravaM’s 
Eh»gn on the late Oourgo Petrie, Dahlia, 180(1 ; 
Works.) N. M. 

PHTIUK, HENltY ( 17(18 .PSIti), anti- 
quary, horn in 17(5H, was the son ofa damung- 
mnster xvho rimided at Stockwi'll, Surrey. 
He was probably c.omuHJied with John l^id riii, 
M.P. for Hurri'y In l7Dth Tlio son was iu- 
ti'iided to follow in lus fatlua’s profession, 
but soon showed an avtu'sioii to i(., and 
devott'tl hinistdf to autituarian ri'search. 
Through Thomas Fnignal Hlhdin |q. v.], 
whom Petrie is said to havi^ instructed in 
the art of deptirtnnmt and daneuig, he was 
iutroduct'd to (Seorgo Jolin, second earl 
Speueer jq. v who wnirmly encouraged his 
restnindum, Petrie formed a close frioudslup 
with Dihdin, and reiulert'd lum valuable aid 
in th(‘ pnxluetion of his bibliographical works, 
On the deatli of Ramuel liysons [(pv.] in 
1819, INstrie was appoint t'd* keeper of the 
rceords in the Tower of London. 

After prolong-i'd study of tln^ inatt^rials for 
early English history, Petrie ajanit l8Jd con- 
ceived the project oT imblishing a complete 
'corpus bi.Ht.oViciim^ for tlio period. A 
aimidir sclunne had been fluggt*.8ted by John 
I'^inkertou q. v.] about 1790, and Jau'uly 
advocated by Gibbon, It came to nothing 



lV(ri<' I' 

f Its'iHij'jH I ihlii uTn <i« aJ h, u ;/ fh' 

flrs^t fo if. Ourinfi asaS P'l'* 

iniM'tiiH'' wrrc hi'lil at I'a;! f-'p- n 
(’ar'n houf'-’f* !♦> rurfln'r sh»' ; il v, < 

np;rard thnt no i.unh sidianu* nutld !<?* nnd* v 
tninm by |u‘lvut»‘ rtifrrpri «\ nnd nn , 

wan inncii* for pn<*nuia'nt md. rafrn- v.ji. , 
Holaatiul to draw up a plan. Uiannn ua - t«* ' 
nialif' tlin l>nd\ nf inaf I h b*' pnld' 0*4 _ 
aliHolutnly mid to iindudo r-\ti';an'. ' 

tVnni (haadv aiul linmun wriimv rntoironn;' 
nil ridbi’t'iu’as to amdy lirttmn : nopic’ nt’ ulf i 
insnript ionn «in Htuiio or ninrldr ; nil Irttor'^ ' 
(duirlars, IiuHmi, proia'adin';a tit‘ ronnail'. lutd 
HViirida: !a\v.*% inn-* of r.dn’., modal, 

and Htaila ; haaidoa pairml hij.torn* aiinal <, 
and idironiidoa of Knp’liuni, uml ln4ortv.»»d\ 
partimdar tuunaKtoriaH* 

plati waH pra.M(nd«‘d fo fhn roi'oril fann"* 
iniaKioH in IHdlpmd waa aamMi^nioil by flu* 
b^ovminionl and parlimnnni. ‘rin* \vt*rk <nun« 
tnnnt’od in lK*d, with Pt’lric* n;< <duof odi(‘«r, ; 
UHaihhal hy tho Itt'V. John Sluirpo (I’/ti'd ' 
1851)) (,tp V.] 'riw Wol'ih portitni wu^ otn 
tnialail to John llntidlVoya I’arry f 

1825) [tp v,'| and to Aj\ourtn t)\\i‘n ’ tp 
and wan jiuldishad iti 1 8 1 K Thoniain port ion 
anlrustnd to INnrio protaanhal Htrn«ltl\ nnti) . 
1852, \vlu‘u it. was intonniptial hy Ida iUinvo., 
lint in 1855, wlwn tin* wholr text of tho hr d ' 
Tohuun had laani couipIoOnhand a httv.r tad- 
IfCtion ornialorinlM nmtlo forriirtUorvotunnM, 
Ihn work waa .siiapiaulod hy an onlrr tif ilio 
racord (aminiiH.^ioin'rH, duo tf) a miantnh'r- 
atandinp: ladwoou tlnnn and Ptdrin, 

JVtriodicahnunandtMlatHtofkwidl.SnrrnY, 
on 17 March 1842, ladorctlnMimlrrlakln^t wan 
roHumcHL Ono volntno waa finally n<inn»lolotl 
and puhli.diad in 1848 hy Sir Thmnaa Uatrn.*! 
Hardy [f|.v.], who had Wmn trairnul hy Ik-trin, 
It boro tlio tith* ^Mimntumiia lUatoiMra liri- 
tannica, or MaliwialH for t!m History oft Inait 
Britain from tbo Karliost; Period to tin* Nor* 
man Con((uoHt.’ Hardy arknriwlodgnd valti- 
able aid derived from I^etrielH inanuserintH in 
Mb ‘ Btascri Catalogue (»f iMateriahs^ pul?* 
lisbed in 1852,^ Petries also talited Hlagni 
Kotuli Scacearii Normannim/ IHrK), 4to; anti 
Ma translation of tbo earlier portion of the 
^Anglo-Saxon Obronicle ^ was reorinted from 
the ‘ Monumenta ’ in t-he ^ Church irtstmriana 
of England; 1854, yoL ii, pt. i* 

[ProfacoB to tbo Monumontn and Doarriptiva 
CaOdojxuehy 8irT. 1). Hardy; Btfinburgh Row 
xlvi. 472 ; Dihilin’s Bibliographical Daeamomn, 
pasBim, Literary Companion, i. 105, 104, 104 , 
320, and Literary KeminisconceB, pp, 453, 710, 
717; Gent. Mag, 1834 i. 375, 1842 ii. 66U2, 
1851 li. 628 ; Annual Eegistcr, 1842, p. 258; 
Gorton’s Biogr. Diet., Gupph; Manning ami 
Bray u Surrey, ii. 233, 235.] A. h\ IK 


' IVtrie 

I'KTKIK.MAin'lN. 

U n . b.i''n nn 1 dour iH-y’bfit f|j,^ Mannr House, 
Koo' . L.iniilf'w I Irr! f iftl'diiru^ b(*ing the 
M'^ind *ei uf i 'oinnd’-'un -"trcnerfil William 
1 rt ru' {ti. 1 12 I, \s l{i t bed ’•.('eu aei ivi^ .stM'viee 
01 Ifulwund Frmiee. 1 1 ia mother Mur* 

earo; duisithfrr mu! ridioireafi nf Henry 
Mitf.m nf f ( 'liji Hiifudd. ( \donel Petrie 
H.r, 'ixtls JU -I'-aa-nr fr.un \lo\midrr Hi'lih', 

Ibli w I ir-inSmuw n.a ■•spent ill Portugal, 

mtv! le . i'fublh"Md at t be < \ape of t haul Ht)p(>y 
u! n lueh pbu'e ! til dht Ini liehl appoint numts. 
In \iunh heu.u. ehudl^ in b’rtinee, Italy, iiml 
j M-rmanw t tn I I \pnl HHt5 In* entered the 
urtnv a - nn en ueft in I lie i’mv id Nfvvionndhmd 
oorp'U and ,.<nned tor ele\ en yours in North 
\uu*rion, beriunin,,'; n hentennut on 7 Jan. 

I s pn mi,| on 5 ,M;t\ 1851. On 2(5 Jam 

I •'Mm he u as f ran drrred tot be 1 If h foot regw 
inriit, and bdl N«n\ fonndlatnl on 20 March 
in the -■■mall alomner \5':.fa, which oarriiul 
twenfwjimr pnsnene'‘rs, eeven of tbmn, in- 
eluding t 'apfaiti {‘efrun h‘ung’ ollteors nn tluar 
\va) til join r«*''unrnfs in {lieCrimen. Wlieii 
three huntlr*'il nnli a effSt. Jelm’s the vessel, 
alnatdv flmnu et| hy iiu' lloi-.s, was miugbt in 
n terntie fn<»rnu and the engine-room wan 
Ibnuh'ii. PiUrio'H mrohaniral skill and grtait 
oonrngo onatibM him to save tlnmship. He 
wan onlteit the * hero of the \'esta ; ^ but. his 
Imndswer*' H«i tawerrly bieorafed *uul frost- 
bin mi fliHl lie was invidided for Honu*. time, 
and mndd not proreed to the Crimea. 

In May )85ii Petrie joineil the lloyal Stall 
College, mul in Heoember l858 be paHsedthe 
final e\aminnliiUi,rofningout first nn the lint. 
Uewnsnttaehed to tlie f opograjddeid depart- 
ment nf (he war ntliee from 10 Maroh 1850 to 
httJune l8d t ; find tn l800, tinring his first year 
there, he brnught out a staiulartl w‘nrk in tliren 
vnlumea, ^ 'rin' Sir«mgtb» Cnmpnsitinn, and 
CrganiMitinn nf the Ainuies td* Hurnfub’ show- 
ing tlie anntml rnvimue and military expen- 
diture of enc'h cnnntry, with ita total forces 
in peace and war. In l8t>d he puhlished a 
■volume giving more detailed inforinatiniu'e- 
spent ing the Hritisli army, * The CrgiuuHii- 
tinn, (knupimitinigand Strength nf the Army 
of (Ireat Britain; whieh reaolnul a fifth 
edition in IHI'17. Petrie also eompiled two 
important volnineH, * Kquipment. of Hifuntry’ 
and Hlospital Ktpnimietd. f IHOfeMI), forming 
'pan of a aeries on army (H|uipment., For the 
'.ong pt^rindof eight een\yearH ( 1804-1882) he 
waa examiner in military administratiem at 
tbn^atair college, and bitterly at the f loyal 
Military Ctdlege alnta He bwuime inaior on 
15 July 1807, ami exrdmnged to tlm 97tli foot 
on 18th Hen.; in July 1872 he retired on half- 
pay, in 1 878 became colonel, and in 1882 with- 
drew from the acrvico, Potrio road some 
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pa,l)era on military raat.tora at, tlu^ Itoynl 
Umted Sorvic(i hustitution, of which ho waa 
a membo.r ; atul aa an (Mithnsiast ic fn^nuaHcn 
he waa maator of Ht, Jolin’M, N<nvfoiuul- 
lancl, lodg’o, and a of tln^ (^.uatuor 

Coroiiati lodgv^ in London. Hot onk an not! v(^ 
intoreat in pliilantliropic- aiul indi^iona work, 
and was a trustee of 1 b’in(‘.ew M ary illago 

Ilonioa. ^ ^ , 

rotrie di(Mt on 19 Nov. IMhi, at hm hoti.ae, 
Hanover .Lodf*v, KenHinglon Park, London, 
and was buried n,t/ Ktmsal (inMOt. llin'witi^, 
Elcanora (iratit, vounpnst d!in|.»’ht(W of WiL 
iiam Macdowall of Woolnu't. MuL 

lothian, and gTatiddniH''hl(‘r Sir W^illhun 
Dunbar of Durn, bnromd, dicil on iU Jan. 
IHHd, leavinjjf two dnu/^htio's, of whom^tlu* 
elder, autlion'sH of MHi'Wh io Holy Writ,’ 
18(^2, is tli(nvirtM)rPror(‘,M.sor('aru.s- Wilson of 
McGill University, Mont ivnl,nndthe ytnnu’vr 
is an honorary missionary of t bit ( 'hureh Mis- 
sionary Soeudy in Kashmir. 

I Private iafermiition ; war othce rceordsfl 

(1. A. A. 

PETKOOUH or PKTEOCK, Saint {Ji. 
r)rjOP). [S(a^ PHnuoo,| 

rETEONIUS (d, (ini), hftli ahlH^t of St. 
Aiipj-ustiue’s, (latilcrbury, is said to havelnaui 
a Roman, ami to luiv(' hi'on hallowml abbot 
of St. Augnistine’s by Andibishop UomnnttH 
[q, V.] in (MO, t\vo y<'ars aftc.r tln'> date 
assighed to Uu^ diaith oi' hm pnnle, censor 
(h'atiosuH. This delay is explained by tln^ 
supposition that lloilorius was abs^mt on 
some journey. Tlu^ <bilo nHsii^mul to tins 
death of Petronitis is 05 1. ddiere was nore- 
cord or tradition of his plact^ of burial in th<^ 
lifteenth century, Jtor is tlno’e any early 
authority known for his existence. Ati 
e])itnph mvseribes him as a f^'ootl man,a teaclnu* 
of his monks, and a lover of purity. 

[Rlmham’sHist. 8. Anp^nst, ('ant. pp. 17f>, fBfb 
ed, iraa’dwick (RoIIh Sr-r.) ; Thorifs Oliron. 8. 
Anp-usL (Jant. <'ol, 1 700, (td. Twysdmi ; HomtioPs 
Ani'iq. of (Jaat. pt, ii. p.. UM, ed. BattMey ; Du^i;- 
dalu’s Mouastic.on, i. 120; .Diet. Uhr, Ui«>p;r. 
art. Mk) Iron ius ’ (5) by Ilishop-Btubbs.) W, 11. 

PETRUCCI, L I I D( ) V IO( ) /L \ (1 1 9 ), poet 
and soldier ol’ fortamo, born at. Siima, was son 
of Aridante Pet.rueci, alius Petnmeioli, ^ no- 
bile’ of the t(U'ri l ory of PeliftHanc>> Tuscany. 
The father served inuhw Orsino, count of IV 
ligliano, in the Vemdian Rcu'vicH) against the 
Turks, distinguished himself in the capy.uro 
of Castel Niiovo, and di(*d of a wr>nnd eight 
days after his retnnx. Ijudovico was educated 
inTuscany, but subsoquemtly became a soldimr 
of fortune. Having renounced Catholicism, 
he was imprisoned by the inc|uisition at 


Padun, remaining in prison four years (s(‘e 
in his Karrngo his potnus Lsopra lacruclelta 
del Imiuisitor di Padova’). 

He then entiMaul the serving of Venice, 
d(\scribing luinsidf as at the time ‘ povero 
m(uuUco,Niind obt ained in ItiOIl the grade of 
serving-major, 8u))S('quently h(‘ transferred 
hims(df to the impi'rial army, ami served in 
the Hungarian wars in Un^ reginumts, first 
of (kmnt. Hulnni, and then of hVrdinaiid do 
Kolonitsch. In 1(107 he became a captain in 
t.h('! Hungarian army. IL^ subsequmitly en- 
tered th(^ service of t he Prince oi Branden- 
burg and Neulmrg, ami nu't sonn*. Knglisb- 
nnm at 1 liissiddorf. According to bis own 
slaternent in bis ' Apologia/ lu' siu’ved nine 
yiMirs * in ladlo Hungariia);’ but tins can only 
apply to tiu' whole of his stay iu Germany. 

Mei'ting wit h no siuna'SH i!i his military 
enna'r, la* nMm)V(alio Kngland in U>10, and, 
visiting Oxford on the reconimemlation of 
the Karl of Pemhrokiq Gnitcred into th(5 
]mhHe lihrary in tlu^ ht'giuning <if the year 
following.' He biH^aimmi eonimoiu‘r of Si. 
Kdmund HalL and hit m.’ of BaUlol, In s])ite 
of c('rtilieat(*H which he ohtaiiuMl to the con- 
trary, he was HUKpe<de,d iu the univerHity 
of being a spy and popishly alliatted. Ac- 
conlingly, he was forced, ora.t least desired, 
to dtqiak, ‘Hindi was tin' jealousy of the 
puritan party in t he univm’sity,’ Wood dc- 
serilu's him as ‘ pliant asticall’ and unsettled 
Lu mind. In his ‘ A])ologia ’ he print.s several 
Ci'rtilicati's of his conformity to the church 
of Kuglnnd during his stay t.luu'e. A n epistle 
^ ( kimlido ladt.on'/ in his * Apologia/ is dated 
from the Phud, 10 J uly 1010, wliere he was 
in prison. (Irangt^r nnmt.ions a portrait. 

Petnicci xvrol.e; R* Raccolta d’ alcune 
rime del cavalimm Ludovico Pet.ruciu, nobile 
Tosiaino, in iiiu luoglil tempi connoste e a 
diversi primcipi dedicate; con la si va delle 
sue persecutioni/ Oxforil, lOPl ; in Italian 
and Latin ; dedicated m ])rose to^ King 
James, and in vtvrse to all t.he royal family. 
The ooemH ihemst'lves enmsist of adulatory 
or tit nu' addri'SHi'S to various notahilities, in- 
cluding Bacon and Archbishop Abbot, with 
muaisional insmdions of prose leltm-s sent to 
hitn,nu(lofwudili(mt(xs()f(diara(;ter. The work 
concludes witdi a king and critical enumera- 
tion of Ids patrons, including many Oxford 
nnm and Ihiglish noUticians. *"2, * Apologia 
equitin Lmlovici iHitrucci contra caltnmua- 
tores snos una cum responsione ad Ubollum 
A, Ji'Huitis contra serenissimum Loonardiun 
Donat um ducem Vemdvum, promulgatum/ 
ajipeareil at London in 1(119, with portrait by 
Thomas Pothe.cary (Italian and lyitin) ; the 
work IS imperfect, and does not inedude the 
reply to* the jesuits mentioned in the title. 
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1 1 iM tlrdirnf imI fu K iiiit; wi( h \ »'r' jsd-’ 
(IrrNst'sto his Ivngli .|j juitrf'nM. 'I’hrn 

iullowM n rarra|,rnt)f 

in tin' ' KaerMltu/ Hn. 
luniii (Mmtnnlinn in that tin- t'lnny'*"^ n^fun'-t 
liini rt'HuItncI frum u of iltr a i ‘nr- 

tnin ‘Uiinn a! rn’ by rrfrunri am atnong tln^ 
Unynl MSS. ! 4 f?, vu. 

I'Flin only aufhnritv S« Petmnn'h mat 

iiu’nhwnt hPU ^ ninajts aiul tvrt sia'afr,*. ni bis 
wnrkM, frnm \Uin‘h Wm»hI (Atinaan, n. hv* 
aunipilad a nntira. PA, KuaierV* AUnmu ; Sla 
tinnars* KaKi'‘*P*\' (niairr data T* Xnv l-'iHTUaud 
sNutas Hinl tbiarian, i!nd arr. xii, 'A*,b Ibr ia-' 
wariptbin ufSinUbmti net bulb bv IV-fnttnn. | 

VV. A. S, 

PKTIinS f//, timt abbot of St. 

Aug'iiHtiiM'bi Abbny» Pttn(nrl»nn% bntb a 
monk and a prirat' (Untn;, HiJnrui 
tim, I 00 . * 27 , and wna on*' of tin* r«‘tn« 
iHiuinuN of St, Aii^ntatino ‘ q. v, nm Ida mS'aon 
to j'Ing-bmd in bi>i{ 7 , !*atln‘r at tin' «'tnl *sf 
rk )7 or tlio boirdndn^A pf'VJS^ AttpuMttn' ■■.‘Uf 
him in ooinimny witli LawrsMtoo or Lannoi- 
tiuH |q. v.|, nftt'rwanlH nrolibiabon of (ant m*' 
burv,t*n tMjad Irogon tonmnmno«'iln* attoos'Mi 
tiftho iniMsiun nml to lay tadbtn Idin omiain 
((mwtitnirt, Ho nppnronlly brouitht bai'k rlio 
popn'H rojdioM in bOl, bkholbort (iUl) 

[‘b va|, of Kont, wan Imildinij: tb»» 
monuHtory of SS. Hotonmd PauUnfor onlb*«l 
St. AuKiiMtinoX ut tho tinio of Au^tuN- 
tiinAH (l(*ath, and Potrua wria aiqMnntsal Ita 
firnt abbot, 1 1 in naino a|>]M*nrK in a ohnrtot* 
<if Htholbort to tho monnSorv roo<»rding' Ida 
appointnunituH alibot, anti in a oliarttn* uf 
AugUHliini oonooming tin' o.yi'inpt ion of tho 
houHo, hut both am uiultiuhttnlly afuirioua 
(HnMHAM,pp, 114 ,l Id 21 ), Whilo fnintling 
ti iBiamon to ( iaul on wldoh }w hml hooii aimt 
by Ktludbort^ lio wh« drtnvnoti in a orotdi (>f 
tho H(»a at Anjik'ot <ir Ainhlotc'UHtq a ahort 
distauco north (4 Ponloginq prohuldv <iti 
iiO Dae. (K)tl. Tho yonr < 4 * Ida dtaOh, givtni 
by hlmluim aa 007 , dopontlH on tho data 
aarnguod to tho doatli of Angiwtino, for it ia 
Haul by i'lhnham to havt^ takon pliioo on»* 
yHiir advisn montliH mul tlircii ivi-cIch nfliT- 
wmk (*. p laO). Th(,y,.w()f Au^UNlini.k 
(loath, wlucli la not oortainly amortaimnL in 
taken here to kis (i() 4 . The people of t he 
country Imried tlw hotly of Iktrim withoul. 
any mnrlsH of reapect, not knowing who he 
\vaH. A mimculouH light nppeareii hy night 
above lu 8 grave, and tluwt) who lived in tlie 
JUiiglibotirhood wore tluw taught ( hat. lie whh 
a holy mail; so they made iiKiuiriea aa t,o 
who he waa and wli.mco ho eamo, rmnoved 
hi s body to Boulogne, and there Imried it, 
m the church at St. Alary t.lio Virgin with 
htting honour (Biijiu, u.». c. -TlJ. I'ctnw in 


•.tu.i (.1 hole h.-,.n hi};hl_v l•:.(el■It^e^I liy .Augiia- 
tine. Ihiit fee hi. eiiKe VuHU.Uin’e gave |'» 
(he lien iie.ieiMen i|,„ gifiH him 

t.n-v..rv. .\ii rpiieph nn him ia given hv 

.un.iuin, nu'H' I't nn niiprintrd * Lifn of 
ly i'mh; vs nn«n U\ l-inihini'. tuPorpnn (Trust i 
( *nlhyM>, t ’nnihn»b;i\ ninm!.’.i'rspf. nn. 271 f 

ami it e. p.-rhiip. te (1,„| Kimliam 

tst»t'* in fn''i Ili'O'tfy (4 fin* Mnna.stt'rv ^ 

t p, I n U Mnlbrnm'q, w rmng in thn Hnvrn- 
trynfh rf-ntury and qnntinu; fnnn tlm nn'ords 
id fto" s’fnM't’b mI i b»nb »],< lit*, ifiyubH Htmu' par- 
tu'iibir'i of ho. lib\ on whirhit \\mddat baiHt; 
ind bo rtilo to bi\ unysrr.f'i, Mirh n.M that 
P.dnH HUH s'lnpfovtM by ITIodb.ni topniu'h 
to tl»i‘ No'ibninbrnin’^ and did witli 
nirro .'i, ihn? ho^ haldf * uon* inusqitq that lio 
\%ot'k.',t nnmol*''*, and fltaf hbi boily wan 
trnn'dnt«‘d to Ibntlopjt*’ by nn rnrl inunnd 
bunn-rtin-n Ho. obd wmikopt nt { Anti'rbnry, 
nnd ''ll*'., nooohbnjt t'l (hi* Ib'nrdiotnn' iinu*** 
tyroloov. ini 20 lbs*., tbonpb (ho Kiigiinh 
uinrJ V rotiiqv plnoo*. t( on d Jan,, wliioli, i(, ja 
mu'or'trtb tiuu lin\o boon (ho day uf luH 


:un'0r' t rtl, tiuu lin\o 

(rmudnlion j Sj i luoi t. 

llb.hV Ooit. iVob n 
Siif ), I '.bul'.un'*! Hr f , 


! ^ llb.hv Unit. iVob n Oi*. 27 . :j:i (Kngt* HiHf. 

S.u- ). i;bu}; 4 m'*» Hrf, M(tn. S, Ann. t'niil.. pp, 

, in, n t. 121 . innUollH Hor.); 

'I 4 it-rn«i\ < ’hr,„i. iS, Anr Pnin, ooIh. 17 ( 1 ( 1 . u,isb 
' Tny'-drn. up Hui'iun )'*onp(t.; Hnnly’n (Tt. of 
MsUoiid'*. i. vui; Ttboibi Sor.); Aora HH. Ord 
Pro. n, I ; Aoln SS, Hulbuub, Jautniry. i. 

; M;dbnino.^‘ft lbs Morinin. i. 22 . i h] SunnirpH 

! Antiq, of i 'nntsu'btsry, p( 2. pp* H< bml. Ilnttrlay ; 

. Hn‘t < 1 ir. Hntgr, nri . * Put nns ‘ ( 72 ), by Binhup 
S(nbb»*.| ‘ 'w.II, 

; PKTT, PIbTj'IU (r/. IdHti), manmivnlup- 
I 'w.TipJit at Hi'pt lordn*i do.srribi'd an I ho gnuit- 
! ^P’Hinlson nf 'rbuiiiuH Po(( of Skiptun iuHum- 
i horlnnddtK Nnvi:, iVn/iyrfY'A' o/ //n* Knitfhfs^ 

, pp, Ifib (»}, Hut Skipfon in in VurkHldribantl^ 
Himigii (‘T*^<**d*bm kin mnyliavunut Hod in tho 
norduit w mnro prolmidi* Hint ho bolungi'd to 
tho fondly of (tio nnin*^ which onr,Iy in tho 
liftianith oontnry owned properly nt I*cU hi 
tlio pan.sli of sTickhnry in Kt'ih. (Hahtud, 
/AV, (*/ AVnf, ii. u,) I Icy wood Htatcfl 
in IBBT that for (wo himdrod ymim and 
upwardn^ mon of tho nann* ha<! hnou olHcnrs 
and amldtocfH m tlio royal navy ((hiAiimwK, 
//mA q/ Mitrmr v’lro/nVcc/arc, ii, 284). It 
a,-ipcttra avoH oatahlbhod that P(d.pH father, 
n.HO' Potor, WH.M nettled at Harwiidi, probably 
imaahipbidldor. ITH IdniMi'lf was certainly 
in thcHorviceof tlio crown from an early nga; 
hn wjiH airmnly nnwtor-Mldinvright^ at- Dept- 
ford jn tho reign of Kd ward VI, and them ho 
conHniual till Ida dmiHi on or ahcnit B Kept. 

During thin time hti had a priiudpal 
part in Imihling iiioMt of the fildpH of the 
uuvy, timugh the dctttii« are wanting. .Richard 
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Cliapman, who built; t lu^ Ark, wan l)r(mp:ht. 
up by I’et.t , and ho alno, iu all prohabiliiy, 
was Matthow llakor,with whoiu^ trohi Io7(), 
Pott was associated iti t ho w<»rkM ati Dover* 
In 1587 he and Hak(‘rnccuHt‘d Sir Jt)hu I law- 
kyna [(j.v.ljthen troasuroror the uavy,orinal- , 
praclic(‘,s in cnun(‘ction with th«‘ rt'pair of lln^ 
queen’s sliips. The e harpies wore nppannitly ' 
held to be the outcome of ]>i(iuo ()r jonhumy. 
Ilawkyns was aunoy<Ml, hut HuHoreti tio ma- 
terial injury, and rmuained in his oth(*.o. 
lnl588'lunvn,sgTant(Ml arms,or,<uui loss ^'u Ion 
boiweon thiva^ (ipresses, a lion passant of tho, 
licld; and tht‘, e.ri'st, out, of a ducal (nu'omn, 
deini-peliean with winps t'xpntidod. I h* was 
twice marri(Mh By his first wife lie Imd at 
least two sons: .losi'ph, wlio siu'ceetlod him j 
at Beptlord as muster-shipwright , and dhsl 
on 15 Nov. l()05; and who carriml ou 

husiness as a shipliuihhu' at WappiujL*;. ^ By 
his S(u:ond wih^, Blwalanh ’fhorntou, sisttn* 
of Oaptain 'fhorntou of (lie navy, he had als<ii» 
twosons- BhiiHMis, who isHepnrately noticed; 
and Noah, who iu 15(11 was mastin' of the, 
Popinjay with his uncle ITorntou and four 
daui^'hlers, one of whom, was cruelly 

beaten to death with a pair of toufts by Iut 
ste, plat her, Thomas Nunn, in loth). rNunn, 
who was a cleixyman, rtas'ived the quemfiS 
pardon lor his erinns Init died imnuHliiitidy 
afterwards l^OaL Dom. UH May 

1590). 

fOalendars of State Papm's, Dom. ; IhdVnt of 
tho Spanisli Annmla (Navy Ki'cords Stn*. ); Auto- 
biography of Plfmoas l‘ott (I lark MS. (Pi/IM. | 

Jl* Jv* Ij* 

PETT, PETER (IfJlO l(57()H), commis- 
sioner of the navy, lifth sou of Plumais 
'Pe.tt [q, v.j, was horn at Diqitfonl on (S Aug. < 
16 U). He was hrongPit up by Ids iatluT I 
aa a shipwright; while still very young | 
was his fathers assistaut at. Deptford aiul | 
Woolwich, and in 1()55 - 7 built t he Sovereign ; 
of the Seas under his fatlier’s sutiervislon. 
In 1(147 he was ordcrtsl by tlu^ pariuunetite » 
gratuity of lOA for building tfm Pluenix at 
Woolwich. He won hi seem ti> have been tlnm 
appointed mast er-sliipwright at (dmtham, and ' 
in 1(54 8 to have sent up important informa- 
tion to tho parlianmnt, atui to have been 
muinly instrunumtal in prewrving the sliips 
at Chatham from revolting. Probably as a 
reward for this service, he was appointed com- 
missioner of the navy at Chat lain, an of ice 
analogous to that of the ]ircseut mip(»ritx- 
tendent of tho dockyanl, with the important 
dillerence that Petit, as a ^iractical man, exer- 
cised imim'diato and })erHonal (sontrol o-ver 
the several departments of the yard, and waa 
thus largely responsible for tho ollioienoy of 
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the ships during the Dutch wars. That 
(hiring thi' (tumnonwtedt.h the ships were 
fairly wtdl maintaiiuHl is matter of history; 
hut, 1 Vtt exeili'd a st rong feeUng of animosity 
by tilling all tlu's more important iiosts in the 
yard with his near ndativi^s. As early as 
NoV(‘ml»(*r 1(551 eomphiints were hud by some 
of the suhordina1(‘ otUeials, including the 
ehajdnin, that mmnhers of the family worked 
into ea('li other’s hands, that stores w(;>re 
wasted or misappropriat ed, that higher wages 
wiu’e chargial than wma^ and that false 
mustens w(‘re kiqit. A speeial impilry was 
ordiM'cd in th(' following January, when Pett 
had little diirumlty in ]m)ving that tho 
chnrgi's w<'r<' malicious; hut it. is chuir that 
thcvi' w('re gnuit opportuniti(‘.s for fnuul and 
nuisonubh' grounds for suspicion. The eotn- 
mi.ssiom‘r’H cousin, Josiqih Ikd.t, xvas mnsler- 
shlpwriglital ( 4iat ham ;anolhm' cousin, Ihdcr 
P(‘tt,, \va.s .maslcr-shlpwright at. Deptford; 
a youn*';er brother, ( ’hristojduu', assist.unt 
mast (u*-shiipw right, at- Woohvieli; another 
hrot h(U’, Bhim'us, (diadt of t he clnmk a.t Chat- 
]uim,and a cousin, Richard I lolhorne, nmst.(‘r- 
ma.st "ina luu’, W' lum, in the following summer, 
his cousin IN^ternt Deptford died, he was able 
to luivi* his hrot him C iristoiilmr uromoled to 
tln^ vacancy, and Pt4(‘r’s son Mumais ap- 
poiut.(‘d assi.Htnnt., Pott was also permitted 
to umhu’take private contracts for building 
ships of war Dom, 7 Jan, 

I ($50). 

He was nuippointod to* his ofluHi after the 
Restoration, and remainml in it till vSept, 
l(5()7, whmi lu^ vvas charged with Ixnng the 
main causin of the diHasti't at (Jliatham iu 
Jams and xvas summarily svqiorseded. He 
was accused, iu detail, of having m‘^d(‘cted 
or diKoh(‘yed orders from the Duke or York, 
tlu^ Duke' of AlbemarLe, and the navy com- 
nuHsionera to moor tlie Royal Charles in a 
jdace of safety, t.o block the channel of tho 
Mtulwny by sinking a V(‘SHel inside the (shain, 
to provide boats for the defence of the river, 
and to see that the olli(U‘rs and seamen were 
on hoard their ships {ih, 19 Ih'c, 1(507). On 
18 J une ho was sent a prisomu' to tho Tower, 
OH the B)th was e.xaminiHl he.foTO tho council, 
and on 22 Otict. before the House of Oom- 
mons. Tliero was talk of impeaching liirn, 
but the aeeuaat.ion was merely the outcome 
of a d«‘Hiro to make him answerahle for the 
(dns of those in high places, ami the matter 
was allowed t.o drop. Tho general fooling 
was clearly put by Slarvell, in the lines be- 
ginning : 

After this kiss, to* relish discontont, 

Bomti one must ho accused by Parliaiuontt 

All our miscarriages on Bctt must fall; 

Ilia iiamo aloao soema fit to answer all* 
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Aftt'rbolng (l«'priv<Hl of lus Pott 

appoaw from viinv. Ho «m S Sopt, 

11KH2, (bulioriiio {k Au|;,ni.st I(>IT ), dnughtor 
of Edward i'ok^ (»f Wocnlbridi^o.Suffolk t /tV* t 
(/kter (j/* W, d/on/X hy favour : 

of Mr. Vincoitf li UbMlstono). I\i<*nHon ia 
made of ono «m, Warwu^k. 

Pelt hm luaui confustnl with Iuh eouain 
Ih'ter, tlu^ mnaffT-Hliipwriglitf at Hoptford» , 
who died in itioLk atid \vlth eneli of that I 
Peter'a two aotia, Sir Poter .tp v.k advoeato- ' 
general for In^land, and Sir Ihunoiia ikut, , 
maHter-Hhipwrig'lit at (dnithatip who w«m 
knighted in waa eintipt roller of atorea, 
and reauhmt; commiaHiiuau’ at ('hathanu amH 
irt to h(^ (UHting;iuahed from the eomtuissietier 1 
J*eter’H Ijrother Phini‘nH,a rlerk of tlie (dieek i 
at (lha.tham. Thri'f' otlu'ra, mimed fluneaM 
Pett, woa*c at thi^ name time in thi' nuvid 
Hervice at (JInUluuu or in the 'riianjoa, mm of 1 
wlmin wan killed in nioimi in ItUkl, whih' in | 
eommand of the Tigi'r The name Phineaa 
Potti contimual in t.,.m navy till iowarda the 
close of last) cmititry, 

[CalendarH of Slate Papers, Pom., the italexes 
to which hare m> eonfuaeil the Peters and th*’ 
Phiiumaea uh to bo nseleHM; the only poasilhlity 
ot‘ eloaring the eoafuHicm ia hy nherenre to the 
original doeuuientH, and hy earefally diafiiaodHle' 1 
ing the HignatnreH; Pepys’s Diary: Uarl. MS, i 
62ni; LitoimCromwi'Uii, UiTthpdiiith] ,1. K, L. ' 

PETT, Sir I’ETEU (HUM). KHHI), liuvycr ' 
and author, sou of Peter Pett (irdKI liakH, ' 
master-shipwright ai Ih^ptford, grandson of 
.Peter Pett of Wnpping, shlplmilder, ntid 
great-grandson ofPetm* P(‘tt(^A IhStOHpv, j, i 
was baptised hi St, Nicholas t'hureli, I)ept- ' 
ford, on hi Oet. I (WO, He wois educated in I 
Bt, Paurs School and at. Sidney-Sussex (hd- j 
Cambridge, wdieri^ he wms admitted in * 
Uido. AftiT gradual ing IT A* ht^ migrattal to 
Pembroke Collegi', Oxford, and In itl lH was 
elecledto afello\VHhipat All Soulsk lletlmn 
graduated B.C.L, in JdoO, was eutmnal as a 
student at Ora/s Inn, and settled then^ Oor 
good and all’ about a year before the Hcst ora- 
tion. From 10(51 to 1(500 ha sat in the Irisli 
parliament as hCih for Aakeaton. He was 
called to the bar from tln^ M iddle Ttunph* in 
10(54. AVhenthfi Uoyal Society was formed, 
in 10(50, Pett wuis one of tlui original htl- 
lows, elected on 20 May, but was expelled 
on 18 Nov. 1070 for * not pwdorming hw 
obligation to the socictyd lie was prolmhly 
absorbed in other intorosts. He had been 
ap]K)in ted ad vocat e-general for Ireland, wlu're 

he was knighted by the Duke of Ormondtu 
He was also mndi engaged in literary work, 
more or h^ss of a pohmalcal nature, A short 
tract, of his, headed CSir Pirter PetPs Paner, 
1079, about the Papists,’ is in the I'uylic 


Record OHico \ ,Shir/tt\si>i(n/ /V/arx, ii. 347 )^ 
Him imidiMln’d worlm are: 1 , * A I)iscourHe 
conciTuiug luhcrfy of Houaciencis’ London 
Hw»|, Svo. ‘A * the Happy future Estate 
of England/ lt<s(>, fnh ; repuhlinlicd in 1089 
n?i * A Discourse of the (irowth of England 
in P<»pulomuu*saand Trnih' , , , Ry wav of 
a Lrtlor to a I’erMm of Honour/ T ^Yhe 
oldigafiou ri'iulfiug fnuu Hm Hath of 
Supremacy . . . / |t5S7, fob He I'diti'd also 
tlie * vMemidr^ of Artliur ! AiuieNley |, Earl of 
Anuh'aov/ HknkHvts and ‘The genuine Re- 
nnuua ot Dr/rhoums Hurlow.lntt' Lord Bishop 
iif Lincoln/ lUR.'h 8 ^ 0 . He died on 1 Apru 
BWth PfUt has been often t*onfus«*d with his 
fatherC fu" f isnedn, Petcr,eommisNtoum’of the 
navy at Hhatlmngwlio is separately noticed. 

( KiuehtV* life r»f t hdfU, p,407; KoHter’s Ahitmii 
ttxon.; \Voi«lV* A theme, iv, />7(» ; St. Panrs Sehool 
Reg, p, 4.1; Burrowsa Worthies of All Souls’, 
pp. 4715 , /Ho.) J, K, X,. 

PKT'lk PH IN KAS (157(1 HHT), master- 
hutlder <»f the navy and naval ctunmissioncr, 
oldf*r sou of Prfer Pelt {r/. InH 9 )|(|. v.|, hy 
his st'coud wife, Eh/.ahetlt ’riioniton, wow 
1 l>oru at DepHord ojj I Nov. 1 570. After 
thr»M‘ years at the free school at Rochester, 
ami three more at a private school at 
Hrecnwicli, he entered hanmantnd (kdlege, 

( himl»ridge,in LN‘^i5, After his fathers death, 
in Sept ember IhSP, IRdnens was left destitute, 
nndtu l/diDwus hound ‘a covenant- siu'vant’ 
to 1 ticlmrd ( Inipman, t he ijiUMUiV mastcr-slup- 
Wright nl Depltord. Witiun three years (Ihap- 
innn died, and hesliippetl as carpenter’s mato 
on hoard t)»e Edwanl nml Hiumtaiuas in the 
HfH‘oiul expedit itm of Ethvaial ( Uemham |(p v,] 
Thtr voyage hail nogreat success, nml aftiwtwo 
venrs of Imrdship and privation I’ctt found 
himseir again in London as poor as when ha 
started. In August I5P5 ho was <miployed 
‘anan ordinary workman’ in relmihling the 
Triumph at Woolwich. Afterwards ha 
worked, under *M alt hew Hnk«u*, on the llo- 
pu 1 se, a new slop w f i ic li was hei ng got ready for 
th*^ expisUtioii to (’adir.» During this winter 
INU.t studied mnthemnticH, drawing, and the 
theory of his prtdeNsion, in whieh Baker gave 
him much ttSHistunce and instruction. ^ In 
A[>ril LVd7 Lord Howard, the lord admiral, 
wiio was much at Ikkt^Ss house, accepted him 
Its his Htirvnnt. It was not, however, till near 
(/hrist urns 1598 tliat Howmrtl wuisahlcto em- 
ploy him in M he rmislungofa purveyance of 
Jdatik ami timber’ in Norfolk and Sulfolk, 
which omi{n(H't Rett throug'h the whole of 
1599; and in Jurm 1(509 Howard appointed 
him Mu'eptu’ of thr» plankyanl, timber, and 
otherproviHiona’atObatliamP with promise of 
1 hatter preferment to the utimost of his power/ 



Pett to5 Pett 


A quarrel with Mall hew Uali<'r f(>llow«Mhaii(I 
for the next ten or lw('lvt^ y(au\M, aeeonlinp;'^ 
to Pett’e 8toryj Ihilnu’ loHt no opportunity of 
doin^him a bad turn. Aceordin|jf to I’eit, 
the admhuHtration of the doekyardH wuh at. 
the time altogether Hwayed hv piu’Honal in- 
terest, lealouay, and inalieiouH inlrigiu'. 

In ‘March KJOl Ik^tt wilh appointed 
assistant to tlie master-sldpwright at (!hal- 
ham. In Novinnher KUW his good service 
in iitting out tlu^ thud; in six wi'oks won for 
him hlr. (h*(‘vilh'’rt Move, favour, and good 
opinion;' and shortly after tlu^ aciMsssion of 
lung James lu^ was ordi'red hy Howard to 

build a miniature ship* a model, it; would 

seem, of the Ark for Primus Henry. J'his 
wasliuisluul in Mareh l(K).'M,and Ik'tt took 
her round to the Tliaim's, wlu'n^ on t he 'Jllud 
the princi^ caim^ on hoard, Tlu^ admiral 
aeuted Pett to him; and on tlu^ following 
day IN'.tt was sworn as the prin(n'’H servant, 
amlwas appoint (al ca])tnin of the lit.th^ vi'smd. 
lie was also granted the reversion of tlnn 
places held liy Bake.r or his brother Jost^ph, 
whiclii' VIM* should first lauamu' vacant; am. in 
Novmuher KlOo, on tim di'utli of Josiqih, lu^ 
succeeded as inastm’-shr iwright at He al ford. 
In ]()117 ho was mo vet, to Woolwie'i, and 
there nmiained for many years, lavourahly ri'- 
garded hy Howard, J olmTrevor, iJu' surveyor 
of the navy, and Mansell, tlu^ tnaisunu* ; and, 
in conseipuMua^, hatml and intrigued against, 
by their enemies and Ins own, of whicli, as a. 
successful man, he liad many. 

In OctoluT IGOH he laid the keel of a new 
ship, the larg(‘st, in the navy, whi(*h was 
launclu?d in Sipt(Mnbi‘r HUO as the Prince 
Poyal; but in April 1(101) definite i‘, barges of 
incompetence displayed in her (umstruction 
wore laid against, him by the Marl of North- 
ampton, instigated hy Baker umUhuirge W(‘y- 
mout.h [q. v, |, Hi gnuU, liraggadociof A com- 
mis-sion was orde.rtHl 1 o investigate the matter, 
and reported in P(»tt’s favour; Imt as North- 
ampton refused to acciqil^ tluur decision ami 
continmul to pn^ss Ihe charges, the king had 
the case thrmally tried before him at Woolwich 
on 8 May, and Pett was formally acquittml 
on all points. 

In 1(02 Ik'tt was the iirst mastim of (.he 
Shipwrights’ Compnny, tluui inc.orporatedby 
royal charter. In ](5JH he was in the Prince 
with Howard when lie teok the I.(ady Klim- 
heth and lier husband, the Palatine, to 
Planders; and was ordered by Howard to 
(line at bis tabhi during the voyage. In 
IGSOM h(i seems to bav(‘- accompanied Sir 
Itobort JMansidl [q. v.] in the (expedition 
ngainst the Algerine pirates; and in 102.1 
wmit, to Santandin* in t-he Princ<h whitdi he 
had lilted specially for the reception of the iu- 


. \ 

fanta (cf.CiAuniNMU, lIjstv.V20). Charles t,'":*, 
on his amu'ssion to tlu^ throne, gave him a 
gold chain valued at 1047. In June 1025 
be was at Boulogne in tlm Princti, which 
hronglit the young ([ueen to Dover on the 
12th. In August 1027 he was sent, to Ports- 
mouth to hasti'u the equipmenti of the fleet, 
and, continuing tluM*e, ' ,saw many iiassagca 
and tliC! disnsi(M’ which luippimed to the 
Lord I )ulari.cf Buckingham].’ In February 
1()20-4U) h(^ was appoiiUcd an assistant to 
tlie principal oUletu's of the navy, and in the 
following Ui'cemlier om^ of the ])rinci]>al 
ollici*rs and aimmmissioiuu* of the navy. He 
still, however, cmitimu'd to exertuse the 
HupiuTision over Deptford and Mhiolwick 
yards, assist <‘d (,o a gnuit (‘xttml, hy his son 
Itdcr (lOlO 1070F) [q. v.] In 1(515 lie was 
sent to N(uv(*ast,le to ])rovule timbm*, for 
a iH'wship to biult, at Woolwich, the keel 
of which was laid on 21 Dttc. She was 
hinnclual on 11 ()(‘t. 1(517, and nanuul the 
Soven'ign of (lu^ S(miH‘ t,he larg(‘St and most 
highly ornanumti'd ship in tlu'. Kngllsh navy. 
A modid of luM*, ]H)ssil)ly eontemiioravy, is 
pr('S(M'V(sl in the musmim of tlie Royal Naval 
tJollege at ( Insmwic.h. 

But though the Primus Royal and the 
SovMMHMgn of the Stuis wime tlie chief pro- 
ducts of PidJ’s art,, he was move ov less re- 
sponsihh’ for (U'ory ship added to the navy 
during the reigns of Janu^H I and Dliarles I, 
as w(»ll as for many of tlu^ largtKst nn^rchant 
ships 1,hen built, among otluu's the Trade’s 
Incr(Mise and the Peppm’corn ^sce Doavkton', 
Numiouah; Minm.KTON, SirTImn’Ky]. Dur- 
ing this p(‘riud shiphuilding was iinproved 
and the si>;e of ships increasivl. It has beim 
said that tlu* smunds of the trade were pre- 
Hc^rved in the Pett family - handed down 
from father to son ((hiAUHotnc, i/Af. of 
Marimi Arr/niotivtfl, ii. 284) hnt PhineaB 
Jkdt leanuHl nothing diriHitly from his father, 
and iudir(T,t ly only so far as Chapman and 
Bakm* were his futher’s associatiw. The ex- 
cellence which lu^ all aim'd and handed down 
to his BUCci'Hsors may bi^ mon^ justly assigned 
to his Oambridgi^ i raining and his subso- 
qmuU; studh's in mallumiatics. He died in 
l(H7,andwas burhal at, Dhatham on 21 Aug. 

IVtt was marrualthri'e limes; (1 ) in 1598, 
to Anne, daughter of Ricliard Nichols of 
llighwood Hill in Middlesex; she died in 
February 112(5-7; (2) in July 1027, to 
Susan, widow of Robert Yardhw, and mother, 
or stepmother, of the wifes of Ins son John; 
she died inJuly 101(1 ; (1) in January 1010-7, 
to one Mildri^d. By his iirst wife he had 
three daugliters and eight sons, the eldest of 
whom, John, a captain in the navy, married, 

, in 1025, Katharine, daughter of Robert 
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\'nri!l<’y, nn»l dsrd m !«»:*'*', 1‘rN'V. Hif 

Mtnu i'** <H«*p.'n*.Htr!y j|.43i'«'i| ; I'hn'jr.f,, tli»- 

Hr\tMith {h, WU/'' thr 

rIttH'k nt t1inl!uttn; nn4 ■( 'Utn tlu^ 

ynunpv.st (Ik U»l!ni,\vH'. inu'4«‘r' '^.f stf 

Ik'ptfnril^ u'ht'fr 111' 4i»n! ui li'iu uur 

w'hlow, Atui, juiil four rlu!*lriii. 

[Thi‘ primnp.il ntilhMrov f'"!* itt% nf J\ ? » 
hiH jiniHl'io|*rii|»liy fitr! Ms r>:’7o i So<i 
W'Vtnitiinsth or rarly t>rtit»‘iofh iv-nJus-v . 
Il ti}‘|»rai*.»< to hr t rti-'*? \u»rf hy tn O't f,ti i •'* 
thmp^li with a mtroHo; pi r**MOol boor liov 
aliNtrnrf in uriotrii io Arobo'Mju'oo. su, vlo* 
rt WH|, in frinpooitly oo*\.{ ^»nn| m thr 

^■uk’iiilarM f»f Sf.ifr IMpi'r'i, IKou»''*«f {*\ M't« 
IHivhV I /ift« of fVitu’i' lli'tifv I J, K. L. 

IM<yn’lK, (H'lttlUiM I k'O'tM, writ IT 
tif roiuniiroM, was xomifO'rMim of John l<r 
IN'titi', or IVifii' of Ti'tMWoith nio! oftoKi' 
Talniiuro, ( hfort!?4ur<\ hy htu vufo 
diutphtiM* of William rhnrm4l of Sunrno.-iu 
LoiroHtorMhiro, Ho homuiio n fii'liolnr nt i ’lin .t 

(’horoh. (Kfonk in lotU* nini pnnhuilotl H. A. 
tm March lotUl. Aooonhny (o \\ oo.{, \\ 4 . 
liiuiH lngcr| (p v. jof { ‘hriat ( 'hnroli, lu . |outnr 
hy oipjit or nine yoar,M^ wna liiMMionr fi irt »!/ 
m\d (Mjoluoiroiinipod tlm othorM liforan pro- 
tlilothinuM* Pottio trni’olloii hoyond Ho- ooav, 
luul a[»pnrootly had wimo nnlif/trv o\pononro, 

< hi roi uniing homo Im do vot sal hia h-iauro to 
litnrattiro. 

Tim poimlartfy hodowod on *Tho I'uhumof 
IdoiiHuroh lo(H> 7) of Williani Paintor »|, v.j 
onoonmjii'otl Pottio tuaHom|»t iifundlnr von 
tnro, IHh work np]jourod iindor tho tiilo of 
‘A Pot ho Piillnooor IMttio Ida Plonaiiro.oon'* 
tnyu’mpf many protio IIvatinM'H hy hum aot 
foort.lun tummlv (lohntr.sH, and mo;it doiipdit^ 
iully dlHoourHod/ It, Itml boon liomm«al for 
thoproaHto U’udmrd Wutktnaond Antr- lh7(h 
and wart puhliahod Ktion aftiTwartla, without 
dato. Tim puhlirthor Wat kina, rat hor than 
IMt.tio, wart, it appoatH, rortpoimildo for tho 
title, which i$ a bandm-od plit^danMiu of that 
of Paintor’rt voluim*rt. Pot t io, in hin preface, 
rtays ho mainly wrote for Kcntlowoimm, and 
doproemtod all compartHoii with the' Halnn' M 
idenrtUTo/ Tim ])rintor addn a note, atatinjjf ! 
that ho know nothing of thoatithor or of tho : 
autlior’s Iriond who otforod Itim the manu- ; 

criHuing ^ Letter of flfoorgo'l; 
I [ottmj to K. lb, concerning thin Whorkt'J’ i 
dated Irom 'Ilolborn, 12 July/ the aiitlior ■' 
apologiHcsB for modornirting the claaHical tnU^n * 
-^^amourouH rttorioa’ Wood calls tlmm-^with 
which lunmimly deals. Ji Ib am, it has hmn . 
iBugLn^,ated, the mvers(jd initials of Ikrnahy ; 
Ivieli [q. T.J The storiow, twchm in nunibfw, an^ ' 
entitled, reapo*ctively LSinorix and tkunma/ - 

1 crons and iVogne,’ * Germanicus and, 
Agrippina/ ^ Amphiaraua and Lriphilo/ : 


It \ o’.;nu4. ‘ .\dtiit*fus and Alcost'' 


sciioi Htid 't'urmfiurt end Horntia^ 

• t -ph.oiiv and Pr 'orm.*' MuntMimi PasiplmV 
M’n-nnmnn- J'triml.' luifl Id.H Imago; and 

\h'Mn'i; I hr h.a«k wnf^ at onoo popular 
nnd f n«i ■•th.-r rdifom,., mntnlr difForing from 
fhr f;vo hy I hr rno/hm of fhr prefatory 
imcfrr. hti? -rf lip I, Min tirw t \ pi', nppiairod 
ni tb'»' ‘.,uio’ M ir, * H h,<r rtlninUH appimrod 

in ld"Ouml l.MK in Jmm-H Uulo'rtM, andin 
H fi*'- af;d lh|:i hi f h-ur^r Kid, 

J'rfto- nh'M tri/rdutod Hir hrMt tliroo books 
h| M niir t tm\ rf'-nt itui/ tlirougli 

the I'lrush, iLcli.trd Waftm^ ohtaiiUHl a 
fob'll'*- htr t fir ptthltioif Finon 27 Krh. IhKp.L 
*rhr fir',) rdiimn npprfuvd in that yonr with 
a dr.ifrnfrm n-ldiv-rd fruin PotHoV lodging 
nrar Sf. PotiF , Kundofi. rn tl hVli. IhSl, do 
Nlai'jto'ir, n Ur tif *Hj|- Ifcnry Norris, baron 
Nri'i't' lU Hioittr i|. V,; Tlir work is in proHo, 
l^uhati W V rt"o*’i HU rfipr fail'd. A Ml'COud irtsoo 
hi I hmua', I'.n'U uirtdafrd 1 oSP, and inoliidi'd 
U {tOUlh Iniitk of ttimz/fi, hrgntl by Poltio, 
bnt t’tnnpbi.'d frnm ibrHuliun by HnrthokH 

no- IV \ Monsu 

Prttir dnnt, wrttrs W ood, In July 17 ) 89 , 
Hn fbr prunr «U bis i oars, nt Plymoutli, bring 
tbrii n t'Hptam nnd a man of not o/ Hi'was 
bnrmd ui Mlir urriu rhnroh' nt Plymouth. 
Immls nt A-u.m Ihnvant, Kingston, and 
d^riMiiirtti, whmh hi-* Futn-r had givmt him, 
h<' lr|f ft) his hr» if Imr < ‘hrisfophor, Attothor 
brotloT, Ihiborf, wo's fitlirr of .Mary Prttin, 
u boil 0 “ fmuhrr Ilf \nfhouy a \Vood, Wood, 
whu M a-i t hits crnndtmpliow of ( icorgt** Pottic, 
says that Prtfno was its tntirli comtnondod for 
bm nrat ofilr n*i any of his time/ hut of tho 

* Potitc Pallnor ' Wootl wroft* that it waainhis 
day * no far from being cvcolbmt or fine that 
it is more lit to l»* road by a achoolboy or a 
rUHtioal amorata than by a gent, of mode 
ami imirniitgd Wootl only ki'pt, i% copy in 
his Ubrnrv for tho rt'spiTt that by reason of 
his kindiip Im Miom to the luuno of the 
nut hor.’ 

j UhsidN Atlumii* Otmt, od, PlisK, i, 552; 
Wmidn Info ami 'rum’s, otl, (Unrk iOxfortl Hist;* 
8t»c.), i. 52 7; LcfiVt Thame, p, 215; Poster’s 
Ahinmi ttxoa ; IhmterN aumum-ript tlhoras Va- 
tnm inAddit, MH. f. 5H; Uitamfs KagHsh 

lkmt« ; ( ’oUior’s Htat loiierK Itegist ers, 1570 -H7, pp. 
20, 159; WartonN flint. of Kngb Poetryriv.ilSO-f ; 
Tark’a Jirittah liibhograplmr, ii, 592,] a. L. 

FJHlTOFa JOHN ( 1 H 51 M HPT), painter, 
bom in Kdinbnrgli on 17 March IH 5 P, was 
sfin of AlcKiiudcr lAdtio, a tradi^rtman of some 
imnuiH, lutd of Alison, hw wife. The elder 
Ifottic (iicl not ri^rtint. liin sot/s evitbrnt voca- 
tion for art. At ten Pottle rowuived with 
his parentH to ICast Idiiton, lladdingtonslure, 
and at seventeen hegan hia training at the 
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TruatW Aciid<miy in J^Minhiirg'Ii, nmlvv tho ‘ 
auspicesof liobi^rt Sn>t 1 1 muhrl q. v, | A monj^ 
liisMlow-atiuloutrt w<‘rn Mr. ( )rchardM()n, Mr, 
McWhirti^r, Mr. Ma(^Taf3^f^‘art, Mr, P(‘t(‘r(3rn- 
liam, Mr. Tom ( JraUiun, and ( Wwil 

ClialmerM [(p v.], all of whom hfaMiim^ diat.in- 
l^uiBhcd paiutorH. 'ria'^ ouroorH of IN't tir and 
Ills compauiona mark a diHtind doyoh^pmant 
iniho hi.storyof tho modoru Scidtmh Hchot)l, 
which had Uh ori^pn in tlm por.sonality of 
Lander, their maMt<‘r. Tluq)ieforial aimHund 
ambitionH of tlu^ ^nnip wholly ditrenul from 
thoHcof llnm* immediate^ priMhrowsorH, amonj( 
whom may h(^ reekomal Sir Notd l’at(m, tho 
brothora Faed, Mr. Lrskinn Nieol, and h'ohort 
Ilerdman. AVilh all of tluw‘ the child* pn^-^ 
occupation waa (In', tidjin^* or illunirntion of! 
a story, the making' of a dramatic p«tin(, I he, | 
insiatouco on some domeatie atVeetion, hu- i 
morons or pat Indie. I ‘('(tie’s work, on tln^ 
other hand, invariahly emhodit's amm' puridy , 
pictorial motive oven* and nhov(^ thi' Htihjjn’t, 
specially aiming at a ritdi n'soimnm' or('oi(»ur, 

I lis fame springs mainly from tln'Hinua'SS with 
which lie pursnml this hitter idi'nk 

I’ettie’s first; (‘xhihited pietnrt', * The Ihnson 
Pet,’ appeared at the Scottish Acndi'iny in 
IHot), and was followi'd hy Mriihn' Dici'/ 
Mlistressed (lavaru'rs,’ and *(hn* of (Crom- 
well’s Divint's.’ In IHtJO he mndin Ids dMmt 
na an exluhitor in London, si'nding to tln^ 
Loyal Acadmny a pietnn*, ‘Tin' Armonri'rs,* 
which fomnl a plum' on the line. His ru'Xt 
elfort, ‘ What d’y(^ hndi, iMadumf ’ a st udy (d* 
JciikinVinceut in t he* Fort um's of Nig(*l,’ was 
no lesHiiopular, Thus ('tieourugi'd, tint young 
painter made up Ids mind in IHdiJto join his 
friend Mr, Oreliardson, who had sidth'd in 
London somi^tW(dv(^ months Ixdbn^. I’ln' two 
artists shared a studio for several years, hrsf, 
in Pimlico, and later tit d7 hdtzroy Sipiaiav 
afterwards the home of h’ord hladox Hrown. 
Pettie was the earlier of tins pair to win a 
wide recognition, Ids daring an<l assertive 
harmonies soon eompt'lling attention, ^ It 
was, however, to a rolmst capacity for taking 
pains, no less than to the more prodamatory 
style of his talent, t.luit Petit ie owed Ids ac- 
coptatice as leader, when mon^ 
came southwards to swell t.ln^ hand of Lon- 
don Scots, Prolific as he was industrious, 
he soon hcT.ann^ one of the host known of 
British paint.ers, and his rapid succession of 
canvuBi^H found a ready sale among dealers 
and private coll ectors. J Os lirst. cont ributhm 
to the Loyal Academy after his migration 
was another scene from Scott., *The Ihdorand 
Edward (Hendinuingd In 18 (t 1 hi^ was re- 
presented by ‘ The Trio,’ ^ The 'Fonsure/ aiul 
‘Leorge Fox refnaing to take the Oath;’ in 
1861 hy ^At llolkerllailj’ in 1865 by *Thc ; 


DnimluMid Oourt-martial ; ' and in IHtM hy 
* An Arn'st for Witehernft,’ a vigorous and 
dramatic piia'i*. of work, which si'c, lin'd his 
eh'ction as A.K.A. A yiairlx 'fen', on 84 Aug. 

he had married Miss Ehzahi'th Ann 
Uossom, t he sister-in-law of anot lu'r Scot 1 ish, 
])aint«'r, Mr. i\ E. Johnson, and had destu’ted 
Mr, Orchardsou to si't up house for himself. 
In 1S76 ln', was t'h'i'tc'd a full memlx'r of the 
Uoyal Acadt'iny in succt'ssion to Sir Edwin 
Laniht'i'r, contrihuting ‘Jni’ohltes, 1745’ as 
his diploma pietun'. In IHiSl he movi'd from 
St. John’s Wood Load, wlu're lie had lived 
since iStlP, to a housi' of his own ImiUliug, 
(lu^ Lothians, in IriUJohn’s Av('nue, Hamp- 
Htiuid, which lie occupii'd for the ri'sl. of luB 
I lie. 

H('tw('('n 1S(>0 and his dt'iitli, in 1895, 
IN't.tii' si'ut. about. 150 piiMurt's t,o t.ho Royal 
Aeadt'iuy, to say nothing of the numerous 
works which wi'ut privatx'Iy to t hi'ir di'stined 
homes, 44i(' following ari^ among thi^ Ix'st 
and most, des(»rv(‘dly popular of his later pro- 
ductions: ‘'Fi'mis to tln^ Besii'gi'd’ (1878), 
‘ Tlu' Flag of Truce’ (1875), ‘Sword ami 
Ihtggi'i* Eight’ ( 1877), * A Death Warrant’ 
( lH79, now at. Hamburg), ‘ Hi'fore his P(*«'rs’ 
( ISSI ), ‘ Monmouth and Janu's II ’ (1888), 
‘The Vigil’ (18S4; Hhantrey Mind colkm- 
tiou), ^ (’halh'ugt'd ' and 'Sir Petnr Ttaizle’ 
(18H5), ‘'Fhe (hu'ftain’.s Oandlesl.ieks’ (1886; 
a vigorous and brilliant piecs' of /uv^cam, per- 
Imps his most Hl.riking work), ‘The Traitor’ 
1 1889), and ‘This lllt.imatium’ ( 1898). In his 
latiH* years Pettie turiu'd his attent ion to por- 
traituVi^ with considerable sueeessj and left; 
unfinished stna'ral important commissions at 
his death. He was fond of painting his 
friends Mn costume.’ lUs most striking 
portrait, perhaps, is tliat of Mr, (diaries 
Wyiulham in the part of David (larrick. 

1’he dash and vigour of Pet tie’s finer work 
were charactinnst.ic not. only of the ])ainter, 
hut; of the man ; and y(4. lie was the least 
assertive and Helf-confident of craftsmen. 
An imkd’atigahle workiT, Jie^ fc'lt tlio con- 
viction lie constantly proclaimed, that his 
only merit, his only hope of success, lay in 
his'e.apacit,y for hard and iinreniitting toil. 
In his best years Ids work exhibited a glow 
and transparency of colour which have aeldom. 
been surpassed ; in his later 'ix'riod he be- 
trayed a tendency on t he one !iand towards 
a iiasty coarsenesK of execution, on the other 
towards a violence in Ids colour contrasts, 
which will probably lead to a futun^ neglect 
of the pictiUres proiliiced during the last few 
ears of his lUb. If or about eighteen months 
ekirahis dcatli lie suffered from an affection 
of the ear, which (wentually proved to be 
the result of an abscess on the brain. This 
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proilnn't! purulysiM, to whit'h hi' ''-urrmnlKMl 
at- IIusting.H on Fob. n( thtM'urly ikio 
of iifty-foiir. IIo was Inirunl in rinldittyjHU 
eomotory on li7 FVIk bsUb, Kitnliy, ftoninl, 
and hoHpitnhii\ ho wan always rontly t»> hidp 
and t'nt'ourng’o tho inoro Htruy4.;lin‘.‘ tmanluTH 
of his own pndosHion. 

IVttio loft tlirt'o HooHund n duui'htnr ( wilo 
of Mr* Ilainiali Mcl'unn, tho muaioal ootn- 
jKiaor). 

A ropri'Hinitiitivo oxhibithm of INdtioV 
work was hold at Hurlington IltiaM' in tho 
wintor of IHIM, Tho h(‘st portrait id' him is 
ono hy Mr* Arthur ikipo, in tho po.^aoj-aion of 
Jilrs. ih'Uio. 

lOntalogui'S of tlia Hoyal Aondomy : privato 
information. 1 W.A, 

PIOTIOIIKW, d'lIOMAS J(hSK!»n 
(I7dl hstio), surpoon and ntitiipinry, was smt 
of William l*otlip'nnv, wlmso anofvstor, tin' 
(lownti priost^ M’lorlv PoltipTow/ is moto' 
tionod hy Sir ^^*altor Soott in ‘ ihd> lh>y,* 
Tho. t’athor wtis a mivul Hurpvotu who sorvotl 
in tho Viotory lonp hoiori'tho t iino of Nolson. 
Thomas \vas hortt iti Hoot Stn'id, lannlon, 
on Old. 171)1, and was inluoa tod at a 
privato. schotil in tho oity. IIo hopnn to 
u'aru anatomy at tho ap:o of twolvo, hdh 
school at fomlooin and, nfior aotittff for two 
years as assistant to hisfnthor in tlm por- 
formanco of his dut ios ns a parish dootor, ho 
%vas apprant iood at tho ago of sixtoon to John 
Taunton, tho fonnd(*r of the (Itty of London 
Truss Socioty. lli^ aftorwards imtorod ns a 
pn])ilat tho Ihm)np*h hospitals, at tho sumo 
time anting us di'unmatrator of anatomy in 
tho priviito modii'al sohool owned hy his 
master Taunt on, IIo was admittod a mo'mhor 
of tho Royal Pol logo iT Surgiams of Lngiaiul 
<m 19 Juno IHIU, and a fidlnw on 11 !)*»<•. 
184S,hut as (uirly as IHOH hi^ had hooti oloctod 
amenibor of tin! Medical Hoololyof Imndmt, 
and in IB U liowas made ono of itsHoerot nrii's, 
in opimsition to Dr. Birkho<d(, In iHld Im 
was appointed ri'gistrar, and took up IdtH 
abode m the society’s housn in BolttlourL 
Tleet Btroet. In IHOH, as onii of t ho foundors 
of the City Phi Josopliieal Hoididy, whioh tnot 
in Dorset Street, Salisbury Sijimro, ho gave 
the first loctun^, (dmosiiig as lus mihjo(?,t * In- 
sanity;’ and in 1810 he helped toestahlisit 
the Philosophical Roifjoty of London, wherf^ 
he gave tlie inaugural address T )n theOhjeets 
of Science and JJtoraturo, aiul the adVan- 
tagea arising from the estahlishmont of Philo- 
sophical Societies.’ In 1 Bl he was appointed, 
by the influence of Dr. J ohn Doakley Lo,t tsom 
[q. V.], secretary of the Royal Humane Society, 
a post he resigned in IBid), after reco.iviug in 
IBiB the society’s medal for the restorutiou of 


a en'*o <d’ apparent death. In 1819, together 
wiOt the tdennber Aldini of the imperial 
university of W'ilna, Rettigrew engaged in 
e\periineuts, nf Iu.h honse^ in Dolt (Wirt, in 
theemplouneiit of giihaiusin in mises of sus- 
pended nuiniafton, ’fhe ri'sult, of thi'se ex- 
periments was a joint puhlieation entitled 
Mh-neral \1ews of the Applieatiou of Ual- 
vnnrun fo Mjalieal Rurposes. prineipally in 
ert 'i's of suspenfied Animation.* Whili*! he 
wasaetmg nsM'eretary to thi' Royal Humane 
S.ieief \ Ri»tf I'jren bet'nmeknown'l o the Duke 
of Kent, w!io made luni first, surgiam extra- 
onlinary, and later surgeon in ordinary to 
biin.a'lf, and. after his murringe, surgeon to 
till' Duehe>’< ot Kent, In this rapaidty he 
vneein.af ed ( heir datiejjfrr, t he prt'sent (^jieen 
\‘iet orta, t he* Ivmph being; otitnined from ono 
of the grandeiidfiren of Dr. Lettsom. Tho 
Dido* e! Kent sbnrtlv before In.s tlenthri'cnm- 
tnemled Rettinreu fo his brother, the Duke 
of Sunmi’^, 'the hitter appointed Rettigrow 
his Min,', eon, and, at Iom reqtu'sl, Rettigrew* 
tunlertoolv to eataiogui* the lihrary in Kini- 
sington Raima*. Tin* ting Volume of tide 
work vMo» pnliii.sht'd in two parts in 181^7. 
If was entit b'tl * Uibliotheen Snssexiuna.’ A, 
seeoiid voliiim* was hrought out in lSM9j ifc 
was I’ommeneed upon too large a Hcalo, for 
the volnnif's is.sned deal only wifh the theo- 
logical division of the lilu'nry, and the cata- 
logue remained incoinjdt'te when tlu' hooks 
were sobl in iHUnud IS lb, 'Die catalogue 
was well r(*eeived,fuid|as an acknowledgment 
of (lie value of bis literary w'ork, Reltigrcw 
was presented with fbe diploma of doctor of 
philosophy from the nniverslty of tb’iUingeu 
on 7 Nov. iHtht 

Reltlgrew in ISHI became Hurgnon to the 
di^pen^ary bw tlie treatment of disensi'B of 
t*budren,t hen newly foimded in St. Andrew’s 
Hill, Dnetors’ Rommons, wbieh has since 
j beeome the Royal Uosultal for (Children and 
I Women in the Wafer 00 Road, This ]mMt 
’ he resigned in IHU), when he was elected 
' surgeon to the Asylum for l''i*male Orphans'. 
In this year, ion, he ihdivi'red the annual 
<irationai the Merlieal Hoei(*ty,Hele(‘ilngaHhiH 
subject * Medical J urisprudenei'/aml pointing 
j out tin* very lU'glccled position then occupied 
by forenmc’medicine in Kngland. I'ly 1819 ho 
removed from Roli(*ourt to Spring Oardems, 
I and becanuMtonni'eted with the West lamdoii. 
■ InOrmary, an iuHtitiitiou estahlished by Dr. 
1 ( lolding,\v!u(‘h wan the immediate rorcrimnet 
' of tho (‘haring (*roH« lIoHpitab I’oUigrew 
was appointed Hurp;eoii to tlie Oliaring t> 08 B 
i UoHpitali upon its fotimlaiinn, and lectured 
i there upoti uimtomyj physiology, pathology, 
ami the prineipleH and ’:n’ncti<'e of surgery, 
^ lie resigned la» pool of senior surgeon in 
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I’ctlinn'all 


]835, in con.S('qUi‘m‘f' nfa witli 

the board oT mana^viin'iit , and for soiiu' \ rnrj 
after Ida msl).(uatiuii lu' rb'voti'd iiiin-'/dr to 
private pranliof'. living* in Savili* Kow. Iln 
wafi ok'o.tod a rdlow of dm loiyal Socintv \n 
18i^7, and in IH.'JO lu‘ took a lomlin'r part in 
the elootion of llm Diiko of Sussi>\ (o thn 
olllco of pri'.Midonl , on tin' rnt innimnt of Mr. j 

.» .iu .. : i* . > 


npain;! llm fP-i.sdyo Abiis(>i\s lioth of (Ihv- 

n.r;ivn. 

f .illi'. .•.Iil,.,l |,,r (I,,. IVn.y .So,.i,.|v 1 K.I 4 
I .s works rluoily in 

111 - .l..nrm;I u (h,. lirili.sh .Vrrl,,noloi.k.,.l 
Assn, ion „n,l m I ho ' A rchnsilojfin' 

Nocmf V of Ant itpiarma. 
j Antol.loi.iMpli.v in t.lin M.-iIi,-nl Port, rail, (la|. 


Giihe.4. a iironiinon, i 

many yo.'U-,s in, .l..n| I,. ^ ^ , ,,,,„„a,.v no, i,.,.s in ( i..,,! . Ma,,;. ! .SlUl. i , n [ 

lUtipToWH lovo lor an ninitio.s ,;tow ni.on ! in iho .l.nirnai ol' ik, Hriln,!, ,Vr,.ln,..,lo.ri,,u' As- 

Jnm an Iuh ap' nnnmnscd. In ls:;i luMut- nonation for iHtnj, pp, :?rj 1 

Ll; ..n'lir, ^ 

f.iahmn wjt.M loinifioii Jo* iO ntwM titul. m . oi 

Hn niat.rirnlada 


ciation wa.s Foundodjln' at otmo took n b'adinn; 
part; in ite nninn<,n'inonl . aotod as ita 
trcaaiii’i'r, and dnrinp* itiioarly yrar.s tho town 
mpdtiii^ra wnro Indd at. liL'4 InaLHo. 1 u jsd 1 ln,t 
wif(‘ di(id, and In^ p;a\(' tip tfu' prartitn* of hia 
profaHsion to dt'votn liinmolf to antiipiarian 
and liUtriiry pnrsnitM, at, tdm. mnint' I mm ro- 
naovinft' t.o'On.slow (bv.Krmtf* IIo ((i{al (vo 
Ntev. IHlJn. 

.0 is (thief wmrkM art': 1. ‘ View.noftln* ItaMt' 
of (dni drain and tin' (k'ninnind lamdon. l(o» 


port, Momnoutli.Mhiiv. nt' niatnenlated ah 
Jo.-niM ( ollop-tq (Kford, on Id Mareh 17te“) 
araduatml Ik\, in liteH. U,, wan aft nr- 
wards mtatrporaf ml at ( ^andirid;;v, prolmbly at 
Torpna ( dirtati ( \dltM«;n, wlmtme ho p:ra(lualiHl 
M.A. m h to. and M), at a 4at(‘r date. 

lln wa.s for eonm years pnandn'r at Ihilm 
Mroetrhap.d, West niin.Hl or, and on d hnm 
\^i>t wa,Mapp(di)tod pr/danidnry of St. PnurH 
(nt hodral. On dH Jidy I TteS Im wan in« 
Oalh'd prelanidary of l/imsdn. On 1(5 Jan. 


180!). 2. * Me,noirH(tf iho Idlhnnd ^V^^inp>; I Ihltew'Ilf tlm 

ol 0nUaf(^l()hn t kmkj(‘y At.O./Svo, I of Attfitpiaria.M (sno list in AW// 7o/aJr ///v7 

‘ kniirrnpliiral .Mo- vol. M, ,■,.,1(1 (liron im.nor,0,onn-o ii,,^v'h 

Powili'r,' ‘On tlin 


■ ‘<"iYln‘ (hud ,.rT>vo 

tlY'dlrfhdW,! ' 9 !"'' "t ‘ Oh, -‘(•.•viil.ionn ouYn 


for 18 1 8. 4. Hi.sdn'y nf Kmyt,(i,i,(i Nnrt humborltuni ’ f 0 rr/aantea/a I uuv 

prlanAcmninl nl tluAVor.dnpnud I'hnhnlm- (K), iKt). He dital in the autmim of ril ’ 

7-7K.S 

neodd wlrh o l' ”•. <*" prniWt.i and note, J7;i9. ApTifludwl to it 
Medioino i«uf BurLd' ’T.nnte w ' A Dmsortation ontlut I.ifo of Apolloniun 

9 ^Lifeof Vieo Iviumm^ with 8omo ObHomtioiw on. the 

8vo iddon I'fUO r„ .r ^ rWniHtH of tlio Ia( tor | nic] hcUooI.’ 

ovo, Jjonnon, 1849. In tluH -work IHtigrmv A wm, Thomab PtrmMlAf r f 

dSdteSnr h""- ‘'ft'‘'nvardK Wliitohall proaol or, 

cliiW W « Z tp, Inrlh of thmr m,cl in 17«i hocumo rector of ISast Hnmp- 

• XU* Aa IJiSijtonall itxposjfcuIaUoii , atead, J^orkBliixo, ^ 
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[Alumni W'e'st inunusl . : Alumni : (trail,, 

N(*V(^',s ti. 

Walcnt,V .Mtmnu'ials u(' WpsituimUt r, 
y, 72; (lout. Miur. 1781 y. 112, lH28 i. :i72i 
AlUbumAs Diot. Lit. it. luTlI: Hril. Mtnt. 

Cat.; nuthoritioH riitHl. I («. (i* N. 

XWI’ITT, IIHNUY (ISIS lst»;n, drn- 
lUiitist, tlu^ Hoti oT I'M will IN'Ifitl, a nhil 
(mp,‘itttnn', nttd tlu^ mtllior, umlur tht' '.mint-" 
(louym <ii’ llurbi'rt. (llyn, of stntm worAn nf 
fiction^ 'wurt Intrn 7 April ISIS at Smut In- 
“wick, Tuui,r Binuit)f»'knm, nttd mhmnlud at a 
wcluiul ki'pt by iht^ Kuv, William Smurtbut. 
Tlinnni on bin own rusmu'cna at llm tif 
thirtnmi, hts madu varioua t^xpiudmimt’^. in* 
eluding' an nttmupt on (huHlagti at Sadlur’a 
Wbdls, and wan lor t\v«» yetirH (dindv in llm 
Imad (dlbmH in Lunduti of Xlt'MsrH. I'ieKfonl A:, 
(!(),, tlm earrinrH. lit* wruPi without rmnuuu- 
ration for varioiiM puriodicnlH, and obljiimnl, 
about iSbb, a, post aw junior I'htglish numlnr 
in tlm North Londitn ('ollngintt* Srhotd, High ; 
Struct, (butulcn dVtvvn, Still wuntiiiff for 
inndodlcalH and for th«\ Htagv, In* at length 
obtaimnl T)/. for ‘ (Joblcn bViut/a dninm pro- 
duced at the Mast Loudon dheatre M July 
lS7d. Before t hi.M t tine In^ had writ Itui, in col* 
labornt ion with Mr. B/iul Merritt,, ’Britiah 
Horn,’ in a prolognc and thre(' aetn, prodm*cd 
17 Oct. ISTlLit t iic ( irctdnn, of whicli iheatrt^ 
Air. Merritt ha<l been a principal support. In 
1875 In^ gave to tln^ Orccinn, in conjunctiim 
with Mr. Oc.orge Oon(|ue.st, ‘ Ibanl to the 
AVorld^ 12 July, and ^ Sent cncful t«> DeatlM 
14 Oct, and, with no collahorator, * The Bro* 
iniscd Land, or th(' Search for the Southern 
Star,’ 15 Sept ^Next year h(‘ gave totln^ 
same hmiHe,Ht,ill in aHHociation with Mr. Oon* 
quest, LSnattdicd from (h<». Orave’ 15 .Mandq 
* (iueen’H Evidetice ’ 5 June, * Niadi or 
Toothing’ 5 Aug., and the ‘Sole Survivor’ 

5 Oct.; and to tJu^, Britannia, in crdlahora- 
turn with Q. ,11. Muedennott, ‘ Brought to 
Book’s May. In IH77 he. wrote, for the 
Orecian, in conjunction with Mr. CojuincHt, 
OSehriften the Oiuseved Bilot’ 2 April, 
‘During lier iMaje.Hty^H BhaiHure’ 21 May, 
imd ‘ Iknind to huccihhI, or a Leaf from tlie 
Captain’s Log-hook,’ 22 Oct. From the 
same partiUTship sprang ‘Notice to (Jnif 
20 April 1B70, the ‘Oreen Lanes of lOng- 
land ’ 5 Aug., ‘ A Uoyal Pardon, or the 
House on tlu^ 01111’ 28 Oct., and the ‘ (Queen’s 
Colonrs ’ 31 Alay 1879. Alone he wr<)te the 
‘Black Flag, or KHcmxjd from Portland/ 

9 Aug., and ‘ An Old Alan’s Darling/ a one- 
act comedy, 12 Nov. The other pieces were 
melodramas, and are chiefly interesting m 
showing fertility of invemtion. ‘ Brought to 
J ustiee,,’ by Pett.itt and Aferritt, was given on 
27 March 1880 at the Surrey, In the same 


, year Im supplied t Im Orecian with n panto* 
imme, • Harhapun King ^Volit^' This piece 
is said (o ha\(» had the louga'st run of any 
' pantniuime. 

Mi'nnwhilehe found euiplovnienl in a more 

j imp.U’tant e-^diere. On bl July BSSO Uie 

' ‘ \\«u'ld/hy Paul Merritt , I Luir\ Bettitt, and 
AugtnUus laftm-wardH Sir A ngiLst us) Uanis 
• waa given a\ Drury Lane, and marked the 
hegmning’of a V(ut prnspermis era both for 
. BtUtilt. and the plnyhon,He, Li LSSO and 
ISSI he vifjteil Aminh’n to look after his 
roynltii^finud superintend the production of a 
xt'rsi.ui tif ^ I^e \b»\airf^ eu Suisse/ which ho 
I w rote for the I lanlon*- Lee troupe. In America 
, he .seems to havt' given 1 he ‘ Xahohh Fortune.’ 
: On 51 \){H\ LssJ *Jhkcn from Life’ was 
played n( the .Xdelphi, nml on I8 Nov. I8S2 
* Lev*' and Monev/ Iiy Pcttitt and Oharles 
lienile, lolhoved at the same house. ‘ Pluck, 
or a story of otMHKI/,,’ hy Beltitl and llarriH, 
wa.s given at Drury Luiie o Aug. IS82. Tu 
‘In flM‘ Pnniv.s’ (Adi*l:>hi, B Oct. 1H85) ho 
lunl for <*oUah*>rut or A r. (hstrge B, Sims. 
On I Dee. P(Ufitt gave at theOlympii^ the 
‘Spiders Wel»/ linU seeti at t‘ln^ Oraud 
Iheatna (ilasg'ovv, the 28|h of (he pn^vious 
Mny.^ ‘Unman Nnturi\* hy Pcttitt, atul 
Uarri.s, eami‘ out at Drury Lane 12 Sept, 
iSSn. Hlarhmu* Lights/* hy Pcttitt nml 
, Sims, followed at the Adelpfu on 25 Dec,, 
i and was In turn Hiire.ee<hMl at Drury Ltnio 
, hy ‘ vV Ituu (if Luck/ wriftim in conjunction 
I with Augustim U arris, 2H Aug. 188(1 On 
' 28 July l8H7 Du' Adelplii produced tiho 
‘ Belts of Dash uut're/ written in conjunction 
with Mr, Sytlm'v Oruiidy, ami on *19 July 
1887 the ‘ Union Jack,’ tfue to (lu^Hame col- 
lahoratiotn On 25 DtM*. this was smmeeded 
hy the * SilviT Falls/ bv Pelt lit and Sims, 
which, on 14 Sept. 1 h 89, gav(» way to 
‘ Lotnlon Day hy Day,’ hy tlu^ same writers. 
‘Faust lip to Dat(’/ hy Pcttitt and Sims, 
wu.s seen at the Oaiety 50 OeL 1888, To 
Drury Lane he supplied, with Augustus 
Harris, ‘A AtiHion of Money/ 5 Sept. 1890, 
and he t<iok part with Sims in ‘Carmen up 
to Datf*/ a hurlewpn*, at the Oaiety 4 Oct. 
1890, prtwiously Heen in Liverpool. Master 
and Alan/ hy Pidlitt and Suns, had been 
trauHft‘rre<l from lUrnungham to tJie Prin- 
ccsh’h 18 Dec. 1889. ‘A Sailor’s Knot’ 
(Drury Lamq 5 Sept, 1891) is chumeil for 
Pettitf; ahuH', whihi the ‘ Prodigal Daughter/ 
17 Sept, 1892* is by him and Sir Augustus 
Harm, Th(,> ‘ IJfti of Pleasunv* a drama, by 
Pettitt and^vSir Angustim Hama, 21 Sept. 
1895, was bin hint play. To niako room for 
the pantomime, it was transfemHl to tho 
I’rinccKs’H, at which house it ran until 
Fchruary 1891. 
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This list, whu'H (hn'S not rlniin to h-* noin- 
r]let(‘,\’ivns an ia.*n Imw prodnntuo 
C,titt clnrinK* lii^s low vo,u*n ol anuunUo 
fipfivitw. His nlays sUoWtnl ron''.iaorHl»lo^ 
Imovvlnd-n' of tlnunatin nllort, a n«‘n'^o 
SlSnCnn,! ,ounntl anfl no., .a^.x-nt nnu 
lliH chimintnrs am oonv('tiHonn!, ana ao not 
clwall in tUn ni(nnory» and has styh' with- 
out,' lil.'nirv quality. Hn wan nnnuontly 
Buccassruh ‘Imwt'vnr, mTunuaMltnK in a inw 

Years, whiln hanliu}’' an oinni-hnuaoa hlo a 

oeiwinnUv (hsaunnl hir nn»lmlo imna.;.o'» tyi 

'■)« IV'ltill WHU a iinimhir lual, in 

tluMiiain, an imaasarlivp man. in 

Loiulon on'Jl Ui'f. IWI.'!. 

ri’iirHoniil luimvli'il,";a ; Allii'ltintmi. TariiaiH 
twh; Daily I"''’. 

Thoatrirul Wnrhh lHl)a.| a, 

PETTO, SAMl’l'lh (lai'lF 17U), puri- 
tan diviiuN horn ahnut UhMj wan ii<».'.‘;iiay sou 
ot'vSir Kalwanl INho, who «hna P tSopt. KjoS, 
bvluswaih Mli/.ahnth.n a)Utp;htnr of ^ir (hv* 
villo Vnrnoy (cf, Ihaliirn'o in Iituiiui.KK 
WaririoMil'f^, i. *17:!, Unrl Son. \l\. IVh), 
lleentert'a ana sizar at t 'atlutrino Halh (lani- 
hridirn, In Juno KUl, nmtriculntoa lU Mar<‘h 
1(545, and (.t'raauat 0(1 M.A. About llUSht^yuH 
apnoiuttsl motor or ^ iirfSKanw of tho wonTni 
Sandorort., ono of tlu' ton ynrhdu'M <»f tho 
(htani'ry or township of South MhnhauqSut- 
folk. in May IdhS tln^ oounoil rooominondial^ 
iiim to th(' tnistotss for tin* inaintounnoo of 
ministors for agraul. of r>()<^, |H»rnnnmn 
Papcrtff hit ('rro|j;‘nmn, ( lou noil Hook I,pp. 7S» 
5HI)). Ho was Ht.ron^'ly indoptuiaiuit, ovou 
favouriufj: nnordaiiusl proaohinp*. IH* hdt 
Sandcroft boforo tlu‘ (UifonNuinuit of tlni not 
of uniformity. Tho living' wan vuoanf lo Jun. 
1(1(51 ti, ' ]H‘f oo.HHlotunn/ 

Potto t.Uon romovod to Wortwidl, N’orfolk, 
near Ilarlosttuq and ])roaoh(‘d at- lhah'nhall, 
llarloHton, WortAvidl, and Albnrgb, lu 
l()7i2, on tin* Hoidaration of Indulgmioo, ho 
wiiHliooUHod ana o.ongn‘gationsa ((audior atdua 
own houMo atr Wort wtdl-oum-Albiirgh, and 
at tho houH(^ of John Wosgatn at HodtuauilH 
cum-Uarloston, mair Snndoroft. (BHOWNi'h 
(hrif/m/fftmialwn w/ Norf<fik ttnd Si(Jfhlkf 
P'), Jar), 488). Hoalso holpod in tin* ministry 
of thonoigldKmring congrogationnl (dinrchat 
X)enton. Ilo rttmovod to Sudbury bofori^ H575, 
and becamo, ])TOviouR to 1(51)1, pastor of tho 
Friars’ Stmud. indopondont ohapol thorn (cf. 
The Xndejmi(hmtH of kSudburt/, ]>. fdl). 

Petto was h(dd in great respi'ct in the dis- 
trict. 11(5 died in 17 1 1 , and was burital in the 
churchyard of All SaintuS, Sudbury, 21 Sept. 

Potto piiblished: 1, ^ The Voict^ of tho 
Spirit, or an Essay towards a J)iscoveri(t of 
the Witnesaings of the Spirit/ London^ 


' Itiht. :h ‘ lh‘,’i‘s fnuu Sharon, or swi'ol. 
E\p»‘rioiu’o-i gathon'd iqi l»y .sonic pnu'itm.H 
Hourt.-* wdnld they folhwNoil in (o know the 
l,(U‘d7 Londrui, iViol, printi*d wdth No, i 
(Nvitli John Martin, nuni.diU* at- fldgcfield, 
Norfolk, and h'mdorick Woodiil ol Wood- 
' bridn'e), *5. *'I’ho Prourhor soul, or a \ in- 
I aicatitm «d’ tho I abort y of Pnldie Pmaotung 
' by jMuni* Mmimvt ( h’dainodf I .ondonfdO Jan.), 
liloT 8. 4, 'A Vindioatiou oftln^ Pnau’lu'r 
'sont^or a Warrant for Public Pnaicliing 
I without Ordination/ Pondon, Idol) (with 
’ Woodnl. in reply to Multhow Potdids H^uo 
' Wurranttd). 5. ‘Th,* Hiilbi'enoi' I mJ woou the 
i Old and Niwvtlovounni stnt(Ml and explaiiu'd/ 
Eoudon, HIT I tr(q>rint»Ml at Ahmaloon, 1820, 
n.H*'rbo (Ireat Mystery of tiny ( 'ovenaut of 
(tram*’). (5, ‘Infant Ihiptism oft’hn.Hl’s Ap- 
point meni/ Pondon, 1087. 7. Mnlant Hap- 

tisin vindienti'd from the (’oinaquions ol Sir 
q'lionuiM (Irantluuu [ij. Poudon, 1(*1)1. 

8. * A h'althful Narrative of the Wiunhudul 
and Exlraorrliuury h'ii.H wldeh Mr. Thoiua.H 
Spatidnd, ltd*' of Dunwieh and ( 'taikly, was 
under bv Witelieraff , as n Ml.sti'rious Pro- 
: viibmee/ Pondmi, 1005 (l‘(*t !o was an eye- 
wdtnes.s <»r (he evinits dtsseriiied], 0. ^'flio 
, Ihnadatioa unvaUial . . ./ Ptmdon, lObd; 

(n'print«'d witiPSix Sevtuail ’freatl.si's; infra, 

, Alawdetm, 1820). Palamy also eredit.s Petto 
with 'Two Seriplnn* (’idfndii.snis, the one 
ahorter and tlnmit lu'r largi’i*/ l(5i2, Uecoin- 
munientoil an ataaniid of a parlndla ohs(*rv(al 
in SullblkpJH Aug. 1008, to the Uoynl Sociidv 
1 ( ‘ 'Pnimsaet ion.sf Nbi. 2o(), p. 107); joimnl with 
John Manning’ in publishing, in 1(5150/ Si.K 
I Hev(*rul TnvdistxH oi John TilliuRhast; piv- 
' fixml ‘'Phe Life of Mm. Allmi Asty to a 
sermon hy Hwmi Stockton, lauidon, 1081 
(r(q>riut(*d by' lOdigions I rant ^Society, as 
H’onsohd.ieu in Pife and Death ), 

; 1 W. W, HodH<m’H8iory of the ludepeudimts of 

I 8udhury; Dalamy’H Aeebunt. p. felH, (kaitiana- 
! t.i(m, p! 7Ul5; Palmer’s Noaeo'ifonuiHt, s /lemo- 
riaP* id. Notes and ()in*rieH, vie xii. 121); 
Suckling's Hutr.dk, i. IHJ; David's Noucom 
! fonnity in Phmox,p. 572; H anbury’s Memoimds, 

‘ i. lifj? ; information kitidly HUfiplu'd by (d Iv. 

HfdnriHon, master of Pat.harine Hall Pambridgo, 
i by Urn low. W, Murky Smith, rector of St 
(IroHH, ami hy Haorge Unwin, estp, ol Phdw^jjfh, 

' Surriy, a descendant.) W. A. o. 

PeVpITB, Snt JOHN (lOld^ 1 GOO), deputy 

gov<‘rnor of the royal mines, was Urn third 
Hon of Sir Augustine Pet.tus of Kackheath, 
Korfolk, bv his second wife, A.bigail, third 

aiiUKhtiir ilf .*=iir riitvinimpham of 

Ilnywiinffliani, Kuflulk. Horn 
(intorod tlm »orvi«i of eiiarlo-s I m 16.59, and 
wan knifJtiitud on 1!5 Nov. KUl, as a mark of 

the lungN favour to Sir Richard (4 army pp v.j, 
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lord !nn,V(»r <»r l.tnidon, whtr^t' dnti^h**’^* - 

bid.Ii Pottuslmd tiinrrird in IdPP. dnlu'n |>ri- 
aontM’ by i'romvvi'l! at 1 juu , h«’ wa^ r'V* 
ehai4pMl nfttM' fotirltHni inunth*^' rnutinonunit 
in Wiiulsor (^istlta lb‘ fln*n rai-><‘d a full 
(>riu)rs(‘ at Iiw own rh!U7:'o,biU , *t Inn 
brinf*' almost, diHi'harjn'd, bo botoiik hitns»-lf 
to f^nuTsson work’ at Hat h ami Uristok On tin* 
fall oftlm lattor (dty in HHolns lito vvassaM'il 
by (k>lonf'l ( dinrloH f’li'ot wood ' t|. v. .to whom 
bo, was rolali'd by marriaan*, atid iVom wlnmi 
lu^. rooohaal othor ‘ (ovtlitif';*'.’ bVm’r rbano's 
wond)rotia'bt, aa'aitisl Idni by Iho oomnntt»*os 
of N<irfolk fnnl Snllblk, to twuM>r wliioh In* 
anivo aaliMlaotory answers on Ids «*\nmiua{ ton 
by tbn commbti'o of si'ijiiosi ratitms in So|>'« 
toinbor KHo. |ti Novomhor ItUtidn* remain' 
ijifif tw(v ('hnrg‘os were sf ill ntihenrd. In that, 
yoar, howovor, be oompoiuided, reoeivinif 
aid from ('liarloH Idet'iwotak whoso friemk'" 
sliip for him oaused IN'ttnst.ti he snspi'oled 
of <li.Mloya,lty to tin* royal oatise. He look 
part, in attempts to save the life of ( barh*s b 
and had to sidl worth HM/, a year to 

ineet^ tlu^ (*.vpetises. After tin* kin’(s exeeim 
tion h(^ supplied Hharh's 1 1 with money from 
tiim^ to tiiim*. He was ‘tdnpt up* hy HnoH 
sliaw for (‘.ornsspomling’ with (’hnrles, hnt 
after (‘xamination by tin* eouncnl of stnt(* In* 
was set free on bail of 4,(ltH)/, lii Ati^pml 
1(151 he was assassf'd at. dOO/., but, bis debts 
amonut'iinpt to 5,t)(l()/., bt^ eseaped with tin* 
paynmnt of 40/. fn 1(155 he acldr»'ss«‘d a 
I'X'.tition to Cromwell, ('xpressini^ tidelity to 
!'UH g’orerumeut, and laauune deputy t«p>venior ' 
of tim royal mities, He btajaim* M.H, for' 
Diuiwicb'on ;il Mareb 1070, and in 1072 In* 
■was appointed deputy lieutenant for Stiifollc, 
deputy to the vice-admiral, »md colonel of 
a reginumt of tbe traitied bands, In these ' 
olKces luj rendiwed valuable serviee dnrinf; 
the Dutch war, and wan Instrumental 'm ob- ! 
tainiiig* 10,000/. for the sick ami wounded. ' 
Originally a man (if considi-rahle wjmlth, In* 
bad purchased Ohf'ston Hall, SulFolk^ and 
other estates; but be lost moni than 20, (KK)/, ■ 
in tbo royal caus(^, and in lati*r libi lui uppi'ans I 
to have bec'u stwtwal t.iuuw imprisomtd for 
debt.. In J uly 1 079 be wrtde to Saucroft from 
tbe king*a bench jirison, l)(*gging for a loan 
of 20/. to set bim freti, atul in 1(185 be wan 
said to be 'now reductul to nothing.’ He j 
was deputy governor of the royal min<w 
for more than tbirty-fivo years, lie died in 
1090. 

Pettus bad issue a son, who died in 1602, 
and a daughter, Elijsabeib, who married 
Samuel Sandys, and died on 25 May 1714, 
aged 74. His relations with bis wife wero 
unhappy. She descwted bim in 1 657, returned 
after five year’s absence, but after a short time 


I’l'ttus 

hd’f bim au'ain and rntrYinl a nnnm^rv. lii 
Hk tMjP pr. i'urf*d Ins t‘vconuuuni(’ntbm. la 
tb frm'(‘ni hi I foiidnrt Ik* publislird* A Narra- 
tt\f* (U th«' HveMunminirutinn ofSirJ. Ik'ttns 
<»f tin* ( ’tnnOy nf Snllblk . . , ohtaim'd' against 
him hy his Lady, a Hotnan ('ntlmhh** . ?wdth 
hi* , , . Ajm\\('rs b) aspf‘rN!iins raised 

ayjduU him b\ hm\’ lamdnn, 1074, Ho, 

IN'ttna al **» puhlidani : !. ‘ hbdime Ik'galea; 
• U’Hk* Histiu-v, Haw and Hlacrs oftiu'chkf 
Mitm . smd Mimu'al Worksin Hit^daml, Wab's, 
and iIk‘ Hnulish Halo in Iri'lamkns also of 
tin* Mint Hn*l '\bniy . . . with a clavis,’ 
Htnidnu, lO'/O, fid. 'I4un wnrlt was umh'r- 
takrn at Ha* rnpu* .t (if lh'tu(‘(* Unp(*rt and 
Shafifihnrv, :k * HnirlandH In(lep('ud(*ncy 
upnn tlu' i'apal Himdim, lti74, 

Itiu cntr.i*ting <d' tu»» rnporlH hy Sir J. 
Ihuifs and Str I"k Citkt*, with a pivTact' hy 
Hi'ttti.i. .*k *Ntdalilf*s tVitiu llm Hisloryof 
Adam auil f‘b**, cnnlnininif many um|U('M- 
t i<nKarrrnt h'.nndnlhiwnldi* Xul itmsofst'Vt'ral 
Nn( nr** *,* f .omlmi, lObl.Nvi). 4. ‘d'lu^Cjiso 
ami .1 n,' t iru’iit inn of Sir .1, H(‘ttns, . . con- 
emadng t utMd«nritidib* Hills umv dopi'inling 
in tin* lIiMt a* «>f Hords, nmh»r his can*, one 
f(»r the Ijoiim* art I ling of Mr. II(*nry Smith’s 
Hstali*. , .(Ik* Mtlnn* for S(*ttnng of chnri- 
tuhlr usof! in I iK*'rown of Kid.Mhall,’ iXbu | Hen- 
dun *, Hb7 S, bd, 5. ‘'fhe (Constitution of 
iNirliaun'ttts tit Hnglnud, diHliuanl from the 
timtMtf King Edward H, illustrat<‘d hy King 
Charles II, lit his Harliatitt'ut Hiimmon’d the 
IH of l‘VI). 1600 H and dissolved 24 Jam 
1678 9, with nu Appendix of its Stwions,’ 
Httndott, HISO, Hvm (k ‘ Klcta Minor, (u- the 
Hawsid’ Art and Nattnas , .in. . .assayhig, 
tiuing, rtdinirig. . .oftamlhtM Metjds, Trans- 
latest from the Hornmn of Hazanis I*lr(H*k(‘Uh 
A,ssay-mnstor-g(m(‘ral of tln^ !ku]dr(^ ot 
(bnunany. Illustrattal wdtb forty-four Senlp- 
tu res,’ Hondon, 1085, fed* Manu«(‘ri|)t eopii^s 
hy iN‘tt iis of his prtdaet'H ar(^ iimmig thi^ Uaw- 
linsoii MSS. (flodh'iun Hihmry, 0, 927). 
H(*tttm wr(»te Hov(*ral other worlls, not pub- 
lished, iijcludiug *'rhe HsahuH in Metrtd and 
' Kiiig David’s Di(’(huuiry,*aiid he bd‘t Bev(*ml 
works utdluinbed, iTicluiling a lustory of bis 
private life fnnn 1615 to 1645, 

An engraving of I k*t tiis at the*, age of seventy 
is prellxtal to bis *FIeta Miner.' Granger 
mentions a portrait in the posMession of Lord 
Handys at Cmbersley, ‘Worcesitirsbire. 

[Cal State Pap{*rs, Pom. 1050 ix. 151, 
Charles II, x. 15h xx. (15, ckii. 51, eelv. 247; 
Cal. of Committee for Advaaco of Money, 1642- 
1656, pH iii, p. 1378 ; Eawlinson MSS. (Bodleian 
Library), A, xxxiii. fi‘. (H), S7» C. 927; Tanner 
MSS. (Itedleian JJbniry) xkxv. 84, kix. 107, 
oxv. 05, 06, 109, 1! H H5, 120, 124. 126, cxxxviii. 
81, eexe, 158, cccxii, 86; Ilmt. ,MSS. Comm, Oth 



u3 



Petty 


i> 2(5* Thurloo Sralo P.ip.'r^ iv. 2 m ; N)m.hou 5 
Colloctian, ii. (5H0 : Lnv.aav h L.;ff 
For.' Moiuoii’H <*1 thi' \ I'rnoy I'anulN, uu 
Tjufc'truirs Urii'C Uaaalion (kfSlivto .MTnit\s t. 
iv 444- Woful’s Aih(‘n!«'(K.»iiMMl Uliv^ u. 402; 
siickiirip’H Hint, of suiVuik. ti. 

Historical Account, oi 1' * i, * . 

Pnffo’s Hupploiucut tn tho Sntli»lk Iravcllor, , 
t). 215; rrior’s Poems, 171-H, p. I H Mlrntr.ors ' 
Biotrr. ilist. iv. 01 ; tUirnovV h’ooord ofyio Iljumo 
of (Hiriioy, pt. iii. p. 501*; DoihUAmvu’.s Aj^ncul- 
tuwil Hio{:r p. O l : UtAnrn of Moiulu'r.suf Purl, 
pt.i. p. 52'^^ ; MclculfoV Uo(»kof Knipht.s. p. P>7 ; 

Coll*iius’HPocrnpc,ix.225; PurWa Kxtiiml Uyro- 

notcioH* p. 407: Ikamc ami (kmrtm^V Pihl. 
Comnl.. ii. 47H.I 

PETTY, SiH WflJJAM (IP.P:1 UW), 

political economist., hnro at Itomscy in ll/unp- 
ahirc on 2(1 May l(12«l, was noti of a, clotliior. 
Aa a child li(*. silo wed a marketl tunte for jnu- 
tlumiatics nndiu>plied inechatiies,* his priimi-* 
paUuimseimmt/an’ocdiiig’ tt> Anhrey/ heiog 
to look on trim artificers, e.p'. sinyth.s, the 

\vat(!hmalnn\s,carpimt(‘r8, h liners, A’ c.; luul at 

tw(slvc ymirs old he eonld 4av(‘ worked at any 
of theses triuh's’ {lifuiiVtan H. 4S2). 

Ila went to sea at an early apft'; htit his preco- 
cious t.ahmtH ext‘it«Ml llu' envy of t he Heiuuen, 
and they di'HtndiHl liinion tlimmawtof France, 
with a iiroken !(*}.(. luHttnul of tryitig to re- 
turn to Ftijjilnud, he raised some money hy 
teachinpf Ko^tlish and navij^mion, and en- 
tered himstdf as a student at tin* Jestiit <kd- 
]''jro at Faen, wliere he nsanved a ffood pfctm- 
i.d ed neat ion, and heeaim^ an accomjdiHlmd 
French lingniHt. He is next, heard ot in the 
royal navy, hut tm the outhnoik of the civil 
war a^’ain retired to the. eontiiK'nt. He 
atiidicd at Utnudit and Amsterdam, and ma- 
triculated as a stndtnP of medicint* at Heydeu 
on 36 May Itttl. He Huhseqc.efPly passed to 
Paris, and’ j oined t he coterie whieli inet at tln^ 
house of Father Mersenne, t lie mat h«unHt iemn, 


<nety was afterwards founded* In ordm* to 
continue his medical studies, he ltdh Honisey 
and removed to (JxfnriL Hi* took the dep-ree 
of deeti>r of physii* in IttlP, and hiH'ume a 
meinherof aseienttile ami plulosophimdadub 
vvhieh used tn meet, at. his own rooms and 
tliose of Ur, Wilkins; this eduh may h(^ re- 
gartled ns tlu'panmi of the Uoyal Society, of 
. which Petty lived to he oni' of (he fdutulers. 

On tin* reorganisation of tin* university 
hy t he (‘ommissioners of t he Chmimonwimllh, 
petty wms appoint ml a hdhwv of Braseinwe 
and deputy to the professor ef nniitomy, Ur, 

( daytim, whom lu* sueei'eded in Uird, havinij^ 
in the inf»‘rvnl obtained a wide reputation hy 
reviviip.Uh<*supposed (uirpseofoue Anndreen 
, jip V. j, w’hohnd hm*n lumped for murdm’ and 
pronounemldead by thesheritr. lutlu* follow- 
year he was appointed physhdan-penernl 
to tlu' army in Irelumhaud f^n'atly added t.o 
his reputation hy reoixanisiiif^*' the mi*dical 
servtees aiul (mnnlmit inp’ (he wnsti* ami con- 
fusion \N hieh exist ml. lint his eomhinuthm 
of mathmnatieul knowledge and orj^nnising’ 
power designated him fora more important; 
tusk* 'Die f^'overiiment of the (kimuionwmdth 
vva.s enp,'n) 4 :ed in (he resett lem<*nt. of Irelaml, 
and contem dated the divisionof the forlelted 
estates of t le Irish landowners nmon^** tln^ 

I numerous creditors of the (kmimonweulth iu 
; payment of (heir claims. These crtalitors lidl 
* info three clnsst's ; ( 1) the army, whii‘li had 
: hu>p* arrears tif nay due to it; (3) the ‘ad- 
venturers/ who had advanced larf(e sums to 
equip that army; and (6) a lar^n* number of 
mism*lIaneous claimants. It was proposed 
to contiscaU* the propert ies of all the native 
projunetorH, whether Irish or An^lo-Irish, 
whethm* catholic or ])rotestant, who could 
not prove what, was termed * const.ant good 
i alleiUhnU to the Fnglish govcrnmmit during 
i the remait troubles, and to pay all the credi- 
i tors of tlu^ Ckmimonwealth with the, conlis- 
1 cat.cd estates. But, iu order to carry out 


in the Frerndi cnpital. lie there hcranie the ! 
friend of Uohhi»H, whose intluemuMm his sub- j 
sequent "ihilosophical and political opinions 
may be (nearly tnmed in his writing.s, 1 le also 
carried on a correspondenm* with Ur. John 
Pell [q, v.], the mathemat ician, at A msterdam, 
andmadt) the actniaintance of the MarrpuHof 
Newcasth^ and Wir (Iharles Havt*ndis!i, who 
were refugees at Paris, ( hx his return to Knjj- 
land in 1646, he for a time took up his fathers 
business as a clothier, and devoted himsejf 
to the study of mechanical improvements in 
textile processes* He soon gained some r^qnt- 
tation by the invention of a manifold letter- 
writer, and a ' Tractate on Education ; * in the 
latter bo sketched otit the idea of a scientific 
society on the lines on which the Royal So- 
voe, XIV. 


t.his plan, it was tirst ncocHsary to Hurvt^y 
th(^ <HnmtrY,and mtnmuro and map out thcsci 
cHt at (*M. Ihitty soon aft(*r his arrival itn- 
tnigned tlu’i accuracy oftho plans of Benjamin 
Worslcy, the surveyor-general, and offered 
to (utrry mit the ncc'essary operations more 
(iuitddy, clieaplv, and thoroughly. In the dis- 
pute whi(di followed Worsley was support (*d 
oy the* fauatitml or anabaptist section of the 
army, while Petty was supported by the part y 
of tfie Protector, wbo, at this juncture, sent 
over Henry Cromwell on a mission of inquiry 
[see CiiOMwnii, and Fibdxwoou, 

Cjuswis]. Finally, Worsley’s nlan— known 
as Hhe Groftse survey ’—which had been put 
into operation in some places, was rejected. 

Another survey, known as the ^ Civil Sur- 
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Toy/ Wits oiitruHtiid toa conimiBsion in ordortn 
ancortain tlui o.xatdi jHKsit ion and (nvf tnit. of tlio 
Ibrloitod (v^tativs, witli a xdow to llnnrsnhso- 
quonti diwt-rihution annmj^ t.bo army; ami t;o 
Potty- xms (‘ulTUHtod t.lio t ask of nnaisurinj;]^ 
and luafiptng’ tliow^ isstati^n. Pt'ttyb snrvoy 
eatno to bo known an t.luP Down Survey / bo- 
cauHo it- wan nioaanrod ‘down’ on inapH. It; 
was tlio tirst. atttnnpt; at carryin^jf out. a,Murvoy 
on a larg'o scalo and in a soimit-itio. mn nnor, t Iuh 
noarost apimuudi to Potty’s mol hods haviti}^ 
boon the snrvty of ddp|iorary by vStralFord, 
wUi(di, witli a tow o(>m‘Cl,ions, was ado)>l (hI by 
’Petty tor tliat county. P(‘t.ty also und<M'took 
to make a coinplot(‘ map of tlio whohutf 
land, by coimtit\M and bai'oniixs, for wiu(‘li hoi 
was to ntcoivo a S(q)arat:ti salary; this was not; 
aptadliod at tln^ timo, and, as a mat-tor of laoi, 
was noxnn’ aCterwards wholly paid, d'his map 
was a eomplotoly disliinct umh'riaktn^’ from , 
the survey and mappinfj^ of tho forloitnd ■ 
estatos, and was not oom])l(‘tod t ill tln^ nfubllo | 
of tlmroip'nofOharhvs II in ItJrd, and tnainly i 
at the oxp(ms(^ of INb ty Idmsoir, to whom the 
unchn'taking' had t'ortamatidy l)ocomo a labour 
of love. It was printo.d a(^AmH(crdam, and ^ 
was dindared by Mvrdyn tb(^ mosl; twoK’t. map 
of tho kind which had yo,t appeared (Pvhi.yn, 
Diary ^ ii. {)(>). 

The Hkilful and rapid manner In which ho 
carried out tlu^ measunnnmit and nnqiping' of 
the army lands caused all the Hubseiiumit; 
staples in the completi{m of the sett Immmt 
of Ireland to b(j practically mitnmt.ed tio Ids 
supc^rvision. 1I(% mapped and unuisured tin) I 
advmitnrerH’landBjandwas thtq>raciical lu‘ad I 
of the committees which siuuu*KHiy<dy distri- i 
but(*d the lands to the army, t-lu^ advent.un^rs, 
and the various private i^ianteiKS. In tln^se 
transactions his cousin John, who shared Ids 
abilities in surveying, and Thomas Taylor 
were Ids principal assistants. While 'tlu^ 
operations wore in progress, he was con- 
tinually exposed to tlie watcliful jealousy 
of Worsley, whose abilitii^s he had probably | 
underrated. Potty still lurther e.tasperat;ed 
his rival by an imprudent use of mockery 
and cynical jokes at the expense of tho 
high pretensions of religion, combined with 
an almost unlimited rapaedty, which distin- 
gLiiahecl him and many of the oflicors of the 
army. On the other hand, Petty gained 
the confidence of Tlenry Oromwidl, who ap- 
pointed him his private sem»tary and ad(Ii- 
tionnl clerk to the privy coimcil, and placed 
complete reliance on Ids ability and honesty. 
It shoLdd be borne in mind that Petty never 
actually held the appointment of surveyoi*- 
general of Ireland to the Commonwealth, 
but was nominally employed either with or 
under Worsley, -who retained the title of 
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j .siirv(>yiir-('i>iicral ihninffhoiili tlu! wluilo of 

. tlnvso transnclions, until he was supersedod 
by N’incimt ( hmhin | (p v. | a f(‘w months heforo 
I (In* (Old uf (In* proli*(‘tin*a,t<n 
' TluM'aphlity and t fmroiiglnn'ss of IVtty’f;; 

‘ w<vrlv arc {i(’kmiwlodg(Hl by (hiirondon {iJfe 

р. lib), I’lio w<n-k of distVilmt.ioti provokmlj 
:tnwovoi% funlloss nnimusilios and |oalousi(\s 
among tin' olllcors; and all who \v(n*e tlis- 

I appointed nunh* Ihdty n^sponsihlo. for tlunr 
ihsappointnmnls. I’hV principal ground of 
complsdut was (hat tfm whole of tla^ army 
d(d)t had not lu'cn (uiid, and that a largn 
I portion of tln^ fortcited (‘states luul laum 
us(al, owing to the (*mharr:'NH(Hl condition 
of tin* finauci'S of thf^ Commonwiailth, in 
nnading tho (*xp(‘ns<*s of dm survty, and, 
annmg (ithm' chaigvs, tiu* salary of P(‘l ty 
ldmvS{*ir. Tla* acJ. (d’ parlianumt., howcv(*r, 
umhu- which tln^survay had Ismui carrit'd out, 

с. xpn*sNlv provhhal for this, and (lu*. (hansion 

was that of tin* privy counci I and not of Ih'tty, 
Sonn^ lands mair Idnua’ick, whiidi had boon 
given to IN'dy instianl of to a Colomd Wink- 
worth, and wma* r(*put(‘d among dm best, in 
I ndand, fonmal a spcadal ground of complaint^. 
Tim monlhpi(‘C(^ of tin* opposition was Sir 
ni<'rom(» Sankty, a military oirnau'. Aided 
}iy Worshy, In* pursued lk‘t (y with gnait acri- 
nuvny, aduidting hiin bidbn! tlu^ Irish privy 
council, in liu^ parlinnnud. of Uicdinrd dronf- 
w'tdl •» to which tiny both had hiam (d(H*((Hl«” 
in the n^stored lUimn ( UioO), and in tho 
councils of du^ army oliitau’s. Potty, hownnmr, 
<lt(f(md(al hims(dfwithsuma*ss; and tlioa(.(a(dc 
of vSanluy in paiiiannuit provt'd a comphUo 
failure. ’During lluMumiplicattal (naiuts bi*- 
tw(H‘U t ln^ (hath of the Prot i'ctor and tho 
K(‘Ht ((rat ion wlum tlu( grant «*«‘m of tho (Com- 

mon wt'althw<‘r(H;vi*iywlu*r(omtnring(m tluur 
J risluwtatos- *P(*tty was rn'ipnmtlymnployod 
as t.ho boan'r of sjuti'I. (h'spatohos lad-womi 
Ihmry Oromw(dl In Indaml and P.icdiard 
(Iromwoll, S(*m* 0 !ta.rv Thurlot*, Lord Kaucon- 
borg, (bmoral Phad.wood, and otbors in Eng- 
land. 1 lo was t Imrt'fon* naXnrally involved in 
tli(^ ruin of tlio (>omw('llian ])arty in 1(159. 
Poprivod of all his appointnumts and (qi^ctod 
from Brasonosi^ by tln^ triumphant republi- 
cans, bo rc^tirod to London, and ilnmi calmly 
await.ed evont.s in tlu^ society of hia formeV 
Oxford allies, most of whom kad rtsmovod to 
London. Ho was on<j of tho members of the 
Kota Club which Antony Wood not('.s as 
Hh(^ place of ingtmiouB and smart discon rse,’ 
and one of the chosen companions of Pcqys 
at Will’s cothM^-house, wlnwi*, all that was 
most brilliant in English lit(n*ary and scien- 
tific society was in the habit of meeting to 
discuss the events of the day. The Orom- 
wellian party having fallen, and the ani- 
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mosity of the puro ropiiblicatw of whom 
Simkeywaaa lomh'.r— hoing only too oloar, 
Petty readily arquio.^ctM I in tho Hnatorat inn. 

Charles II alloctpd tlio Hooioty of Hoitmtilic; 
men, and took inton'Htin Hliipbulld- 

ing. With his brol Inn' the I )uko of ^ ork, h(^ 
extended a willing w(deoin(' (,o Ikdty, whoHo 
acquaintance he had probnbly made an one 
of the inemb(n*H of a <hq)uta(iou from t.he 
Irish parlianumt, in wliudi Pot.iy sat. for 
Eimiaeortliy. Th(‘ kingapiH'ars to have, h(M*n 
charmed with his dise-onrs^s and proh'cted 
him against- t.he attac.krt of the extrmue 
church and Htato pa^rty^ whitdi roHonted Ids 
latitudinanan opinious and viowcal with 
dislike his conmaddon with tln^ Oroniw<dl 
family, which Potty ladustal t-o ahaiulon or 
disown. On the occasion of the iirst incor- 
poration of tlie ItoyalSocitdy (2ll April KithJ), 
of which he was one of t he, original m(nnl)erH, 
Petty was knighted; find he nanfivecl assnr- 
ancea of aupport from tin* I)uk<' of Ormonde, 
who liad probably not forgot-ttm t lnu^ifortH of 
Gookin and Petty on behalf of the Ouuuent 
proteatants,’ of whom the <lulie was one, at 
the time of t-lu^ t ransplantat-ion. His cousin, 
John Petty, was at- the saints time madeaur- 
veyor-goneral of Indand. 

Petty contributed siweral 8ci<mtific papers, 
mainly relating to applied mec.hanicH lunl 
practical inveutiona, to the * IdiiloHOphical 
Wnaactiona’ of tlni U-oyal Soeitdy. de- 
vised a new kind of latul carriagtJ ; wit-h Sir 
William S')ragg(5 lu^ tried to hx an erngine 
wit-h prope. ling pow(*r in a ship; luOnviunted 
^ a wluMil to ruh^ noon ; ’ and couHt riud-ed a 
doublo-kechid vesst?! which was to be able to 
cross the Irish Ohanmd and defy wind and 
tide. This last- scheme was Ins ptd. cliild, and 
he nsturned to it agaiti and again. It is re- 
markable that the (iarlier t-rials of this class of 
ship— of winch several were huilt— W(»re more 
successful thau tln^ lai(n% Petty maintained 
his confidence to the last in t-l\e possihility 
of building such a v(\ssel ; and in modern 
days the success of 1,1m (jalais-Douvress in 
crossing the English Ehannol, though with 
the assistance of steam-power, lias to a great 
extent justified his views. He sought to in- 
terest the Royal Society in very many other 
topics, ^ A Discoi^yrae [made by him'f before 
the Royal Society . . . conce.rniug the use 
of duplicate proportion . . . with a new hy- 
pothesis of springing or elastique motions/ 
was published as a pamphlet in 1674. An 
‘Apparatus to the History of the Common 
Practices of Dyeing,^ and ‘ Of Making Cloth 
with Sheep’s Wool,’ are titles of other com- 
munications made to the society (Spuatt, 
jR.oyal 8omty*j Bjacir, lioyal Society f i. 55- 
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The At*ts of S(‘t.tlmncnt and Explanation 
( 14 , lo Car. H,c. 1\17, and 18 Car. Til, c. 12, 
Irish Statutes), which decided or attempted 
t-o di'c.ide Ix'tween those in actual possession 
of the greatm* part of the land of Indand 
and t-hosci wlio at the Restoration claimed 
t.i) be i'(ntiHtate<l,Hecur(Kl I’etty in a cousider- 
aljle portion of his estalr.s. These estates, 
after th(‘ tmauinatiou of the survey, he had 
greatly enlargtnl by prudent- investments in 
land. The ‘ Down Survey ’ was also dtadared 
to he the only aut-hont.ic'record for referonce 
in tln\ case of disputed claims. During the 
whoh' of the remaiiuh^r of lus life, however, 
Petty was involved in a conlinual Ht^uggh^ 
with th('- farmers of the Irish revenue, who 
Hid. up lulversi^ claims to ])ortions of his 
estates, and revived dormant chums for quit- 
nulls. Tli(‘se pndensiens he resisted with, 
varying Hucei'ss, ai'cording as parti(,?s in Eng- 
land and Irtdaud e.lihed and tlowe.d. On one 
occ.asiou in I67t) he involved himself in 
serious trouble by t he freedom with wdiich 
he spoke of t-lu^ lord (diancellor of England; 
on another ht^ became the victim of 1-ho as- 
saults of one (kdonel Vernon, a professional 
bravo of the sebool of Rlood. He was also 
clialhuiged to light a duel by Sir Alan Hrod- 
rick; but having the right, as tlu^ (diallenged 
party, to xiame place and wiuipon, lie named 
a daVk cellar and an axes in order to plaoti 
himsidf, being short-sighted, on a lev<d with 
his antagonist. He thereby turned the chal- 
lenge into ridicule, and the duel neviu' took 
phwH'. He receivial a firm support through- 
out the greatm* part of tkese transactions 
froxn the king and the Duke of Ormonde, 
though on at least two occasions ho risked 
th(^ loss of their favour by his firm deter- 
mination to assert whatever he belit^ved to 
be his lust rights. It is much to the honour 
of t-he '.{ing and the duke, the latter of whom 
Petty describes as ‘ the first gentleman of 
Europe’ (Af/’c of Pettys p. 189, lett-cur to 
Southwell, March 1607), and to whose eldest 
son, the Earl of Ossory, he was warmly at,- 
tached, that- tlio indi^pondent attitude of Petty 
never caustal more than a temporary estrange- 
ment. At the time of the excitement incident 
to tlie * popish plot,’ Petty kept his head, not- 
■withstanding the hatred of the system of the 
Roman church of which his writings show 
abundant evidence. He BU]3ported the mode- 
rate policy of the Duke of Ormonde on the 
ground that, even if the Roman catholic 
population wished to rebel, their means did 
not permit them to do so. His dislike also 
of the extreme protest ant party led him to 
suspect the motives of those who exagge- 
rated the danger. He was twice offered 
and refused a peerage. In the letter cou- 
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the nUusal of the first oiler, he | 
told the hishoi) of Killaloo, throufth whom 
it was made, that luii would ^soouer hi' a 
copper farthin^^ of iiitriosie value than a! 
hnisH half-erowii, how ^ouidily vSoi'ver it. he 
stamped or gildi^iP (T,//h o/' /V////, p. I ml). 
Ills ambitimi was, however, to he a jirivy I 
councillor with some ]mbli (5 e.inploynumt, 
an honour whiidi just t^staiped him duritm i 
theijventsor l(57d, owinj'' t o the failure of 
Tem])lo’s plans for reorpiuising’ the ^irivy 
councils of Ihipfland and Irelanih He seems 
tio have been es^iocially desirous of lieiiu^ 
made the head of a statistical olliee whie’a 
aliould enumerate the population correct ly, 
reorganise the valuation of property, aiul 
phiee the collection of the ta-xi's on a sound 
basis, and should also tialci^ ineasuri's against 
the ri^turn of the ravages of the plagu(\ and 
proliect the public health. Ilis spei'ial hos- 
tility was directed aga,inst the system of 
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farming the rm'emurof irelaml, which in 
I()hJ ho had the satistaidion of seeing aho- 
lished ; but his own plans were, notaimepted. 
Ills constant amd uneiaising eiforts at. ml- 
imnistrativo and fuiaiieia.1 ridorm raised up 
a host of enemies, and he tu'ver, thenhore 
could get favour at court beyond the iierl 
aonal good will of the kiiig, *1 le was, Imw- 
ever, made judgm of admiralty in Ireland, 
a post in which he achiiwell a duhious 
fluccess, and a commissioner of the navy in, 
Pmgland, in which cliaracter he received 
commendation from the Icing ^as one of the 
best commissioners he ever limh’ Evelyn 
draws a brilliant picture of his abilities. 
I here is not a bertior Ijatin poet, living/ ho 
says, ‘when he gives himself that diversion: 
nor IS his ©xcollence less in Council and pru- 
dent platters of state j buti he is so exciunl- 
mgnice in sifting and examining all possibh^ 
contingencies that he adventures at nothing 
which IS not demonstration. There were not 
m the whole world his equal for a superin- 
tendent of manufacture and improvement of 
trade, or to govern a plantation. If I were 
a 1 nnce I should make him my second (loun- 
seller at least. There is nothing dllHinilt to 
him . . But he never could get favour at 

Oourt, because he outwitted all the proiec- 
tors that came neare him, llaving never 
known such another genius, I cannot but 
mention those particulars amongst a multi- 
tude of others which I could produce’ 

hir Kobert Southwell, clerk to the privy 
council, with whom he carried on a constant 
correspondence, once advised him not to ffo 
beyond the limits prescribed by the extent 
of the royal intelligence (Ztfe, p. f 3 B 4 ) 

Pepys gives an equally favourable view of 


1 1..' ciiurni ofhiH Hocieiy. 

at. the Koval Oiili l-lirm, Konitiard Stn-ct in 

1 1'hruary l(il„), ho onmnoralo.s the hrillimt 

;a>miau,y,uuiaos,.nl,,.,s,hooxo,dlo„,,/ 

alimo^ al , li(> adds, ‘ 1 , 1 ,, v,duo Sir WilUani 
I I'tty, who wius ono of tho pjirtv. Noitlior 
liowovor, (1,0 lu'aisos of Popys or Evolyu' 
nor 11,0 g, rlakiug h,, ho snccessl'ulW 
'>»'■ '■> l/Haud, nor his scionrilio 
|.a,i,m,;nta, (■oiisidomlilo ii.s (hoy won,, m-o his 
oIiK' till,, to (aii,i>. His roputaiion has priul 
cipallysm-vjvv, as,, polit,i<.,d ocnomist,? and 
hi. may imriy Cum i,, tak,, a loading plac, 

am.,nK(.i,.loundi.rsoldli,,soionoi,oldI,o,,rigin 

ol wiailiy tjiougli in l,m |,ands wlial, liotonuod 
poid.ical anMum.tic was a pi-aotiral art, ral lu>r 
tiian a tlu'oretical mdciu'c. ‘Tluuirt ilsilfis 
very anciimt; Hays Sir W illuuu I )av(manV but 
the npnhcatmu of it. to the parti.mlar objentH 
of trade and revemu' is what Sir Wifliain 

etty lu’Nt began ’{Da viWANT, IFor/cs I I2H- 
iLdb Tetty wrot(^ pHuciiially fm* immediate 
prael ical objectH, and in orderf.o inlliumce. lb(% 
oinnam nt Ins tinuu To quote Juh own word, 4 , 
InyexpresMcd Inm.sidf in tenuH of number 
W(‘iglit, ami imaiHuni, and ukihI only ‘ ai*''‘u- 
meulM ()( ami .such as nssti'd oii ‘visible 

pum ati.mM in nature; (/V//// pub- 

hsbed by Boulter (Inerson, Dublin, 1701), 
p. «v)/ ). 

Isarly in life Bet ty Imd gained tlu^ friend- 
ship ol ( aptiain .Jobu (Jramit. [(p v. baml had 
co-opemt,ed with him in the pnu)a,ra( i(m of a 
I Hmall book mititled ‘ ISbitural and IVliticid 
M)bsm-vatu)nH . . made upon the Bills of 
Mortality of the (hly of BendeuB (100:^). 

1 has, wine i was followed in Klsd by a similar 
work on tln^ Dublin bills, may be regardeil as 
the first book <m vital stalisticK iwer pub- 
hsln'd. Of its imprnlyct, ions, owing to the 
paucity of thi^ materials on which it was 
touudod, noliody was mort^ conscious t han the 
author himsidf. He never cmi.sed, for this 
reason, to urgiwm those in aut hority the neces- 
sity ol providing a, systmu and a gove.rnmeut 
department for the collection of trustworthy 
statistics (cf. Ranicb, of Fjttg land, iii. 
r)8(D. In Betty published ‘A Treatise 
ol 1 axes and ( Jont ribiu ions’ (anon, and often 
reprinted). I n 1 (1(1) he wrote a financial tract 
entitled ‘ Verbum Sapimiti,’ and in 167ia‘The 
1 <)utiicfu Anatomy of^ Ireland.’' Both were 
circuiatod in manuscript, but neither seems 
to have been print ed until 1 Ofll . In 1082 was 

IMflllA/l n fret nf nvw.it 



: rjssay in j'oxmcai 

Arithmetick conceniing the (irowtli of the 
City ot London: with the Periods, Causes, 


and Consequuncos tlmreof.’ The publisher 
explains, in the preface to the second edition 
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in that a prrliniinnrv ‘On tln^ 
Growth ami Knommo ami MnltipUi'nfhtn nf 
Mankiiur (to wliioh rofVroum' nuuh‘| wnn 
not to bo foumU hul^ hn a ayUnhti%nr 

'extract’ of tin* work, »a anpplh’il h\ n rm-rr* 
spondent of tin* author, !>ir 4 incf ftanu hnih 
ifieBO easaya worn * 'fwo Maanya in Oolitirnl 
Arithmetielc,coiu’orninp:lbt‘ roopIoJGuv'dnf^, 
HoapitalH,Ac.,orhoniltniaml Taria . , , toml* 
ing to provfOiint Loinlon hath itiina* prupl<» 
tluml’anH ami Itom'u put hor,' whmli hjh 
oeured, aimultnnooufdy with a hhu-nrh irmnn 
;.atkm, in KiStk Vurioua «>l»jrrtiono rtuMal 
to tlio oouclmdoii.M horo, urritod at won* am- 
fiwerud by Petty, in the followiniji: your, in 
liin'Kivo KsHiiya ihi Political Aritlnn»uirk/a 
krief pamphl(d-, print ( hI in hVoimh and l inij* 
lush on oppoHito pufp'S { lanuloUf t wim' l^pp, 
Bvo). About the aamo time npp^'urod ‘ td>“< 
KtuwationH upon tin* (It ion of Ijomlon and 
Homo’ (Pondon, Hks 7 ^ htvoK 'rUi:* proup of 
eHaayHus(’Otupbd(‘d !>y ^ i'olitical A rit hmot iok, 
or a DiHfourHi* coumTiunp tlu' ovt«'nt ami 
value of Panda, Pi*opb', Huildinpu: lhni'« 
bamlry, Manufiu'luro, Itmunorro, 'b'i.shorv, 
ArtizauH, Si'anum, Sohli<u*H i Puhlio lh‘,, 
vomiOH, hitonvst, Tnxoa . . / (I/ondon, Itl'ith 
8 vo), dialicnlod to Witliniu III hv (lu* au- 
thor’a Hou ‘ Sholbonmd d'lii.M work, writtoti 
by Potty an early an ItiTOor KCr. but rrftimMl 
a licourto UH liktdy to pivo ollhiua' in hVnnee, 
had nevortludewH heiui print od, donhtleHH 
without Pot.ty*H cnnHotii, m ItHd. It ihon 
apm, fared in fornujf an appendix to J. S/n 

' boiirtfi Part, of tln^ Premuil State of Mnp- 
laud,’ UJHd (a HpuriouH (uuntimtationtdAdnnU’* 
borlayno), mider the. Hoparate tit le‘ Pnijlaud’H 
tluideto fnduHtry; or, hnproveinent olPl’rudn 
for tlio Good of all Peo])le, in (Puuo'al , , * 
by a p(U‘H(ni of <iuiility ‘ (The tndy perfta't. 
copy known of thin tniauthoriHml edit, 1(01 ia 
in the .Bodhdan Pibrary,) 

All these worlw may Im «aid to Indon^f tt» 
what, in nunhum days, hanheen called tluf in- 
ductive Bchool of politieud economy, though 
they contain Home iuBt aneimof purely deduc- 
tive reaHoniug, e,g, a apeenlation on *a par 
of land and labour/ which oceure iti the 
Treatise of Taxes' (ch, iv,) In the reign of 
OharlosII the whole ayMtem of ad mini at rat ion 
and finance was paHHing through a period of 
transition. ^ The old ' prohibitory* adiool, the 
ideas of which were aimcid against the export 
of the precious metals, was dying, and the 
^ mercantile ’ Hystem was^ at niggling into its 
mace. This system sought to develop trade, 
)ut to regulate it with a view to cncouruge 
the import of the precious metals into the 
country. Tet-ty saw clearly the folly of the 
prohibitory system, and Ms acute mind having 
analysed the sources of wealth as beinglabour 
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; and hind, and nof the mcr»* po^Kewinn ofihe 
piNHioms imujd;%hc wpmf %’ory mnir fo arriving 
^ Hf ncHrrorn fnn<ry of trndn. (hi t In* out* hand, 
j ho had hidnrc him fin* example of Hollnml, 
I which npprmuiirtl luitrc m'urly t<) hiung a. 
I frc»» purl than anytUlmr cmnifry, levying ils 
Inxiuiun by a gcm*ral exciw* 011 airarliclcrt 
c»f conaumjuion : and, on the nthcr, tlm cx- 
iimph* of bVnncc, wluclg tindtn* (kdlfcrt, wih 
hi'giuning I he cmniinuTial h*giHlati(m which 
was ?timn to invidv** Knropc in a prohmgial 
war of fariilp PiUty d(‘cnh*d in favour of 
t im cxaniph* tif I Pdlaud. But he noviwt liclcas 
still lydi«'\«‘d that tiu'rc was some inhi*rcnt 
superiority in the priMUtuw nnUals over other 
nr(ich‘H id' wiadth* and hcciuh to contemplate, 
tlint* under poj..nil>le ctremoMtanceH^ it might 
he neeeasary to check tlie impertatious ex- 
ceetlingthe exportaliona, in order to pnnent 
l he precious met ala from leaving the mmnt ry. 
On the otlun* hand, he cmidiumiiHl elsewhere 
attemptn *to per.'umdt* water to rise id’ itself 
above the natural Hpring’t /Ven/Ae on VkrcTi, 
ch. vi. Jrith. (di. i. P’dP ii. and 
many Hiiuilur i*xpreadmm (Mnuhmmatorv of 
interfereaee witii the natural coursn* of 
exidnuunn 

lleMdeH luH eomud annlvsis iu the ' Trea- 
tiaeid' la\i*a ’ of the origin id’ vviudtlt, whie.h 
is one (d* Ibdty s prineipal titles to fanu*, 
pneMHges in his viunuus works slmw that, ho 
Pad cimirly grasped the impf>r(nmH» rd' the 
division ol lahonr, and of the mult iplieat ion 
of wmdih prm*»*ediug /wr/ ptmti wit.h tlu^ in- 
crease id’ popidation ; tduit. he uudowtoodlhe 
folly of laws against usury; the nature of 
exchange; and the r(*asmm why the precimm 
metals are tlie liest measure of value, though 
he invidved himself in a hopidi^ss attenipl; 
to thul a *par of value' for tlm priH'ioim 
metals m xwdl as for other (umimoditicH. 
1 ’he Mhditical Anatomy <d‘ Ireland* ia an 
able description c)f the land and people of 
the country, and analyaes tlm beat mtuma 
of developing ita resourciw, Tim hoatilo 
commercial policy of the Kngliah parlia- 
ment made Peitty a strong partisan of a union 
betwium the two countrica m the only 
moans of provanting the natural industries 
of tlui smailor island being struck down 
by her joaloua and eolfish neighbour, and 
thus confirmed the natural leaning of his 
mind in the direction of unrestricted trade. 
Ho was a strong partiBan of religious free- 
dom, and here again found nmsons in sup- 
port of a union, a* he boliaved that only by 
this mtmns could the Eoman catholics of Ire- 
land, if admitted tn power, be prevented 
IVom persecuting the protestantB ; while, on 
the other hand, he thought it desirable to 
strengthen the Eoman catholic interest in 
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Eni^land agaiiwt tho bigotry of tho rxtromo 
protoHljiiita. 

(‘oncludiiig yonrs wrro darkonod hy 
tho ovonlH whirh aunaHHliHl tlio ma'oaHion of 
Jamoa 11'. Tho king waa ponMoimlly woU 
dinpoHod to him, and UntoniHl witli attoji- 
tiou to Ida Hohmno for roorganiaiiig tln^ 
revoimo and thoaduiini.Htration; wldlo rott v, 
partly from a goimral optimimn, which, imt- 
withntHnding all hin atnigglca and many 
dinappoint incut HjWaa out* of the nunt phas- 
ing fcatnrcH of Ida charactm*, partly from 
Ilia auHpicion of both the great contcmhmr 
uartina in church atnl atalo, waa tlEptiacii, 
like Penn, iotaki' a fmourahlo \*a‘w of tho 
king'H intent ioim. The disappoint inont , when 
it came, waa, for this reasoig prohnldy tho 
more kemtly fdt. W’hetlii'r he heard hefm'o 
Ida dtaith of the attack on the Httlo indua- 
trial Hettlenient wideh ho had fonndod at 
Kennuirt' in Kerry, dot's mit. oxnetly apptau*; 
hui Ilia friend, Kiinl Woymouth, who dimal 
with him at the Royal Stieiety immodiatelv 
heforo Ida diait h, at t rihntcK t In' elnmgo wldeli 
he obm'rved in him to dtstrtssM at tin' mova 
tVom Ireland, Heihed on Id I>ee, lt>H7 in 
lamdon, and washuriial in thoahhey chnreh, 
UomH(W, where a nnnmment wan oVt'efial to 
him in the present e(*ntnry. 'fin' kingnp]>onra i 
to have mnintnined hla pi'rHomtl goodsvill lo 
Petty to tho hwt, and probably regno tod 
the aiHUHtrouH idlectH of bin own policy on 
tho fortunes of Ids friend in Ireland, 

Petty married, in UHJ7, EliMheth, widow 
of fcrlir Manrice Ponton, and daughter of iSir 
llardresH Waller [ip v,], regiciile. She wna 
created Parom^wH Hhelhurne hy JamcH 11 on 
iil Dec. 1G8B, Py thin huly, who died in 
Pebruary 1708, l*etty had three surviving 
children, Charles, Jlenry, and Anms The 
tfWO HOUH were auceeamvely cronttid Imrd 
Slielburne, hut hoik died cldldlitHH, 'fhe 
Petty eatates therr'upon passed todolui FitJt- 
maurice, second surviving son of Petty’s 
daughter Anne, who had married 'rimmas 
I%55maurice, first earl of Kerry, in wlnme 
favour the Shelburne title was again reviveil, 
Anne Petty appears to have inlnndted mncli 
of her fathor^B mathematfical and hnsiness 
faculties, and was declared hy William, earl 
of Shelburne, to have brought into the PiU- 
maurice family ‘ whatever df^greo of sense 
may have appeared in it, or whatever wealth 
is likely to remain in it ' (Life of 
hurne, i, 3). 

Besides the works already mentioned, 
Petty wrote a 'History of the Down Survey/ 
edited with notes for the Irish Archuiological 
Society in 1861 by Sir Thomas Larcom, and 
; Reflections upon some Persons and Things 
in Ireland,’ which is a popular account of 


j tin* Mime tmnsaetisms in tin* simpe nf h»ttera 
; biUweeu himself and an imaginary eorre- 
' spnmlfmt ilamdim, IbbU); alse a •' Uriel nf 
'tu*' Proem'dings hefween vSir Hii'renu' San- 
I key nml the ,infh«»r‘ ( Loiuinn, lUeb), IHh 
I will eentnineil a etirinim and eharaef eristic 
I suinmary of Ida lift* and atniggles, It wiis 
; printed in ITtlU as an intniduetion to the 
I volniin* of * Petty Tracts’ (Unhlin); but a 
\ more mammte reprint is to he fonml in the 
1 * 'framumtions i»f the Royal Irisli Acaih'my^ 
I (vol. x\iv, * AntiijuitieN,' pt. i.), being given 
hy Mr, Harding, in tin* appemlix to Ids in- 
i lere.*aing aeeonutH of (hi* Irish aurvi'ys, A 
^ sueeinet (*atalop;ne of nil Ida writtiigH wan left 
! hy Petty among Ida papt'ra, in wideh 1 umu> 

, knowleilgea !it'*»duire ui the ant lior, ship of the 
* Diaeourae agidimt tin* Trnneplnntnt ion into 
( ’onnnufdit/ whitdi lind Idtlnn’to been ntlri*- 
I bnted evtdmdvely to \‘ineent Hooldn (ip v.) 
‘ Among hi.H paptU's lie left a set of pithy 
j insirnetions to Ida eliildren, widi’li show a 
I curiouMni\t nre td* worldly vvistlmn and high 
ft'ehng, 

Inhn Anhrev, one of I’elty’a friends, left 
an aeeonnt of his pernonal apjieuriinee, * lie 
in a proper handsome man/ tin* antitpiary 
writes, MuensureH rd\ foot high, good hiaul 

of brown hinr, nnahwately turning up vide 

Ids pi(‘tur»» ns Dr. of Physiids Ids eyes nro 
of a kind of goosi^-grey, hut vi'ry short*- 
sightmi ; and an to aspect licantifnl, ntnl pro- 
mise awt'ei ness of nature ; ami they do not 
deceivf', hm he is a marvel ions good«nutun‘d 
person, and ^t^uaAuyyeei’. Dy«*hrows t hick, 
dark, and straight (horiysontal), Uis Insid 
m very largi' (guspoKo/atAev) * {IMlmn 
Letter!*^ ii. 4H7 ). 

Sev«'ral portraits of Pi'tty I'xist, the best 
Ixnng that of him as ' Doctor of Physic/ hy 
Ltdy, now in the nossiwHion of Mr. Dharles 
Monck of Coley (hirk, Rofniing. Aubrey 
alludes to a picliire by Logan, wideh is pro- 
bably that to he seen on t he frontispiet'c ol the 
maps of Ireland engraved hy Snntlys ; and to 
anotlum by Hamuel Coop<*r. There is also a 
portrait hy ( 'lostermanat Lansdowne IlouHe, 
m the posHession of tho Marquis <jf Lans- 
downe; an engraving of it, by J. Smith, is 
in the National Dkiory, Duldin. In the 
‘Bibliothoctt Pepjsiamr at Cambridge are 
two good drawings of the ' double-bottomed ^ 
ship* A model of this ship, whiidi is stated 
to have existed at Otesham College, has been 
lost. 

[Much information in wpml to Patty i« to bo 
fmiwi in Aubrey’s Lives ( Bodleian Lett ws, vol, ii.), 
in Wood’s Athena Oxom, in the Diary of Pepys, 
and in Evelyn’s Memoirs. A careful stiwly by t ha 
Oerman economist lioschor appeared in 18»W in 
the Transactions of the Royal Scientific Society 
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OH lliu Irihli .SivrvrVM, by Mr Iliiijlm hi^“' '■ 
lain 111 !""' iiitrivMuiK ilrtml-. 'Hi 1 rdyH lUr, A 
list <if lliu I>lll.U^h.•a w..rl.H »|.l»Hr'. Ill 

Lwiiy, t'V I’fiiii'hwr riiiu'i.M 11. iiiiii,.M-r"i'i;''|| ■ 

L NiiU'f «»'' Q'lrnrn i'l .S’l'ti siibi r tW'... A liilJ 

liiiH'miiliy WIN I'Uliliiliril 111 Ib'Ai 'i.V till' l'ii>. , 
(iim't, wriliir.iuli'Mi-i'iiil'iiit. "’"li lull i'Mmi'I" ti'i;m ■ 
Potiy’N iiiiiiiirN will ciirrii.iiitinli'ii>'" imw iit On- 

WOihI 1 

PETTY* 'WIMTAM. , 

Lamhiiuwni:, Known uh Unuu 

nn.KNK (I7:r; lNOr*n wn>* tTo ol4i‘r J.nn ni t in ^ 
Hoil John tTt/,inHunrf\ who nnmnuMl Urn , 

,mm« til' I’l'tl.V ■>>> f'l’V''; 

,,„„ntlv f.i-i'itO'tl I'liirl 1.1 .slifllmnii'. liv luii 

wifo Mary, (l<tU|.rht»‘r oi (’nlnnnl th»' U<m. 
■\ViHkm l''it/.nuuirirn nf <'‘y; 

JU) w Imrn in lUihlin on ^^ny r/.T/^nmi 
Hp(nit Uin lirHt tour yonro ni' hi * hi'* ni n rn- 
m(yto part of (ho oouth of hrhuul \Mth hiH 
frmndtatlior, 'riumuiM hht/iniaurha% timt «mii 
<)f Korrv* whowt* wito whm tho only iiauj»*ht<'t 
ofSirVihlHum IVtty ihiV.! AoooraumtohU 
owti aoonuiit <U‘ hia yunUaul tiny a, luo onrly 
tulucatiou wm MtoghaM^Ml to tlio 
ffroo/ Ho wuH tirati ‘^ont. to an orilmury 
publick Hchotyl/ ninl wan a,itorwnr«hM * nhut 
up witili a privuto tutor * wlul<*liiatat!ioriuul 
luotliar wow in Hnglninh At tho a^o in j 
aov(‘n(oon ho wont tit Phrl^l ^'huwh,t)*vlom, i 
whort^ Inunatnoulntod on U March ho‘h 
and Mind nKiun the nuMfortunc to tall undoir j 
a imrww-nundod tutor’ (A//o» h y i 
Alumfii ihrotu 17 i h IHHtr, li. 4to ). U,ocoivmf( 
aconuuiHHinu lu tho» 'dtHh w^dincut oi loot, , 
Iw hdl the university iii 1757 withouMakin^ f 
a degree, and scrviHl in tho (^xpcditnnj to 
llochotort* In Juno 17 oH ho ojccliangi'd mto 
the drd n^giinont of toot-Koanb, aiul nnhwo- 
quenily norvi'd under Prince h’ordinauu iinu 
Lord Umnhy in tJermnny, whoro hq dm- 
tinguinhed lumHolf at tho batt lo cd Muidtui 
and at Kloat(T Kumpen* While abroad ho 
waB redurned to (ho IhuiBo of (lomniann for 
tlw family borough of High Wyc<nnlHs fho 
place of hirt father, who wa« ctreated a peer 
of O'wat Britain on 17 hlay 17(10. I.hi 
4 Dec. 1700 he wan rewarded lor hin military 
aervlceBi with the rank of wlonelinthearmy 
and the post of aitle-de-eamp to the king. 
At the gmieral ehattion in 17(U, he wa« agai,n 
returned for H'lgli Wyeomlie, and waa alHO 
clectiid to tlie Irinh, parliament for the county 
of Kerry. The death t»f hin father in May 
1701 prevented him from Hitting m either 
lleuBii of Commons, and on 0 Kov* 1701 ho 
took hiw neat in the English House of Lords 
as Baron Wycombe {JmmaU o/ the Ihum of 


wx. lOH), During tlus^ year he was 
emphtyed hy Bute in his m^gotiationH for an 
ullinnci' wiili Ilmiry Kqx(q.v.] DisgUMted, 
hovv»w»'r,Nvit li Butes lu'silat ion,Slu'lliaruc, in 
a matdi'U spcrrli uiiO Nov.,pruumuuaMl boldly 
in tho Hnu,HiM\f liortls for the withdrawal of 
thftiajops from Ct'nnnny. (hi 5 Keh. I70il he 
again urgi’d their withdrawal, and sigued a 
prot*’.*^! ngaiui-d. the rejerthm of the Duke of 
Ib^lhudhannuidnumUii theaddreHB(Roov;uH, 
t]f tiw iiousr of 5en/.'f. IHTT), ii. OU- 
(15 b PreVerring to maintain au imlepiuulent 
courHc of net ion, Shelburne ndustal to accept 
oihtNMmder Bute, though he undmlook the 
; task of indueing h'ox to accept the leader- 
* ship of the House' oi (\muuonM, and was 
mitrunted with tln’ motion appreying ol' the 
prelinnnnrieH of piaiee on B 1 lee,. 1 i ttlil. h ojc, 

' on tdaiming Ids ivward for gaining t he eon- 
' mmt. of the house to tlu' penee, accused Shel- 
hurne of having secured his HiTvices by a 
miauatemeul of tlieternw |Mei‘ Kox, Hhnhy, 
nw( Bauon Uom,.vNU|, a charge wlueh has 
been satifdhettnhlv refuted by Herd Kdiaoud 
I pil/unnuriee iu his necouut. of the HO-called 
; ‘ phms I 15M;4M). Bute con- 

' timuHl to show his imdiminished (smhdence 
in SluJhurne as a nt‘goliatur hy euiployiug 
Ijim ns his intormeiliary with bord Hewer, 
the Duke of Bedford, and others during the 
fonuatiou of Hnmville’s ministry. Sludburnc 
was t,o have h(‘en siHWelary ol state tty Ihq 
new'* ndminisirut ion, hut., owing to ( IrenvilU' s 
tu>positi<unhe was ohligial to coutentlumselt 
with the inliwior olfme of pwBulent oq the 
heard of tradi^ and foreign plant at.mtis, 
with a seat, iu tie* cabinet (f/r^wfu/Zei 
lH5:i n, ii. B5 H, J 1 ). He was sworn a mmn- 
her of (he privy coimcd on iO Apt'd 17(H, 
hut soon found himsidf at variance with hm 
coliiaigues. A few days afti^r he had taken 
olUee Shelburne exposed felm blunder which 
Halifax liad made m issuing a general war- 
rant, for t.he am^st of tlie autihor <>I t’ 
famous No. 45 of tJuP North Bnton.^ ^ With 
Kgremonti h(.i was frenuently in <Jo hsion on 
qiuwtions both of policy and of admimst-ra- 
tion. dissatislled did Bhelhnrno become 
witli his position that he was with dilUcuity 
persuaded by Bute to «iniain m olhce. In 
August he was employed by 
tritfue the obiect of which was to disploice 
ffivhu a7(l''to bring back Pitt, with tlie 
Uailtbrd connection (Chatham 
dencf, 18»0-40, ii. 286 w). 

of the negotiationB between iitt and t i 

king, Shelburne nwigned the board of trade 
(2 Sent.), but at tho same time assured the 
kinir that he still meant to support the 
ffovernmont. He, however, soon afterwarils 
Attached himself to Pitt, and joined tho ranks 
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privy sral. By tlu' appoint tnrut nf Lord 
an a thtnl sorrotary of atale 
*!!» Jannnry ShoiburuiMvaa roHoyt'd of 
bis (*burg(* of tho Aiiu'ricuit colonies. Hut, 
In spit(' (jf thin rhnTi|4'<\ tlu* ditlbn'iuaw Iny 
twroii Hholbnrtu^ and ius (‘()lb‘n|4:tu\s cun- 
timual to iurronHo, In April ho HUt’tMvs.sfully 
oppowal tho mloption of llillKhoroui^’li’M in- 
jtulicumn inat mot tons to (tovi'rnor Bornanl 
\vith ndVronoo to tUo oivo.ular lottorof the 
sid ts toss 
ni’‘iunst. 


of tho oppositiou ( Grenville Papere^ ii. 

On 29’ Nov. ho took part in tho 
clobato on tho proceedings against Wilho.s^ 
and apoke against th(‘. nasoliition that * prtVH 
logo of parliament dooB not extend to tint 
case of writing and puhlirthing sedititms 
libelsd For his sptteeli on this occasion Bhol- 
burne was disttiissod from his stall apptiiut* 
ment (H J)oc.), and on his muxt npponmnci^ 

at court no notice was taken of him hy the i it t t i * i 

kina’ Shelburne tUeremHui ndirial into tlie Mussaehu.sott.s assembly. In JuntUie vainly 
eoimtrv, where ho eecupuHl himself in th.^ prol .sated aKmnst. the atutexntmn ol ( orsma. 
improvement, of his estates, and in the col- ay France In September all the mmuhers 
lection of manuscripts, <Fe cahnnd w.uv agreed upon eoercive 

On^f) April 17 (B he to<ik his seat in the men.Mure.H apiuad the Amenean eohmislH, 
Irish IlouBo of lairds us .Bari of Shelburne with the ex.’epfion ot Sludburne, and diat- 
(Journals of the Irish Home of Lorthfiv. hi I ). ham, who was .st ill ahseiit t hrouf-;h illness, 
irerefus.aiUeehingham'.sinvitati(in l.iirturn Sh.dlnnme is als.v said Ui bine luam ‘ho fmly 
to the hoard of trade, and at the opening; of one who was agauist Uie expulsuiu o 
tho se.ssiou, on 17 Bet\,he attaekod th.' jioliey 
of lluuStamp Act, On 10 b\di. 17<i(> he spnke 
warmly against, t he de(dara(,nrv r.'solut.mns, 
maintaining that t here were only ‘ t wo (pn\s- 
tions for the consideration of Parliament 
repeal, or no r(']ieal —and t hat ‘ it, was unwise 
to raise the mieMt,ion of right, -whati'yer th.dr 
opinions migm h.^ ’ (7^(7c, i. 070 7). In tlie 
following mouth he asvsistiul Uoekingham in 
passing the repeal of tlu^ Stamp Art,* 

Upon Hitt’s rotiurn to })ower,Shel)mrne\vaH 
appointed secretary of state for tlie soullitum 
department (20 July 170()). ^ Tn order to put 
an (Uid to t,lie evils of a divided administra- 
tion of the cohmies, tlm hoard of trade was 
reduced to a mere hoard of r.'[iort by an 
order of couucil of 8 Aug. 1700. ^ By Iht'se 

means the entire administration (if t, he colo- 

nies was placed under the undivided control the r.wm’sal of the proceedings in he House 
of Shelburne, wlio innmaliutely stst, to work of Oommons against \V i kes, and dechired 
to regain the good will of the Amerieau that Lord North deservtal to be im]ieu,che<l 
colonists, lie assured their ag.mts in Bug- (PnrL Ilmt. xvi, HOo), Ihree days alter- 
land of the intention of the government to wards he, snjipiu'ted (diatham H motion eon- 

demuing the king’s answer to the, remou- 
sti’ance of tho city of Bondon, and alluded 
in scathing terms to the secret inlluence of 
the king’s friends (Hk xvi. 972^4), During 
the debate on the Buko of llichmond’s 
American resolutions, Slmlburne made a 
violent attack upouthewlniHlerri,am!asHertml 
that they ^ wi‘re so lost to the sentlmentH ot 
shame tJ'iat t hey gloried in tlufir de\m\immj' 


from the House eC UmmmuiH {GrenvUie 
/V//.er,s iv, 2V1), a mrusuro whieh wa.s 
chmmrouslv d«minnded by the king’s friends. 
On A OrU 1 0 raff on wrote to (Imlliam, 

and d.mumded Shidlmrne’s dismissnl. To 
this (dinlham refu^aal to agn’ee, but imme- 
diately afterwanlH tendered his re.signatiou 
to lhe*king on the ground of Ins shattered 
health. On 19 Oet. Shelburne, wlu) appears 
to have been ignorant of Ohatbam's retire- 
ment from oilieo, obtained an amrumeas of 
the king, and resigned the seals. 


At. the opening of parliament on 9 Jnn. 

779,^^h(4hur^(^ stipported i Tut ham’s alt nek 
upon thi' government, and ealhal attention 
to tlie alarming slate of niruirs on the (*on- 
tinent, where Knglaud was witliont an^ ally, 
On I May he spok.' in favour of the hill for 
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adopt a conciliatory policy, and of his own 
determination t-o remove any w.dl-founded 
grievances. I le also iustructtal the gove.ruorH 
of the various colonies to furnish him with 
particulars of all matters in dispute, and to 
report on the actual condition of their re- 
snoctive governmenta. Finding, howov.w, 
tliat his conciliatory measures were thwarteil 

by Ms colleagues during Chatham’s absence, ^ n , , ,,, , • 

Shelburne ceased attending the meetings of (/7n xvi, 1024 d>). Cn 22 Nov. he nmeweti 
the cabinet for aoiuo time, and merely at- his attack upon the ministers, and <leciarca 
tempted, in his executive capacity of secro- that the count ry would ' neither beumtyd at 
tary of state, to neutralise as far as possible ' homo nor rcHpcudtd abroad, till the reins ot 
the disastrous ellects of Townsheners policy, government, are lodged witli men wlio have 
Shelburne’s position was one of peculiar sorne little pretensions to conim on smistu 
ditiiculty. Hated by the king, and do- common lumesty’ (tb, xvu 1114-14), Un 
Bounced by his colleagues, he was naturally 14 Feb. 1771 ho spoke^^ better than he had 
anxious to retire ; while he also felt bound to over done * while pointing out the many o >- 
keep his place so long as Chatham held the jections to the convention with opam wiiii 
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‘ ftmn ti of HophismH» no Iohh 

of thr I!h wv«io]onl in their te'«5turo than inwohmi iu 

iv. IHl!). Ih.Hhoorh'iirtrtt.v the ih% oh'«| atnt*^ floor fottor* {ih, wiii, l:lS| Ul). In April 
of tlm oppoHttiott^ Shelhtirio' weiit uhro;t4 in 1#'VV In* proto/^rul pttniti|=^;!y af^aiirst. tlu' pa}'- 
J\laV ItH, »n''‘‘niip}uu«'<l \n Ur* tVi^oul ^atnl nooit df tluMirreara of the o.ivil \\M, [ih. xix* 
poritiriiUininmfe, Ifamr Hnna* tpv/ Wlule \s\ rA, tn May lioHtipportriUluUliuufH 
at PuriH ho nnoh' flu' iirtimMuf anro of tho inoitou for tin nthln’aH Pt the crown for 
Althc Morollot, to \vln*ni ho owo4 hu con- pntti%r a atop to f!io hoHtiUtioH in Animhcu, 
vai'Mion to the tlorfnnoa of fho oonnomir tuul hona'lv aftuclo'«l Arc'hluHhop Mtirklnnn 
isrhltoL l=pon hi‘i la’l urn to h‘,ni.ilnn»i, ho for proachiiif^ ihaMnnt'H HnhvorHivo of tho 
intrr('Ht(Hl hituMolf on liohalf »tf the noiirdu>« rutVititutioiM f/t. ;Ul hU. 8hcl- 

fnrmiata in I heir nt tempt to proooro i’\om|o hnrnoV jipo»H*h on t his ocofisMUi wan (hwwllKal 
ti<m from nnhaerihiuK to t at' *l‘huivmno hy tho yonnpp'f Ihtl * ns iino of tlu^ moHti in* 
Artirh'M. flo alao warmly op-, juaed the pa:.-." to-ro-ain^^ ami forciljlc* that, ho htid ovtw 
iiiKofthi' Ihoal Marrimo* lol',, Uurmn the hoanl or oonhl oven imnpino (i'/iafham hhr- 
(h'haleon iho'Ka,.! Isulm < ^uup;lu\^•» Ih-yuhv n'v»o/n//7on ly, Ihsp In the di'liatiMin I.ord 
tioii Ihll on 17 done 17* d, Slnilunme hrenme Norths ooneitintory hillM tm t> .Man'h 177H, 
iuvolvoil in a lonp idi.',r»'iifum with the Unho ShellFiirne ileclniaal that Mio would novor 
of Uiohmtmd, 'ulneU lasted nhnoat the ; oonsent that Anuwiiat Hlmuld ho indopm- 
wladi'of (hat and flir^ t w o f.dlowino, days ‘ ihmt ' t /* of, //AA xiv. Hot) d; aeoalaofMf- 
ii* d7l). Hi' peeeh oonirdaUed iv, *1X0 d). Unriih( 

lai^eiv tn llie snoee , of tln-hdUnml Mt wa-i thin nunith North attemplpl to porsnndn 
uuivt'iVuilYf‘Hid that liord Hfndhnrne showed Altai ham and Sliellmrm^ io^ join tin* gnvorn*- 
more know ledpf' ni the ntlair.H of India than mrnt. Hut Shellmrm* ipdiddy put an ond 
all the Ministers in either HonsiA \ to (lie neporiutionahy expreHninp" liia opinion 

ihnrs}umtir}^*‘t\ \\\ ;*H I ) The thtlevenren that, if nny arranpetnent. wua to ho mudo 
hidAVoon the two 'loosion i. ot the whip partv with the oppnattion,* latrtH dtat.ham munt. ho 
wort* Htill turf her uiereused hy Sheihnrue^o iliotator/ and tiud aoompiottt oluinpo in thn 
support of dames Towmdtemrin opposition ndmini’tralitm wuh nhsidutf'ly nonoHnary. 
to WilkoH* and tty hm refumd to oip’tf the He lotdi part in Un* ndjonruml dohato mi thn 
iiumiofiul of t lie w hip peers iieainst t he Irisli atufe oi the nation the day at lor (dialham 
ahKoulei* tax. t In Pti Jan, 17 7d ho supported , had ht*en taken ill in the ImtiHO (H April 
(’hathamN motion for the withdrawal oftlm ' 177H), and mum more impoaohod tdio con- 
troopH frotn Ihr4otn and I’omtemned *tlm tUn*t r»l tin* nunlalry whiolMviiH Mliot ruin 
miulnosHj injnstioe^ atnl infatmuion of on- an well an tiny dlnpraeo ol tIuH oount.ry ’ 
arcing t ho Atnoinoana into a Iduul and aor- f/Wr4 //wf. xtx. 1 Odd 512, 105(5 H). Ins 
vile Huhmmfuon ’ t //AA xvdi. hdl-du motion, on AH May folhmdng, that t ho IlriiMi 
On 1 h'eh* ho hoth o,iidM''and vo!«*d tor (that™ ol Aorda Hlmuld at toiul ( dial ham h Ittnoral in 
hams plan td" tannnIiatimuAa xviti. ‘lOd 7^: Westmlnater Ahhey xvas lost hy a Hinglo 
idOhand onT I'Vh, miule a vhdeiit attaek upon ! voli^ (i/n xlt* I2!5d I). aho Imulorslnp of 
.Lord Mamdit*ld, whom ho aeonsed of being t (*hatham''H Himill hand ot jidlnwonts now dis- 
tho author of tdie Anioriiniii inenHures pas'ied 
in tho previona aeaslon l//e xvid.27*5 th2Hl - 
2H2, 2Hd). At tile opening of tln^ wmaiou In 
Oo toiler 1775 he mipporte<l It«*okinghamV 
amomlmoni to the aildreso, and deolareiHhat 
Lui unihnnu lurking spirit of denjaditun Mutd 
pervaded every admiiiint ration wnlh r«‘giml to 
their Ameriean pidiey (//n xviil. 722^' tl). Ilo 
supported the jadifio’n of tluf American con* 
gro.srt {iih xvid. h2()' 7’h fiod opposed the 
American Prohibitory Bill im lanug^to tho 
lust dogrt ‘0 lumty, rash, urmiHt,and niinouK* 

(iih xviii. lOHity, lotm/ IPPT'dUK)). In 
idandi 177d In* spoke in favour of (Iraftani'a 
propoHidn for cmudllathm with Amorina {iih 
xviiL 1270 '2h 

At tho openlntf of tho mswon on OcL 
177(5, Hliidburnedenonnoexl the kiiig*« spooch 
Efi * a picno <if metfipiiyaiwd rofinmimut/ 
and the defence set up ’for it as hiothing 


vidved upon Siudhunu^ wim st lu porHovero 
in hw tippoaition to Lord Nort h. In thodo- 
imte on the addresH on 2(5 Nov., ho can- 
didly asMiwtod that ^ ho would choorlully 
co-operate witli any not of mwi ’ to drag tho 
miuistorH from ollico (lih xix. UlOhdl)), 
though in tho following month hcHolcmnly 
detdared that * ho novor would M(!rv(3 with 
any nuui, bo his a,bilit40H wliat tUoy^ wnghtf 
who would (dtlmr maintain h, was right or 
cotmont to acknowlodgo tho indopoiKloncy ol 
America* (iih xx. 40)* In February 1/79 
Hludhurno refused to entertain t.hc overtures 
mailo t-hrongh Wtwmouth for the puriiose of 
inducing him, Grafton, and Oamden to form a 
giivernmowt; and, in order to element tho 
ranks of tho opposition, ho promised, at 
Orafton*fl roquosi, not to contoat the trensury 
with liookingham in the ©vent of the forma- 
tion of a whig ministry. 
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On 2 Jim(‘ 1775) 81u‘Ihurn(M‘nlltMl attention 
to ( hodlstrn.s.siHl at at n of Iralnml,antl Sl(‘sirotI 
the lIouHc to m'oUtH’t that tho Auiorican war 
had oonnin'iictul upon hw pnyvooatitm tlmn 
thia country had ^iveu IndamOt fVa x,\. dt>d t), 
()75). On 1 Di'c. lu^ again (‘.alltMl attiuition 
to tho atiairH of Irclaiul^ and moved ii vote 
of censure upon the udndniHt ration for their 
of that, country, but. was tlideati'd 
l>y 82 vottvs to d7 {ih. xx. Uo7 dl), 1178). 
Ho Bupportod tho I)uk«\ of Uichniomr.M mo- j 
lion for an oconomitud, rt'.fonu of the <dvil 
liHt (//a XX. 12(5d d), tuul nuuh^ a violent at- 
tack u]Km tho king during llio diBcinssion of 
tho army ox(.raordinari(‘B (77a xx. ; 

BOO alwo Xf/h, iii. t;7). On 8 hVh, IVhO he 
inovial fort.hc appoinlnnmt.of aoomnutt<M' of 
hoth houBc.B t.o un|uirc, into tho |ml)lic I'X- 
pmuhtun^, hut was ihdeatiHl by a majority 
of *115 votoH (/V/7. Jlisl. XX. Idl8 Pnh’ldaJLh 
id(54 -TO). On 22 March, luH’ought. a, duel 
in Ilyth' Park with I7unitenant-eolomd Wil- 
liam hullarton [(|. v. |, whom ho had odtmdetl 
hy Komt^ renuu’kH in (ho !1 ouh(» of Ot)rdM (//a 
xxi. 218; b(vmUho pp. 2Ud (5, hit) 27). Owing 
to t.ho prevalent suspieion that, hulhirton 
waw an luBtrument of tho govt>rnment, Shel- 
hurno, who wan .slightly wounded in tlu^ 
groin, iKHiamo an objia*.!, of popular favour, 
Several towiiH conlerrod their InMulom iui 
him, aud the committet^ of the common 
council of Ijondou BonI, to impure after his 
luuiltih. Sluslbunio was unjuBtly acensinl of 
liaving privately emmuragt'd the ex<r(‘.ss(‘s of 
tho moh during the Oordon riotH. After i 
XIockingham’H abortive negotiation with tlie 
kmp’ in July, the oiiposition again became 
divided, and Shelburne retired into the I 
country. The only spiu*(di which he made ' 
during the siiHsiou of 1780-.1 was on 25 Jan. 
1781, wluui he denounced the injinst ico of the 
war with Holland, and oonlhHHod t.hat , * in re- 
spect to the recovery of North Ameriiui, ho 
had been a very (iuixol.o7 Morooviw, he de- 
clared that Hnuch aa lie valued Aimn’ica/ 
a, ml ‘fatal as her linal si^paration would 
prove, whenever that event might take place 
... lie would be much hetti^r pleased to see 
America for over severed from (ireai Britain 
than restored to our po.ssession by force of 
arms or conquest ' (?7x xxi, 102,%4J1), At 
Oraftoids request, Shelburne returned to 
London for the following session. At tlia 
meeting of parliament, on 27 Nov. 1781, he 
moved an amendment to the address, and 
pointed out the impoBHibility of contimiing 
the struggle with America (i/axxii.Odd-oO). 
During the debate on the surrender of Corn- 
wallis in hebruary 1782, Bludbunio once 
more asserted that he/ never would consent 
under any possible given circumstances to 
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acknewlcdgo the iiulependemw of America’ 
(//a xxii, 1)87 8). 

When Lord North resigneil in (fm fnl- 
lowiiig niontln Shelhtirue deelined to finmi 
an luiministriitien, and nrgeil (hi* kim»’ to 
stmd for iJoekingham. 'fhe king ultimattdv 
agreed to accept Ihiekingham as the lu'afl 
of tim new ministry, hut he refu.sed to 
communieute with him personnily, and mn- 
pluyed Nhelhurne /is Ids intermediary in the 
m'g(>tmtiyms. 'riiougfi the Uockingfmm ad- 
ministration was bvrmed on the expmss nn- 
derstamling that the king wmthl (’oiisenf to 
a(*kno\v ledge the tndtqunideuct' of Amerii-u, 
Nheliiurne, in spite of Ins pre\ ions pni- 
te.sfs, uc('(‘pte<l tlu» post of secretary of 
state tor the bonu' (bpartmenf (27 March 
L'82). < ttu' of his tir.sl otUeial nets was 
toiuuisf' a eirenlar Ieft«n‘ to b«» stmt round tti 
all tlu' principal tt»wns siigg'(‘s(ing tln^ im- 
nnahatt' tuirolnumt of volimtt'crs fortlu^ na- 
tltnial defenctx On 17 May In* earrit'd rt^stj- 
Intions fur tin' retaad tif tin* <ha*lnrntery net, 
of (letupy* L amt for ol}n*r eonet'ssions (o 
Irelniul, willnmt any si^rioits opposit ieu in the 
Ihnise ekf Lonls (/A. xsiii, tJo 8, 42), 
i Sht'lhnrne’s piMposnls t'or pnrliannmttiry 
rt‘f<}rnn for a gi*m‘rnl rethrm of tlu^ retaapl. 

' ami oxpondil urt' of tln^ piihlie. rt*V(*mn% nml 
for the impeachment of Lonl North W(*re 
se.verally rt'jecltsl liy th»^ eabimd, Tho dif- 
fertmc<*s InUwet'n Sln'lburm* and Ktix, who 
rt'gnrded eaeh ollnw with mutual diKlruHt 
iimi jonkmsy, enlndnntetl in the m^gotialious 
for ptaico [stm b'ox, (hjAurm.s Jxui:h|, But 
though at. dillenmct* witli Ids colhaigut'S on 
(pu‘stions ofptdicy, In* retnim^d t In'tumhdi'iico 
of tln^ king, wln» fn‘ely (‘onsultt'd him on 
Burlu/s bill for tint ndbrm of tim civil li.st 
( /,//>», id, 17)4 4)2 ). ( )n 2 J tily, two days aft it 
H o(‘lungbam*H dmith, Slndbunu*, wldb* sup- 
porting tln^ seeuml rt'iiding oC Burkt^s hi 1, 
exprt'Hseti a In>p<' that ho slionhl ho abh^ Mo 
introduco a g<mm*nl systmn of iH*f»nomy not 
only in the ollices mentioned in tlio bili, but 
into every onico wdiatever ’( /Vm/, ///sf, xxiii, 
14.2. 4-; wm also //(/c, id. 228 -'27), '‘I’hc 
popiihir olfect of this ))ill was, houan'or, ctni- 
sidorably lossoned by dm proviouH grant of 
ptmsionH to two of Hludburmfs stnunclnmt 
adhoronts. On yimlburnoM appointnnmt a» 
first lord of tlm troasury, Fox, who had re- 
commondcil tho king to smid for tlm Duke 
of Portland, rosignod othe.o wit.h other mom- 
bers of tho Uotddngliam party. vSlmlburno 
att.omptod to fowu an administration wldidi 
shouhl liosubstTvient neither to tlm king nor 
to tho whigs, ’William Pitt was ap“)()inted 
chancellor of the exedmepmr, while I’homaa 
Townshend and Lord (Irani ham received t-he 
seals of secretaries of state, Of the eleven 
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w!u) fnniHMl Hlu‘niunio‘« 
mmm ww', (luUhumit?' twt^ luMU)tM'n 

JolloWiTH of U<H’Utni‘Juvni,(2vHUthniii \xm\ not 
itlt^ntifuMl luin^rlf with nnv |>nUtu>ul 
and Thurlow rt'proHr'nIod thn kiiu;; ( Li/(\ uu^ 
‘'lit)). During!: tho <l(dintn on thn nluuip* ot 
PiniHtrv (m 10 duly, Sholfntmn took thn 
otn)oriu'iuly of^tntiup \m linn ndhiu’onun to 
‘all tiioHu coiwt it ul ional idnuHwhirh torsnvtui- 
i(H'n yt'JiW ho hml iiuhihrd IVtuu hin nui?^t<'r 
in ioH, t ho Into I'*arl oi t luithatiu 
alm> do(dart'd tlinl ho hud lU'vor altorod Uiuj 
opinion with ropnrd to iho nnlopondoju'o of j 
Am(U'lt‘f 4 and * to uoihhip fdnui of nwofisity j 
‘vvt)idd ho {jivo way oii that hf‘a<r iiW/7, i 
IliM, xxih. ltd d,* Uup. rarliuinont n>Ho i 
on tin' Ihllowinp day, and Shrlhumo wuh 
now ahlo t(» p;ivo lu;i utnUvidod nttontion to 
tdni poHOi^ iiop'ot iat InHH at- Ihiri u I Inuuaa 
(innivillo (l7od IHIH) jip v.|, I'ovV onvoy 
to Vorp'oinu'M, wan anroorahal lyv Alloyno | 
idlzhorla'rt {nrt*uu\ nrtia Huron Hf. Iltdona) 
iq, v.|, and Uiohard Oawnh! Hp v.] wna Ihr- 
nndly oinpoworod t'> oonohnlo a lu'iioowith 
Iho Aniorioau oohudi'M, With innoh akill 
Slndhurno nninnpod to draw away tlio Ann»- 
rloana from tlndr allioa, and itt UKo matw 
nor to ihdaoh Frutn*o IVotn Spain and tho 
northoru pnvvora. 'Thotip.h, alt or intioh ro« 
luotanoo, ho otuunalod tho uhsoluto nnh'pi»u- 
donoooftho Ajnorioan oolonioa, In^ tinnly n'- 
HiHtod lln^ Hurrondor onhlirnltiux in Hjntool 
tho kinf.fH winh to p;ot rid of it. A provtaiinud 
troaty t)f poiuu' hotwoon <5roat Brltuiu ainl 
tiio tl nil od Stuta'H of Amorioa. wan nij^pnal^at 
PariH on HS Nov. ITH'i, and tni Ikl dan. IVHH 
proliininary artudoa of poaoo with Fmntn^ 
and Spain wiU'o <‘onohtd(Hh a fruta* hohig at 
tins Humo. tiino nottlod wdth tho Slat oh* 
<h‘nornl. Wh'akoiuHl hy diaaonai<um in Ida 
oahimd., Sholhunu'! vaitdy ondtaivutirod to 
].)rtH’.uro tho Hunport- <d’ North and hhx, (hi 
17 Fob. ITHMt^o coalition of thoHoHttdoannni 
agaiuHt Slndhttrno hocaino palont. '^Fluv ad- 
droHH approving of tho p«yua% tlnnjgh oarriod 
in th(» lorclH by a inajonty of tidriomi, wan 
d(d(‘atod in tlSo coinmona hy a nnvjtjrity nl 
aixtoon. Hhdintrno dofornlod tln^ trend ioa m 
a powe'.rful HptHudn and hedelly aHneuiotl bin 
dwhediidin tho opinion tlntu provahmt that 
iho proHpe^riiy of tho cennitry ehqtonthal ou 
cominorcieil in<tn(^ptdy» * I avow/ ho 
Mhat monopedy iw alwaya nnwiao; hut it 
thoro in any nation ninleir httavtni who ought 
to h(i tho tlrat tee redt*ct> monopoly^ it in im 
Englinh ’ (PurL I/mL xxtii. 407' 20). Chi thn 
monung of 22 Fob. Lord dtdm eavandiBldH 
roHoIution eaniHuring tins tornw of poaao. waft 
carrhal in tdn‘^ comnnniB hy 207 votya to IOC); 
anel on the 24t-h Sholhurne^ convinced that 
the kireg wan playing a double game# resigned 


otFuau 'I'ln*, (diarges against Sholbiirne that 
he* hael availod himsedf of his political infor- 
mation to apomdate^ proiitably in tho atocks 
during tin' negediat ions for peace, is (miirely 
wit Inmt foundatitni i^PJdinino'i/h .PemtOj xxv. 
211 12 ). 

rpon tho fonnntumof tins coalition mini- 
airy Sludhunn' ret ired into tho country. At 
Hitt H reapmat, howen’cr, hiuad iirni'd to town 
in May to attack Lord dolui (lavondish’ft 
fmaiudul nnniHure'S, wlum hi^ took tins op- 
piU't unity <‘f vindicating his own conduct, 
ami ‘thankiHl Lod t.liat. lu^ nuuaimal indc- 
pcmh'Ut of all pnrl.i(‘s’ {ParL ///VAr xxiii. 
sot) IS, H2t, S2o 0). Shortly ufte'rwardB 
SlioUuiruc' wemti abroad for some' inontliH. 
Owing to his great unpojmlarity, Sln'lhunie 
was nui anloHl hy Hilt to join the adwimstra- 
tion in Occemhor l7Ki! The king, more- 
oveT, was deeply 'uuHUistHl against^ Sludhiimo 
on account of his ri'Htgnatioy in the previouB 
lodtruarv and hm ahsiuuM' from tho diviBiou 
on h‘o\’s Fast, India hill. Slndhurne now 
ceased to take a prominent nart in public 
atfairs, anil <rul not ugidu tulo'. ollitMu^ In 
spite of the treatmi'Ut which he Iiad rt'cniyed, 
Shelburne gave Hitt evi'ry assurance of Iub 
support, nml on (1 I)(m\ l7Hl was crimted 
V isi'ouut ( talne and ( hdstomq Marl W^yconibo,^ 
and Mariiuis of lauistlowm' in the piairage of 
(Irent Britain. In dtdy 17So ho both apoko 
and voteil in favour of the Irish commercial 
proposilioiiH ( I*arL Hint. xxv. Shn-ttt), and 
on 1 Marcli i7H7 lu^ supporttul the tnaity of 
cmninerci^ with I'Vance in an cxcinylingly 
ahh^ Hpeimh (/A), xxvi, hAl (51). During tho 
further discusHion of the Krimch treaty hti 
hecaim^ involvial in an acrimonious diHCUs- 
sion with the Dukii of Riidimond (ih. xxvi. 
572 ot- se(p), whicdi put an end to their friend- 
ship, and nearly brought abeut a duel, tlio 
general wish among the whigH bising that 
* one ahonkl ht^ sliot and the other hanged 
for it ' ( X(/c and of idir (Hfhert Mkolf 

tint EarlifMmto, lK74,i, 125). The under- 
standing Indwiam lamstiowm^ and Hitt was 
first <list.urh(Hl by a dilli'rence'^ of opinion 
witli rt'gard to Indian aifairB. Lansdowne 
entertauiikl a grtuit admiration for Warrmi 
llastingH. *Tlm Foxitos and HittileB, ho 
written to Bentham, ^join in covering every 
villa in, and prosecuting 
merit ’ (X(/c, ui, 476). Iiy March 1788 he 
oiihred a determined opposition to the Jtast 
India declaratory bill {VomwaMis Gerre- 
Hpondme^.^ 1859, i. 255, 2(52 ; Park 
xxvii. 227«22, 256-'9). In December 1788 
he BUTmorted the government on, the regency 
cnestlon (0. xxvii- 874-84, BhO). In the 
ciebate on the convention with Spam on 
12 Dec. 1700, Lansdowne called tho atten- 
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tloii of tho h()us»' to tlip of tlv* for «b«> »!i,smi‘ Nfil of f hi» ‘its 

.system whirh hn*i hmm imnm'nruf«sl l.'l’U,! (j, In Mnrrh 1770. nnd 

[)y ITHiJu'/#. O.'tO -ISPnnd npnut in April hr (IrrlinsI liimsi'lf ia 

in the roUnwing\v<‘iti* Inn tgurntiHlytlenMunnMl^ tji\Mur t>f tniinn n ith Imlniui |/A. \\\iy. tiT'J - 
llm. policy of maintaining’ the infcpriiy of OMh ww, Itih IM. When the Kinu’Villmw, 
tli(‘ Turkish empire against llnssiaiiVn wix. in j.cfmasl likely ncccsiHitatc a re- 

417 7 ) 2 , 44i-H). In the heginning of 1702 gcncy, Limi .Moira was Imirnoiod hy iho 
the king nnulc an overture to lam.sdowms rriiico of Wales to asi-eiiain lainsthiwne's 
tvho replieii in a singularly obscure paper on \ ie\vH. A ft <*r several (‘onversatiuiisacnhinet 
men and manmu-.s^ amf the negotiation was agreisl npon, with Lanadowne and Kov 
abruptly terminatini i Uf}\ iii. ot)0 4). In as seer<Unrte.H ofatate. Slimatlan asehaneellor 
.May liimstlowne expressed his strong di.K- ori!iefe\che(pn'r.fiin! Moira as tirst lord of the 
approval of the proclamation against sedi- , treasury { /.//>. iii. d.Vd tpH. Hm.se arrangn- 
tious writings ( /M/V. //isA xxix, I o2t 7hand ment’*, however. \ver«‘ «|uiekly frustrateil hy 
in I)ocemh(U‘ he warmly Opposed 1 he alieti hill therecoxerv of the kinr; and' flit' torinat ion 
(iih XXX, IW), 11)4 d). *In I7t»d he nnsncct'SM- of ihi* Atldiippon inmisfrw (hi 20 Maivh 
full V protest ( m 1 against the war with h’rance ISOI I anmtluu nt' nunle a forinal dts'laraliou 
'xxx, d20»«dl, 422 If), atid vainly opposetl of his altensl views on t he i| ut'sf ion t>f muit ral 
thi^ I’ruitorouH (lorre.spondence Bill |y7). xxx. rlglito i Ihr/, \x\v. 1 Bh Oj.^ Ht* spoke 

7:i(S Jit), 7Ji2 15). Uis motion in fattuir of for (lie la 4 time in the Ihur.e of Lords on 
peace with Lranee wnsdtdeatml hy BtJi v*)tes 2Ji May IMOJI. and one* nior»' urged tip' gf)*- 
It) thirteen on 17 Keh. 1724 (//>, xxx. llhB - viwnment ft) ad<‘pl a poliey tff t’oneiliutiiui 
1407,1424). In tlu' same ymir Inmipposml with n'gnrtl to l'‘rnne»v |i7», wsvi. lotto 7)» 
tlio UaheuH (ktrpus Suspension Bill (/Va x\\i. He died nl Lamahnyne Ihoi^t*, UeiAeh'y 
fdtS (lOl), and supported thi' Duke of Bed* Hiuare, London, mi 7 May |H{)u, ami was 
ford’s motion for (uitting an end to the hurietl at High W\ eomhe in t he family vault 
.FnvncU war (//>. xxxi.l)>'^Ji 0 ,( 587 ). In 172h hi the m>rth ai de of tIuM’hainad of All Saints^ 
heopposedtliehillfor coutinuinglln* llahea.s Chureh, without any monunumt or inscrip* 
(ku'pUH Suspension Act. (<Yn x\\i. 1287 2), Mion fo his nunuory. 

and the Seditious Meetings hill (//). x.xxii. Lnnsdowm' was appointed innjor-’gpmeral 
TnU 9, 551-2, 554). The est rangemeutL on 2ti Mandi 17(55 tdated 10 .Ld\^ 1702), 
between Luusdowue and Pitt led to a gra* limit tmant^gmiernl oiy 20 May 1772* ami 
dual reconciliation hctwi'eu Lausdowme and genera! on 10 h'eh. l78Ji. ^ IB' was elected 
Fox, wlio informed Lord Holland in Ke* and invested a kniglit of the (Inrler on 
bruary 1700 that ^we arii imleed now upon ' III April 1782, niul was instnllisl hy dispimsa* 
a very good footing, and <piite HUlUcienf ly HO linn on 22 May 180! (NicohAH, i/w/en/e/ 
to enable us to act cordially together, if any AV^/f/Z/f/nW, 1842, voLit. 

occasion oilers to make our doing so UHofuf^ i p. Ixxiii). 

(iiijmvdAjj Mmoriitk and (hrroiiptmflrtHH'. uf lie married, first, on 5 hVh. I7()5* laidy 
0, J, idee, 1854, iii. 122). Lansdowue’s ^ Sophia Fartm*et, only daughter of dohn, isirl 
motion in favour of reform in t.he pnhlic | Hranvilhs in wlmse rigdit he acquired large 
oflices was dcfeatial by a majority ofnimMy- . cstidi's, inelnding lamsdowne Hill, lunir 
two on2 A'lay I79() ()Mr/, /2 wA xx.xii. lOli - Bath, from which he afterwards took iuH 
](}52). In March 1797 he indignantly denied title of maniuis. By lu'r he had two sons, ^ 
the charge of Jacobinism wliicdi had fri'* vh,i t Henry, Mccoml marquis of 

(pieiitly boon imputed to him, and declared Lausdtjwne, and (2) WilHnm (Iranville, who 
that lie only * desired the present system died on 28 Jam 1778. Shelhurmds first, wife 
should 1)0 changed for a constitiitidnalsysteuF <lied on 5 Jan, 177Lag(al 25, and was buried 
( id, xxxiii. 193-4). On 30 May following he in the matisohuun in I towmod Park. A monti- 
exprossed a liope that an attempt at par Ua« ment was erect tal to her mewumy in the 
meiitary reform would be made * wliile it south aisle of All Saints* (Ihnrch, High 
could be done gradually, and not to delay it-s VVycomlun Ho married, secHindlypm 9 July 
necessity till it would burst all bounds (id, 1779, Lady Louisa Fit zpaA rick, second da ugh- 
xxxiii. 761-2). During the debato on the tor of John, first earl of Upper Ossory, by 
address at the opening of the session in No- whom he had an only son, Henry, third 
vember 1797, Lansdowne, in^ an oloqumit marij ius of Lansdowne|q, v. j, and a daugh- 
ape.ecli, insisted on the necessity of making tor, born on 8 Dec. 1/81, wlio (lied an in- 
peace with France, and urged the minisl'ers fant. His second wife died on 8 Aug. 1789, 
to adopt a pol icy of conciliation both at home aged 34. 

and abroad (id. xxxiii. 872-9). In March I jansdowne was one of the most unpopular 
1798 he supported the Duke of Bedford’s statesmen of his time. Ho was commonly 
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Immvn M\\h:\rhhK' a iiirkituinp i,riu*u hint 
forth'' first lint'' ?« thn * Puhin* Athnrti M‘r 
for Iti Srpt. lVf>7 i \S'nniM'U4.. I, 

ii 47.'il, wthlo isirirni uro'. o‘'n!''4 hnn O't 
(iuY Inavkos in th- ue ‘h hhnstif. up hi ^ 
comnH!."^, a»no'n!ir.*a him * a 

wrtiilinns imU lianm-nr! liar' \\WhvmV., 
!l/fWoVs <if /iV / /.'* p 

({oonrn in spnUr him im mho jrnut _nj , 

JiorkoU'V Sijtinro ’ « r.-rrs*-/* - m/‘ /u.-n/ 

ZrVo/v/r/// W/A /.^r*/ Amfe lyh.’, m y^f ^ 

llnnlrn Wulimln.hmlorratlut ‘ naThi^a 

i^vas HO ooH'.tsuif ana n»kt**rioH'! tlnit it. \^ua 
nithor Iiis proto O'-'h t ban In < UO"? rnuimit . * ♦ . 
A Cat.iaiim nml a Ikny.ni* w.ov In i moilol : in 
jitm wimn half limit* tt.mia hnvo 

auittnl his ptirpo-irs hottrryi.Aofrj;*// «>Z fhr 
o/' eVo;‘//r ///, I ti. bail 7h ihirki* 
froiiumitly tiu' tnoy o\t mvn:n»nl. 

(k', tost tU toit of httn» * H ! rn*'! ^amlhnrlm w as 
ju)t. a eutaliim or a Horpta in tuornla’ ho 

Haiii onotm itfojmiou* * it mu'4 not ho u'u’rihoil 

to ain't hinp; hot hm nmlor namlimt ' 

' i/A/Zx^ih. t ha on IIH Info hh I fltl tnunv 
of tint h'uainp; ahipM haa *not may a atofruai, 
iait an imtMsrranf nhlo lintri'a o|^ liia ^vory 
inuim ’ HoLinNi^ Mvmmrti yf iht* 

Whiij htriti. l^ba* i. ibi. 'I'wo fatniliar 
aiUHMlotrn lUnatrati' llm potmrul h«‘ho( 

iu Ilia iuHiimority. a'ho om* m liohhanithH 
uufortunati* tlionuh woll nmnnl romark to 
Laurttlowno^ * lh> yon know that I imvor 
couhl ooiiri'ivo I ho ron sun w*hy thov nail yon 
Malup’ritla, for Miaap.riaa wa?i a V(‘ry j^oml 
Bort of luiin* tllxfitny .l/omoira of tim httrl 
irf'Vharlnnmit, f aith p. IV7), Thoothor,tho 
Htory of (hiinfaioroUKai tltn|,(tu^? away Jna 
ptaicil aftor a w'ooinl aUimipl to tlraw* aHIiO'* 
aoHM of Lannaowno, ana oxoluiminit* ‘ II ■■■ j* 
it! I UiWi‘r otnilil woo throni^h xarniMta^iuul 
lluwi'Van outT ( Aiih^huHpuiphii of M f\t Pmxzf^ 
IHtll/i. 11m Miuno ronroimiyw mypul 

ngaiuMt, him in I ho * Itolliad pt* U |a 

245) ; 

A Nohlo DnkoalHfnm I Uko Iuh plan; 

I navrr <U*h my LmnUa I novor ran 
Whaina on I ha aiamhu’ouH liroaih whitth tiarrH 
iiiMtiU, 

That I, who now rou4rmn* aav’wM tlm ilh 
main worda, thunk Hoavon. am alwayn midw- 
Btaod ; 

X couid approvo, I «ai»h hnt not I wmiM. 




) ioiit|i»'r. ami hia rxnioal Juil|tnmnt of tho 
non ivi' tof othora, 11ionfj('h possi'SHod of^Toiit 
laniiin*'^, lauisdowni' wan want itt|^f‘ in tart, and 
witlmnl any Nkill in tho ntannytmnnit of mmi. 

■ ‘ Ilia art/ '-uu'l Lord Lou^liltoronp'h, ‘ had a 
'drotn^ I wutittof a hoardini«'“Ht'h(uil (ahmal ion. 

j It r«"«omhhw inoro a mmuin^^ wonninV than 
» an nhlo imufu nddrosa’ {JourfuP atid f hrrr- 
I fp'Oidrmr of fiOi'd Aurkhtnd^ iHdl 2, i. lb), 
i A '4 a apouivor ho hud fow Hiinoriora tu t.ln^ 
t Ilomu' of Lorilo imrd t^unimn in Haid 1o 
I hav<' * ndmirod hta <h4>ntin_L( powants ahovt^ 
tlto-r of any othm* poor in lila tinm, Lord 
ehutlnun nlono <‘xrop(rd’ ttiooiyo' Ilardint-'o 
mpiotod in I AMonin.iAH idm of the Chau- 

■ IHttl, v..'lt»2); whilo lh‘ntham,on tho 
otlior inintl, nuya that ' his mmomr was vory 
iinpoain'r, vmw dtpniliod, and ho tnikoil luH 
vaji^pio I'onornlil ioj in Urn Honso ol Lords in 

' a vory >mtpltatir way, an if wnnotliiiiit ftnind 
' woro'ut tho houmn, whom in faoL thrn^ 
was nothimf at all * ( /7m Wurkn of Jevemp 
Hcntham, LSId, lldu Lord Ilolland, 
in hi 4 disrriminat inji' rhnrartor of Lans- 
downo, Maya that *in his piddirk HpmmhoH 
' hi' want od* mriliod and ptn'spirtdiy, and wan 
(itdirioni in jnatm'MMof rouson, in jiulg'inont, 
and in tusto*; hut In' Inul Moino im itfination, 
:Hnm^ wit, ^;roat animat ton, and both in Hiti*"- 
I iomm and invootivo tmt ttnlVriptonl ly roHO to 
I ohaptonro’ (AfeuiotUH oj the H huj Pautp^ i. 
mil ). Ikdhnont us ho wan in many of t ho ro- 
ipii.dto iinnlifi<*ations ofu haidor, LanHdownn 
waHronlly moroofa political philoHophorthan 
a ata(o?mmm In many of hin viovvH Int was far 
in advance of his own times, Ilo warmly 
anpported tho oanso of ])arltammitary and 
iMamoinical reform. Ho wuh in lavonr ol 
Unman catholio cmatn*ipation and conunot.o 
roli!(ious oipinlity. I la wan onoof the carru'st 
arnfmoat zcalouH advonatcM of fraa trade, 
tie hailed tln^ Krmtfdi revolution with en- 
llMirtiaHtn, and pors’mtmitly advocatod a oIoho 
aUiarn'o Uetwemi Lng’land and hVanee.^ lie 
prot(‘Hted ugniuMt the policy of nuunltunint.^ 
UK' int«Kril.v <il' Mill Turk ink mn))iru, and waa 
in favmir of tlm ni'iUriil (laff in tiinu cf war. 
IknilUam alwavH aaid that; ‘ lu» was tho only 
iiunist-or ha aviW heard of who did not tear 
tlm people* {ih. p, 41 w.) Disratdi, who callH 
LanHtlnwne< ont^ of the BupiireHsed clmracterH 
of Unulmli history,’ says that lu) was ‘ the^ first 


J’udged by tin'. Htandiinl of the time, notlunof 
that Lanmlowue iltd anlUchmlly account h 
for hia extreme unpopularUy amongHt hia 
contemporaries. Much of it wiw doubt leH« 
due to his outHpolwn contempt ftir ptjUtical 
partitm, and bin preferemn* for meiiHurea to 
xnen ; much also to his affectiHl and ^ob- 
Btafuious mnnnerH^ bis iixtremely suspicious 


Ol rinKUHU nimery, 

jireat minister wlto enmprahended tbo rmmg 
nnimrt-anco iif the middle cIuhs’ (S^m, lo4o, 

L 24 tJ 7 )* 

’ Lansdowno was a miiniHcont patron ol 
liturstura and tho fino arts. IIis house was 
tho centre of the most cultivated and liberal 
Bodety of the day. Bentham, n«mont, 
Franklin, (larrlck, .Tolinson, Sir Wilham , 
Jones, Price, Priestley, Miraheau, Morellet, 
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and llomilly wore nunibi'nHlamnng husmimy 
tVitnids. 

liinpitn of luH political cares, Lnnsdowno 
always cand’iilly snpi'rvLstal (,h<^ aiiministm- 
tion of liis large. cHiattvs. fie told Johnson 
on one otjcasion that ^ a man of rank who 
looks into his own alfaira may hav(' all that- 
lio ought to have, all t hat can ho of any us(% 
or appear with any advantage, for live thou- 
fland pounds aytnir ’ (Uoswntu Life e/ John^ 
mnij 1887, iii. Uttn). Ih* (unploytHl (lapnhiUty 
Brown in layingoiit t lu^ grmmdsat Howooth 
and added a wing to the house, tin' chi«‘f 
^)ortion of \vhi(di had heiui (U’eelt'd hy Ids 
lathin'. Lansdownn. House, on tlu^ sout h side 
orBerlcidey Sipuiri', was huilti hy tin* Brothers 
Adjim be, tween 17()d and 17()f for (In* Marl 
of Bute, who sold it before complelion to 
Lansdowne for :2J,0()()/. As hotli these 
ministers were ]K)tmlnrly supposed to have 
largidy henetite(.L trom the eottelusiou of a 
great war, tln^ houst^ was said to have In'eu 
*' constructisl by one peace, and paid for hy 
anotlu'.r’ (W,RAXAtL, Uhtmval J/ewo/Vi, 
1815, ii. 808). Lansdowni^ sold U'yeombi^ 
Abbey to Bohi'rt., tirsi' baron (’nrriugfton, in 
August 1708. The sale of Hansdowntfs liugt^ 
library of printed books by Messrs. Leigh k 
Sotheby lasted thirl-y-oue chiys, and realised 
over 0,700/, His cblleetimis of ( I ) maps, 
charts, and print s, ( 8) poUt.ieal and historical 
tracts and pamphlets, and (8) coins anil 
mcdalsj weri^ sold by tlio same aiuit-ionts^rH 
in April and May 1800. His valuable col- 
lection of maniiHcripts, which iuelmhal t.he 
original statii papers of f.ord Burghley, thi^ 
correspondunco of Hlr Julius (kesar, and the 
collections of Bishop White Ken nett arnl 
Le Neve, wore purcliased for the British 
Musevun in 1807, a ])arIiainontary grant, of 
4,9i2d/. being voted lor that purposi^ ( dai, 
LamdMSiS. 1810). The collee tion of pic- 
tures which he had formiul at. Howood wms 
sold in 1809 (Britton-, Autohmfjraphy^ 1800, 
•pt. i. p. 850). Of the art coUections mad(» 
3y Lansdowne, the gallery of ancient statuary 
at Lansdowne House, purchased from Oaviu 
Hamilton, alone remains, though that was 
also olFerod for sale in 1810 (sac Vat. of 
Lamdowne Marbles, (.fe,, 1810). 

The LLettors of Junius’ have been some- 
times attributed to Lansdowne, while Britton 
supposed that Lansdowne and Dunning as- 
sisted Barrf in writing them ( 7%e AtMorsMp 
of the Letters of Luntus LJiucidated, I8d8). 
The authorship is, however, said to liave hei'u 
denied by Lansdowne a week before his death, 
when he told Sir liiehard Phillips that he 
knew Junius ^ and all about the writing and 
production of those letters ’ (Life, voL i. pp. 
viii, ix, ii. 199 n,; 
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Jainsdtiwnc left in manuscript portions 
of an niitohitHfraphy. an ini'ompLfo im'uio- 
uimln ot the ovonfs ol LfJJ, and sovi'ral 
lather fragmontary pajiors, most of which 
have h(M»n pnntod in his ^ Life.’ An 
It'rosfing lettor on snpnlrhrul ibH’ornf ions, 
nddrossed hy Iians<huvno fo the Ciunmittf'O 
n ipointcd for oroot ing n imummt'nt to John 
Lownrds im*mory, is printed in lhoMo*n- 
tlcmuu’s .Magazine’ for LVl (pt. I pp. Jlpo * 
898 ). “ 

Tito piufrait of Lunsilowm*, by HIr Joshua 
Koymdds.pn tho Xational Portrnit ( hillory, 
is a st udv for the Iar|>:or pii't urn which hi'longs 
to thr* Marquis (>f Lansdowne. Another por- 
trait iif Lansdowne l)v Koynolds is (ho pro- 
port y <»f tho Marl of Morloy; this lias h(*ou 
ongravod hy S. VV. BtwnohlH, Anothor por- 
trait bytlu'Hamo painter, of lamsdowmun 
company with Huuning and Barrf, h(*lon|.s 
to Lord Northbrook ; thi.i has boon engrav<‘d 
by \\ illinm Ward, 'rhere ts also an on- 
graving of laiusdowin' t>y Bartolozzi aft('r 
(lalmdioronglt. A wholo'jongth c.aricaturo 
of Lansdowiu' wa.s published by Sayer in 

I Besides Lord Kdmoral Filv.maurireV Life of 
William, Kitrl of Sholharno, LH7/) 0, aiul the 
oilier w»»rkH epmted in the text, the folhoviag 
books have also bm*n ooimulled : Walpole’s 
Isuiers, tH;)7 t); the Political Meaioranda of 
Kninem, tlfili Pukenf Lm-ds ( (’atndon 8o(\ Pubh), 
1881 ; 'rnwelyau’H Karly nint, of ('harles James 
Fox, IHHl ; Lord John HunhoH's Lifunul Times 
of Hharh's James Pox, IHJp mi; Lrmi Stanhope’s 
Lite ot Pitt, IHtH 2; lionl Alhiaaarle’s Meiuoirs 
of the Marquis of Kookingham, 1852; Hake of 
Buckirighiun’s Mmuoirs of the (knirts and 
Habinets of tleorgo HI, 1858, vol.i. ; Diaries and 
('orroHpomhmre of James Harris, first I'krl of 
Midnu'Kbnry, 1H44, VfJs. i. and ii.; Diaries and 
Horrespomlence of the Biyrht Hon. Heorge Hose, 
IHfiO, John Nieliolls’s KeroUeef ions and 

Hetlectious, IH2‘2, i. I ,., (H, 2(H) 10, JiHO j Sir 
H. (!. Lewis’s Kssays on flm Administrations of 
(rnmt Britain, lH(M,pp. 1-84 ; .feHso’s Memoirs of 
the Lifhand Ueign of (ieorge III, 1807 ; Leeky's 
Hist, of Knglaml, 1st edit, vols. id. and iv. ; 
Isird Malum’s Hist of Lnglaud, 1858, vols. v, 
vi- vih ; Bancroft’s Hist., of the Uint.ed States of 
America, 1870, vols. iii, iv, v, vi. ; Witi- 
sor’s Hist of America, 1888, vol. vii. ; ItMin- 
Imrgh Ktivmw, cxlv. l70-2()4' ; Quarterly Re- 
view, cxxxviii. 078^420 ; Lodge’s Portraits, 
1850 , viii. 171-77 ; Edwards's Memoirs of 
Libraries, 1859, i. 4084), 524«5; Beauties of 
England and Wales, 180L48, i. 864, 865, vol. 
XV. pt i. pp, 54L 5l ; Wheatley’s London Past 
and IWnt, 1801, i. 168, ii. 866; Weldfs Com- 
pondiumof Irish Biogr. 1878, pp. 20U8 ; Doyle’s 
Official Baronage, 1886, ii. :nS«9; (4. E. C.’s 
Complete Peemgo, v. 17 ; Foster’s Peerage, 1888, 
pp. 41U12; Gent Mag. 1706 p. 97, 1771 p,47, 
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77*7h p.'.H. nr'-M'. >tmi p. .v.(:i, irN'.ipi.ii. 
p. 7li,S, ISO., pt. i. 5'P 101 H.iv.ty. I!„.,k ..f 

If^***^: ipliei.tl IP^funi ot Iah^h nt ^ 

of I’arlumenf. |t. n. \^\k IPP. IV.'l, ; 

0(ir>; Not.’H mhl i)nvv\vH, hPs n.-r m, 1^7. ISt!, ; 
vii. !!r>. *>'>. J*”*'*^ IMniHji.l . 

on'lhe'siH'nmrue |n«|M'rN tu f U.‘ ' 

(lUiH ()f **"' \^i!! Py ni. Hj *!. M.ss 

(^niun. nnl K.‘p. pp. ^7^ ^7. /»th Pj; 

2(ia, litlii Hci». pp. 7 : 1.1 iU.| <». I', K, B, 


Bum Btmo in ; good hoiiso and good 

lanjrtingo to porioclion’ (Kox, Oorm’prw- 
(iniri\ iii/J td) ; und PittHlunri'd hia apprecia- 
tlon hy making ]i\ui an odin* of aul)ordinat 0 
oHioo in 1H(U (Stanu()i*h, J.?/a iv. 

PddP 'riu.H Potty dfudimul, Bi'ing dotovnnned 
to ntlaoh }sims(‘lf to Pox*. In April 1805 lie 
nmd<‘ a very nldo (IIounku, Corre-^ 

in anavvfM’t.o Pitt/H at'timrpl; 
to dofond liOrd Mfdville as tr(‘nHnr('r of tlie 


rF;rTY'‘Fi \v\ucv\ j i mx i? v, 

third MvKip'i^ <‘K PwsnnwNi; ( 17st) 
Btat(‘H\niiti, WH'S the onl> son of th*’ w’oond 
marringo of William IVttw a<‘i'oni! oarl of 
81u'lhnrno ami tir.4 imuapu s of Ljuouhnvno 
[(LV.l II iM mother wu'i anl> Fotusa P'itz- 
patriek, daugld’M* of John, oarl nt J ]»p«'r 
Oaaorv. Ho wn horn on P Jnly 178i) at 
LanaJowito lliOi *% and wa« odnoatocl at. 
'W(;Htmiuati'r School, ntnicrthc apoihal euro 
of a private' tutor, tlm fhnoMr. l )ohnrry,nud 
from iuH onrlicct vtairn wna traitted with a 
view to puhlir life. hVoin VVo.atmin.Mtor 
S(’hf>ol he wan toirctlicr with Ford AmU- 
imrton, nndcr the lutelage of Mr. Ihd>nrry, 
to I'klinlatrnh. Shellmrae i-i auid to have 
choHf'ii I'Mijihurgh rather tiniu (Kfortl fur hia 
Bon’a aeaih'mie training owing to the ndvioe 


nnv\\ and lid't; no dmdd an to tlu^ party to 
which he wuh to hi Jong through lih^. On 
th(' Tueiuingof parliammit. in January 180() 
In' wna H(doeted to mov(' an aminidment to 
the iiddreHK ; Imt Pitt \v«h lying on hia de.ath- 
Bed. and at. tlu' lunt. mommit; t.ho 0 ]ip(witiou 
ndVained from t.li(' attiuJc { (tr^it., 3h(/» 180(5, 
i. ltd). On tlu' formation, after the death 
of Pitt, of the admlniatral ion of ‘All the 
Tidentn’ under Lord 0^mvi^h^, PtJfy Ibiind 
liimaelf ehnneellor of the ('.X(die(puvr at Bo 
age oft wejity-Iivta Ih^ took olliet^ aa inemhiT 
for lli«‘ univm’Hily of ( 'iunhridg«s Biudng ho- 
mired the neat (vacated By tin' dmithof I’itt) 
after a conti'st with Ijord Althorp an<l I ami 
PuhiK'.rHton, It wan of thin ekmtion and of 
PettyX and PnlmerHtou’H rival eandidatiiroH 
that, Hyrmi wrote in the ‘ UourH of Idlc- 


of hia friend, Jeretnv Uenthnim h ti’/nt,euien, 
JJf(> (if SkeiiiNni(\'\l\. hdop At HtUnlmrgh 
luuittmuled the Icig.nreH of IVoft'Haor IBigaBl 
Stewart, with Henry John I'empBs after- 
wardn third Viaeotnit Pulmer.Mttm j<p v. ], 
Brougham, t’oekhurn, JellVcy, Horm*r, ami 
Sydmy Smit li,nnd tin* puUttcnl ideaaof Petty 
and luH iellow MtndentH were fin‘mc<l, to Homo . 
extent, in St«*wart X elimH-ruom. Whih^ at. 
WeHtminster Seluad I'etty had Been a fre- ; 
(pient atti'Uilant at tie* deBatee* in the Ilouae 
of (YmmoiiH, and at IvUiiBurgh he Bimnme a 
prominent memher of (Bi*Speimlnt ivt* Society, 
to which lie wuH admit ted on 1 7 Jam 1707, and 
of which he wuh ideefed an honorary memht'r 
on I Mnv 1708. !'h*om KdiulmrgB heproeeedt*d 
to Trinit V Pollege, PamBridge. where he gni- 
dmitial M,A. IHOh In l8l I Be. wna eren,ti*d 
LL.I). ihx leaving the nniverdty in IHtW 
HtJ. out, oti the concluHion^ of tln^ pmme (if 
AmietiH, on tlie grand tour, in the eompaipy 
of M. Htioum^ Dumont, an intimate friend of 
Miraheau, and the traiwlator into BVench of 
Be.nthanpH workn. Uetn ruing 1 0 ^ Hngland on 
thereiu*walof tlie w'tir, lie alnnwi inmmdiahdy 
entered the Houho of IhuiunonH aH member 
for Oalue, at tln^ agtyof t wenty-t.wo*^ Ho 
appearn to have, firat dircih’ed hin attention to 
fiuaiusial queationH, and delivered liiw maiden 
Hpeechiu IHO-l on the Hank Itentriction Aot, 
The leadtirH of Both pariiea Hoon marked tim 
political promiHCJ diHplayed by the ^ young 
member, Fojc wrote of him, * The little he 


Ui*HH ; 

One on hiH power and place dopendH, 

The other on tho Lord IcnowH what, 

Kach to Home elogrieru'e pretonda 
Though luulluu’ will convince hy that. 

The young ehnnei‘llor of Die cxeln^qncT, iind- 
iug that tlu' exigeneieH()f the war made froHli 
taxation alisoluPdy rmeeHSary, boldly intro- 
duced on Marcli IHOti, and carried after 
cnnHidcralde oppoHiticm, a new ])rojierty tax, 
miHing ilm taix from wix and a liali per (amt. 
to ten per cent,, and at. th<^ Hainetinus (mtting 
down and regulating more Htrictlyth(M«emp- 
(iotiH (Dowunn, Ilkt of Temtfion, il IIT), 
The b(*Ht aerviee that he rendered during 
hiH brief term of oUlcm wan in bringing lev- 
ward tin* .New Anditorn Bill (m2 1 May 180(1, 
wlnm he fore.ibly diiaaded publics attemtion to 
the conditien ot t.lie linaiuai of the country, 
Hliowing that there werc^ arrears of public 
money not a(Woutd(*d for amomtting to the 
Hum of 455,000,000/, On 29 Jan. 1807 he 
prodmtedanovel and ingenums but unsound 
Bcbemn for providing for the next fourteen 
yoare’ war expenditure. The money was to 
bn raiHod by annual loanB, to be charged on 
tlni war taxes, then estimated to produce 
28,000,000/. a year, and provision was made 
for interest on the loans, and for a sinking 
fund for their rodemplion, hy the appropria- 
tion of the extra war taxes. Portions of the 
pledged war taxes, when successively libe- 
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rattKlby tlunv(lemption of (ho thvuuj^'h tlu* dovclnptnf'Ht nf lra<h\ woro doarly (‘x- 

tho action of the ainkin^^ fund, would, it prt'ascd, in May ISL^O, in a. Hpmrli propoaitijr 
was BuppoHod, if tla^ war continued, iMH'otno ; the appoint uicnt of a <*oninn!toc t(j (‘ouNidcr 
capable of a^-aiti btuiifi pladj^vtl on tla' raiaiupr ; thetnMaiKsof(‘\((*ndiiurotir foroipnconmierrn, 
of frcKh loans in a ivnailving* serit's. Tlud wlu'u he pmnotnieed himsel fin favour of fiv'o 
edeven resolutions in which thia plan wua ; tra<h'. A trno lihornl in his lt>vo of toleraiu'c, 
formulated W(Ua^,afterHeV(uau'nli(‘isiu,a^n'ed hcopposed on dPec. iSll) f lu' sotauu! naidiui; 
to l)y the house; but. on tla^ ( irenvillt' ad- of tin* bill fotM In* prevent ion of blasplaunous 
ininrstration (’’oing* nut nf (dlltas they wiuar^ and walitious libels; tno\etlon April lS:!t 
subvseipientlytu'galivedon 14 July 1^07. The ' tlud butarian Mnrriap.v Hill ; and suIiHinpaudly 
ntinistry rt^sigiual on S April IS07, on the , ndvc»ca,t(Hl the r<>movnl <4* tlu* political dis- 
hint’s deinand for a plcdga^ from tin' cahiind. nhilitii's oft he Jews. Hut catholic I'lnnncijia- 
against tlu^ iutrodm‘tion of tin' catholic, titm was tite political (nie.stiiui whitdi more 
(pu'.stlon, and on S May INb tylost hiss(‘at for ' than atiy otlu'r enp;ri>.‘,se(t Ids at («'ntiott during 
the univ('rsity of (lauihridge ( Hiu.wint, A//c ' thisperiod. Whim su]>porti?ifr Hord I>onotigh- 
(if I maiidy in lamso- nuua'V intnaluetiou of tlie Irish Koiunn cn- 

(|uence of his (uxpn'ssiHl sympallty with t lav tlniHi* petition in the House of Lords oti 
(uithoUc (daims. lleenl.ered tiuuu'W purlia- , IH Jtine IHlI, hy dtndared that, tlu' grant- 
numtjWhudi met on June lSt>7, iiHmemla'r j ing of the cat Indie tdaims was iti his opinlim 
for Canndford, and imnnsliatcly hctMinie a i nc<M'ssary to tlie Ciunpletion id’ th«' union; 
promiiK'nt and active Icmhu' of I he opposi- he again stipporfed launl Uonoufdimorc’s 
tinn. On 521 Jan. 1808, on the diseassioti of motion to call atitmtion to the petitimi of 
the address, h(! strongly supported Mr. Whit- the Homan cntholi(‘H pniyiitg for relief, on 
bread in his ooiuhmmation of the nttaek on 17 .May iHlt), and in 1H:M In' introduced two 
(hpmdiagmi, and spoln^ freipnmtiy on all bills evident ly designed to prepnnHhi' way 
questiiuiH of imi)ortance during the si'SHion. for the cotisidi'rnt ion of tlie wludt' Ihauali 
In November 1801), on the death of his half- catholic (ptestion in the next Hessiou ; (he 
brother, who had succt'eded his father as tirstofthesenicnsureHconferredtheparliii- 
second Marquis of Lansdowne, Hetty’s eareiw mentury IVanehise on Knglish catholics, (he 
in the House of Commons terminatisd ad a sissmil diadared them eligildi' for various 
niotnont wlnm his Hervi(;es as a hanhu' W(‘re olHees, and removisl the disability nf the 
apecdally required (?7a i. Ill), and the iullu- Duke of Norfolk from exerinsing tht' olllce 
once which for (lie rest of his Hh' he (‘xer- of earl marshal. 1’iumgh both hills were re- 
cised over his parly was maintained by him, ' jimled, laiusdowne ri'eeived tin* support of 
as Marquis of Laiusdowne, in the House of hvi* cabinet ministers, including laird Liv(*r- 
Lords, ^ P‘“4‘ 

For twenty years following on the. death In April 18 lT Lansdowne was mainly 
of Fox the disorganisatum of the \vhig]>arty ( instrumental in hringing nhout the coalition 
wascomplede, the opposi Ihm at times appear- : hedwet'u a Hiudion of (he wings and the fid- 
itig only to exist in the dravviug-rooms of, lowers of Canning. Two comlithms of this 
Lansdowne, l)evonHlure,and ILdland houses, alliance were that the Roman eathoHe ipaw- 
Duriiig this porind Lord Lausdowm^ loidv a lion should not he made a cabinet f]m‘stiou 
regular and prominent part in the debates (HTAm.MToK, Life of Cfrnfii/if/, tii, t‘Lll), and 
in the Ilonse of Lords, He proved himself j that parliament ary' reform slimild he a for- 
a warm supporter of the aladition of the ' hidden subject. (/>/Vr/ 7 / of LurU OahfmUr^ 
slave trade, moving an arldress to the ri^gent iii. 4Hd). 'Although the' bulk of the whig 
on the subject on 80 June iHl4, and on party agreed with (danning on the catholic 
1 June 1815 moving the second reading of question, and supported liis later foreign 
a bill designed to prevent Ihiglish subje.(d..s pidicy, Ijansdowmvs action in supporting 
from lending capital to assist in the carrying a coalition occasioned a tem porary sidit in 
on of the trade; again, live years later, on the party, .laird drey and .Lord Althorp, 
9 July 1819, he co-operated with Wilber- and a considerable lollowing, refusing to 
force by taking charge in the lords of m either join or support the ministry (Wal- 
address to the crown similar to that moved ror.F., life uf Lord John Mumelfl The 
at the .same date in the commons. He Duke of B(*dford wrote to Lord John llu.ssell, 
showed warm sympathy with the Bouth Arne- 20 April 1 H27, t.hat Lansdowne had ' been the 
rican insurgents in their struggle for inde- victim atid dupe of the two greatest rogues, 
])endence by opposing on 28 June 1819 the politically speaking, m the kingdom' (/A i. 
:Foreign Enlistment Dill, a measure designed 185). Although his action displeased mem- 
t(> prevent British subjects fighting on behalf hers of his party, it gave great satisfaction to 
of revolted colonies. Lansdowno’s views on , O’Connell (Correspondence q/* O’CV^w//, i* 
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187). V(M'y slKJrtly aftor tha fonmititin oC * 
t.hiH coalition athiiinistnit i<vn, Lans<lo\vnc en- 
tered the enhinet without olllco; hut, in ,hily , 
1827 Sturjjj'i's Botirne, prohuhly hy orevious ' 
arnmgvmeiit, pive |dun' tt» him in the hotm^ ' 
department.. 't)n tln‘ dtaith of thinniipr, Ihe | 
iieWH of which hansdowne wn.H deputed to i 
aniiounct' to the Kiu'.r at. Windsor, nnot.her 
ministerial crisis cmsmsl, hnt, was overcomt^ . 
by iauisdowitt' and his frlimds nssistinp’ Lord 
(‘io(hnn<'h to term a ministry ( Ut'eMNiUiAM, 
dt/c;ae/V'.s* e/’ Me (^onrt of (rvoVije / I , ii. Jildj. 

.Bossihly t ins was tlu' oiu' occasiem in Ids lite 
when he woidd not have been unwiHiip^ to 
l)e(*()me prinu' minis! lu* ; c(n*tainly his Irictnl.'i 
thoujjflit. at tin' moment that, his mvtensiima 
W(H’C not" .sn lhci(*nt ly nssm’tiHl. l<ord J<dm 
K.usstdl evprt'sseil tin* t>pinion, Id Anp;. 
that, ‘whilst, hoin'st, as the* purest, virp'in, 
liansdowne was too yielding’, teui mihl, and 
most. unlit to de*nl with men in ituportatil poli- 
tic, nl t ratisac't ioTis’ ( IJfo <f Loni Johi Ah/.sw//, 
i. 187). Tlu\ appoint nn*nt. of lI(*rrn'S as 
(‘hanceUor of tin* e\chc(pier eauHsl him to 
thn*{itcn, if not lu'tually to t<'Ti(h*r, his re- 
sipiatit)n ( yVa/e.s’, .8 Sept. 1827; Mr/noir oj 
i/crr/c.v, i. 218), and he appears to have* r«*- 
inaim*d in olhci* only nl the evpres.s wish nl 
the kinjjf (Mooiii!, d/c;ao/rs, V. I'd8), Hut. the 
new udmiulslratlon broke up <m S Jan. 1_S2H, 
•when the* wdiip’s ret ired from tlie cahinet.. 
Tins split in tin* wliip* party thus caim* to an 
end. 

When Sir V. Huialett’s restdntion on the 
■Roman eatholie (pmstion was passt*d in tin* 
commons, Lansdowm*, now tVi'etl Irom the 
constraint of olliee, hronpht the re.solntion 
before tlie House of Hortis (‘d.luly 1828 ), bnl 
was di'daittal by a majority (d‘ forty-four. In 
182iMm sevi'rely et'nsiur'd the g*ov<’rnment 
for their poliev in Hortupnil in supporting: 
Dom Migii(d,and, IH March 1 88t), hestia niply 
supporte.d tin* l)uk(^ of Uii’hmond’s motion 
for an impilry into the Internal slat<M)rilte 
conntry. He was appoint<*d lord liimtenant 
of Wiltslure IH Nov, 1820. 

On tin* formation of the whig administra- 
tion, 21 Nov, 1880, Lord (»rey is said to^ 
Lave proposed Lnnsdowne as lirst lord et 
the treasury (Uhevii.lh, ill 244), amlsnh- 
aecpnmtly olfm’ed hitn tln^ foreign otlico (IJfi 
of Lord John Rumell^ i. 120); he preferred 
the otiice of *|)resid(mt of tlu^ conn(*d {Diary 
of Lord Bllenhorouyh^ ii. 802). lie was com- 
pletely at one with tlm rtsst of tlm ministry 
on t.he (piestion of rtsform, and resigmMl, with 
the other members of tln^ cabinet., on the king 
refusing to empower the prime minister to 
cremate a sullicient number of pt'ors to scamre 
a majorit y. On the royal assent being given 
to the Ibd’orm Bill by commission, Lansduwne 
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was otn* of tin* five* eonunissioTUM’s. Ilerc- 
tiiitu'd his placi* ns ])rcsi(h*nt of tin* (‘C)uncil 
id'tnr Loial (baw’s rt'signatlon in 18;M and the 
appoint m(*nt of is>i’d Mrlbounu', as ])rime 
minister (cf. Lord John ltn.ss(*ll to .Hans- 
dowm*, d i'\*h. I88b, Lonsdoinie !\tp(>r>i'). In 
Melbourne’s se(’(md aduuuislrjit ion of IH.'lolie 
ri'sunu'd bis old o(lic(‘. His inh'U'st. in the 
(nieslionofnationali'ducal ion miidi* tliepi'csi- 
I (h'liey of the coimc.il an esp(*eially coagi'uial 
' olliet*. From the date uf tlu* (irsl. grant, in 1888 
In* was an advoiaiti* ofstatt* assist ancedbr tlu^ 
purposes of (*duealion, providi'd lluit. the. la*- 
Nt«»wal of grants was n,ccompn.ni(‘d hy the 
right, of iuspe('l idu. ( hi o July I88t) he made, 
in answt'i* to tlu* nre.hbishop of Faulerbiiry, 
perliaps t In* most imporlaat. sfiet'cli whicdi had 
up to that, llnu* biM'ii delivered in parrmnu'nt 
on the suhji'el, Ib^ poind'd out that, in the 
math'r of e(di(*at.iou, Fngland was heliind 
tht^ (diief uations in Furopo; In^ reminded 
tlu* huusi* tint at. that niomeut 80,000 
ehihlreii in four of the great, nmnufncturing 
towns oft In* north wi'n* growing up in Impi*- 
less ig’iioranct*. ‘ In tlu'iii/ In* said, ‘ youniay 
see tlu* rising ( 'hartistsof llu'iu'xt. age/ 'fhis 
speech was piddislu'd, and was widely r(*ad. 
Lansdowne r(*sigm*d with Lord Mi'lhourne’s 
gi>v(*rnment on 80 Aug. 1811, .He had been 
madi* K.t b on 5 h'(*b. 188(5. 

.Alt hough lainsdowm*. had declared him- 
self a fns'-trader in 1820, In*, was not at (irst; 
in favour of tin* absolute ri'peal of the ctirn 
laws, and did not. sup])or1i Ijord Hrougluim’s 
motion on the snhjec.t, February 18, '10. He 
declni’iHl himsidf a friend of fr(‘C trade, and 
of change in t luMMirn hiAVS, 2*1 Ang, 1841, 
but appears to havt* b(M*n a believer in the 
udvaittagi* of a iixed duty, and he abandoned 
t.l m t V i « * w ( 20 J a n . 1 84 ( 1 ) 0 n 1 y aft er the p ubl ic 
(Uadaralion of Hir Itobrnh, ik'el. ilii spoke 
in sui)])ort. of tin* s(*cond reading of Peel’s 
corn bill, pointing out the failure of protec- 
tive legishuion in ))nst history. 

In Lord Julm UusseU’s ministry of July 
18(0, Lansduwne again bocamo president 
of the eonucil ((Iriwillh, H. *105).^ He 
brought forward tin*, subject of Irish distress 
ill tin* lortls, 28 Jan. 1847, and when he in- 
troduced ilm rt'lief bill for destitute Irish, 
if) Feb. IB47, ex])resHed Ins opinion that the 
Icndmicy of legislation should be to diminish 
tlie nuiiiber of small tenants. Ho intro- 
duced, 17 Feb. 1848, a bill for legulising the 
carrying on of diplomatic relations with the 
court of Home, a measure which met witli 
considerable opposition, and gave him a good 
opportunity of exhibiting his tact and skill 
in managing the lords. In May 1848 lie 
acted with laird John Rusaell m pulling 
lUMiBSure on Palmerston, and in insisting on 
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tli(' aiibiuirtsion of all fori'Ij^'u oHum' (bespat ('ilu's 
to pi’iiiu*, minister (0 upvn. lk, ibid ai'r. 
iii. 174). On 25 jMny 1H4S ho iiitrodnood 
the bill for tho romovalorJowiah disnhilit,i(‘.H. 
On 7 May 1840 ho niovial in the lor<la tho 
ropoal of the navig'nt ion lfL\v.s,an(l prophosital 
an iinniodiato extouaion of Hritish comnuaTo 
as the ri^sult. 

hi 1850 h(i hnl the opposition in tln^ 
eabitn't to Lord John UussidFs proposals for 
anew reform bill o/’ I^rd htluf 
ii. 100), and was suee<'ssful in foreinpf its 
withdrawal ; his opinions on the mattm* he 
eoniid(al to Orevilbi, whim tlu' latltn* in- 
foi'ined him tliat his pn'smuM^ in th(‘ cabinet 
was re.^'ardi'd by inanv as Jt ^’iiaranti'e that, 
no stronj^' unNisuiv^ would Ih' tnlitm, ‘T1u\v 
may rely with (mtir(‘, e(Jidid<‘ne(' on nn% fm’ 
you may be surt^ that if any strong* measnn^ 
was to Ik^ eonttmrphded by tlu‘ eahiiub., 1 
shouldiimmurudailv walkoiitofitJ(0 itMVintH, 
2nd S(vr. iii. 414 ). Ih^ was not in favour of tin* 
■j)rolont;'at.ion oftJn^ olheial ('xistemu* of laird 
John itusse.irs disunited ministry, and on 
tlnnr resi{:(nution show('d his r«M‘linf'’(24 b\4>. 
1852) in th(^ House of Lords by deelarin|^^ 
that the nauMition of olliee by a j.*’ovi*rmnent i 
which (lo(*s not tibtain the amount of support 
necessary to (*nahh* it fo eondnet with elli- 
ciency the queen’s allairs beeomes produc- 
tive of evil to the country. On the same 
occasion ht*, toede a formal leave, in digmiti^'d 
languaf^’c, of the house. Hut though some- 
what inlirm through attnehs of gout, lie was 
not yet destined to rid ire from puhli(^ life. 
On the death of tlu^ Didtn of Wellington 
he spoke (doqiumtly on the loss sust aim'd 
by the nation (11. "Nov. 1852). The sunns 
duty had fallen to his lot on the death of 
Nelson. 

On the resignation of laird Derby in D(v 
cemlier 1852, tin* queen stmt for I amsdowm*. 
and the Karl of Amualeen. Lansdowne was 
at the time crippled with pmt, and declined 
the responsibility of forming a government. 
II(^ arrived, however, at an understa-nding 
•with Lord Alasrdeen, and entered liiscahinet 
withont otliee (DIaktin, JA/a of tho Prbioe 
Consort^ ii. 482), Again, on tlie resignation 
of Lord Aberdeen, 1 Feb. 1855, the (pieen 
sfinght the assistance of Lansdowiu*, and at 
his adviec sent first for Lord Derby, tJum for 
Lord John Uiissell, and linally for .Lord .Pal- 
merston, whos(j cabinet Lansdowne entered 
without oflice 22 Feb. 1855, lie declined 
the offer of a dukedom in September 1857. 
The following lines appeared in ' Punch ’ on 
the occasion : 

Lord Lansdowne won’t he Duleo of Kerry, 

Lord Liinsdowne is a wise man very, 

Punch drinks his health in port and sherry. 
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' Di'spito incn'a.sing inlirmil v, !u^ maintuim'd 
a r<*gular attemdumM* in tlu* IIousi' of Lords 
un(-il 4 Man’ll 1801, wlum hi* much’ bis lust, 
I recordud spum’h. During the last- year of his 
life he spent most, of his tiim* at. Howood, 
wh(‘re lit' died, from t hoctlbctsidbi fall, Ml Jan. 
I8(iM, Ho was ImritHl in tlu* mausohumi at 
Howood. 

'I'hnmgh Hfc I/iinsihiwm* was, as Lord 
(iamphcll de.scribed him, ‘a, \ery umd(*rnte 
whig’ {Auiohio^iutphif <f .Lu/v/ (honphvli, ii, 
2D5). 'fhough a pniuiincut huuhu' of tlm 
; whig party (nr over titty years, he nuviu’ ai'- 
; cpiired the chu,rac(('r of a parly man. ‘ 'riie 
1 very happy ((‘tuper’ and ‘.■-trong natural 

■ iudgment ’ which Lord Shellmnie remarked 
' in his charai’ter in early life m’V<‘r failed 

■ him, and doubtless produced that love of 
^ moilerntinn which doiniualcd Ins political 

charac((‘r. \ mi’iulier of thrci* dilhu’ent 
I coalition administrations, he. appears to 
! have been happily di*sl[';neil tor tnuking sueh 
' eomst.nu’tions po.ssildo, .Vlthough not. an 
obstinate minister in (‘onneil, but, in Lord 
FamplK'H’s words, * oiu* who simauady trii's 
to pass measures whii’h be does not entirely 
ndish ’ (57a ii. 208), bis political views were 
clear and dcfunti' ; be proved himself a con- 
sisUmt and aovvcrful advocate of the removal 
of [>oliticaL.isabililii"s occasioned by religious 
ofunious. Though no ardimt. parUanumttiry 
relbrmer, lu’saw the neci’s.sity of the llcform 
Hill of lHH2,and gave it strong support., He 
had proelaimed himstdfiu favour of jViaUrado 
t.weuty years ladbre his ])ar(y ri'Cogoised its 
possihility, hi Irish a (fairs hi* xvas no svmtia- 
(his(‘rwiih ilu* aspirations of ()’( ’onnell, hut 
Avas imdiued to temper a vt‘ry firm support of 
the existing government with generosity, in 
his view of foreign policy he was inllucncfal 
by the spirit of (banning, Init was invariably 
governed by a sense of patriot ism which, early 
in his canau*, pnwented him sharing the 
romantic. French sympathies entiudained by 
his cousin, laird Holland, and made him a 
determined support ('r of the Napoleonic war. 
At the end of his puhlie. Tde he took up a 
similar attitude in the vi'ry different cinmm- 
stances of the Hrimenn stiruggle. Ills great 
e.xpeneuce in affairs and the length of Ids 
: ]ml)lic service made him supreme in (|iu‘stions 
of political pm*edenl. and etiquette* {ih, ii, 
208), and gave him for a time an influence 
])o.sseHsed in like degree by no other states- 
man. (.)n this account lu^ was chosen, on tho 
Duke of Welllngtfm’s death, to fill the latter’s 
place as informal adviser on politicaJ and 
const-itutional questions to tho crown, He 
understood well th(i sentiment of the. .House 
of I..ordH, and was a skilful and successful 
loa<ler of that assembly. He lacked ambition, 
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as hi* ciHifi'ssiHl ti» Monri' (.MtHtun, 
v.2i4). Ami Konl Jtihn Uitssi'll, (o 

him iti huni'iitinl that thr pun* g'ohl of 

his iuti'fi'rity was not MuiM‘<l with u litth* 
luonMiUoy of umhit iim uml ,si'lf4ovn, Tor llmu 
you luig'lit ho Mtnnipod with tin* kini**V Inauh 
and }msH curront (linniph lh(* country’ 1,/4/c 
(}f I.nrd Juhn /ih/A^'c//, 1. 1-1S)» 

Tlu^ with* Hocial inthicncn which Liuts- 
dowm^ twcrcisml provt'd of no sntnll S(*rvicc to 
his party, ruder him the rcptitatiou whii-h 
ihtwomimnllinnsdowm* houst'hnd secured in 
the lilctinm of Ltu’d Shelhtirne as inei'tiu!^'- 
nhiccH not- only for polititdfurs hut fonnen of | 
‘ettiu’H and of science* wuh fitlly niaintninetL 
In tJie patroiuijip* of art and lilernture lains- 
downc e\"crcis(‘d considt'rnhle discretion, ami ^ 
rc-est a 1 dished the nmppuftcent. Ulirnry atnl ] 
collections of ])i(‘tnreN and ninrhle.s which 
had been inadi* by his fntlu'r, and diHsipated 
durinf»‘a short period of possession by Ids half- | 
lirolhcr, Most, dclicutt* in Ids tu’t s of j^mn'ro- i 
sily,lu* frctal tin* poet Moore iVotn his financial 
troidili's ( lltfssnnn, IJJY o/' .1/ cere, ii, JU 1 , iii. j 
-k'll, vii. 1)7); ht* assisted Sydney Sinit h to 
lou^-waited-for prefernnmt (Unin, /w/c of 
p, idid), and In* H(*cured a 
hni^'hi.hood for hyt*!! ( /^(/c <>/ AVV (^fiarlvs 
/c/c//, ii. 1 M ). 

Lansdo\vnt\ niarriiul, dt) March IHOH, Lady 
Louisa Kmina h'ox-Stranps’wuyM, fifth dnng’li- 
ter of Henry ddiounis,sta‘ondtMirl of UcIk^hIiw, 
by whom he hatl two sons; the second suc- 
ceeded him as Manpdsof Lansdowno, ami is 
noticed separatidy, 

Numerous portraits of him are in ('xis- 
teuce; several an* in the possession of the 
})reHeut Man uis of Lansdowne at. Howood ; 
omp paintial hy lauvrmunp hani^m in the 
National Portrait, (iallery, His bust stands 
in Westminster Aldiey, with an inseription 
jointly composed hy Dean Stanley and his 
gTantl'son, Lord Ld’mond Kitscmanrice ; and 
the.re is a stul ne at Uowood presential to hitu 
in IHod liy public suhscriptioti, in recogni- 
tion of his p id, die services, 

[Hansard Pari. Hoports, and Annual Regis- 
ter, 1B05-60; Times, 1 Fob. IBOB ; Haturday 
Roviow, 4 Feb. !B(hi{ Walpole’s Life of Jjord 
John liuHsell; Torrens’s Life of Lmtl MoF 
bon mo; Bulwor’s Jdfe of Lord Palmerston; 
Horner’s Mianoirs; Moore’s Memoirs; Lord 
Ktlamnd Fit/anauriee’s Life of Karl Bhellmrnc ; 
Orevillc’s Journals; Lord Colcdioster’s Diary; 
Stapleton’s Political Life of Canning; Lord 
Stanhope’s Life of Pitt ; Lord Dudley’s Letters ; 
Life of Lord Grey; Buckingham’s Courts and 
Cabinets of the Regency; Memoir of HerrieSj and 
information kindly given by tlm Marquis of 
Lansdowne and Lord Edmond Kitzmauricc.] 

W, 04u. 


PErrr-FlTZMATJRICE, IIENIIY 
TUoMAS, fourth MAimni.s ok Lan.sdownk 
(jSlt) istiti), und(*r-s('cretn.ry id’ static lor 
foreign atlairs, was the semnul and onlysur- 
\ ivingson of Ilmiry IVtty-Fit.zmauriee* third 
imirtpiis of Lansdowne I by his marriage 
with Lady Louisa Emma Fox-Strnugways, 
fifth daughter of Ih'ury 'fliomas, sm’ondcarl 
of lhdn*st(*r. He wnslmruou A Jan. 1 81 (5 at; 
Lanstlowue House, London, and was edii- 
cut ml at Wcstmiiistm* School and Trinity 
Lolh'gi*, (timhi’idge. Hi* sat in the House 
of Commons for t’a Ini' from IS17 to 5 July 
18A(>, and was a junior lord of t he treasury 
in Lord Jidin I’lmsell’s ndmiuisl ration from 
Dcei'mhm* 1817 to August bSlt). lu July 
185(5 111' was Hnmm<m(*d to the House of 
Lords in his father’s barony cd’Wyeombts and 
bemime under*-secridary of state for fond gu 
allalcs uud(‘r Lord FalnH'i'sUm from 185(5 to 
1858, In 185i) he was (‘lectial chairman of 
I hi', ( Ireat Wi'steim Ii, ail way Company, whiidi 
position he r('signi‘d sliori ly aflm* tim dimth 
(d’ his father on 81 Jan, ISli.'i, He was made 
hnighl of tin* (liirti*r in 18(51. He rtmidved 
an olfm’ <d’ olUce from Lord Derby tin*, day 
before his deatli, which took ])lace Huddenly 
on 5 July 18(5(5; he was H(*izcdwit.h ])andysis 
I at Whittfs Olnb, and diedwilhhiafew hours 
afti'rwards at; Lansdowne IToumo, Ho was 
ImriiMl in the maiisolenm atHowood, 

Lansdowm*, nuliki^ his father, took .small 
inti'i’est. in ptdilics; he possessiul, however, au 
admirable capuc.ity for administrative work, 
whudi wtdl lilted him for tlu^ post of chairman 
. of the Hr(*at Wivstorn Railway Company, 

I He married, first, on 18 Atig. 184-0, Lady 
! (leorgiana lIiudHirt, daughter of (hmrge 
August-ns, (deventh earl of Peinhrokt^ ; and, 
Hi'condly, Emily Jami M(‘,rciu' IHjdilnstoim 
do L’lahault, IxironesH Nainn^ in her own 
right, ehh^st daughter of the Comte de Ela- 
luuilt and tlm Huroness Nairne and Keith, 
by whom he had two sons. Tln^ eldm* suc- 
ceeded him ns fifth .Mar(p,ds of Lansdowne, 
and has served the ollioi's of g’overnor-g(*.neral 
of Cunadu, viceroy of India, and secretary of 
state for war. i/jrd Edmond Fitzmaurico is 
the Hccoiid son, 

[Burke’s Pcorago; Aim. Reg. 1866; Gout, 
Mag. 1800 ; Timos, 13 July 1806.] W. C-a. 

PETTYT, THOMAS (151 0 P-d 558 ?), 
mi lit ary engineer, born about 1 5 1 0, known as 
the * Surveyor of Calais,’ was emjiloyed at 
Calais during the reign of Henry A III. In 
1547 he went to Scotland to report on the 
condition of some of the castles and fortified 
place.s. lie was then sent to strengthen the 
defences of Berwick. 

In April 1548 Pettyt accompanied T.ord 

K ‘2 
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( JiTY, as Ills ('liii'ft'ULiiiK'i'r, wilt'll h<' ' juul t ronsun'i’ hi 1701, I'\u' uiiuiy yt'ars ho 

wilii a st roil'’' forot' to Mdiiihur^’h, anti t lu'iu’o was kot'pcr of thi' rooonls in tho 'Powt'r of 
to H adding’! on. IV'lt yt had handy ihmi lo London. In this onpaoity ht' hooamo ao- 
plnco tho fort itioat ions of Iladtling'ton in a (pmintotl wit li most of t.ln' historians of his 
])rop<'r stato of 'dt'ft'noo wdion a ooinhim'd j tiino.nml lio was always I'agorto n'ndtMMht'in 
foroo of hh't'iK'h and Scots Court (‘on thonsand ' assistaiKM' in tht'ir ri'st'archt's ami to placo 
strong’ attatdmd tho plataa Tlu' si(*g(' was ’ his mnnusoript oolh'ctionH at t.hoir disposal, 
ohstinato and protraotod. IVttyt liad no As Ins opil aph st ati's : ‘ M nnit'ipalia patriai 
piono.t'VK nor any skilhal la, hour, and was jura, historiam, antitpiitatcM, monuun'nta, 
('om])(dlod to trust, out irt'ly to th(' troops com- | lu'taipu' parlinim'nt aria, opiimo oalh'ha.t ; an- 
posing t.ho garrison for tht' rt'pair of tin' old ! tiijuaMvmst rlutionis lognmao lihortatuniAn’' 
and t.ho (‘,K('(uit'ion of th(‘ nt'cnssary m'W works glia' st n'linissimiis asst'rtor t'rat.’ A list, of 
of dofonot'. Ills arrangi'inonts, howi'vcu', t ho na'ords in t lu' 'Powt'r, dra wn up hy him, is 
wore siu'cnssfid. Although tht' ramparts ' ^irinttal in tlu' M 'at alog’us Mannscriplorum 
won', miudi inj lin'd, t ho a.ssailants m'Vt'i* vi'U- ' Augiiio’ (ii. iH.'i). Ik'tyt alsomadoa colh'o,- 
tun'dlioslorni; audat, h'nglhnrf'liovinganny, iron of purliamoiitary traots, in ahovo I'igiity 
uudor laird Shrt'wshury, foroi'd th(‘ allios to vtduinos, rolat lug t,o tlu' iutorri'guum. 'Pln'so 
ndirt', a,ud raisi'd thf'sii'g<'. Ihit Lotl.yt, who wt'n^ of gn'at so'n’it'i' to t lu' (‘ompih'rs of 
in his zoal had tsio much oxposod liimst'lf, . tlu' * Lnrlianu'tdary or ( ‘onst itut ioual llis- 
wiiH takon ])risom'r, and his sorvioi's worn so tory of hhiglumtd ihid i'dit.,lM v<ds,, lamdon, 
liighly vahu'd that Ijord ( troy ('Yt'lniugod for ITtii! Svo. Ilo iv'sidi'd nt^ ('lu'Ist'a, wlu'ro 
him th(' hrot lu'i’ of tho Ijudy Ihu'oh'uoh. lu'lmiU a vi'slryjind also a,soho<d, with a]>art- 
In 15 Ih Ih'ltyt w'as I'lnployt'd wil.h Sir IL nu'nts for tlu' fi'aoh(*r ( hAni.KNKit, Ilis/. af 
(kitton in tho north of Lnghind, umh'r thi' ry/cAru, i, ItiT, l’ 55, ii. S);i, 111). Ho dii'd 
orders of till!' Lari of ICutland. In 1555 ho at ( du'lsi'a on 5 Oot. 1707 ( Ihivnu, 
was hack at. (lahiis, and romaiiu'd t.lu'ro for of (}u<'on An/io, vi. P.S;!), and was Imrii'd in 
tho noxt four yt'ars, supi'i’iutnnding t ho im~ t,lu' wist part of t lu' Ti'tnph' Lhundi, whom 
■jiortant (h'fonoos of Calais a,ud ( luisni's. It a. momummf was orootod to his momory, 
is holiovt'd that, ho was killt'd attholatti'r with a long Latin inscription which ilhis- 
]ilace when it was besieged and cupt lin'd by tratt'.s his hiogratdiy. His iiortrait, has Immui 
the Lreneh in 155H. ('Ugravod by IL vVldti'. 

The following ]dans and drawings by His puldishod works art". 1. ^Misool- 
Lett.yt are in the Lritish Musmuu: MMalt huuMi Larlianu'utaria ; containing rrosidtmts; 
of tile Lowo Country at (hi, bus, made in ( 1) Cf Croedom from Arn'stH;(iJ) Of Cmi- 
57 Henry NdH’ (1515 (i); ‘Map roughly sun'S. . . . With an A]»pondi\', containing 
drawn of tlie Country of CuyiU'S and Hole- sevm'ul Instnucos wlu'n'int.he Kings of Kng- 
neis ‘ Map of Kields lu'ar Cuisnes;’ ‘Map land luiyi' I'onsidtnd and advisi'd with tlu'ir 
of 'Pown and Castle of ( hiisnes.’ Harliainouts : (1) In Marriages ; (if) Peaei^ 

[Cal. Shi(,(, P.iiiora; Lifrof lainl (Ircyof Wil- ; ami ot.Ian- WdiKlity 

ton (Cam,!. Soc.), 18'17; I’oi-li.r’s Hist, of tin, AllaifH of tin- KitiK'ilom,’ liomlon, 1(W0, Hvo. 
(!,irps of Koval IfiiKiiiwirs ; Li t.omiy M i, moil's of Hoditmlml to NVilliiun Williams, siioalmv of 
Kilwai'dVI (Hoxlmi'fflmt'lub), ii. !1()8; (.llivoiiii'lu Ijm Iltmso til' ( loniiiiims. 1:1. ‘Tliti An- 
of Calais (Camel Hoc.), p. xxix.] ,R. II. V. tieut. Higld, of tlio Comnions of Knghind 

Asserted; or a Hisiamrso, proving hy Ke- 
FETYT, WILLTATM (l(k%‘ - 1707), cords, and the best, Historin-ns, thal tho 
arediivistand antiquary, was horn in lO^d, Commons of England were evm’ an Kssen- 
in the townsliip of lla/.lowood and St.oriths, tial Hart of Harliamontd Hedicated to 
in thoparisli of Hlkipton in Craven, York- Arthur, earl of Kss(*x, London, lOHO, Bvo. 
shiro ( WiiiTAKnu, //AA <f (Jramu ed. linplu'S to this \vork wore publislu'd by 
Morant, p. 450). Ilis hrotlier Sylvester was William Atwood in ‘ Jus Anglorum ah ari- 
principal of Barnard’s Inn in 1715, and died tiquo,’ lOHl ; by Dr. Robert Brady in ‘ A. 
in 1711) ; and two portraits of him are men- Ftdl and Chmir 'Answer^ (anon.), 1081, and 
tlonod by Bromley, one in Barnard’s Inn in ‘An Introduction to the Old English 
and the other in the Inner Temple library,; Hislory,’ 10H4; and by W. E. in ‘ Elori- 
the latter is now in the National Portrait legusj'or a Oommentary upon sonu^ Modmni 
Gallery (cf. Nicnois, Lit AneM. ii. I5i2). Books/ 1705 (cf. Lookh, Worhs^^ 1812, iii. 
AVilliam studied common law in the Middle 275 ). 5 . ‘Britannia Languems, or a Dis- 
Temple, and was called to the bar on 1 2 Fob. eourse of Trade ; slu'wing the Grounds and 
1070 ‘ for Ilia service dome in asserting and Rea.sons of t.lie Inmnisi^ and Decay of Lnnd- 
doienrling the rights and privih*ges of this Remts, National \Voalth and Strength. With 
society/ lie was autumn reader in 1694 1 Application to the late and present State 



rcvorcll 


1 V'lyl 




}uuU\)n<liti<»n <»!’ ICnirlnml, l-'raiu-ts and tlu^ 
IhiiltMl IVuvinra,'/ UuumlK Lnnaon, l<iS(» 
and P*’*’*’*''*'' >ipaul 

MMiilsuifi'juf-/ Mcriiibu’h i^'inarka: * ’riiia 
Avork bi'nrs hi \nri«'UH rr-.pfTt.-* a t^inmy; iv- 
s(nuhlaii»v (o llial '*r Cuki', 1ml ia 

ahorttM*, ami written in a Inaa (illndiHl 

mnmmi*. . . . Tin' n<na(mn\ji’s nml atalmmmta 
1)V AvUicli tlm ant Inn' inulauvonrs to allow 
how I ho rt'nulln, wihrh ho dmhnros, hml 
In'on hnnti'hl- ahinit, utul how Hiov niij'lit. 
hast, ho olivtatoil. oxhihit n ourimm mixtun^ 
of truth am! orrm\ intolltfitmoo and pri'- 
indioo’ {iJtrrafNiY <>/ i'oiiiintf 
|), 41). 4. *dus rnriifummturium ; ortho 

AniH‘iont. Powor, JuriMliolion, Uii^hts, and 
LilH'VtioK of tin' -MonI Uiph l ^ 


klnj.'H. V>\\, (’ollootiona roliiting to the 
roipna of John and llonrv Hh Of the 
o.ontonls of nearly all tlu'MO. volumoH there 
are rail lists in an old numusevlpt cata- 
lo;;u(‘ prosorvod with l\4 yt’a books. Still, 
no propi'r onh'udar of tlnnu has hitherto 
boon <‘oiupih'd, u.nd thoir character ia little 
known; whih' (d' tlu^ luateriala lor tlnOiiw- 
tory of llio Uoinnn roeaisaulK iu the latter 
part of tho .si\i('(mth eonlnry, which are 
alilo' almmlant and intoivsllu^', largely 
dealin'r with tin' contliet helween tlu', KecU" 
hir oh'i'j^'y and t In' ji'sniLs, no puhlic use ap~ 
poara to have la'on made. A portion 
(jfthe contentM of two of tho eccle.suiHticnl 
volunn'.s wan oah'ndan'd im a Hpeeimen of 
tlu' (‘(dloctiou by Mr. Ih'nrv Thomas Uiley, 
.1 I ..r fi... i ’ll 


I, III" ! MU' i-... 

Ui'i'mi'n'l, Ui'vivril iiml A.i ’''rtiMl,' iiIh. l,i)n- : iu ihu nc'ImwuI tJi(i ‘ ,lIiHt,()riwil Maua 

don ITdl) foL» a poMthunnmH puhlii'atiou., 1 aeriplM ( hmndH.siou [ipemhx, p. lol ) ; and 
di'dinitcd iiv llic I'llilur tu I'hiu-l.'H Si'.V'"'"!''- addUwnal uoto^, wiu mmiu eorroctioua, 
% « . 1 * ^ iMu\ I iiw*1 fi/liul iTi iAXiS iunVtMlUl rt^DOlu I luOO* 


M j 

are included iu the eleventh report (18BB, 
pi. vii. IT^T). 

I Mast (4r.M of the Ihmeh, p. 54; Nichola’s Lit. 
Aaecd.h. IhO; (Iraafnehs Bioer. Hint, onhiftlaml, 


Ath edit,. V, 274; Hrid^iennuih Li'i’ul Bitiliejrraphy ; 

1)1. Brit;. (Bohn), p. 1H4G ; Walt’s 

T. 0. 


(inke ofSomorsot. ^ ^ 

IVtyth mammohptH wore h'ft, in trual 
to frlemls, with an injunction thal^ tho cot- 
li'clion should ht' prosorvoil in it.s ktng'rlt y, 

anil doposilod in a liln’ary, for tho ImildlnK 

cd’ whhdi ho hoijuoathod lot)/. lUllmatoly, ' howadoHH Bll)! 
howevor, tho manusoripts found thoir way I Bihl. Brilk 

! ihv '' ' '"( N.r'' r.llj'dS I'i’ t'S ' TE VEEBIJ., 'I’l lOMA S (r/. U 'f’Uisliop 
uiiuViHl (if t wciii v-'Mix voluuiuH in 1‘idio (din- ' HUW.cMHividy id ( )HHury, ldiindidl,and Woiuis- 

tlimuislii’d liv till' IfUcm ol' tliu u||diaii<'(; ■ l('P,\vasiuiii>mlii'rol lliii Siilicilk bvanchidtlio 

uuti BIS), and rclalu to llu- Kuvuniiiuuii, of I’cvundl liumly. 11a wan iHliiaatialat Oxtord, 
KiiLdand I'nim tha tima ul' (In' lipilima, tho B.iid licaataa a (.armaliUi tnar, lii 
aut^iuvitV "f piu'lianiaut. (iualudiuK IVtyt’a ‘‘'‘'‘''y' 
riutad (.•uats in Ida a,.ul,ruvarHV will. Dr. was lrauslal.;d to diuulall oi. Ill Nov. Id^ 
llradv) Sal.tlaiid Iralund, raifal wHIm, &a. 1 (Bn Nkvh, 

Tha.i v'olu.I..'s ara lVa,iua..tly rafarrad to I.y ' Uymhu, 'W'lf- h "f- ?,< “i" 

lii '( )h:i“.u!ious on t,ha S,.atnla.s; and ara , aonsanlad. with 

citad by Sl.ryi.a and id bars. 'I'liay aonta.u ' Uia.hard ll n ■ >p ()„ ..7 

many irnusc.riptH of docnmouitH Iroiu re- ir/r/. ni. 4^/ ). 


(•imis in tha 'I'olvar, 'as wai'l'as 'iVmii prii.ta.l saalad tha axuiindification of tlu; act aiitthuff 
r.:fs. Slnr i.’ aonslHls of < A iuppla- tlm crown on t o '^^^Tli: s s 

nmnt to Dr. Brady’s lutrndimtiou to tlm Ulanry IV (lA ui. fiDirt). 
old EnKliah Ilisi/irv, by tlm Anihor <d' yiair by us ^ 

“ lanl Ano’loruin KacioH nova”’ [William see ot Worcester on 4 - Jiuy lU)/ (LiUN nvi , 

Aiwoiait %’.d:ma li"^ 

or a short Viaw ot t,!m Antiant and Mi.ikni iimuns ■ t m ^ h; !*■' 

(luvarmnant id’ Hcotland, tOKotlmr with a .lohn Ihidby [q. v. |, an 1 , altia conv 
brier Aacouitt of tdiat, of ’hlng^antl. by Way of hnra.sy n fus 

of 1-aralhd,’ with an appendix of doa.iunnnt,s. ’, •! llo lent 

Volamo W: ‘llistoricn colhmtajma do ['b''4e'Bo'wchbw^ 

regno Sootim ox chartis antuiuiH.siuus, cotli- 07”)nlvVl-12 IlenA IV 

cibus inanuHcriplis, cUroniciH typm exuratiM, and Henry . . fu ymbu Ihderrc. 

rolulis sc.hedistiue pervettisliH, inymduvm repaid him a oi 1415 he lent 

I'arris Bonil lliisquo inon.unantis nmm- 

branacets alibi eonservatis ; c.nm appendic.e F/, 

in qua varia instnmmnta conjicinntur, notis of tAe ^rT7^;gj I lilarch 

illukrata.’ AA, Royal charters writs re- «hq “TTw^s buriJi iSm 

..■oxar-.-iy ‘k« ». “>• 



ro.vcirll 


l\'vton 


lions*' oslJiliIiHliotl nonr thf» ntnili nut** 

Hjilr tlio city Willi, liy Ivlwnr^l t lM**« 
jouj;. u. lo,", ; I, i: , \rA r, ill. flth, 

Armnlini^ i o Iliilo lio nn< n iltnior oftitv inif \ , 
ninl tin* author of aov»n’nl thooh*j,u(’ul 
non** of whioh an* known to ho o\(anf. 

1 Anth*»rit ioH ritod ju t<*xf; Wan-’.** of 
tha niul Hist, mnl Aulinuitic*. nf hr- 

land, «nL I7tM, ihor<'M«*i*f Duhlin, j*. Jf’J ; 
win, Ho l*r:»'foiliUnN AiifyUn*, nl ITltt, ii. lit, 
I^tO; Ilah'H Illnsf. M-ajoris hriunnh.o 
Hammnrinni, **tl, loiVd, |i, o W. H. U. 

rKVEBKLL, WILLIAM (//. llAA^of 
Kottinffhnnn hamn, wna aon or j.: ran *1 am of 
Willitun Povoroll, 'Tho f*l(k'r lN*\oroll i.anuitl 
toliavt* hoon n nntnrnl aou of Wtilinm tho 
(loiKiuoror, atnl Ida niotln'i* n thiunhtm* <»f 
Ing'olrir, hmnih'r of tin* t*i»lh‘^Unt<' oliurrh **r 
St. M art i nV-h'-d 1 mini, I.oinhm, hnt tln*.M»h* 
authority is Uii^iluioM t(Uolation of Uhilimi 
t tlov**r |(j. V. i, Stmiom*'! hornld. Tin* \ mutin' 
Ihn'**!’*'!! appoiim umotij,' (In* witurwuvi to a 
rlnirtor to tin* ohuroh of Stiliahury on S S«*|*(. 

1 L'U ( ihHA\n/A’(|i//)v7/ *'/o p. IftlHl, 
and to a **harttu*(d'St**|dnmnt ( Alonl In'tw****!! 
22 Mar<*h^ and 2H April lIHd (UiciuHii ok 
I lnxilAM in f '//ro/no/o.** (j/LS7oy>/n*;/, jfJlrNn/ //, 
and IMtfird /, Lolls Si'i*. iii. looL In *1 LIS 
hi' and ot ht'V uort lu*ni nmg'iuiti'H hound (ln*m*- 
sidvos^ to rosisf Ikivid of S*'otIainl uft**!" 
that kinpf had nduKcd to llstim to proposals 
lorpraco (//*. hi, Li2), in tin* hntlh* of tin' 
Stiiudard tin* Huina y<‘iir William xvas ono of 
tlio chief commandVra (Hkn. Ihdls 

Sen p, 2hl). ILi xvaa takim pyinoner al 
idmuun, fig:htin|^ on SlephtufH siihs in ILU 
Lunki-m* hv John oflh'xhnm, 
.Lolls Ser. ii, HOB). iMatiida took Ida east In 
of iXottingham and <‘ntriiHt*td it to William 
.Latt'a^tel [see undm* ILvoANtJU, L,Ai,rn|; hut, 
in 1 142, diu'ingtln^ hitter’s ahsenee, Leveri'lhH 
men Hurprised it hy night and c.vpt‘lh‘d all 
the udluuamtH of Matllaa from the town {tk 
ii, BOH, dl 1-12). In llfiB Henry of Anjou 
granti*d Ida laiulft to lltinulf, earl* of Hheator 
( (L 1 1 5B) f(p V, I ( J, n . Louud in Engfinh Hii’- j 
torival ifernuo, x. HI ). Jlamdf died tln^ Hamc 
year, being poisoinal by Pa vendl, according , 
to rumour (Hruvahm ok OAFrnunirKY, i, 1 oo j 
liobtsrt (le Monte in Chmddes ufk>tn)hm,!kc.. 

1 tolls Ser. iv. IBB). 

In 1155, on ILmry IFs advance north- 
wards, Peverall ik‘d from Yorkshire to a 
monastery neat Nottingham (probably Lcn- 
ton), where he received the tonsure and 
assumed the monastic habit. But on Henry’s 
approach to Nottinghamshire, he again tied 
( Ukevask, L 101). His lands Avere contis- 
, cated, this time on the pretext of his com- 
plieity in the death of Banulf. The sherilf of 
Nottinghamshire and Derbyshire accounted 
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fMtJh'. hind'. tH fhr l-nt: in I LP and I IdA . 
ILL /I/'.'' /A'f/'j, Lip*' L‘dl StH*. } Lev**r*'ll 
pr“hHhh (’-aieralrd hHn‘-*df in ^tsun* nunias- 
tii'v* D»* t''» inU lirard of apnin* 

I AuthmAu-y^ , llaaelu’*** lounily tif Hrvr« 
Vidl tif N**if oothum m .loure.d of Hriddi Atvlmno 
h .'Oral t.Uaei, \ lu lU.H; l‘o rmiuiS N<»niu*n 
(‘mjpn'.t .usd WsUi.o** Kufti'j. pa'^dm ; |)usrp,,p.’|| 
Hnr'>a,*ec' ‘d* l''ne,hiu*h i. H’lLj \V, fv. H, 

^ ^LKVTH, WlIddAM hL LViS), rardinal 
;Sr«* ] 

ri*:VTHN,Srn F.HW A LI ) ( L!5n, 
parliuimmtanaii, vwi% **!d*‘'U '^on siinl ladr of 
*’*^ir John L**\ Son «»f I duham, ( ainhridm'.’Jdr**, 
by br. with \lu‘o, *!anpfit«'r uf Sir Ivlwanl 
t )' horm* ,f(. v.i Til** faflo'i* was M.L. for 
Lambrid/.fhiro in LV.et nml LBLantl Iduh 
olnuitlLtf tluMmunt)' in LVdB and IdtlL Ih^ 
WH'^ knii'Jitfd JU IdHH, nutl nfo* oh'V«*nth tm 
tin* li>.t <d' etybti**‘n on nluuu fh** thpnity tif 
banmot wan dru eonforred *m 22 May LllL 
1L‘ died at LdrbiiUJ <»iv Ld Lin*. LLH, anti 
was huriotl h*meji(h an olnhorati* monnmont. 
in tin* t*hur*’h thoro. Ldwnrd wim e*luea!ed 
at limy H'htud am! at t Linbridg**, On his 
nmrriape in IHHl Ijim ffitlnw gav*' him tho 
manor of Ur**at Lrtnllov, Snffollu On 4 Feh. 
LUO U In* u ns knighted at U hitoliidl, uml 
(HI Id Aug, LU 1 was inlniitt***! (*> Orny’s 
Inm H** HueetaMbnl to tin* Imromd ry suul (o 
tin* fandly (vtafes at lobdinm *»n his fathers 
dejith in LUn, A stnum*h puritan iu r*dL 
gion,ht* wnH*doett*d ALL. f*»r Onmhritlgeshir*^ 
to (lu‘ pnrlinnnmt nu'eting in IdBl, mnl sat 
for tlu'snme eimstiiutmey till tin* disstdut itm 
of thtJSiToiid pnrliauumt inOlmrles Lsr**igH, 
in lH2d. Hisuitiunp<*rat*‘ tlisplnysof puritan 
ssniil hul tlu^ Huk*^ of Buckingham to recom- 
mend, nlamt 1027, his removal from tlmoflice 
of cUHtoM r«»taih»rum for Onmhridgeshire. 
Thetuu'fortli. Leyton was an avowtal tmemy 
of the court uinl of tin* t'HtjihlisInMl cdmndi. 
His temper wan vhilent, and in ( letohcr I0B2 
he was Hunimomal h<*rore th*^ Sfar-chnmher 
for riot*i)nsly waylaying some neighhonrH and 
proAmking them' to light (Cni> 6'tafr 
l(5Bl-B, p, 424), In IdBH a Avarrant for his 
arrest was issued by Archbishop Laud and 
other members «}f the cccdesiasiicalcommis- 
giou court (tin LIB8U), p. 200). 

Ikyyt on’s estates Muffered un<h‘rhiarule. Bo- 
fon^ 1042 lie liacl alienated, with tluumforced 
assent, of his eldest son John, lu« chief pro- 
perty at Isleham, retauving annuities, it is 
said, for his own life and tliat of his heir, 
The manor of Wicken ho made over to the 
ehl(‘st surviving son of his second marriage, 
Thomas, of Itougham, SuOblk. 

Xu the war of pam^^hleta of 1641-2, Avhich 
preceded thefiua'. breach betAveeu king and 
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parlinmrut, Pi'Vtnu piny**'! un urf lv<‘ ‘;»!u1 on 
tlu' of t I h' {Uir!iuni<Mif , In UJU .u'jtnb" 
lislnnl ‘'rio' \‘ ini at son of tho lls^,»ht^ of 

Parliainont,' nnsl SSI N. Ih:a’nnrrM‘ ium- 

C(n*ning' th«' titis(‘5' i>i’ tUo Poatsssa* sstna^Hury 
to luMiNfnhos tiilonn tin' Hroiul nssd Wino at 
tls(‘ Surmuirnt to whsoh H'S^ort 'ot'kaisMO'd 
iin'jily. ^^'ylon jolvnoatotl is poatsu's'. 

ll(' also I’ont rilnit rtl Msino |»rr*iut«n'y ^olv,l^“S to 
Huniplirv MiUa’.s *Ns;,'Jst. Soaroh/ |»t. ii. 

( It >4 1 ). \Miots war Inn do* oist Poyton took n|> 
ssnuH fip;rin;‘4 tin* ktn|i\ sun! rlninn*«l to Inivo 
fou^'hl nt I'klii'ohilK Now hns'v, iiistl 
ami to Inu'o horns imprioosmd nt'tor M<lj,rf4ssli 
in Bnsshnry Paatlo. SsrHohort Iloath plmaal 
liiM mono in llUM in tho Hat of thoao whotsi 
th(‘ kiuf.^ |)r*!|>o.si‘tl to impom’h. IUm proptn’ty 

nndoi'Wt'tst turtlsor issjssrv iss tin* <’nni‘ao of 
tln^wnr. nomnssplninod (hut nt Hnmdt 'Indki 
Willaliiro.wlno's* hi,-^ hft»t hor lh*h»'S't hud h«‘on 
YicnrHinoo IHPU, ho wuh robhoilof-ltKi/, wssrth 
of hmisoliold Ht iilV hy tin' royulmt p'lirriuots td' 
.Laui^lunhund th** fnrssittss's* svnn not s‘oatsn'i'd 
to hhu wln'ss tin* plans' wish s’aptnrod hyC’rom* : 
avi'll. Inhu't, t pssalyploHpito. 
His Horvi(*(*.s in itn hidialH passl hiw props'S'ly 
IuuhHv itnins rs'Mpsmt tlnsn tlssMasYulwtMv Hin 
Hon TlnJtnisM ionj^lit hsr tlu' ktiiK' t aa it 
avaa rs*port<*d that. Ik'yUm Isad nsmks ovssr 
to him mm'h lnnth*t( pnsp«‘rty, ntionipta 
'W(*ro inmhs hy tin* rominittssi* f<ss* ronsponnd- 
in^** to H<‘(|Sts*Mtrati* tin* n'lnnaul of Ps'vton’a 
OHtalssH* Tho. oliihns of tin* |mrliannm{. svs*ri^ 
antiHlU'd hy Poytsjn and hia aona ns Hlol 
((.V//. (*ommlitev Jhr pt. ii. 

J4hh2), 

JMi'anw'hths iN'vton Isml psihliaht'd iss BUT 
hiM * IHi^’liwny to Toma% or a I)in‘oti<»nH<*4-tor(h 
for Ihss oonspositsK of llnasss nrdsappy Dilhi- 
roinu'H hot wixt King*, I 'arUann’nt, A nssy, dhy, 
and Kiisgdom.’ hi ItkVJ Payton gsivo morn 
C()nH|mniouH oroof of IiLh rs'volntiouary aynm 
]mthmH in *'flm Divims (lataalroplus of tho 
.Kingly Family of tins Ilonao ofStssartH; ora 
abort. 1 1 iatoi'y of lists lUas*, Utsign, and Ruin 
tlusroof; wboroin tlnnno.st H<M*r<‘t and ohanm 
hor AboissiuatbmH of lists two laat King« aro 
diaoovorod, Divino Juatscts in K, (UuirloK, liia 
ovi'rthrow viudleatt'd, and tho Psplisunont 
IVocotsdinga againat him (jhsarlyjnatilhKL .By 
Sir Fdw, Pttytoii, Kt. atsd Bart,, a diligont 
Obaarvtsr of thoao Tiun*M,’ London, 1(15::^, 

In a d<*dication to ‘ tins Msi))romo authority of 
tliSB nation, anatsmblod In thiKprestsnt Parlia* 
mont/ Payton tracon tho lunsd of Ood in tho 
king’s defeat and dtsath. Wood denonnced 
the work as ^most des])icahle and Hhesllous,’ 

J Ml of lies, misfcalois, and nonsenaeP Though 
inspired by a fanatical hatred of the first two 
Stuart kings, and disfigured by many per- 
versions of historical facte, 'Peyton supplies 
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jumsi* ss'^^'fisl (h'tuils (ifcourt lif(‘, ’riit*. ndignms 
vi<'w>s \vhi(‘h IsaluM'i* I'Xpoumh'd approxinsatod 
In ilsnoo of dll' Fift.h“SnnnaiT.hy imrn. lleau- 
tii’ipati'd t In* c.’^tnhlishissoist. of a tlioocracy 
asso's as tho.H'ws I'njoyod nmb'r Mont's. ’Fhe 
■ wnsrk WHS I'opriistod in 17dH, tins pub- 
' Hsh<'i% William Bowys's*, jisn,, was, with the 
promol»*r of tho publioaliosi, Plsurlos Davis, 
talo'ti intoosistody hy onk'r of dsi* House of 
( knssusons, on tlu' (‘hiirgo <4' pislslishing a ss*- 
(litinss.H Hhol. Sir Walli'r SeoH isiohuh'dthe 
work in his' Sot'rs't. lUstosy of tho. (ksnrt of 
JnmoNi ’ ( I'klinhnrgh, IHl 1, ii. ;iOh dhb). 

: i’oytnis diod irstostisto in I ho?. He was 

doHoi'ila‘da.s 'of Wieki'ii’in thi' lodu'rs of ad- 
, insTsi itmtiosi issm'd on 1 Jsily to his widow 
Dorothy, 

Poyton xvnHthrieo sssnrnsHl: first , in lOBt, 

; at Stroatlsnsn, to MnilJsii, daaglsti'r of RoIh'D; 
Livi'nuy of Tool ing ; sIhmTumI its IHlJk Jlis 
Hooond wifowas Jam*, danglder of Sir Jannas 
(Nslils(n’p(',nrul widow ofSir FdinundThiimd- 
thorps*, His third whe, whom he marritHl 
in DtMM'ushor ItklH sitSt..)nmes’H,Dlerkenwell, 
in said to have IxM'ti Dorothy, daughter of 
Kdward Bale of St oekwt'll, aftliough in the 
lieouMi* her snrnann^ is given as MiuHlsawo 
( /»Va/m/> e/* MarrtfU/e .//arnrcK, I laid. 

So(*„ n. li.TD, Aftt'i’ Ptsyton’s tleatliHhemar- 
rietl rahvard Low, viear of Brighton, and 
nhe was hnried at Binghtonon 10 A ml lOHl. 
By each xvife Peyton liad issue. 1 is elch'st 
«o\i John, l>y his first marriage ( 1007'-d(J08), 
was third baronet. Tin* ss^cond sou, Kdwurd, 
was nppointt'd lieut.emint-colmn'l of horse hy 
the parliamentary gs'iiei'al, Basil Feilding, 
earl of Denbigh., on 20 March l(M*‘k4 
Papt>r>% 1(114, p. OB). His eddest dnaghter, 
Amy, xvas wdte of Hesxry Lawrence | (p y.], 
pri'siilent of Oroni well’s council of stsite. 

Robort ((L lB8o), eldest son of ’Thomas 
<Hn7-d0H;D, t4dest child of Sir Edward’s 
Wf'cond marriage, wlio owned^ the estate of 
Wi(di('n, emigrated to Virginia and settled 
in Mathews country, wlsere Iso named his 
residence Isleham, sifter tho old estate of the 
familv, Robert', was father of five sons, and 
the Vii'ginian Islebam remained in the hands 
nf his descendants t ill IHBt), Tim baronetcy 
nf right descended to Itobert’s sons, but the 
title was, until 1815, borne by the descend- 
ants of RoborPa younger brother Charles, ot 
Orimston, Norfolk. 

[Notes ki nelly furnished by Miss Bertha Porter ; 
Wood’s Arhomn Oxon., ed. Bliss, iii. ^20-1 ; 
AVatws’s Chosters of Chichcley, pp. 238 seq. ; 
Herald and (iencalogist, vi. 63 seq.,J L. 

PEYTOIT, EDWARD (<:?. 1749), com- 
modore, entered the navy in 1707 as a volun- 
teer per order on board the Scarboi'ough. 
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aftorwanlH si'rvtMl uh a, vi)lunt('(‘r ou 
layiircl tlu^ KiUfJi’.slon in tlia (‘xjualitiou to lh«^ 
St. 1/awrtuuu^ in 1711, and as a uudHhipnnin 
intlin Aldborong'li and bdizabt'lli. U(‘])!tH.sod 
lu8 (‘xandnation on •! Anf>“. ITlo, and on 
dO April I7l^7 was ]n'oniotrd by Sir (diarb'.s 
Waf^t'or [(pv.] to bo a linnta'nant.or t In' Koval 
Oak in ibo Iba^ti otlA’adlz. In duly 17l?S bo 
xvas appointed to tlio Oibrnlhir, and in .luno 
17dl it) ilio nnnsh'v pill(\v. On 4 April 
‘1740 ho xvaa ])romolod 1o bo (‘apt a in of I bo 
Oroyhound IVipitoon t.lio bnino and Lisbon 
station. llo afttanvards oominandt'd tbo 
Konningion on tlu‘ Idsbon station and in 
ilio Modit.ta’ranoan, and tairly in 174 1 was 
appoitih'd (o tho OD-^ain slop Meal way, oni' 
of ibo stpiadron mubn* (Liumodoro (bid is 
Bai-noti [ip v.], wbi(4i saili'd in May for the' 
blast Indltss. Art(M‘ baivin^^' MMdaj''<t'‘^<'«d Iho 
IModway, with tb(‘ Uiainoud fri^nP' in ooni- 
]')any, was sont. to blookado tbo Straits of 
.Malacca, wlu'ro sbo oapt.nnal a larp‘ b’nnudi 
luorcbant. ship, which wnis added to llu) 
S(piadron as a 40-|..^'iin slop of war utnbn’ tbo 
name oftlu' Mtalway’s I’rizix 

On Karnoll’s (loat h, 2 May 1740, tin* <‘om- 
tnand d(‘Volv(‘(l on IN^yton, who, on nua'iv- 
in^ IntolUp'onco of a b’ronoli .M(pia(lron linvin^t 
coino mi tho coa,Mt, sailed from b'orl. Si. 
David’s to look for it. On 25 dnno ho bdl 
in with iiolf Niij^’apatatu, snporior in niunhor 
of ^fillips and nnm to that with IVylon, but 
inferior in (Us(d])Hn(*, (Mndpimmi, and in all 
the qualiiioH whicdi distin^'iilsh ships of war 
ironi incro.hani vossols. 1 1 consisiod, in fact;, 
of such ships as .La Honrdonnais, t he g‘o- 
vernor of Manritin.s, had boon nhlo to 
iop;'cih(‘r and (Mpiip out of tho n'.sonrot's of 
the colony, nianrnal to a f>T(ait- (yxtnnt by 
nogroos, arid connna,ndt‘d by liim.sidf, a r<!- 
tired merchant, ca])tiain. Jhit of tJii.s iN'yton 
was ignorant ; In^ had with him hut six. 
shns, one of which was a 2(bgnn frigalo; 
am. seeing Ixdoro him a stpnulron of nine 
larg(3 ships, which, by monns of ]>aint. and 
qunkerB, appeanul to 'carry more guns tlian 
th (7 did, ho avoided coming to cl(m(‘ action. 
After a (liatant cannonade tlu^ two stpiadrons 
separated for iho night. The m^xt. day the 
position was tln^ same; the b’nmc.h fay*t;o 
waiting for the Dngltsh U) attack, and ikiy-. 
ton, still under tho impres.sion tdmt tlio 
emnnv’s force was vastly superior, called a 
council of war, and, without ditliculty, ob- 
tained from it a n'sohition in favour of re- 
tiring to Trincomalee. 

La Dourdonnais, on his part, went; to 
Poncrudierry, wliere he hoped to obtain gums, 
powder, nrovisions, and other necfjssary 
stores. These, however, were refused by 
the jealousy of Duplcix, the French governor- 
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gtnu'ra!, and La Honrdounnis,hnvingr<4it.ted 
as Ii(‘ best (‘oidd, .sailed in (pn'sl. of Ib'vton, 
whom h(' m(‘tf on (5 Aup»', again otf Ni'gn- 
patani, b’or lhr(‘o days La Hourdoniuus 
vainly (nnhaivouriHi to bring him t.o eloso ac- 
tion, and tlnm r«‘tnni(Ml to Ponditdnu’ry. IN'v- 
ton made tho In'st of his way tot lu^ H’ooghlV, 
wh(M*e h(^ romaiiu’d, though lu' km‘W that, 
Madras was ('\po,-.(Ml to attaidu It was (aip- 
t nr<'d on 10 Sopt., and on 0 ( )et . a Imrrieam' 
(‘aught La Hourdonnais's .ships in tho open 
roadstead, and wn'clo'd, shaltm-ial, or dis- 
pju’sod tiumu Hut ('vmi tin' ktiowledgf' of 
this disHst('r emdd not- tempt. INyton .smitli, 
and h(' was still in tlu' llot)gh!v in Iha’tnn- 
h('r, wli(‘n Fomniodon' 4'homa.s (h'illin|(p v, | 
arriv('d us sn(‘ 0 (‘s.sor tt) DanuUt. 

(h'itlin, on umh'rstanding tlie state of 
nlhiirs, put. IN'vton und«*r an‘(‘st and smit 
him to Fngland, wli(‘n‘, as no ohargo.s wore 
])n‘lorr<‘d ugain.sl. him, hi' was ndeasi'd, Ho 
died shortly afterwards, on 4 April 1740; 
‘oj)pr«'ss(‘d,’ nooording to (diarnoi'K, ‘with 
grad* and indignation at- the treatment he 
had oxp(n‘ioneo<b’ I lo was marriml, and had 
issue, with otlu'rs, a, son Joseph, wlio died 
an admiral in I HOI and h'ft. numm'ous di‘- 
soimdants to the navy (s(‘o PuvroN, SiH 
John STUttrrj. Lhaniook, wlio may he con- 
.sidm'ed as ri' irosmiling tho opinion of Ad- 
miral John I'orhos I (p v. |, who must have 
known Ibyton pi'rsonally, eonsiders that 
IV'^yton’s conduet was not ri'pndiensihlo. 
It isguitl'possihh' that Pi'yton was not. want- 
ing in porsonul courage;* it, (‘an seariady he 
doaht(‘d that hi^ was wanting both in the 
judgimmt, and in t he high moral courage 
needl'd in an (dlieiont (uunmander. 

|(tliarao(*k’H Uiogr. Nav. v.fjo; OonmnsHiouaiid 
W'nnuiit Books n.nd PasHing Pertitlcatu in tho 
Ihihlie R('aord Ullire; a Narrativi) of t,he Trans- 
act ions of tho Ib’iiish squadrons in tlie Mast 
ladies during tin* late war. . . . By an oiTlccrwlio 
sorvod in those stpiadrons (8vo/l7f>l) ; Ornufs 
Hist, of tlu)^ Military 'rransartions ... in Jndo- 
slan, 2iul ('(lit., i. (IJ ; Memoire pour lo Hiour do 
la Bourdonnais, avoe los pieei's justiflcativi'S 
(I7o0), pp. 40 (^t S(*<p ; Mthuoircs historitpios do 
B. K. MnliA do la Bourdonnais . , . nanudllis ot 
puhliil'S par son potit-fils (1B27), pp. GO etsoiid 

j. :k, l. 

PEYTO]^* Sib lIMNin’" (d IG22?), 
adv(‘uturer, was son of Thomas Ikyton of 
Bury Bt. hkhmuKls, enstumer of idymoutli, 
by his wife Oecilia, daughter of John Bonr- 
chier, second earl of Jiath. lie served in 
tlie Low Countries at an early age; was 
kniglitod by tho king at Iloyston in May 
UJOB, and ioitied the household of Henry, 
prince of Wales. He subscribed B7/. lOV 
towards the fund for colonising A^rginia in 
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ir»«C. Ill It'l.'l li*' wii^ mI th»' pn .t ' sutn't'S'-iini was ^'oiu'nil attaniion, 

of f,nJVi*nior of Brill in linllmnl t T///. Sftifr ‘ Bt^yton, ns lioutonaut of tlio 'rowan*, rocoivtal 
.Papr/\s\ Bonn BU 1 |n In lUlSln' | ooniiminirntionH from ICiuL*' .lames of Scot- 

wns given the eonunninl, with Sir Henrv ^ Iniui. Bui he avoidisl ull pnlit.iiail iiitrlg-ues 
Mninwnrini!', of a lleri tmli -tor! in the '.er- ( ( (i/' 17, p. fui). On 

viiu' of the \hnielsnn repuhlie, ile died * ho- [ the death of the ((neen on Mare, h, and the 
yond sea, s’ after jtld'*. lie- will, dnieil poadninution of King .lames hy the e()un(-il, 
II April lUlS.wa^: proved »ni lo‘l). B'e.h'i ) Beyttm at oneiMhMpjiielual his son to ,Kdin- 
lltll. Ilf' married af Bonn Bit Ion, Surrey, ; Imrgh to n'^surf' llu' king fd’ his loyalty. Ho 
on l!*! Sf'pt. BHh*. Mary, wi*hfWf»f Andrew | was not, howo'Vf'r, sw’orn a meinhm' of the 
(r/. IdlB ). NfmofSir Biehard lonv'r-'Oif Brian- : privy eonneil, and on dt) July was nniiovt'd 
stoinn Itorsf't ; shi' was fourth flniinlder of irom tin* lifutlfninney of the Towin', and 
Bdwnrfl Sfw nnnir, first fluke of Soiner.a't, the , appoint f'd, in aeeordanef' apparently with his 
jU'otiM'tfn*, hy hi.H eeemnl with. Sin' wa.shttried i ovvn wish, to the hvMs e.onspifnions post; of 
m Wf'sl minster Ahh»n on IS Jan, BUtt pt). ' govf*nior of Ji'rsf'y (fB/. AV^/re P((por,% Bom. 

Anolhf'r IB-nry Biwton, tiorn on 4 Ang. > U>Bd H), pp. *o ti; .BA//7. J7V. (J177, f. IdS). 
BtOl, wais third son tff Sir Jfdm B('^\tonof : Ut* tiadt t he nsnnhiath h(*for<‘ the royal court 
Bodfiington, and grandson f>f SiriBihn Bey- , of Ji't'.sf'y on 10 Bf^pt. 1(K)H, 
tfUi ip V. I was faluentfsl at Mf'rehnid j In the folhnving monl.h some old tnmver- 
Tay'invn’ sf’hotd, wn.s a royalist, nml, having ' aalion he had had ahoiil- tin* sueei'ssion was 
forgolli'n his own pn.ssworfl, was kilhsl hv | ralu'd uput eonrt, nml hisloyalty was called in 
hisowm stddim'.s at Ihmhury <Inriug I In* eivil i|mMliou, (Vidl inlonned him of his danger; 
wars. ' i Bey(‘m at ouei' funushed a dfdeuce, (late.fl 

IIW»V(!.-u,wH,.rtI,« t'liitml siul.>,i; (.W KIOiycncloMiii^^ 11 li.U immitivii ot' 

UvH Wi-.^tn, AMii'V Hi-KiMi'i-M. I <;',"'v.«i'sHl.i.n. lui.l thi; .luittcr (Iwiiwil 

' ((‘t. \\ ATHKH, p/ifstm nf dhli'hlcip 1, :29-l; 7). 

BBVTON, Slu JtBtN tlKM BklOl, g:o- In January BiOd 4 ho is statofl to have 
T(n*nor of Jf'rsf'v, was tlu^ seeotul son (»f Jolm ! * hisni disgnu'fsl (onnitf'rlainiug intelligonce 
Beylon of Knowlttni in KfUit (7. *Jti Oet. ■ lad wo'ini tjohham atid Itahngh,’ with whom 
irihH), hy Ihirothy, dangfitfW (»r Sir John i his son was vf'ry intimate (.KnwAUns, IJfe 
d’yndnli*, KJt. lieffU'i^ IhOl hewetiMo In'* AV7en///, i. 07.4), 

laml to servf' nmlt'r Ids fatherV frif'ml and Bf'y ton’s ti'mire of the governorship of 
ni'ighhour, Sir Himry Sidinw jcp v J f»f Bens- Jersiw was far from peimefnl. 'riie island at 
hurst. In lotiS lie was againin Ireland with I the limiy of his appointanenti was strictly 
Sidiu'v, thf'ii IoihI di'puly, amilieeann' anuun- preshytonnu. Ihtt Ihyton, as an ardent 
iH'rof iuH houHf'hfdd ami t luMU’easional la'urer ej)isco])Hliun, emUaivourtHl to alter the fonn 
of his (h'spate.lu'H to Bnglnmh In IhKo ho of tlu'ehtu't'h governnuoit (Hnvi-VK, /(wW 
Sf'rvml with tlu' t'^pinlition to the Kid Inn’- iAa/uvews, ]>. .40(5). Complaints wore made 
lamls umler the Karl of LeieeHter. ItiBecn.m- liy both imrtiesto t4m Jdng in council, and 
law, Bf'yton was garriMoiuHi in the fortrt'sMof all were summoned to London in June 1(52.4. 
Bergf'UHip-Zffom, and difl goml servicf' during Thepresbyterians wert^ divultHl among them- 
the followingyear, in Mpiteofgr(mt<lilHcultie.H anil Beyton triumphed. Canonsesta- 

through wantofsuppliest Bf'ylonloBeicf'ster, hlishing episcopalian government were ap™ 
11 Ocit. loKd; (hittm j/A'* Calha, (A X. f. proved on 40 J one 1(52.4, and J)avi(l Bandi- 
50). In 158(5 he ri'f’eivful the honour of nel [((. v.] was appointed dean, 
hnighthood. In July loHHhmvas apianutial Dlsputf's In civil matters also occtipiedtho 
(•(donel in tlm force’s leviml for the dt'fence governor’s attention. _ With the leader of 
of tile (tui'en’Hpf'rson in the threatened attack the po[mlar party, 8ir Bliilij) do Carteret 
of the Spanish armada. J(H.4) [(]. v,], and with Joliu Ilerault 

In 150.4 In* was granted tJu% receivershij) [tp v,], hailitBof .Teraey, he was involved in 
of the counties of Norfolk and Huntingdon, constant strife. Jksyton claimed the right 
and of t he cit y of Norwich. Tn June 1507 of appointment tiO civil officea in the islands, 
he was uppoinBid lieutenant of the Tower of and tn 1(517 the council declared that the 
Lomhm. When Ualfugli, was under his care charge of the military forces alone rested 
in 1(10.4, the prisoner’s ^ strange and dejeciod in the governor. The bailiir was entitled 
inimr gave Ihyton much trouble; Kaloigh to control the judiciary and civil service, 
used to stun! for him five or six times a day In 1021 Peyton, however, succeeded m 
in his passions of grief ifA''.6l77, ft: getting Ilerault suspended from ofhee and 

127 , 128 ), imprisoned in England. In 1624 , when the 

Ettrly in March 1604, when the fpieenw’'as case against Ilerault was heard in London, 
lying (fnngerously ill and the question of the he was cloai*ed of blame, and Peyton was 




ordered to pay him tlie arnairs of ollieial 
t^ahiry. 

Ih^yton l(d't J( 0 ’wi'y fninlly iti 1(5:2^, when 
Ilia aon was a])])ointed lua Hinihoiant', Since 
Ilia ■W'ife.'a d(aith, in Kebnnu'y KIO^' d, In^ (ixtal 
hia private reaideiu'e, wlum in Fmj 4 'laiid, at 
UoddiTi'j^’tou in the lale of hily, lie died on 
4 Nov. l()d(), and was Imihai at. Doddin^ton 
on 15I)tai. Wotton ( /h.rm/e/rn/e, t‘d. Kimher 
and Johnson, ii. dJO) states that In^ was 
niuety-'niue at the tinn^ of his death, and on 
the nionuimnit of Ids fj^Tanddaii^htin*, Mrs. 
Lo wo, at Oxford, he is stated to hnvi' heen 
in his hundred-aiid-nfth yi'ur. He himsidf, 
liowiwer, pelves his aji’-e as sevirnty-nine in 
iFehriiary l(‘d I, and as eighty in DiM’emher 
of the sani(' year. He may iJierefon* sahdy 
1)15 con(5lude(l to have diml at id^ddy-si.x. 

Peyton was n‘| 4 'a.rd(al with nUt'etion hy su<di 
friends as Sir PhilipSidm'y, Uer(i«‘, 

lord WilloujL^hby de. Ih'eshy I (f. v. |, and I Imiry 
(hitr or (hillb [(|. V. J, Kssex’sseeretary ( //orre- 
spirndenct*. of Jfoiir.s F/, (hind. Soe. |k 
J n Sloau(5 MS. 24-12 is a. colle(‘tion nnuh^ by 
Jhyyton of * s(5V(‘ra4, inst ruct ions and diree- 
tions p'iv(5n to divin's And)asMn.(lorvS and oth<T 
commissioners appoint'd to tnnt with foreign 
priinms about atlairs of state, and also Home 
thinp^'s coueinnin^’ tiie Island of Jm’.sey and 
(Joiint Manstii.dd,’ Ac. It was presmittal 
to Ohavlea LI hy his p^ratidson, Alp;;ernon 
IJeyton, I). I)., ri'C.t.or of Uodding’toiu He 
luarrie.d on 8 June 1078, at Oat.well in Nor- 
folk, Dorothy, only child of Edward Heatipr6 
of Beauiirb* Hall, Oatwell (by Ids second ! 
wife, Cat.harine Hedinprtield), and widow of 
Sir Robert Hell (d. 1577) [dp v. | Her lar^^n 
property gave Peyton a position in tlui 
county. 

His only son, Srn Joitisr PnrroN (1570- 
1055), was born in 1570,xvas admitt(5d fellow- 
commoner of (^Juee.ns’ Collepi'e, Oambridg‘(\ in 
1594, and waa knighl^ed on 28 iMareli IdOO. 
lie served mthe Low Countries in 1()12 and 
KMT, and from 1(>2H tf) 1(>83 was appoitiled 
lieutonant-governor of J(5rHey on bidiulf of 
Ids father. He dii5d in 1()84 5, having mar- 
ried, on 25 Nov, 1002, Alice.!, second daugh- 
t(5r of Ida cousin, Sir John Peyton of lale- 
ham [sec under Peyton, Sik Edwaici)]. llts 
was noticeable for his literary taatea, which 
secured for 1dm the friendship of Ids neigh- 
bour, Sir Robert 1 Irucu. Cotton [cj. v.] Among 
the manuacripta ui the Cambridge Univer- 
sity Library RiOLd, K.k, v. 2), is ‘The First 
Part of the Observations of Sir John Peyton 
the younger, knt., Lieutenant-0 overnor of 
Jersey, during Ids travailea.’ It was appa- 
nmtly written in Jersey in 1618, from notiis 
taken when abroad in 1598 and 1500. By 
his will, dated 21 Feb. 165 1-5 (1\ Ch C. 55, 


Peyton 

Sa<ll(n*), he appoinlt^d Ids with Alici' his solo 
cx<»cutrix; she was ))uri(Ml at Doddington on 
28 March l(t.‘»7. 

( Wat ersh (omen logical Mc'moir td' the ('Iu'h- 
t('rs of (Mdelu'hw, pp. 287 1*H. 810.22; be 
Qnesne's ( 'onsl it at ienal Hist, of .bu’sey, pp. 104 .. 
i 174, 215 . 02 ; Pnlh-ts Aeeennt. of Jersey, ed, 
Darell, pp. 181 2, 22 1 5, >110; Pal. Slnle 
Papei's, 1,)S1 4085; ('nllins's Peerap^e, 1812 ii, 
10; Niellehs's Progre‘,.s(*s of James I, p. 58; 
Notes and Queries, 4th si'r, d. 188; Ely Dpi- 
seopal Ktasirds, pp. 288, 288, 280 ; Itymer’s 
j luetieni (oriidnul <alit.), wiii, 570, 580, 888 ; 
Memoir (U* William Mudisim Pt'yhm, p. 828 ; 
IbisKius Hharles II in the (Juuinel l.-^lniiJs, pp. 
28 88.1 B. It 

PEYTON, Snt JOHN STRUTT ( 178(5 - 
1858), ejiplain in (he navy, boni in London 
on 14 Jan. 1786, was the son of W’illiam 
Peyton of the navy oHico, firandson of Ad- 
miral Josi'ph P(*v(on {d. ISOl), and great- 
grandson of Uonunodort! Ihlwnrd Ih'yton 
’((. V. ) His ralhor’s thiaa^ brotht'rs, too, were 
all in th(‘ navy; one of them, John, wdio 
dhal a rear**adndrnl in 1809, was captain of 
the I)t‘fcnco in the, balth' of tint Niho 
Jli.H grandmother was a daughler of Com- 
inander John Strutt; his motluu' was tho 
daughter of (’ommander Jacob Lobb, who 
died in command of Hut KinghsluT sloop 
in 1775, and was sistm' of (’aptain William 
Hranville Lobh, aftm’wurds a eonmdssioncr 
of th(' navy- 

I,h5yton went drst to smi in CetoluT 1797, 
on board the! Heidor, oil’ Cadiz; was thmi 
for three years in th(‘ Ennu'nhl in tJnt Medi- 
tmTaumui, nml in January 1801 was ap- 
pointed to the Han Jositf, Nidsou’s tlagship 
m the (duinneb With Nelson he was moved 
to the St'. H(‘org(5, in wldch be wms in the 
Baltic and afteiwvards oil ( hdiz and in the 
AV(‘h 1. Indies, for part, of the Hnut under tho 
command of ills umtle, Captain Lobh. During 
1802 5 he S(5rved, in ijuick sumn^ssion, in 
sevttral frigatiss in tint Clia.nnel or in the 
North Sea, and in August. 1805 was smitout 
to tho Victory, (carrying Nelsoids Hag oil 
Toulon, In .Slarch 1805 lu! was appointed 
ac.ting-lieutenaut of tin* Canopus, from wdu(*.h 
lio waa moved in May to the Ambuscade 
frigate with Captain William Durban, em- 
ployed during the next two years in the 
Adria-tic. Peyton’s commission as lieutenant 
was dated 7 6ct. 1 805. In J uly 1807, having 
been sent to destroy a vessel whicli ran h(*r- 
8<df ashore near Ortona, ho was wounded in 
the right elbow by a musket-bullet; the arm 
had to be amputiated, and he was invalided. 

On I Bee. 1807 he waa promoted to tba 
rank of commander, and from June 1809 to 
I'Ybruary 1811 he commanded the Kphira 
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1)1*1^^ ill tilt' North St'ii, in tlu^ \Vnh'h(^r<'n ox- 
•juviilitHt, luul attt'rwarilH otrCudiz. lit', wan 
then nppoititt'il t«i thi' Wt'azt'l in tlio, Andii- 
])(^lng‘o ; ami on lh> Si'pt . l.Sl I was posttnl to 
tilt'. Minst rt'l of lit) ^uns, in whirh, and 
aftorwanls in llu' Thami's, ht' was t'niploytal 
on tlm coast of Vnlt'ucia ami ( 'atnionia till 
nt'iu’ tin' end oftlu' war, duritif’* which tame 
lie was rt'pcnIt'tUy t'ni*;afp'd with tin' ('ticniit's’ 
hatti'rics and privatei'rs, and rcct'ivial the, 
thntdis oi' Sir Ktlward Ih'lhwv |«pv.|» the 
coininander™in«chit'f. In St'ptt'inhta’ IHld the 
Thanit'S ret ui-ntMl to h'nphind atnl was paitl 
olh On «o Jan. iSPitt ht' was noiuinateda. 
K.thll., nml in dntie ISP.tl was np]>oinl<'d to 
lilt' Madn|<;'ascar of dt) {jams, in which he went- 
out- t-o tht' \\'esl Imlu'S, In tln^ sprinff of 
iSdS In^ woiM ctnnpt'lltHl to invaliil, and tilt'd 
in htnnhui on :!(OMay* lit' nnuTit'd, in I Hit, 
a ihuighti'r of Lit'oit'nnnt, Woodyt'ar, U.,N., 
of St, Kilts, a, ml had issut^ thrt‘tMlauf;*ht.t'rs 
anti two sons, tin' iddest- of whom, Lnndt'v 
VVomlyttar, dit'd a rt'tiri'd ctminuunh'r in 
JiHHo. ‘ 

(Marsludrs Ktty, Nnv. Ihejpa vi. (sappl. pt. 
ii.), -dlH ; Navy lasts; Jann's’s Nnvtd History; 
{Service liook in the ruhlic Record (HUce. | 

d. K. K 

FEYTON, THOMAS ( irMo-UPJd), ])o,'t, 
said to havc) la'eti htirn at. Uoystoa, (lain- 
hrid^esliln', In Udir), wan pridialdy a youn^yi'r 
Him of Sir Joint Ih'vton of Islclunn, and 
hrothi'r of Sir Edwartl Ih'yttm |(p v. ], hnt 
ilia nnnii' iloes not ftj^'urit in tlie g'cttealof^'it'H. 
After ht'ing I'ducattnl at Roynton he pro- 
ctst'ded to Oamhridgt't, and in l(>ld wan lul- 
jnitted a stndent. of lancoln’rt Inn. Of a 
HtudioiiH and religious tcinperninent, Ui^ pro- 
duced in famdon in IdtlO the first part of a 
poem entitli'tl *ddie ( {Insst* of d'ltiu' in the 
‘f'irst. Agi', divint'Iy hatnUed liy Tliomns 
Pi*yton of lancolneH Inne, geutd The vo- 
lume opi'iis with addresHt's in verse to King 
Jaiut'S, I Vince Oharles, Ltml-chancellor 
Bacon, and tln^ ' Jhaiderd Tim pomn con- 
sist h of HJH Htmi?:aM, of varying ienffthn, in 
heroic verse. It relates tlu' story of inanV 
fall, as told in the Bible, 1’here are many 
dasHical allusitms and tligresshmH into con- 
temporary rtdighms topics. Ihiytou writes 
as a champion of tlm cst ahliHhed duircli, and 
a warm (tppotient of tint puritans* In Hi23 
ho continued the work in a second volume 
entitled ‘The (Uasse of Tiino in the Second 
Age/ and brought the sm'iptimd narrative 
to Noah’s ent.ranco into the ark* A further 
continuation was promised, but was newer 
writ(.on. Some^ of tlm ej^isoeles in Pe^yton’s 
])omn— 'notably his descrtpl ions of Ihiradiso 
and of Encifer-^vory faiiitly suggest some 
mastindy passttges cm thti same subject in 


Milton’s ^Paradise Lost,’ but the resem- 
blanc.i's are not close enough to render it 
‘irohable that Milton was acquainted with 
Ids predecessor’s dlbrls (cf. North American 
‘Renci(\ Octnlier iHdO). Copies of Peyton’s 
t wo volum<'.H uri' in the British Museum. A 
reprint appeared at New York in 1880. 
Peyton died in 1()2(>. 

1 Peytons (dasse of Time, with introduction, 
New Vork, \ 

PFEIFFER, EMILY JANE (1827- 
lH!)t)), poetess, horn on 2() Nov. 1827,^013 
till' danghti'r of R. Davis, who was in 
early years an ollleiu' in the army, and 
was through life devoted to arti. At one 
t.ime possessed of cousiderable property 
in Oxlbnlshire, he hia'.auu' hi'fiu'e his death 
iunocimtdy involvisl in the failure ol" his 
fat Imr-In "'law’s bank, the chief banking 
instit.ntion in Montgomery shire. The 
.slraiteued (‘ircumstances of the family pre- 
vented Emily from receiving any regular 
eiluealhm, but her father encouraged her to 
st udy anil pract ise jiainl/mg and ptietry. Pe- 
cuniary t.rouhles at. homi', however, darkened 
heryoiit h wit h melancholy. Him found relief 
in Ji visit to the (umtini'ut, and in 1858 
slu' tmirried.I.E. PfelHer, a Herman merchant 
resilient in Londoti, a man of warm licart 
and Htm'ling worth. At a very youthful 
age she produced a volume of vivrse, 'The 
Holly Brandi.’ In 1857 appeuri'd her first 
literary atli'inpt of genuimfproiuisc, ‘ Yalis- 
neria,,’* an imaginat.ive talc which, though 
muc.h less powerful, may be cotupared to 
Bara (lole.ridge’H ‘ Phantasmion,’ Cimsdous 
of th(^ imperfect lou of her I'ducation, she 
w'orkeil hard at. stdf-culture, and pidilislu'd no 
more until 1878, when her poem of Hlerard’s 
Monument’ (2n(l edit. 1878) made its ap- 
jie.araucc. b’roni that time forth her industry 
was conH]nc.m)us. A volume of mi-scellaneous 
poems a])poared in 1870, M”llau Alarch’ in 
l877,HiuartermHn’H 0 race ’in 1870, ‘Honnets 
and Hmig.s’ in 1 880, binder the Aspens’ in 
1882, and * The Rhyme of the Lady of the 
Uo(jk’ in IHHL A long journey uudertaken 
in the last year through Eastern Europe, 
Asia, arid America was gracefully described 
in * Flying Loaves from East and West’ in 
1885. At the same time Mm Pfeiiler in- 
toroHted hersidf in tho social position of 
women, and issued in 1888 ‘ Woman and 
Work,’ reprints of articles from periodicals 
on th(! 8ubj((ct. She also dusired to reform 
motloru fomalo costume, and wrote in. the 
‘ Cornhill Maprazine’ in' advocacy of a modi- 
fied return to classical precedents. Her hus- 
band died in January 1889, and she never 
I recovered from the blow. She wrote and 
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piibliHluHl ‘ Klowors of iho laUo* in 

t lioManu', your, but .slu' Hurvlvod l*f(‘i(lbr only 
a. yoair and a, day, dyin^j;’ at thoir hous(‘ in 
in January iStlO, In aocordnm^o 
with ho.r hiiMband’K wish, alio had dovoPal a 
portion of tiudr ])ro|)(*rtv to tlu\ (‘wtublisli- 
nuuit of an or[)hanaf’'t‘, and luul dl^si^■n(Hl t,lu', 
(‘udowuunit oj' a H(‘hooI of dra,mat i(‘. art,. ,F»y 
lior will slu^ left nionoy to tnistia's to }m^ 
uppliiul t,o the ])nnnotion of wonuni’a hi^'lun* 
education ; 000/, from this fund was allot.t<’d 

towards o.naitiu};’ at.Oardiirtho Alau’daro I lull 
for wonien-studoiitsof t luMinivorsity of Sout h 
‘Wah‘s, wlfudi was o])(‘nod in iSOo. 

As a poet.CiSH, Mrs. IMeilha' r(\s(‘niblod Mrs. 
llrowuinp'. With in(uun|)a,rahly h‘ss ])ow(‘r, 
slie was upliftiul by tho Wfinio moral a,rdour 
and gniidtid by tJu‘ same didicati'. s(‘nsitiv(‘« j 
ness. IliU’ .sontinumt is always elnirmi n|Lf. | 
Ihu* do, foots ani thos(i of fuu' prcMhau'ssor 
ditrus«‘Tu\MS and iusidlu'h'nt. finish ; nor had 
she suHlciinit st ron^'th for a lon|»’ ]) 0 ('m, Sla^ 
succo(hIs ))OHt in the sonnot,, wlnua^ the 
metrical form enfontos eotntirossion. Slu^ was 
also accomplished in emliroichuy, and she 
ltd’t to a niece a fim^ <M)llo<“linn oi’ luu* paint- 
ings of llowm'H, which un^ exe(uit(Ml with 
great tuiste and skill. 

[ A. H. Japp in .Mih»ss Poets and Poetry of 
the PenliUry ; Athiuiioum and Academy, 1 Ihtln 
1800; WesLcra Mail, 8 Get. 180*}; private ia- 
formation. j K. (h 

PIIAEE or PHAYEE, THOMAS 
(lbl()l^“>1500), lawytn*, ])hysician, and trans- 
lator, is said to hav(v been son of Thomas 
Plnu'.r of Norwich (Pionton, Tour in iVm- 
hrokeshircy J811, p. hOh). The family a])- 
IH'ars to have htum of Flemish origin. Idumr 
was educ-at(‘d at Oxford and at Line, ol ns 
Inn, and was favourahly noticed by Williniu 
IMulet, first nninpiia of Winchester hl-v.] 
^Aa a lawy<»r he attaiiUHl/ says Wood, M’o 
a coiisiderabi(j knowledge in the municipal 
laws/ and lie wrote two legal handbooks. 
The first Roliert Redman ])ublished for him 
in Jr>35: it was entitled ‘ NaUira Brin'inm, 
newly corre.cted in Fnglishe with diners 
addi cions of statutes, book-cases, pleesJ . , . 
In 1543 Edward Whitelinrcli issued Pliaer’s 
< Newo Boko of Presidenti'.s in manor of a 
register, wherein is com])reliended the very 
trade of nuikyng all rnaner miydenoe and 
instriimeiiti^s ofPractyse, ryght commodyous 
and necessary for eueryman to knoweJ ,Ue 
was rewarded for his' mideavoiirs to popu- 
larise legal methods by the a])pointmcnt of 
^ solicitor ’ in the court of the Welsh marclu^s, 
and settled at a house in Kilgerran or (jil- 
gerran Forest, Pembrokeshire. 

AVith his practice of law Phaer com- 


bined a study of medicine, which he bt'gan 
bi'fon^ loPi). In loM, ai'ctu'dlng to Her- 
bert (although tlu^ earli^'.st- etlition extant in 
^ tlu‘ Hoilhian Library is <lnl(nl 151(5), hi^ 
publislu'd with Whilehurch a ])f)pular nu*di- 
cnl t null ise, mititlcd ‘ The Regiment, of late/ 
a ver.sien thnmgii tlu' fi-emdi of* Ki'gimen 
SanitatiH Snh'rni/ of whiidi a, (ranslntiou by 
'Hiomas Paynell [(g v. j bad already bemi 
publislu'd in 1528 | st'e Hou. VNn, PuilJP 
mon], Pluu'r appi'mhal to his remhning ‘ A. 
goodly Hryi'f' Treatise <4’ the Pi'styhmee, 
with tlu^ causi's, signs, and ('ures oflhesnme/ 
M>(*clara(ion of the \‘eyiies of Man’s Bedy, 
ami t(v wluit Dyst'ases ami Indrmithxs the 
opening of every one <4’ them iloe sm'Ve/ and 
Book of Children.’ Bluu'r ehiims in tliis 
Tolunu^ to have lirst miuh^ nu'dieal seieiu'c 
itd.elligiblc t.o Englisimu'u in tlu'ir own lan- 
guage. An (iditioii, ‘ lU'wly corrected and 
cidargt'd/ iipjaaired In 1553 (hy John Kings- 
ton and 1 h'nry Snt.l on in sonn* eopi('H,and 
by W'illiam Bow for .Vbraluim Vhaile in 
otlu'rs). Other editions an* dated 15(50, 
15(55 (f), 15(57, 1570 (/), and 1503. Tim 
^'fn'Htise of tin*, PlagmC was reprinh'd in 
1772, ‘ with a. pn'faet^ by n idiysieian | \VC |,' 
and sonu' I'.xtraetH hgun'd in an appendix tii 
* Spirit mil I’n'vsenudiues against, t he Pt'st i- 
li'.nee/ 1003, by Ht'ury Hidland (d, HIO-l ) 
f (I, V. and in ‘Salomon’s IVsthouse, by 
1. D.;’ 1030. 

OnO Feb. 15584) Phanr graduated M.B. 
at Oxford, with haivf^ to ])raetise, and pro- 
cemh'd ALl). on 21 March, He stalecl in 
Ills sn])pH<'ation for the. lirst. degree that he 
hud practised nn'diidne for twenty yiairs, 
and had made experimmits about poisons 
and antidotes. 

l)(‘H])ite Ids twofold ocmi]>aH(m as lawyer 
and doctor, Pham* found hnsun* for literary 
work. In 15-M he contributed a commmi- 
datory poem to Philip Ih'tlmm’s ‘ Military 
Pnuu'.pls/ Ht^ HU])plied a poetimil vi'rslon 
of (he It'gimd of ‘Howe Owen Olmidower, 
being sediuu'd by false prophi'eii's, toke upon 
liim to be Prirnm (4' Wales/ to the first (hH- 
timi of t.lm ‘Mirror for iMagistrati^s,' 1550. 
Whirt.on also says h(\ hud semi an (4d ballad 
called ‘(.Sads-bill by Faire/ A ballad ‘on the 
robbery at Oaddi's-liill^^ was entmxid in the 
n^giste.rs of the Stationiu's’ (Vnnpany in 
1558-0. In 15(5(5 after Phaer’s death— 
Thomas INirlbot. procured a license to publish, 

‘ Oerten Verses <4* Oupydo, by M. Fayre,' 
who is identifh'd with thaer. The work is 
not known to be extant. 

JMeanwhile, on 9 May 1 555, he began the 
translation of Virgirs ‘yEneid’ into English 
verse, by which he is best known. The first 
book was completed on 25 May, the third on 
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10 tlu' HU V U)H'. I%!u'h 

l)i)(>k hinj, nii ihn nv<M*nu‘\ 

twenty In tlnn'e HpjX’-'n’eO, wiili a 

(ledii'til itni tn Mtn*v\ * Tin' si*ven lir.nt, 

liooki'S nf tin* tnn*nlt»s of \‘it‘;till 
into Mn.i';H'0n' meter hy IMnier, 

estinier, Htdlieiitmr fi> the Kittiif and qtt<*neH 
inniestieM | he. Philip am! Mary mO tinnliuir 
thi'ir Imnnrahle eemruiile m the marehlea ttf 
Walt'S, anno lOOS, ‘JS -Maij,’ L<»n«hm (hy 
Jtilui KiipyaitnU, He, At the' eenelu- 

Hieiutrthi' tifl h heek I 1 May leoO), In' rn>tt‘d 
that, he hinl <* a'aped * perienhim KnrmerdiTU ^ 
»-“{iu appnnnO referema' le aetju' aet'uleut. 
that; he HuOitima! at, t'urnuuilu'u, lit' 
wnuplett'il ( wo more l^tmlvO t'tedo h ami niniJH 
hyti April le(!t), atnl hud lay, tin llu' tenth 
win'll he injured liie haml. 

Phiier dit'd at Kilp;errau in AmruMl leOO, 
hidert' rt'Hnminp; his luhtmi's mi \‘irpHl. Ilia 
will is dateil It! An^^. Hi' thrt't'led that he 
almuld h(' Imriial in Kilpsn'ran parish ehnreh, 
a,nd rt'tpieHtt'd his frieml < ietirtp' lA'rrers tn 
wrilt* Ids epitaph, A diri'etien Oi his wile 
to apply h/, ef hhs estntt' nl'tt'r his tltaith tti 
an unsptH'ilit'd purposi', tm whieli Ids wife 
and In' lunl come to an umh'rntandiipc in his 
lilVtinn', is ht'lievt'il to nder to the eoin- 
mmuora-t ivt*. riles of tlm Ihmian eatlmlie 
(dinreh, and is liehl to prove, Mo the prt'st'iu'e 
of PhnepH loyal dedication of lds*,Mneid’ 
to (Moa*n Mary, that In' adhered to the old 
faith. Uis wile Ann was n'sidua, ry h'U'iih'O^ 
and be made provision for tUre<' danMiters: 
Eleanor (who had married (hnillytly ap 
lijyuon)^ Mary, ami EliMht'th. A eulofji'istic 
H'pytaplu' oi imdster 'riimnas Phaj^^rW ap- 
peared in Barnahe (hiog'e’s * Egdo^m/ loOd. 

In intiti PhaePs nine eompleted hooks ot 
liiB translat ion of Virgil wi're ('ditml by Wil- 
liam Wig:ht nnui^ ' nmeptmir of Wales,’ Tln^ 
volume, which was ih'dieatetl to Sir Nicholas 
Bacon, was entitled ‘Tln^ nyne. fyrst hookes 
of ilie I'hieidos of Viipl converted int() 
Englishe vearsc by Tho. Pltaer, doctonr of 
phisike, with so inuche of teutho booke as 
since his de.atli (IhdP) coulde Im Ibundc in 
nnperlit papers at his house in Kikoiran 
Eorest in Pmnbrokt'sldre/ lamdon (by Itow- 
knd ,11 all for Nicholas England), 15(J:2, 4to. 

In 1584 Thomas Twine coraploted the 
translation of the * /Eneid,’ and issued what 
Im calle.d ‘the tldrttimi hookes of ./hineidoH,’ 
with a dedication to Robert Sackvillo, son of 
Lord Buckhiirst; t;lie thirti'cntli book was 
tho Rupplomont of Maphanis Vogius. 

Phaor’s t.ranslation is in finirtoon-syllable 
rhyming balhid metre,, is often apiritod, and 
fairly faithful. Although (iawin Douglas 
[’q. v.j was the earliest translator of ^Virgil 
(iood) in Great Britain, and the Earl of 
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Surreys trunslnlieti of two hooks appeared 
in loop, Phuer was thi' lirst Bnglishman to 
ntjonipt^ a tnuislntiim of the whole work. 
His aehieveiueiil was long gratefully reniem- 
heri'd, Arthur HallUpv.], when dedicating 
his Homer to Sir ddminas l^isdl in 1581, 
laments tln'infi'riority of his ('Iforts to Pliaer’s 
* \ irgilinu Pnglish.^ Stanilmrst’s clumsy 
versitm of the ‘ .hhn'ld’ (158(5) was deridi'd 
hy Nash ns fjf small aceonnt hi'sidi' Phai'r's 
efforts ( po'f. to GumpnI'I’s 1587). 

Putfeuhani, in Ids * English ik)i'sitq’ bestows 
Hiinilar comnn'iidat ion mi Plnnu*. 

pVoods Atheiijet Kon, ed. lUiss, 1. .TIH; J.R. 
Pldllip.Ts Hist, of thlfU’rran, pp. OH-lOd; Fos- 
tt'iAs Alnnmi Oxon. ; lIunl(U'’H ,M8. Oliorns 
\hUntn, in Adtht. 5rs. dlttlO, f. 77; FulledH 
Worllih'S, (teorin^ Owen’s IlisUu’y of Femhroke- 
shire, 18112 ; lo'jilon’H 'Pour in Pemhrolo'sldre, 
IHII ; Sliakt'Hpeare Soeiety’s Papers, IHU), iv. 
15; Ua/diU.k Bihliographical Collections.) 

H.“ L. 

'PITALKRI (JB, HUEEIEEMnS 
1(578), divine, |See WHutk, Wiliuam.] 

PHAYUE, Sill ARTIHIR i^lIRVES 
(I8lg. 1885), (irst. commissioner of British 
Burma, horn at Shrewslmry on 7 May 1812, 
was son of Riclmrd Phayre, i^sip, of Slircws- 
hury, by his wife, daugliti'f of Mr. Ridgway, 
jmldi.sher, of Ilf) Piccadilly. Golonel Pluiyre 
of Kllhmghra,m lAirest, co.' Wo.v'ford, wa.s his 
grand fatlmr, Ho was educated at Blirews- 
bury S(*hool,an(l lim*ame a eaihd; in the Bengal 
anny in 1828. He was tvansf'rred to Maul- 
main in IHJU, WHS promoted lieutenant in 
1858, and maiompiuiied the ex|)edition against, 
the Wa-lieu trilie in 184 1. lie was nominated 
in 1 8 M) principal assist ant to the commissioner 
of the 4,\mtiHscrim provinces ofLower Burma, 

, and thus fornu'd lus first. conm'ction with that 
country, with whiidi his later life was mainly 
associated. He rejoined his regimt'ut, and 
accompanied it to the Punjab in 184B ; but 
in 18 B) he returned to Burma as captain and 
commissioner of Arakan, and as assistant to 
(Japtain (afterwards Sir Archilmhl) Bogle. 
In Arakan he was well trained in the detail a 
of civil administration, and lus spare time 
was (‘mjiloyod in acipiiring an intimate know- 
ledge of the Burmese language. lie was 
transferred in 1852 to the commiasionership 
of Pegu (in Lower Burma) on its annexation 
after the second Burmese war. The province 
flourished under his rule, and his success was 
emphatically acknowledged by Lord Canning 
in !,B56. During his tenure of this office in 
1854 he accompanied as interpreter the mis- 
sion sent by the king of Burma to the 
governor-general of India, and in 1857 was 
sent to Amarapura in charge of a mission 
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to Hiirmos(^ coiirli with Dr. John Forsyth, 
of Af|[.^’hiunstan and Jalalaba<l fanio, and 
Thomas Oldham [q. v.], supin'intnauhoit. of 
tho (icolofi'ioal Survtn'' of India, and (hip- 
tail! (al’tnrwoirds 8ir Ilmiry') Yido as s(irr(*- 
tary, Tho dosirod tianU y was not ohtaimal ; 
but infonnation of inuoli valuo concau'iiin^ 
tho country, tlu^ pooph', and tludr ^ovorn- 
mont wuis colhaUnd (sit ^hdo's Ih'port). 
Phayre was promoted major in IKoo, and 
liouttniant-oolontd in IHod. In IStJii l.ho 
proviTiCi^ of Hritisli Ihirma wnis fornuHl lyy 
comhininjj;' tho divisions known as Arakan, 
Iniwadi, and Tonassorim, and Dhayro 

was a])point tal chief commissiont'r. He wms 
made (IB. in 1 8(5,1. IDs sue(a\Ms atlraclod 
the favourahh^ attimtion \)f Sir John Da\v- 
ronco, who, wdien Bhayrij contemplate, <l (hv 
parture, on sic.k leave, wrolt^ on U Fth. 18(57 
e.xpressin^’ his d(aq) rej^ri'i, and rmu)miti(Mided 
him for tlumlistitud.iou of K.B.S.L Bhayn^ 
loft Burma in tlu^ course of t hat ytmr, and 
iK'VtU' returne.d. Uissuc.e(\ssor,(k>lotii*l Albert 
Fytche, justly riqinrliul that, his ndmini.sl, ra- 
tion was throuj^huut (ainspicuoiusly wi.so and 
conscuent ions. 

Durinp;’ his a])senc(‘, on h*ar(^ (bVhniary 
1(8(58) h(^ diudined Sir Stalford Northcotids 
odor of the post of resident, at naidarahad, 
one of the best appointments in fndia. N(‘xt 
year ho travidled to India, visit lal Kashmir, 
China, Japan, and America, and, nlurnin^ 
homo in 1870, setthui at Bray, near Diihlin, 
for four ytmrs. lie, was promoted major- 
general in 1870, and lieutenant-pfeneral in 
1877. In 1874 he was ap])()inted hy Lord 
Carnarvon to he governor of the IMaiirithi.s. 
IDs administration was hotli Hucce.ssfiil and 
popular, and he held o dice till the mid of 1878, 
when he retired from the army and was 
created (h(liM..(h Settling- again at Bray, 
he employed himself in compiling the * His- 
tory of Burma,' which he published in IB85J, 
The hook is an excellent piec.t^ of work, 
founded chietly on the ^ IMaliarajaweng,’ or 
^ ('hronicles of tlui Kings of Burma,’ and on 
other Burmese autlioritii's. One of hia last 
])ublic acts was to write a letter to tho 
‘Times’ (18 Oct. 1885) intimating his ap- 
proval of the annexation of indtqxmdimt 
IJpper Burma, llc! died unmarvi(4 at Bray 
on 14 Dec. 1885, and wuis buried at Ennie- 
kerry. 

Bhayre was tall, dignified in bearing, and 
excessively courteous in manner. By his 
lirmnesB, justice, and liberality he built up 
the great jirovince of Burma, where his name 
b(ica.me a household word. 

There is a portrait of Phayre in uniform, 
painted by 81r Thomas Joiuis, IMLH.A., in 
the coffee-room of the East India United 
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Service (dub, and a statue lias lieen erected 
to his nKunory in Ihingomi. 

Phayre s pubheatiour;, la'siih's tlie ‘ History 
of Burma,’ are ‘Coins of Arakmi, of Begu, 
and of Burma’ (part, of th(‘ * Intcu-uationnl 
Numlsmatii Orient a lia' l, l88L\'lto, and many 
])a]»ers (haaihal in t.lu‘ * BroeiM'dings of (be 
Itoyul Oeograplueal Society' ( 18(S(5, p. Ill ). 

( Infariiiation kindly furuislu'tl by his bret.luu-, 
Sir Uebert Bhnyrc, K.t'.B. ; Yuh^'s Narrative 
of Major Iduiyri‘’H Mi'^sion tt» tlie (hnirtof xVva 
(( taleut.t.a, 185(5); Bro(‘('ediiigM of tlm Koval 
(leograpliiral Society, 188(5, viii. lOJ 42, olal* 
nolu*(% l>y (kdoaal Vale. | \V. B.t. 

^ PHAyilE or ^ rirAIB.E. BOBEirr 
(Kilt):* l(5S2), regi(U(!(*, possilily a son of 
hhnnmnuel Bhatre, who in Killlbeeami'reetor 
of Kilslumnig, co. (ku-k, was born about. 1(5BJ, 
for on -4 March IBol his age is report*^! as 
thirty-live, llt^ camt^ into prominence in 
connection with the ontbri'ak of tin' H<‘(‘ond 
civil war. In bVbruary 1(518 he hehl a com- 
mand as Belli enant-colomd in the south of 
Indatid, wluai he was arri'stnd, with tliris'i 
othm’ollicers, for ndusiug to join tlu' royalist, 
rising under Miirrough O’Brimi, first, (airl of 
Duhiquin |<l.v. (C.VRTH, //(r/e o/* On/n;/a/c, 
iii, 85(5). On - Oct. thi'm^ four wm-e t‘x- 
cluuiged for Inchiquin’s son, and lirought. to 
Brist ol in Ib'cemberhy Admiral Benn, whence 
Bhnyri^ madi' his way l.o I mudon. The warra nt 
for tlm exe.eution of Oharle.s was addressed, 
on 21) Jan. 1(5 H), to Colomd Francis Uuekor 
I (j. v.J, Colonel He.rcules Iluneks, and Idmi- 
tenanl-c.ohuud Blmyre. lie was pr<*sent on 
till' f»()th at Whilelmll when the orders were 
drawn up for the executioni'r, I,u April he 
was given command of a Kentish regiment, 
to join (Vom well’s ex))edilion to Ireland. In 
November the. town of Voiighal capitulated 
to him, and he was made one of the com- 
lul-ssiouers for settling M umster, On 1 0 A jiril 
1(550 he took part, under Broghill, in tlu^ 
vic.t.ory at Macroom over the royalist forces 
under Boethius MacEgan, tlm Homan ca- 
tholic bishop of Boss. Next yiair (1(551 ) he 
was ap]K)inted governor of Cork county, 
and lield this ollice till 1(554, He was a 
parliamentary repiihlican, dissatisfied wdth 
the rule of the army olllcerB, and unfriendly 
to the protectorate. He aeema to have re- 
tired to Uoatellan Castle, co. (kirk. 

In 1(55(5 Henry Cromwell reported that 
I^hayre was attending q ualuit nieeti ngs. I le 
doea not appear to have become a member 
of the Society of Friends, though one of his 
daughters (by liia first wife) married a Friimd, 
It is somewhat remarkable that Phayre him- 
self married, as luH second wife, Elijsaheth, 
second daughter of Sir Thomas Herbert 
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I (}. V, |, t h<' fuithrul ntU'inlant on 
Churli'H 1 in lus last- Ihmu'h. ; 

took plnct‘ oil Hi Anp‘. UmS nt, St . Wt'rbm-'i'irH, ! 
DiiliUn. Oil S July lt>5t) tlio couuuit tia* of | 
antot.y Pluivro n (Hmiiumsiou ns ooloiiol 
of foot to Hi'rvo umlor luuUow in U’oland. 
At. tho Ifivstorut iou ha wa.s arrcsiial in (tork i 
(IS May Ukk)), niul aiMit pri.sonor to Duhliii. 
Tliauoi^ lu' was romovi'd to lumdou, and stud- , 
to tluOrowarin Junia Ua douhth'sa owoil ; 
ld.sliri*,imdt ha laisy inant luant hoaKpariiniaad, | 
to hiH (‘onnaaliou with Uarhtui. ; ( tlanaaiiy, I 
whosa Ida ha hud .MpuriMl, alno phaulad for I 
him. On ^ Nov. ( Uaakar Iind hami han^’ad i 
on Id Oat.; llunakH had Ha,vad himsalf hy 
p'iviri;.*’ (‘Vtdmiaa) h<‘ patitionad tha ]»nvy 
aounail to ndiaisa his (\sta(a from , ra- 
tion, and parmit- him to rat, urn to Irtdaiid. 
This was not ^jrantiHl, hut in Oc'omnhm’ tha 
saipnnstrat ion was tukmi otf his trisli I'statas, 
and ha was ^ivan t ha, lihiuMy of tlia Towarou 
pui’oli^. On djidy l(5t»l ha was rahaisad for 
ona month, on a bond of ii,000/, ; ha was not. 
to |ji'o bi'yond th<' housa and g’ardmis of llar- 
hm't, his fat bar-in-law, in lN‘My h'ranaa, 
‘\V(^^tm instar. On It) July anothm’ month's 
absimaa was parmittisl him, with laa,vato ^.^’O 
to tha amintry for his hmilth. On 1^8 Ktd). 

1 IU)2 ho was allowail to rainova to Ihnda'rt’H 
housa for thnai mont hs. Aftar thishasamns 
to hava p^'ainad liis liharty. It was a.t this 
ptmiod that- ha mafia llm aa.fpiaintanao of 
Lodowhdta Mupixlalon |(j. v,"|, who.s«‘ tima-ts 
ha adopt ad. Soma tinia m ItJfW Im ))ronjL*;lit 
M nfji'f^li'ton toll arlnu-t’s housa and ini rodnc.od 
him 1 0 )iis wif(‘, who also hi'aama aconvart. 
Thair axamph^ was followad hy thair dan/^'h- 
tars Klizaliath and Mary, ami (Imirson-iu- 
huv, Oaorg’o Oamldi*, a maralmnt in Cork, 
and fonnarly a (uiakar. 

On (5 April ftido Pliayra wa.s living* at 
Caluwmora, ao, Cork, wlum ha was vi.sitad hy 
Vahmtinat I raatrakos [q. v."|, tha strokar, who 
hadsarvod inhi.sragdnnmt.in I Oh). Oroatraki's 
cured him in a few minnta.s of an acuta 
ag'ua. Iji 1000 Phayra wa.H implioatad n tln^ 
abortive plot for seizing* Dublin Oastla. Dot h 
I^hayre and his family corro.spondad with 
Muggleton. Phayra’s iirsfc lot tor to M ug'g'la- 
ton was dated Ld) March 1070; hi.s .second 
latter (Dublin, 27 May 1 070) was sent by 
(j raatrakos, who was on a visit to London 
and .Devonshire. 

Phayre died at the Gran^]ro, near Cork, in 
1682, probably in September ; he wa.s buried 
in tha baptist graveyard at Cork, llis will, 
dated 10 Sept. 1082,Vasproved in November. 
By his hrst wife, whose name is not known 
(init is traditionally said to have been Gamble), 
lie had a son, Oneaipliorus, whose wife, Eliza- 
beth Phayre, died in 1702 a daughter Eliza- 
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b(‘th, innrriisl to Uii'liiird Parmer, and a 
daughter iMiiry, marriiMl In George Gambli*. 
Ily Ids sis'.end wife, who was living on 26 May 
1(580 (the date of Imr last letter to Mugghs 
ton), Im lunl thnaf sons: llumias (77. 1710), 
Alexandm* Ihu’lHU’t. (r/, 1752), and Jelui, and 
three daughters. 

jt'al, Staui kapiu’.s, Dum. KitOdll; Smillfs 
(Nu’k, 177‘1, i. ‘ior>, ii. 176, 17H; lhu‘vu and 
Muggh'tnii’s Spiritual 1766 ; Supjile- 

uient; to the Oouk of LtU.tiu’s, 1861 ; W(d)h’s 
Ih'lls of Swartlmmor, 1 8(17, ['p 06 si].; (toimeil 
Oo'ilc of tlu) (Virponil h'u of t7>rk (Oaultield), 
1 K7(ii p. 1 1 (51 ; O’llarl’s Irish mul v\Iud()^Iris^l 
Lamled (Jealry, 1881', p. 16; (!ork nistorieal 
and ArehieoloaiiiMd .loiinial, June I8(h>, pp. *l'19 
s(j. ; Noll'S nud (pu'rii's, 6th ser, xii. 47, 811, 
(5th Her, ii. 160, iv. 266, 871 : hiullew’s Miunoirs, 
ed. Idi’t.h; extracts from fa-mily papers furui.slual 
(1871) hy \V. .1. O' Pumiova.n, csip, a tleseeudaiu. 
ot Ouesiphorus Pluiyre.) A. G. 

niELIPS. I Sei' also Pima in\s, Pn ilu»s, 
.Pim.mrr.s, and Piiimiirs. | 

PHELIPS, Sir IMiWAlU) (1500?*- 
1011), sponke.r of the House of (lommons 
and inii-stiM* of the rolls, wuis fourth, and 
youngivstson of Idiomits Pholips (lOOO-lOHS) 
of Monlaeuto, Somm*s(‘t, hy Ids wife I'llizu,- 
hetli {(L 161)8), daughter of John Smythe 
of Dong Ashton in the same county. llis 
father stood godfather to Thomas Doryate 
[q. V.], and Pimposial upon lum’ the name 
Tuomas. Edward was horn about 1500, for 
according to Goryate, wdio rnferH to him a.s 
< my illiistriouH ’Mmcenas,’ he wa.s ‘50 or 
tluwi'ahoat.s’ in 1010. Ho does not a])]X'ar 
to have boon, a.s Foss suggests, tlie Edward 
idiilipps who graduated D.A. in 1570, and 
M.A. on () Eel). 1582-0 from Broiulgates 
Hall, G.x ford. Ho joined the Middle Temple, 
where ho was autumn reader in 151)0, In 
l()()l he eiitonMl ^larliament as knight, of the! 
shire for 8omers(d.. On 1 1 Feb. i0()2“-3 he 
was named serjmmt-at-law, hut, owing to 
the queen’.H death, did not proceed to his 
(higreo. imt.il thivfoll owing niign. On 17 May 
he was made king’.s serjeant and langhted. 
In Novmnher he took part in the trial of Sir 
Walter Huleigh, but did not share in MJie 
brutal manner in which Coke conducted the 
proHccutionJ He wa.s re-elected to parlia- 
ment for Somerset on 11 Feb. 1003-4-, and 
on 11) March was elected speaker. Accord- 
ing to Sir Julm.s Omsar, he was 'the most 
worthy and judicious s])eaker since 28 Eliza- 
beth.’ * Though his orations to the king weri^ 
tedious, lie did ‘ his best to help the king's 
bu.sine.ss through on some critical occasions.’ 

On 17 July 1604 he was granted the oflico 
of justice o^ common plea.s in the county 
palatine of Lancaster, In this capacity he 



Phclips 1-14 Phchps 


wtiB Tory acl-ivt^ aj^'ainst' t.lu^ (‘.alUolicB* On 
ono occasioti he eond^nniuHl a man tt> deat h 
^Hiniplyler (nit (a’t ainiii^' a Jesuit,’ and is said 
to hav<i di'idariul tiuit', as tilu' hiw stood, all 
who were prestniti wlnni iiiiiss was e«d(d)rat(Ml 
were guilty of iidony. Ih^ was oue of t host^ 
appointed to inxainiiu^ th(‘ ^o'uu])owder plot.’ 
conH])iratiorH, and in January ltH)t> (‘peutnl tiu'i 
indletiiKnit a^'ainst (lay Idiwlo'.s. Ih^ was 
also chancadlor t.o Priiua^ Ihniry. tin - n(‘e. 
1008 he was pi'ranted the reve.rsion oT thi' 
mast(n\ship of the rolls, hut, did not sueeeod 
to the olliee until Jaiuuiry Kill. ^ VidvinMon, 
(joke, and Montaj^'u all spoke hi{j;’hly of his 
e,oudut‘.t, as a jud}j;’e, thoufjfh tin' last, a.dinitted 
that h(^ was' ‘over swift in jud^'ing*.’ < )n 
14 July Idld lu^ was appoiuttsl rau”‘<n* of all 
royal t‘on\sls, parks, and (‘has«'s in Mnf''lamL 
'Jhvsidi's his hous(‘ in (dian(‘(n‘y Lane, and 
auotlnu'at Wanstnud, Kssex, whenOuMniter- 
taiinal tin ‘ kin n-, Phelips Imill a laqp^ nmnsitpi 
at M,ontaeut,(^ whieh is si, ill standinfi'. and iti 
tln^ ])oss(\ssion of his (kxsenndauts. ^ 11 o di<*d 
on 1 1 S(‘pt. 1(514, haviuf^' niarriial, (irst, Mar- 
I^Miret April IdDO), dan^^hUn* of Itidand. 

Newdei^’ate of N(ovd('n’at<s Surnw, hy whom 
he had two sons, Sir Itolao't [(j. v. | and 
Kraueis; S(‘Condly, h]liza,h<d,h (^/. 2(> ^la.reh 
1(588), dauglitifU' of Thomas Pi|4'o(t ot I)od(n*» 
sail, Bnehiiif^’hamshire. Tlu‘re is a portrait 
ofPhelips at Montacute House. 

[Phelips M8,^. prosisrved at M(»ufcai’nte IIoas(^, 
and eahnidarcsd in Hist. MSM, (jmnia. 8rd Ih^p. 
App. ; ('al State Papers, Dom. Ser. 1()0J4»; 
Wiiiwood’s State Papers, ii. JO, ^(ce. ; (tonunons 
Journals, passim; Pari. Ifist i. 9(50, 10*1"), isie, ; 
State Trials, ii. 104, 1002, 1073, 1((70 ; Otlieial 
Keturns of Memhers of Pari. ; Niehols’s Pro- 
jsreHsesof JanwH I ; Ooryat.e’s PruditioH, passim ; 
SpoJdinp;’H Life and Ijcit.ters of B.icon, iv. 07, 
210 ; Dui^dale's Ori|;ineH, p. 218; F<»h4s Ju(lp;eH 
of Ihifvland; Sandford’s (hnuMdo^j;. Hist. p. /)(»2 ; 
Man tnnp:’H Speakers ; Jardiuets Gunpowder Plot, 
p. 45; Mcjrris's Troubles of our (jntholic Fore- 
fathers, 3rd ser, pp. 45L-2 ; Visitation of Somer- 
set (llmi. Soc.), p. 85; (hmealo^ieal Oollei-tions 
of Itornan (jalJiolic Families, ed. J. J. Howard, 
pt. ii. JSo. iv. ; Gardiner’s Hist, of EnKhmd. ) 

A.F. 1\ 

FHELIPS, SiE HOBFdlT (loBO P-UIBH), 
arliamuntarian, (ddeat son of^ Sir Edward 
‘helips [q. v. ], and his lirst wife Margaret, 
(laughter of Kob(H*t Newdegata of Nawde- 
gate, Surrey, is said to have hmni born in 158(5, 
He enterec'l parliament as inomber for East 
Looa, Cornwall, in 1(508-4, and sat in it till 
its dissolution on 9 Feb. 1610-11, Tn H508‘ 
he was knighted with his father. In July 
1613 ha was travtdling in Prance, and in 
the same ytuir was granted the next vacancy 
in the clerkship of the petty bag, Hi April 


1(514 h(> wjis ('I(H*t<nl to parlinnuMit us mmubm* 
for Saltush, Cornwall, and mudi' some murk 
by joining in tlu' altnt’k on Kitdiard Noilt^ 
[(|, V. |, tJum bishop <d‘ Litnutlu, for his spi'pcb 
ui tlu‘ Uonsi^ of Lortls rellmding on tlu‘ (‘oin- 
mons, In 1(515 h«‘ went to Spain in n(((Uul- 
ancmiii John Bigby, afterwards Earl of Bristol 
[(p V. |, who was (Mienged in n«‘gotlating tlu^ 
Spfinish inat.idi. IH'lo'pt a diary of bis moia*- 
miuits for a low days tprint('d in //A/. J/«SX 
(hitun. \hI U<q>. App. pp. 59 150), and wrote 
an (‘ssay on tlm ut'goiiatitm, wbitdi is among 
tluMnanuseripts at Montacute lloiisi'. Bn)- 
bably, like' Dtgby, 1 m^ whs not. hivourably di.s- 
postal t ttwards it . 

In Hi2l Bludips was nd. timed to ptir- 
liament tis int'tnbiu’ for Bath, and at. oiuat 
took Ji, ]»romln(Mit. ptirt in its protauHlings. 
On r> F<‘b. lu' nceust'd llu* (*atbolies of rt'- 
jtti(4ingat. EredtuhdPs dideat. In Uoluuuia, tind 
nnalitatiug a, staamd ‘gunpowder plot.’ It 
was on bis motion (Jl Mtirch) that tlu' house' 
(urmnl its att(mtiou tn tlu^ palmit. for gold 
tuul silver thread; In* stu'vt'd on (hei com- 
iniltett jippoiutt'd to impun* into tbei unit ter, 
and brought u}> its rt'pm't, whi(*h ruruisbetl 
t.lu' nuiin eJuirgt's against. Sir (lib's Mom- 
ptxsson |<i. v.| ((}\iuilNKH, iv. 47). lu the 
stinu^ mont h lu' s('rv<*(l tis ehairmau of t lu^ com* 
mit(e(‘ to inquirt' into tlu' ehnrgt‘s of bribery 
lirought. agtiinst Bjumui ; on tht' 17lii ht' prt'- 
senli'd its ri'port lu n.Hp(‘i‘i'h of gnait form' tmd 
mocb*ration, and was onh'red in biy tint »‘vi- 
dt'uee befori' tb(' llousf'or Eords. In May be 
was one of till' lirst lourgi* tlu' boast' to punish 
Edward Floyd I (pv. I In Novembt'r htnvamdy 
atUiekt'd Spain, anil nropost'd to withhold 
snpplit's; a lew days later lu^ supnorted tlu^ 
commons’ [Kd it ion against the (‘jitliolit's timl 
the Spanisli marriage, h’or his shart' in ihestt 
])roctM'dingH lu'wiis on I Jan. 1(522 am'sttul tit 
Montiumtt', whithi'r lu‘ hud ret ired, and on 
tin* 12th imprisoiu'd in tlu^ Tower. Ili'nj be 
n'tnaim'd, in spiti*. of his brotlu'r’s pt'lition, 
until 10 Aug. 

Hi January 1623 4, wht'U Jamt's was iu- 
dtuu'.d to Hummon anotJmr parliannsnt, lu^ 
insisttul tliat Idu'lips and otlu'rs Hhould bi'i 
e.K(duded, Fhelips was, however, t'hudt'd for 
Somerset, and allowtul to tuke> his siait, pro- 
bably by Biudcingluun’s interet^ssiom IH^ 
again demanded war with Spain, but came 
into no op(*n collision with the court. In 
the first parliament of t4n^ lunv rtfign Bludips 
again sat for Somtu'set, and assurat'd an aili- 
tiule of pronounced hostility to But'kingham. 
In the lirst days of the stmsion lui «upport(*d 
an abortivti motion for immediate adjonru- 
mcnt, in order to deftr tlu^ grantingof BuppPu w. 
A few (lays later he carried a motion that 
, two sub.sidii's only should b(^ granted. On 



Phelips X4S Phelps 


6 July lie wished the house to discuss the 
question of impositions, and rebutted the 
king’s claim to impose duties on merchandise 
at will. He also objected to the liberation 
of priests at the request of foreign ambas- 
sadors. In August, when parliament reas- 
sembled at Oxford, Phelips pursued his former 
policy. On 10 Aug., in a high strain of elo- 
quence, he defined the position taken up by 
4he commons, and laid down the lines on 
which the struggle was fought until the Long 
parliament (Forstek, Life of Eliot, i. 239- 
241). Next day parliament was dissolved. 

^ As far as the history of such an assembly 
can be summed up in the name of any single 
man, the history of the Parliament of 1625 
is summed up in the name of Phelips. . . . 
At Oxford he virtually assumed that unac- 
knowledged leadership which was all that 
the traditions of Parliament at that time per- 
mitted. It was Phelips who placed the true 
issue of want of confidence betbre the House ' 
(Gardiner, v. 432). 

Another parliament was summoned for 
6 Feb. 1625-6. Phelips was naturally one 
of those pricked for sheriff to prevent their 
election as members. Nevertheless he se- 
cured his election, and attempted in vain to 
take his seat (Forster). In the same year 
he was struck off the commission of the peace 
for Somerset, and refused to subscribe to the 
forced loan. In March 1627-8 he was once 
more returned for Somerset. He was present 
at a meeting of the leaders at Sir Robert 
Cotton’s house a few days before the session 
began, and again took an active part in 
the proceedings of the house. He protested 
against the sermons of Sibthorpe and Main- 
waring, and was prominent in the debates 
on the petition of right, but the informal 
position of leader was taken by Sir J ohn El iot. 

From this time Phelips is said to have in- 
clined more towards the court. In 162^' 
Charles wrote, urging him to look to the 
interest of the king rather than to the favour 
of the multitude, and in 1633 he sided with 
the court against the puifitans on the question 
of suppressing wakes. In the same year he 
protested his devotion to the king, and was 
again put on the commission for the peace. 
But in 1635 he took njrt in resisting the 
collection of ship-money. He died ^ of a cold, 
choked with phlegm,^ and was buried at Mon- 
tacute on 13 April 1638. 

Phelips was an impetuous, busy, active 
man, whose undoubted powers were not 
always under the control of prudence.’ Ac- 
cording to Sir John Eliot, his oratory was 
ready and spirited, but was marred by ' a 
redundancy and exuberance,’ and ^ an affected 
cadence and delivery;’ he had ^a voice of 
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much sweetness,’ and spoke extempore. A 
portrait by Vandyck, preserved at Moutacute, 
represents him holding a paper 'which formed 
the ground of the impeachment of Bacon. He 
married Bridget, daughter of Sir Thomas 
Gorges, knt., of Longford, Wiltshire. By her 
he hadfour daughters and three sons, of whom 
the eldest, Edward (1613-1679), succeeded 
him, became a colonel in the royalist army, 
and had his estates sequestrated. The second 
son Robert also became a colonel in the 
royalist army, helped Charles II to escape 
after the battle of Worcester, was groom of 
the bedchamber to him, M.P. for Stockbridge 
1660-1, and Andover 1684-6, and chancellor 
of the duchy of Lancaster from 25 May 1687 
till 21 March 1689. Fie died in 1707, being 
buried in Bath Abbey. The notes he drew 
up of Charles’s escape are in Addit. MS. 
31956, f. 16. 

[Cal. State Papers, Bom. Ser. 1603-35. passim ; 
Hist. MSS. Comm. App. 1st and 3rd Rep. passim, 
12th Rep. App, pt. i. p. 464; 13th Rep. App. 
pt. vii. passim; Brit. Mus. Addit. MSS. 31955 
f. 16, 32093 f. 32, 34217 f 15; Journals of 
House of Commons, passim ; D’Evres’s Journals ; 
Pari. Hist. ; Official Return of Members of Par- 
liament; Strafford Papers, i. 30-1, ii. 164; 
Nichols’s Progresses of James I, i. 207, 213 ?t.; 
Archaeologia, xxxv. 343 ; Speddinei’s Bacon, v. 
61, ‘66, vii. passim; Forster’s Life of Eliot, 
throughout; Gardiner’s Hist, of England, passim ; 
Metcalfe’s Book of Knights ; G-enealogii-al Col- 
lections of Catholic Families, ed. Howard; Visita- 
tion of Somersetshire (Hark Sor.) ; Burke’s 
Landed Gentry.] A. P. P. 

PHELPS, JOHN (/. 1649), regicide, 
matriculated at Corpus Christi College, Ox- 
ford, on 20 May 1636, describing himself as 
aged 17, and the son of Robert Phelps of 
Salisbury (Foster, Alumni Oxon. Ist ser. p. 
1155). His first employment seems to have 
been that of clerk to the committee for 
plundered ministers. On-l Jan. 1648-9 he 
was appointed clerk-assistant to Henry 
Elsing, clerk of the House of Commons, 
and on 8 Jan. was selected as one of the 
two clerks of the high court of justice which 
sat to try Charles I (Common.?’ Journals, vi. 
107 ; Nalson, Trial of Charles I, 1682, pp. 
7, 9). The original journal of the court, 
attested under the hand of Phelps, and pre- 
sented by the 'ludges to the House of Com- 
mons, was published by John Nalson in 1682 
(lb. p. xiv ; Commons' Journals, Vi. 508). In 
1660 Phelps was called to the bar at the 
Middle Temple. On 14 Oct. 1652 he was 
made clerk to the committee of parliament 
chosen to confer with the deputies of Scot- 
land on the question .of the union ( Cal. Staie 
Tapers, Boin. 1661-2, p. 439). He was em- 
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ployed as oflleial note-taker at the t,rial of 
Vo well and hox in Idf)!-, and was also con- 
cerned in the trial of Slingsby and Hewitt 
in lf)58 (Hk Km-I p. 2:^5, HioH-O p, 11), 
From 7 to 14< May ItJoO lu‘ a^'ain a,ctecl as 
clerk of the Honse of Commons 
Jcnirnakj vii. PHI, (JoO), By theses ditlerent 
eniploymeuls Bhelps mad(s Hulheient motu'y 
to purchnsts a part of tins manor of Hampton 
Court, whi(di was bou^'ht fnsm him in (554 
for tlio iiae of tlio Protector {CaL 
PaperSj Dorn. 11)54, ])p. hSO, 22‘it. 

At the. Hestoration tins 1 1 ouse of Oomtnons 
in(dude<l IMielps and his felhsw-clerk Broaf»‘h- 
lou amonf,^the regie.idi's, and on 14 May KUiO 
Toted their avri^st^ (Commojin' Journalf^ viii. 
25). ^ Ih'ynne was onksnal to secuns all tins 
public documents which wens aauong' (Jsis 
pa|)(srs of Phelps, and Ids floods wisns also 
seized {id, pp, 27, 52, 45, 47). On 0 Jutu' it 
was further vottsd that he should be extuspbal 
from the Act of Indemnity for future pstnisU- 
ment by some piuialty less than (huit h; and 
on 1 July 115(11 Im was a-ttauiUsd, in company 
with twenty-one dead r(sf»'ieid(\s (id. pjs. (50, 
280). iduhps, how<‘V(sr, sueceialed in ('vadinj.** 
all pursuit, and in l(i()2h(swaH at Bausanms in 
company witli Inullow. At the closts of (4mt 
year he and Colonel .Tohn Bisisoe bou^dit 
goods a,t G(sneva and otlusr ])la(usH, and ro- 
solv(‘d to try to make a livtdihood by trading 
in (Tennany and Holland (Ludlow, Me - 
moirSf ii. 54‘1-, (h 1, 1804 ). In 1(5(50 Ins apjxsara 
to have been in Holland, jind his natms was 
included in a list of exiles summonml on 
21 July to flurresnder tlKunsolves within a 
given time to the English govtsrnmont (CaL 
Papers, Dom. 1065 -0, pp. 542, 548, 
558), The date and the place of his (hsath 
are unknown. A tablet to his memory was 
erected a few years ago in St. Marti n’sCfuircdi, 
V'cvay (Ltri)£ow, ii. 515 ; Notes and Qusrm, 
5th ser. vi, 15). 

[Authorities cited in text,] 0. H. F. 

PHELPS, SAMUEL (1804-1878), actor, 
fcbe seventh child and second son of Rolx^rt 
M. Phelps and his wife Ann, daughter of 
Captain Turner, was born 15 Feb. 1804, at 
1 St. Anbyn Street, l^Iyraouth Dock, now 
known as Devonport. Coming of a Somer- 
set stock, he was both by his fathers and 
mother’s side connected with people of posi- 
tion and atHuence. His father’s occupation 
was to supply outfits to naval officers. A 
younger brother, Robert Phelps (1808-1890), 
was a good mathematician. He graduated 
B.A. from Trinity College, Cambridge, and 
took holy orders. In 1833 he was elected 
felldw of Sidney Sussex, and from 1843 till 
his death was master of that college. 


(<* Phelps 

Samuel was cducattHl in his nativt^ t.own, 
and at a. school at Saltiish kt^pt by Dr. Samuel 
Left, an orphan at six(,*>«m, ho was 
sheltered by bis i4d(sst brolhi'r, who put him 
in tin,'. oHice of ( he ‘ Plymoiitli I lerald,’ where 
he was (miployed as jiinier n'adt'r to the pri'ss. 
In hiMs(‘ven(('enthyearh('.tri('.d his fortiun'siu 
Loudon,and hiM'mnt' readi'rtn tlnPdlolxBaml 
th(^ ‘Sun’ newspapi'rs. Phelps hadactpiired 
thentricsl tastes, had nmdi^ the aequaintance 
of Douglas Jt'iTold, and of William Kdward 
Lov(^ |<p v.'l the ‘ polyphonist,’ and was, with 
tlnun, a memhi'r of an amali'ur tlu'iitrlcal 
coinpany giving fnMiinmt porfermainH's at a 
privat (' tlu'atre in Raws! erut' St,rt'('t-, Chnhen- 
well. At the, ( )1 ympic he made, in his twi'uty- 
Hi'cond year, an app(‘fu*{ine.n as an amidmlr, 
playing Eustnclu' <\e Saint Dierre in tlu^ 
‘Surreinh'T of Calais/ and the Count of 
Vnlmont in tlnW Keimdling of tln^ I5)n'M(;.’ 
His HUecu'sH induced him t-o t.ake to Dm 
Htag)^ as an iHampatiou, and having lirst 
maiTiotl, 11 Aug. 182(5, at St. (leorge.’s 
Chureli, ()ne(‘n Sijuanq Bl()oiuH})ury, Sarah 
Coop<'r, ag('d sixti't'u, lu^ aiHU'pliHl a,n en- 
gageuu'nt. of ('ightt'('n shillings n, WiS'k on the 
York eircuit,. In 1850 h(^ a(^(|uired at She, f- 
tleld Houn^ pepuhirity in [yarts so divt^rse, us 
King John, Nerval, and (lohUhuh in th(^ 
fUoadto Ruin.’ In 1S52 he ('iilisted under 
Watkiii Burronghs for the BMfast, Brest on, 
and Dundee tlnaU-res, and Huhsetpujutly 
under Ryder for Aberth^en, P(».rlh, and In- 
verness, playing in the nortluirnmost. towns 
the Dougal Creature to Rythtr’s Rob Roy 
and Sir Archy M (‘.Sarcasm in LLove a l*a 
Mochn’ lie was rn^xt heard of in Worthing, 
and then in Exeter and Plymout h, Hi^waa 
now announced as a tragiuliau, playing 
King L(‘ar and Sir Giles Dverreach, Vir- 
giniuR, Ri(ihard III, Tago, Sir .Edward i\Iorti- 
mc^r in tins ‘ Iron Chest,’ and incurn^d tlie 
gem^ral fate) of being adva,nc(^d as a rival t(^ 
■Kean. This flattering comparison he sup- 
port, ed by taking in .Deivonport, wlnwe he 
played, the lodgings previously occupied by 
Kean, Advances came from Bunn for 
Drury Lane, W(4)scer for the riaymark<)t,and 
Macready for Oovent Garden. In the (md 
I’helps signed with Macroady, who came 
to Southampton on 14 Aug. and saw him 
in the * Iron Chest.’ The engagement was 
to begin at Covent Garden in th (3 following 
October. 

In the interval Phelps played a short sea- 
son at the Haymarket under Webster. On 
28 Aug, 18«57, as ‘ Mr, Phelps from Exeter/ he 
made at that playhouse, as Shylock, his first 
appearance in^ London. His reception was 
favourable, and he was credited by the press 
with judgment and experience, as well as a 
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good face, figure, and voice. Sir Edward 
Mortimer, Hamlet, Othello, and Hichard III 
followed. 

On 27 Oct., as Jaffier in ^Venice Preserved,' 
to the Pierre of Macready, Phelps made his 
d^but at Covent Garden. This was succeeded 
by Othello to Macready’s lago. Difficulties 
followed, and Phelps, bound by his engage- 
ment for the next two years, was cast for 
secondary characters : Macduff, Cassius, First 
Lord in ‘ As you like it,’ Dumont in ^ Jane 
Shore,’ Antonio in the ^ Tempest,’ Father 
Joseph (an original part) in ‘ Kichelieu,' and 
Charles d’Albret in ‘ Henry V.’ He was also 
seen in ^ Kob Hoy.’ At the Haymarket 
(August 1839 to January 1840) he alternated 
with Macready the parts of Othello and lago 
to the Desdemona of Miss Helen Faucit. His 
Othello was then and subsequently preferred 
to that of Macready, to which it was indeed 
superior. Master Walter in the ^Hunch- 
back' and Jaques in ‘ As you like it ' were 
also played. 

In January 1840 Phelps, with Macready, 
Mrs. Warner, and Miss Faucit, was engaged 
for Drury Lane by W. J. Hammond, whose 
management soonproved a failure, and the sea- 
son closed in March, During this period Phelps 
played Gabor to Macready’s Werner, Darnley 
in * Mary Stuart,' and Joseph Surface. Cast at 
the Haymarket in 1841 for Friar Laurence in 

* Homeo and J uliet,’he fumed, resigned his en- 
gagement, and wrote to the-^ Spectator,' giving 
his reasons for his action. D uring two months 
of 1841 he superintended at the Lyceum the 
‘lerformance of ‘Martinuzzi’ (the ^Patriot'), 
by George Stephens, enacting the Cardinal 
Eegent, Mrs.W arner being the Queen-Mother. 
The representation strengthened greatly the 
reputation of both players. After visiting the 
country, and ^ starring ' at the Surrey, he en- 
gaged with Macready for three years, reduced 
subsequently to two, at Drury Lane. Here 
he was seen in the first season as Antonio 
in the ' Merchant of Venice,' the Ghost in 

* Hamlet,' and other characters. In the fol- 
lowing season came Adam in ‘ As you like it,' 
Belarius in ' Cymbeline,’Stukeley, Gloucester 
in ^ Jane Shore,' Hubert in ^ King John,' Mr. 
Oakley in the ‘ Jealous Wife,' Leonato in 

* Much Ado about Nothing,' &c. On 8 Feb. 

1842 he was the original Captain Channel in 
Jerrold’s ‘ Prisoners of War j ' on 10 Dec. the 
original Lord Lynterne in Westland Mar- 
ston’s ‘ Patrician’s Daughter,' and on 11 Feb. 

1843 the original Lord Tresham in Brown- 
ing’s ‘ Blot on the ’Scutcheon 24 April saw 
him as the first Lord Byerdale in Knowles's 

* Secretary,' and, 18 May, Dunstan in Smith's 

* Athelwold.' At the Haymarket, meanwhile, 
he had been, in 1842, the first Almagro in 


Knowles's 'Bose of Arragon.’ In the autumn 
of 1843 he played at Covent Garden, under 
Henry Wallack, Gaston de Foix in Bouci- 
cault’s ' Woman.' 

During these years Phelps had risen steadily 
' in public estimation. His portrait as Hubert 
was ]oainted by Sir William Charles PossJ^q.v." 
for tbe queen. William Leman Rede [q. v.° 
declared his Almagro a magnificent piece of 
acting; and Jerrold, in ^ Punch,' with charac- 
teristic ill-nature, declared that Phelps on 
the Haymarket stage had publicly presented 
Charles Kean with an extinguisher. Mac- 
ready at the close of the engagement gave 
Phelps 3007., and tried vainly to secure him 
as a companion on a proposed American 
trip. 

After some representations in the north of 
England, Phelps took advantage, in May 1844, 
of the removal by the legislature of the pri- 
vileges of the patent theatres to open jointly 
with Mrs. Warner and Thomas Greenwood the 
theatre at Sadler’s Wells. lie was the first 
actor to make such an experiment, and while 
the poetical drama was at its lowest ebb in 
the theatres of the west end, he succeeded in 
filling the ^ little theatre ’ in Islington, and in 
^ making Shakespeare pay ’ for nearly twenty 
years. This period of management constitutes 
the most enterprising and distinguished por- 
tion of Phelps’s career, and his chief claim 
to distinction. He was an intelligent and 
spirited manager, and Sadler's Wells became 
a recognised home of the higher drama, 
and, to some extent, a training school for 
actors. 

The experiment began on Monday, 27 May 
1844, with ‘Macbeth,’ Phelps playing the 
Thane, and Mrs. Warner Lady Macbeth. 
The performance won immediate recogni- 
tion. Later in the first season Phelps was 
seen in Othello, the Stranger, Mr. Oakley, 
Werner, Shylock, Sir Peter Teazle, Sir An- 
thony Absolute, Hamlet, Virginius, Julian 
St, Pierre in Knowles’s ‘Wife,’ Melantius 
in the ‘ Bridal,' Sir Giles Overreach, King 
John, Luke in Massinger's ‘City Madam,’ 
Claude Melnotte, Don Felix in the ‘ Won- 
der,' Richard III in the original play of 
Shakespeare instead of that of Cibber, which 
had long held possession of the stage, Rover 
in ‘ Wild Oats,' Nicholas Flam in Buckstone's 
piece so named, Frank Heartall in the ‘ Sol- 
dier's Daughter,' Sir Edward Mortimer, and 
Cardinal Wolsey, and played in the ‘Priest's 
Daughter,' by T. J. Serle. In many of these 
characters he had been seen before ; one 01 
two were wholly unsuited to him, and more 
than one were monopolised by Macready. 
Much hard work is, however, represented in 
these successive productions, all of them well 

L 
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supported l>y a company including' Gcorgt,'- 
Jonn Bfuinett [q. “v.], Iltumy Marston, Jane 
Mordaunt (a Hist cr of Mrs. rNiabett), and iMish 
C ooper. Mx’h. W'arner was at tlie outsol. all 
but invariably tlu; licroine. Among r<‘pre- 
sentatiouvs in tlu^ following s(»asou wma* Wil- 
liam T(dl, Ibmri in Sullivan’s * King’s 
Friimd ’ (an original part, 21 .May 1845)^ 
* Uicholimi/ Bevia'It\y in the ‘ Oamester,’ 
Bomont in the * Kntial Dowry’ (])in‘hapH his 
greatest quasi-tTagiepart), Uolla in ‘ Dii^ll^ro,’ 
Lear, laumtes, Kvtdyn hC Money,’ and .Hast- 
ings in Mane Shore,’ In 184(5-7 Mrs. WarntT 
retired from inanagxmieut. The thmit n'-opmual 
with the 'First. I’art of King Henry IN’,’ 
Phelps ])laying.b’ailslair; Oreswieh making, us 
Tlotjspur, his lirst appearaue(‘ in London, and 
iMrs. IL Marston playing Mistn^ss (Quickly. 
Phelps’s (jharaetei’s included Hrut.us, Mor- 
claunt in the 'Patrician’s Daughter’ (Miss 
Addison appearing as Laidy IMahid ), Miw.utio, 
the Duke in ' Measun^ for Measure,’ Damon 
in 'Damon and Pythias,’ Adrastus in Tul- 
fourd’s 'Ion,’ Arbae.es in 'A King and no 
King ’ of Beaumont aaid Fletchi^r, no(. Siam 
since 1788. On 18 Feb. 1847 he produetal, 
for the first time/FeudalTinies,’ by t.he Hev. 
James White [q. v*], and playial Walter Oocli- 
rane [Flarl of M af |' Pro.^pm’O, Kmibeu Olen- 
roy in Morton’s ' Town and ( kninl ry,’ Ihuiram 
in Maturiii’s ‘ Bertram,’ and the "Provost in 
Lovell’s ' Provost, ol' 1 Irugiw ’ followed. The 
season 1847”»8 opened with ' Oymlieline,’ 
I’helps playing? Leonatus (28 Nov.) "On 8 Nov. 
be was the original John Savile in Whitifs 
' John Savile of Ilaysted.’ On 27 Dec. 1847, 
in mounting ' Macbeth,’ he dispiuiscd, for the 
first time since the Restoration, witlx the sing- 
ing witches. Jaques followed, and after tliat 
Malvolio andFalstaffin the ' Merry Wives of 
Windsor.’ Next season (1848 -9) opem^d with 
'Ooriolanus.’ Isabella Glyn [q. v.] now re- 
placed Miss Addison, for Phelps did not keiq) 
im leading actresses long.^ X^eem in Beaumont 
and Fletcher’s ' Buie a Wife and have a Wife ’ 
followed, and was succeeded by the 'Honest 
Han’s Fortune,’ altered by E. I'L llorne from 
Beanmont and Fletcher, in which Phelps 
played Montague. On 10 May 1849 he was 
the original Calaynosin a tragedy so named 
by G. li. Boker, an American, 

On 22 Oct. 1849 Phelps was Antony in a 
performance, the first for a century, of l^hake- 
apeare’s ' Antony and Cleopatraf This was 
perhaps Phebs’s most successful revival. 
On 12 Dec, P.iebs was the original Garcia 
in 'Garcia, or the Noble Error,’ of F. G. 
Tomlins, and on 11 Feb. ISoO the original 
Blackbourn in George Bennett’s ' Retribu- 
tion,’ He, also added to his repertory Jeremy 
Diddler and Oct avian in the ' MoimtaixieersV 


On 22 Aug. 1850 Liugh Hunt’s ' Lcgmid of 
Florence ’ was revivixl, wit h Pludps as Fraii- 
ct‘Sco Agolanti. Nov. 20 saw W(‘bstcr’s 
' Diudu'ss of M'alfi,’ adaptiKl by R. H‘. Horne. 
Plndpstook the part of Fm’dihand. Timonof 
Ajhe.ns was first assumed 15 Sept,. 1851, On 
27 ( )eL he appi ‘lin'd ns I iigomar, and on 27 Nov. 
was iir.st. smui in his gri'at eomit*. character, Sir 
Pertiiiax Macsycophant, in Mae.klin’s 'Man 
I of the World’ On (5 March 1852 ho was 
thoorigimil James VI in Whitifs Mami's VI, 
or the Gnwrie IHotf In the following 
season, 1852 8, he ri'vived ‘ All’s widl that 
ends well,’ playing Parol les; ' KingHenry V/ 

, playing the King; and tlu^ 'Second i’aft of 
; King Henry IN’/ <bmbling the parts of 
^ Henry and Justice. Shallow. Bottom, long 
j esU'i'med Phelps’s gnaitest comi(‘, cliaracter, 

; was first swm Oetolxu* 1858. ' Pi'rich's,’ not 
! acted sincis the Ib'siorat ion, was n'vived 
I 14 Oct., 1854, Plu'lps playing Pericles. His 
I only other nmv part in tha;t sea.son was 
I Bailie Nicol Jarvu' in ' Rob Uoyf Oliristo- 
I ]ih(T Sly, in the ‘ I’nming of tiny Shn'w,’ was 
iirst seen in December 185(5. In tluy ' Two 
Gentle nnm of Vtu’ona,’ produci'd on 18 Fob. 
1857, I’helps did not act.. Don Adriano 
do Annado, in 'Lovi^’s Labour’s Lost,’ was 
first seen 80 Sept. 1857. Lord tigleby, 
in the ' (dandeslimy Marriagi*,’ followed (in 
4 Nov, On 19 Jan. 1858, as one of a seriim 
of fest ival performances for the. marriage of 
the priuce.sH royal, he played Macbeth at 
Her Mujesty’s ’fheatre. Dr. (lantwell, in 
the* I ! ypom-Ite,’ was Iirst. taken 18 ( let. 1 858, 
and on 1 1 Dec. Penruddock in the ' Wlnad 
of Fort.uue.’ On 1 4 Stypt. 1 859 he jilayed for 
the first time Job Thornberry in ' John Bull,’ 
and on 18 Oirt. xvas the original Bertuccio in 
the ' FiKiI’s Revenge,’ Tom ’fay lor’s adaiitation 
of 'Le Roi s’amuse,’ In Afay 1859 Phelps 
had made a not very suecessfid visit to Berlin 
and Hamburg, where he is said to have played 
' King lauir ’ to empty benches. During tlui 
vacations of 18(51 amt 18(52 he appiaired under 
Harris at the Priiuayss’s, playing a round of 
characters in alteniaiion with Fecliter, and 
there he was paid 60/. a week, the largest 
salary he liacl ytdi received, 

The season tBOO-l was the first of Phelps’s 
sola management of Sadler’s Wells, Green- 
wood, upon whose financial and business 
ca|)acity Phelps had entirely relied, having 
retired. The season was only memorable for 
the appearance of his son Edmund, who 
played Ulric to his father’s Werner. On 
24 Jan. 1861 he appeared with his company 
at Windsor Castle in ' Richelieu.’ At the 
outset of Pltclpa’s last season (1861-2) at 
Sadler’s Wells, he appeared in the title- 
r61o of an adaptation of Ousimir Delavignc’s 
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^ Louis XI. ^ A piece called ^ Doing- for the 
Best,’ in which he played Dick Stubbs, a car- 
penter, was a failure. But the withdrawal 
of Greenwood had transferred to Phelps’s 
shoulders business responsibilities for which 
he was unfitted, and on 16 March 1862 his 
spirited and honourable enterprise at Sadler’s 
W ells came to an end. In his farewell speech 
at the theatre he stated that he had made 
it the object of his life and the end of his 
management to represent the whole of Shake- 
speare’s plays. He had succeeded in pro- 
ducing tiirty-four of them (all with the 
exception of < Eichard II,’ ‘ Henry VI,’ ‘ Troi- 
lus and Cressida,’ and ‘ Titus Andronicus ’), 
and they were acted under his management 
between three and four thousand nights. 

In 1863 he began a long engagement at 
Drury Lane, under Falconer and Chatterton, 
during which he appeared in most of his 
favourite characters. In October 1863 he 
played Manfred, and in October 1866 Me- 
phistopheles in ‘ Faust.’ In 1867 he was 
the Doge in Byron’s ' Marino Falieri.’ In 
September 1868 he created some sensation 
by his performance of King James I and 
Trapbois in ITalliday’s adaptation of the 
^ Fortunes of Nigel.’ After fulfilling engage- 
ments in the country, he was for a time lessee 
of Astley’s, where 'he lost money. He re- 
appeared on 23 Sept. 1871 at Drury Lane as 
Isaac of York in Halliday’s adaptation of 
‘ lyanlioe.’ On 16 Dec. 1871 he played at the 
Princess’s Dexter Sanderson, an original part 
in Watts Phillips’s ^ On the Jury.’ After act- 
ing in Manchester, under Calvert, he went 
to the Gaiety, under Hollingshead, where he 
played Falstaff and other parts. During a 
short engagement at the Queen’s Theatre he 
appeared as Plenry IV. Subsequently (1877 
and 1878) he acted at the Imperial Theatre 
(Aquarium) under Miss Marie Litton [q. v.], 
the last part he took being Wolsey in 
* Henry VIII.’ Plis engagement with Miss 
Litton he could not complete owing to failing 
health, and other engagements made with 
Chatterton in 1878-9 he was unable to fulfil. 
A series of colds prostrated him, and he died 
on 6 Nov. 1878, at Anson’s Farm, Coopersale, 
near Epping, Essex. His remains were 
brought to the house he long occupied, 
420 Camden Road, and on the 13th were 
interred at Highgate. 

Phelps was a sound, capable, and powerful 
actor. Alone among men of consideration he 
held up in his middle and later life the banner 
of legitimate tragedy. He was not in the 
full sense a tragedian, being deficient in 
passion or imagination, grinding out his 
words with a formal and at times rasping 
delivery, Romont in the ^ Fatal Dowry ’ of 


Massinger marked the nearest approach to 
tragic grief, but he was good also in Arbaces, 
Melantius, and Macduff. In Othello, Lear, 
Macbeth, Sir Giles Overreach, and other 
heroical parts he was on the level of Charles 
Kean and Macready. He lived, however, in 
days when conventional declamation of tra- 
gedy fell into evil odour, and when experi- 
ments so revolutionary as Fechter’s Hamlet 
won acceptance. Thus, though a favourite 
with old stagers, and the recipient of warm 
praise from certain powerful organs of criti- 
cism, he lived to hear his tragic method con- 
demned and his mannerisms ridiculed. It 
was otherwise in comedy. His Sir Pertinax 
Macaycophant was a marvellously fine per- 
formance. His Bottom had all the sturdiness 
and self-assertion of that most complacently 
self-satisfied of men. Shallow was an ad- 
mirable performance, Malvolio was comic, 
and Falstaff, though upbraided with lack of 
unction, had marvellous touches. In Scot- 
tish characters he was generally excellent. 
There was, indeed, something dour and 
almost pragmatical about Phelps’s own na- 
ture that may account for his success in 
such parts. ITis command of the Scottish 
accent was unparalleled among English 
actors. 

Among those who have paid tribute to his 
worth and ability are Tom Taylor, Jerrold, 
Heraud, Tomlins, Bayle Bernard, and Pro- 
fessor Morley. Westland Marston praised 
highly his Tresham in ‘A Blot on the 
’Scutcheon,’ and has something to say for 
his Richelieu, Virginius, and Timon. Dut- 
ton Cook credits him with the possession 
of a marvellously large and varied r6per- 
toire. All allow him pathos. It was in 
characters of rugged strength, however, that 
he conspicuously shone. 

Intractable and difficult to manage, Phelps 
still won general respect, and passed through 
a long and arduous career without a breath 
of scandal being whispered against him. He 
took little part in public or club life. His 

f reat delight when not acting was to go 
shing with a friend. He is said to have 
known most trout-streams in England. 

By his wife, who died in 1867, he had 
three sons and three daughters. The eldest 
son, William Robert (cZ. 1867), was for some 
years upon the parliamentary staff of the 
‘ Times, ^ and was subsequently chief justice 
of the admiralty court at St. Helena. The 
second son, Edmund (d. 1870), was an actor. 

The best Dortrait of Phelps was painted by 
Johnstone J^’orbes-Robertson, his friend, and, 
in a limited sense, his pupil. It presents the 
actor as Cardinal Wolsey, is a striking like- 
ness, and was purchased by the members for 
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tho Garrick Club, wluu'o it now in. U lias 
btHUi engraved, by normission of the connnit- 
toe, for the life l)yluH neplutw, PlndpH was 
tall, and remained spare. 

[PerHonal knowh’dgo ; infoinuatkm privately 
supplied by Mr. W.May Phelps; W, May Pludfm 
and J. Foi’bes-Kob(‘rtHf>n'K Lile end Lite-\Vi»rk 
ofThelpH, 18HG; Colemans Memoirs of Phelps, | 
188G ; Wostlaml Marston’s K-ecolloetions^ of 
Actors ; Pascoe’s Dramatic List.] th Iv. 

PHELPS, THOMAS {JL \i'M\ wariiuu', 
was in command of the Suecess of London, 
of forty tons burden, when he wan (‘aptured 
cm i) Oct. lt)8*l by a Sallee rover a hundred 
](uigu(‘s west of lasbou. Ih^ was eoutmyial 
from Sallee tc» MiMpiinez, wlu'rt* lie found 
a})out eight Uumlianl Christian slaves, ami 
was taken into the s(U’vi(a‘ of the mnpc'ror of 
Morocco. He was (miployed in the public 
works th(5re, hut (^x])mm‘need such sin-ere 
treatment that he resol V(‘d to attempt, bis 
escape* With tlire<^ companions he reaelmd 
Salhic after an arduous journey, and olf 
Sallee on 18 June they wen^ taken on board 
th(^ Lark, an English man-of-war* On leani- 
ing their sutlin’ings, the coinmamler, (laptain 
jjcighton, retnHut(Hl by burning t,wo large 
M!oorish piratt^s in the port of Salle<', and 
then lamhal tlu^ nd'ugees at Cadiz, wlnmee 
they reached Muglaml in safety. Pladps on 
his arrival was bisiTUuuled by Sammd Ih'py^ 
[(|* V.], the diarist* 

Ho published *A True Account- of the 
Captivity of Thomas l^ludpa at hlachaiuws 
in Barbary, and of his strange J^Bcape in 
Company of Edmund Ihijct.t^r and Ot-hera^ 
(London, 1(J85, 4to). The tract was diuli- 
cated to * the Honourable Samuel Pepys, 
hlaq*^ His book giv<‘H an interc^sting idmi of 
the state of Morocco in tlu^ sev(mteeuth turn- 
tury, when piracy was at its height. At t-he 
period of Plielps'i soiourn the usual disorder 
was inten8ifi(3(l by tlu3 fact that a civil war 
was raging belwtien the emperor and his 
nephew. idiid])H’s book was reprinted in Os- 
borne’s ^ Collection of Voyages and Travels ' 
(Jjondon, 1875, foL) 

[Watt's Bibb Brit. vol. ii. ; Idiolps’s True 
Account] 

PHELPS, TTIOArAS (/. WriO), astro- 
nomer, was born at Chal grove, Oxfordshire, 
in January KHH, In 1718 he was a stable- 
man in the service of Lord-chanmdlor Thomas 
Parker (afterwards Earl of M acck^sfiisld) [q. v.j, 
but rose to higher employments t.hrougli his 
good conduct and ability* George Parker, 
second earl of Macclesfield [q. v*‘, took him 
into his observatory in 1748, and he was the 
first in England to detect the great comet of 
1713, His observations of it on 83 Dec. were 


publishtsl witbnut Ills nann^ in the ‘ I'hilo- 
sophieal 'rransuel inns’ (xliii. 91 ), A curious 
engraving, ]n'estn*ved in t he council- room of 
the Uoyal Astrommucul Snei«4y, represents 
Pli'dpsas just about to malo'an observation 
with the Shirbuni Castle five-foot trauBit, 
which John Harlb'tt, ongiually a slu'pherd, 
prepar<‘storeeonl I'iie print, dates from 177(5, 
wlam Phelps vvas88, Hart h*lt. 51 years of age. 

fSCMltsmi Netita'H of 8hirbarn t'nstle in Ox- 
fordshire, by Mary I5’iuuM*H, Count.css of Mac- 
eh^Hfhiil, IHH7 ; Uicauirs Memoirs of Ilmdley, 

pp. Ixxxiii iv; Weld's llist. of the Ito\al 8oo* 

hx\ A. M. 0. 

PHELPS, WILLIAM (177(C I85(i), 

topographer, smi of tin* Dev. John IMuips oi 
blnx Bourlnu, Snniersid-, mat riculated from 
Bnlliol < College. Oxford, in 1793, and gra- 
duated H.A. from St-. Alban Hall in 1797, 
lb* took holy orders, was viear of Mean* and 
I Bieknnller, Somer,s«‘t, from 1881 till 1851, 

! wlieu Ih» Ixamnu' naHorof ( Ixemnla', Lineoln- 
' shin*, lit* diial at Upper Norwood, Surrey, 
on 17 Aug* 1H5B, IH^ published ‘A Psitani- 
cal (Vihnnhir,’ exhibiting at one view the 
gemuMiMuid speeitie name, the class, order, 
and the liahilat. of all British jdants, ar- 
ranged according to their time of llower- 
ing, under tmeli month of tln^ yiair (1810). 
In later life he <'.nm libal guide-books t-o the 
Dmiiy of Nassau ( 818) and b’rnukfort-on- 
the-Main (1841 ), Hut. his liiief work was a 
v(‘ry elaborate MHstory and Antiquities ol 
Somersetshire,’ witli a learmsd historical 
introduction and ill ust rat ions, Sevmi ]mrts 
were issued hetwemi 1835 and 1839, when 
they rmippeared in two volumes. The under- 
taking was left imaiinplet.e. ’Fhe^ first portion 
dtails with the Homan and Celt ic remains ol 
the county, which an*, tigunul in numerous 
platas. Phelps had pi^rsonally in.sp(H*ted all 
of tbmm Jim later part.s tn^at of the hun- 
dreda and parishes on the modtd of the 
KScottish Htatisiimil aewnmts* Only a third 
of the county is described, and the work 
lacks an index, 

[ Foster's Alumni Oxen.; ‘Phelps's Works; Goat, 
Hag. 1HM5, i. 174 sq. 1 

PHEEI), JOHN (ft 1885), bishop of Ely, 
properly called JotiN of Fountainb* [See 
Eontibus, Joim nn] 

PHESAHT, PETER (1 580/ 1 049), judge, 
son of lector Phesant, barrister-at-law, oi 
Gray’s Inn, by his wife Jane, dauglitcr ol 
Vincent Eulnetby, was born probably at his 
father’s manor of Barkwith, Lincolnshire, 
about 1 580. The father was reader at ( I ray’s 
Inn in Lent 1588, and also attorney-general in 
the northern parts. The son, on 20 Get. 1608, 
entered Gray’s Inn, where he was called tc 
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the bar in 1608, elected ancient in 1622, being 
then one of the ‘ common pleaders ’ for the city 
of London, bencher in 1628, and reader in the 
autumn of 1624. On 19 May 1640 he was 
called to the degree of serjeant-at-law, and 
on 10 March following was prayed as counsel 
by attorney-general Sir Thomas Herbert on 
his impeachment, but excused himself on the 
score of ill-health. In 164 L he was justice 
of assize and nisi prius for the county of 
Nottingham. He was recorder of London 
in the interval, 2-t30 May 1648, between the 
dismissal of Sir Thomas Gardiner [q. v.] and 
the election of Sir John Glynne [q. v.l 

On 80 Sept, 1645 Phcsant, who had been 
recommended to the king for a judgeship in 
the parliament’s propositions for peace of 
1 Feb. 1642-3, was voted a judge of the 
court of common pleas by the House of 
Commons, and on the 28th of the following 
month was sworn in as such. On the aboli- 
tion of the monarchy he accepted a new 
commission on condition that the funda- 
mental laws were not abolished. He died 
on 1 Oct. following, at his manor of Upwood, 
near Ilamsay, lluutingdonshire, and was 
buried in Upwood church. 

Phesant married, about 1609, Mary Bruges, 
of a Gloucestershire family, who, dying about 
the same time as himself, was buried by his 
side. By her he had several children. Phe- 
sant’s epita])h credits him with ability, con- 
scientiousness, and courage. 

[Plhlipps’s Graiidcurof the Law, p. 195; Old- 
field and Dyson’s Tott<‘nham, p. 82 ; Marshall’s 
Genealogist, iv. 25 ; Duuthwaito’s Gmy’s Inn ; 
Foster’s Gi'ay’s Inn Admission Register; Over- 
fill’s Analytical Index to RemembiMncia, p. 511; 
Pari. Hist. ii. 1125, 1327 ; Dugdale’s Grig. p. 
295,Chron.Ser,; Cal State Papers, Dorn. 1635- 
1636 p. 194, 1637-8 p. 197, 1649-50 p. 197; 
Old. Coramittoe for Advance of Money, vol. i. 
(1642-5), p. 312; Hist, MSS. Comm. 4th Bop. 
App. p. 64, 6th Rop. App. p. 89, 7th Rep. 
App. pp. 29, 4f) ; Clarendon’s Rebellion, bk. vi. 
§ 231; Wbitelocke’s Memorials, pp. 174, 178, 
378, 409; Sir John Bramston’s Autobiogr. (Cam- 
den Soc.) ; Inderwick’s Interregnum, p. 155 ; 
Noble’s Protectoral House of Cromwell, 3rd edit, 
i. 430; Brayloy’s Beauties of England and Wales, 
vh. 549*; Foss’s Judges.] J. M. R. 

PHILALETHES, EIHEN^HS and 
EUGENICS, pseudonym. [vSee under 
Stabkby, Geokge.] 

PHILIDOB, FHANGOIS ANDRE 
DANICAN (1726-1796), chess-player and 
composer, was the youngest son of Andr6 
Danican,^a musician, and member of the 
Grande jEcurie, the chambre and the chapelle 
of Louis XIV, by his second wife, Elisabeth 
Leroy. The family had long been connected 


with the French court in the capacity of 
musicians. When his great-grandfather, 
Michel Danican, a native of Dauphin4 and 
a celebrated oboist, first appeared at court, 
Louis XIII exclaimed, ‘ I have found another 
Filidori,’ this being the name of a Sienese 
hautboy-player who had caused a sensation 
at the French court by his brilliant perform- 
ance. The royal compliment procured for the 
family the agnomen ‘ Philidor.’ 

Francois A.ndr6 was born at Dreux on 
7 Sept. 1726. At the age of six he entered 
the Chapelle du Roy at Versailles, and learned 
harmony of Andr6 Campra. About eighty 
musicians were constantly in waiting at the 
chapelle, and, cards not being allowed in the 
sanctuary, they had a long table inlaid with a 
number of chessboards. Philidor learnt the 
game by watching his elders, and various 
anecdotes are told of the amazement caused 
by his prowess when he was first admitted to 
play. Scarcely less precocious as a musician, 
at the age of eleven he composed a motet, 
which was performed in the chaoelle. When 
his voice broke he left the cliape io, at the age 
of fourteen, and went to Paris, with a view to 
supporting himself, like Rousseau, by giving 
lessons and co' pying music. But he seems to 
have neglectec. lais pupils for the chess caf5s, 
in particular the Cam de la R6gonce, where 
fortune guided him to the board of M. de 
Kermuy, Sire de L6gal, the best player in 
France. From L6gai he derived the by no 
means new idea of playing without seeing the 
board, and his feat of playing two games in 
this manner simultaneously was commemo- 
rated by Diderot in his article ‘ Echecs ’ in 
the * Encyclopedic ’ as an extraordinary ex- 
ample of strength of memory and imaginar 
tion. About the same period (1744-6) Phili- 
dor assisted Rousseau to put into shape the 
latter’s opera ‘ Les Muses Galantes.’ 

In the autumn of 1746, owing to the 
pressure of creditors, Philidor made a tour in 
Holland. At Amsterdam he supported him- 
self by exhibition games at chess and at Polish 
draughts. At The Hague he met some Eng- 
lishmen, at whose invitation he came to 
England in the latter part of 1747. The 
principal chess club in England at this time 
held its meetings at Old Slaughter’s Coffee- 
house in St. Martin’s Lane. The best Eng- 
lish player, who was the strongest iplayer 
Philidor met, with the exception of his old 
tutor, M. de Legal, was Sir Abraham Jans- 
sen. During his stay in London he played a 
match of ten games with Philip Stamma, a 
native of Aleppo, and author of H^es Strata- 
gemes du jeu d’Echecs,’ giving him tliemove, 
allowing the drawn games to be held as won 
by Stamma, and betting five to four on each 
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g'aiiie. The Syrian won one jj^atne, and on<^ 
waH drawn, In the followini^ year Ilulidor 
roturned to Holland, wluu’t^ he eonupo.sed Ida 
‘ Analyse du jeu d(‘a Kcliecs/ Whihi at Aix- 
la^Cliaptdle he was advised by herd Sand- 
wich to visit Kyndhoven, a villa|:^('. ht^twtu'a 
J^ois-h^-J)ue and J\lat‘stricht, wlu*r(‘ < h(‘ Bri- 
tish army was tntcam ;)e(l Blulidor there 
played chess wilJi the ,)uk(\ of (lumlMudand, 
who Huhserihed for a num))t‘r of copies oftht', 
work, and pro(mr('d many otlnw subscriliers, 
Inconsequem'e, the hook'was orif^'inally puh- 
lislied in London, in 174 d, Hvo, umhn* tlm ttth^ 

< L’Analyse des hlehecs : conteuant nne non- 
yelle in^thode pour appremln^. . . . <*e noble 
An Ihi|*’lish translation appiMinal in 
177)0, Janidon, 8v(), and an (mlar^^tal lOanudi 
edition in 1777. Since that dat(^ it lum b(‘en 
translated into most Lnropean language's, 
and frequently re-edited, 'flu; best e<lilion 
is that of Leorge A\hi,lkt'r |(p v.|, IjoikIou, , 
jSd2, 12nio. The book, vvhicJi marks an epoch | 
in the history of iln^ game, was th(‘ most 
jHjrlei'.t mvpommt of a scJiool of chess which, 
in opposition to tht^ ItaliaJi school of (he 
eighteentJi e(mtiiry, directed I In' atttaition 
of stiuhmts principally to t he^ middle game, 
and to the huilding tip of a strong central 
position with the hedp of the ])awns. Bhill- 
dor’s exposition is mainly characBa’iscfl hy 
tluj value attaelnul to the pawns, which he 
called *tho soul of tlu^ gann^,’ and hy tiln^ 
able denionstrat ion of the ] jossihi lity of gnving 
mate with a rook and bis aop against a rook. 
Here, how(wer, riiilidor has rtapured Home 
correction from later writers. He t hought 
the mate of rook and bishop against; laaik 
could always l)e forceal; when'a,H this ia inw 
in special positions only. The argunsent is 
conducted by means of gann's, witli illuatru- 
tive notes. 

The gn‘at(ir part of tlu' mmm ymw follow- 
ing 1747 wuHs])e.ntby Lhilidor'in Kngland, 
although in 1751, by the king of Pnissia’sin- 
vitation, ho visited Botsdam, whem the in- 
terest arousi'd by his pirseiuans recorded hy 
Luler, the famous mat hematlciam Frederic 
the-. Great, who was himst'lf a good <?hess- 
player, abstained from trying conclusions 
with the young Frentdiman, though it is re- 
lated hy Twins that two courtiers ‘who 
played even ' with the king lauauved a knight 
and were defeated. 111,1753 FJiilidor under- 
took to set to music OongTev(‘’s < 0<le to Ht. 
Cecilia’s Day/ and his composition was per- 
formed at the llaymarket on 31 Jan, 1754. 
Handel hoard it, and highly commended the 
choruses, though he said that the style of the 
mrs left room for improvement. Itecalled by 
Diderot and other frumds to Paris in Novem- 
ber H 54, Philidor devoted himself almost 


I exclusively (o imisi(*al eumposition. Amours 
the numerous pieces which he eonmnsed fur 
theOphra (kimiqm* or the Coimhlie tt.aliemus 
was an opeiaumtithsl ‘ Tom Jem's/ which was 
produ(‘e(j at. t ht‘ hit ( (‘r house on 27 Feb. 1705. 

In \i i2 he n'visited Fngland, where a new 
chesselubhud been estahlisluHl at t he Salopian 

Goiree-house, and wlu'rc^ (Vnmt liriihl was 
now the leading amateur. The formation ol 
1 newelu'ss (dub in St . dames s St reiU; 

in 1774, gav(' a fiysh impet us to tlu^ game in 
iMighind, ( )ne ol the clubs lirst' sliqjs was to 
provide an annual snbsinnption as an indnee- 
nu'ut to Philidor (o spmid miidi si'asou (Fe- 
hrnary-June) in London. In 1775 he cams 
to Loudon in aeeonlanee with this arrange- 
mimt,, mid to t he new eliess elnb he (halicatcd 
the new edition of Ids ‘Analyse/ to which 
I'vi'iw memh(U% including Gibbon and 0. J. 
b'o\, subseribial. He fn^iiueullv advertised 
in t in', London iiaperH that be would repent 
the tour de forei' of playing two or t.hreo 
ganu'H at. onei^ blimirohl. * 

Moanwhih^ Iliilidor did not ni'gh'ct 
musical production, In 1770, in eonjJin(«- 
tion with Guis.q)pe Buret ti [q. v.|, he set to 
music IIoraeiLs ‘('annen Seculare/ winch 
was iK'rfnrmed on tlirei' nights at the FrtMv 
muHons’ Hall with smu'ess, and in 1789 he 
produced an Fnglish ‘(hb'/ followed hy a 
* le Benin/ to c<4(d)ra(.t^ the la^covery of 
George HI. 

Philidor sympathimal with the French re- 
volutionary movement of 1789, but. afti^r the 
Siqitembi'r massama's in 1792 he came hack 
to London, and was a frequent guest at tlie 
ta,ble ol Count BriihL Altliough, at the 
conclusion of tim reign of terror, anxious to 
rt'turn to his family in Paris, lie was un- 
ahh^ to get his name erased from the list 
of suspected emigrf's. lie diml at No. 10 
Little Uydi'r Htreet, Loudon, on 24 Aug. 
1795. 

As a chess-player Philidor stood, in his own 
day, al)solutey alone. A number of his games 
are ]»ri!H{^rv(ul m Walker’s valuable ^ Bdectlon 
ol ( > umes at ( ’hess jhiyed by Philidor and hk 
(.kndempqraries ’ ( 'mndon, 1835; it is also 
included in his largm“ work * Chesa Studies/ 
1H44, reprintiul 1893). JOa genius is com- 
memorated among ehcHS-playors by ‘ Idiili- 
dor’s Defence,’ As a musician, Plulldor, in 
the words of Ffitis^possessial more ‘musical 
Hcianee ’ tlian any of hia French contem- 
poraries. His harmony ia more varied than 
that of Duni, Monsigny,^ and (h6try, al- 
though the hitt-er two easily flurpassed him 
in melodic grace and dramatic instinct. Ho 
was the first to introduce on the stage the 
‘air descHptif’ (‘Le Mar6chal ’) and the tm- 
muiompanicd quartet (‘Tom Jones’), aud io 
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foi'in a duet of two indepetideut and appa- 
rently iiiconf^ruonB nudodics. Ills .uko of 
the chorus and instrumentation was supe- 
rior to that of any other French composer, 
and his compositions were trenited as models, 
and f:>iven out as subjects of study in the 
Couservatoire at Paris as late as 1841 (cf. 
Gju)vk’s Diet, of Mufiir.ians). 

Pliilidor married, at St. Ral])ice, Paris, 
on 18 Ftib. 17(50, Ang'6liqu(^ llenrietto KUsa- 
htith Richer, sister of tlu^ himous siu|;;’er, and 
loft one danfi'hter and four sons, one of whom, 
Andr6, survived until 1 845. An anonymous 
portrait in the museum at Versailles was eii- 
g'raved lor vol. iii. of the chess pcu’iodical, 
* Le IhilannVle,^ and ther(^ is another en- 
graving made by Wamind Watts for Kenny’s 
edition of the ‘Analysis’ (1819). A bust, 
executtul in terra-cotla by Pajon, was pre- 
sented by the city of Paris (;o hiadame Pliili- 
dor in 1708 ; while a ])ortrait by Uobiueau 
is stated to have been purchased by the Lon- 
don Chess Club. 

[George Allen’s Life of Philidor (1803), with 
a Hupplomentary essay on Jdiilidor as (Jhoss-au- 
thorandOhesH-playor, l)yTassilo vonllcydota’and 
nnd der Lasa, eonstitutos tho most valuable 
authority. An approe.iative ostimato by Gus- 
tavo Chouquet is in Grove’s Dictionary of 
Musicians. Tho most valuable of tho contem- 
porary flourcos aro tho liib in La Bordc’s lisHai sur 
la Musiquo, Paris, 1760; Anecdotes of Mr. 
Pliilidor, commnnicatod by himself [by Kichai'd 
Twiss] in ‘ Chess,’ 1789, vol. ii. ; ‘ Closure of the 
Account of M.r. Philidor ’ in Twiss’a Miscol- 
lanios, 1805,11, 105-114, the article, ‘Philidor 
point par Ini-nKmo, in Palamklo, vii. 2-16, and 
the ‘Lettroa do IdiiUdor’ in PalamMo, 1847, 
passim. Tho most cumpleto lists of his compo- 
sitions aro given in Ihkis and in Champlin’s Cy- 
clopedia of Music and Musicians. Boo also pre- 
face to tho ‘Analysis,’ od. George Walker, 1832; 
d'ornlinson’s OhosB Player’s Annual, 1856, p. 
ICO; Brainno’s Hommos lUustres do rOrl<ianais, 
i, 75 ; Pint’s Parti cularitiSs im'iditos concernanb 
1((S (nuvros musicalos do Gossec et do Philidor; 
Clfunont’s Musicions C^Rbres, p, 101 ; La Fi*anco 
Musij'alo, December 1867, February 1868; Castil- 
Bbme’s l)o TOptoi, i. 17; Chalmers’s Biographi- 
cal Dictionary ; Burney’s Hist, of Music ; Me- 
moir in R(‘os’s Oyclopmdia; L’Intorai6diaire dos 
Chercheurs et Curieux, xix. 679, 731, xx, 23, 70, 
xxiii. 36, 146, 177, xxiv. 52; there is an allu- 
sion to Philidor in Bakac’s Maison du Chat qui 
p<dote. The writer is indebted to tho Rev. W. 
Wayte for a revision of the article.] T. 8. 

PHILIP. [See also Phillip and Pexlip.] 

PHILIP II Of Spate ('1527-1598). [See 
under Mabi* I, queen of England.] 

PHILIP Of MoNTGOMKKt (fL 1099), 
[See under Rogbr Of MontoomebIjI^. 1003?] 


PHILIP J)E Thaun (Jl. 1120), Anglo- 
JNorman writer, probably belonged to a Nor- 
man family of Thaun or Than, near Caen, 
but had come to England, perhaps with hia 
uncle Ilunfrci de Thaun, 

H cliapelein Yhan 
E Seneschal lu rei. 

‘Yhan’ is probably to be identified with 
Kudo or Odo Dapifer who died on 29 Feb. 
112() (Dugdale, Monast. Anyl iv. 607). 
Philip wrote: 1. ‘Li Cumpoz’ or ‘ Oom- 
jjiitua,’ leas correctly styled by Wright ‘ Li 
Livre des Creatures.’ This is a treatise on 
the ecclesiastical calendar in six-syllabled 
v(irso, compiled Irom Bmda, Gorland, and 
other writers on the ‘ Computus,’ for the use 
of clerks. The probable date of its composi- 
tion was between 1113 and 1119. There are 
seven manuscripts, viz., Cotton, Nero A. v., 
Arundel 230, and feloano 1580 in the British 
IMuseumi, MS. 0. 3. 3. in the Lincoln Ca- 
thedral Library, and three in the Vatican. 
2. ‘Li Bestiaire’ or ‘ Phvsiologus,’ which is 
d(‘dicatt5d to Adelaide of .Louvain as queen 
of Ibmry I, and must therefore have keen 
written between 1121 and 1135, perhaps in 
1 125. Like the ' Computus,’ the ‘ Fhysiologus' 
is based on Latin originals, and is for the 
most part written in six-syllabled verse, 
though in tho latter portion an octosyllabic 
metro is employed. Manuscripts of Philip’s 
Bestiaire are : Cotton AtS. Nero A. v. ; Royal 
library, Copenhagen, 3466 ; Merton (College, 
Oxford, 249. The Latin ‘ Bestiarius ’ in Cot- 
ton, Vespasian, C. x. is not l^hilip’s work. 
Philip is the first Anglo-Norman writer as 
to whom we have any distinct information, 
and is, perhaps, the earliest poet in the 
langiie (VoU whose work has survived. 
Though his writings, and especially the 
‘ Computus,’ have little poetical merit, they 
are of great value for the history of Anglo- 
Norman literature. Both the ‘Computus’ 
and the ‘ Physiologus ’ were edited by 
"Wright in hia ‘ Popular Treatises on Science 
during the Middle Ages,’ pp. 20-131, with 
translations. Tho ‘Physiologus’ has also 
been edited by Dr, M. P. Atann, and the 
‘ Computus ’ by Dr. E. Mall. 

[Histoire Litt&aire de France, ix. 173, 106, x. 
pp. Ixxi-ii, xiii. 60-2 ; Wright’s Biogr. Brit.LiU, 
Anglo-Norman, pp. 86-7 ; De la Rue’s Bardes ; 
ArchfEologia, xii. 301-6; Gaston Paris’s Lit- 
t<Sraturo lran 9 aiso au Moyen Age, § lOO ; Jabr- 
buch fiir romanische und engliache Literatur, 
V. 358-60, vii. 88-43 (on the Computus and 
its manuscripts); Romanische Forschung, v. 
309.] C, L. IL 

PHILIP DE Bbaosb (f, 1172), warrior. 
[See Bxuose.] 
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PHILIP OF {d, 1208 F), bisliop 

of Durham, waH a favoiirito dark of Uidianl L 
He accompanu'.d th(^ latttu* ou Iuh cruzado of 
1 189, and wua prt\smit at hia marria^'o witrli 
Ikvro.nguria of Navarro at OypniH in 1191 
(WAT/rnn of CovFm'EY, ii. 181, Kolls Sor.) 
‘When ho i*cturnod to Lof»'Ian(l Ls not chair; 
Imt lUchard, during* Ida captivity in 119d, i.s 
said to have procuusd for him the andi- 
doaconry of ( janicrhnry, hut wludlhU’ lie hdd 
it ia iincortaiu (Uo((. 11 ov. hi. 221, Polls Scr.) 
In the aamo yi^ar, at the king‘’s wish, lu^ 
was presmitial to tlu^ dcam'ry of York hy 
Archnshop (looUVt'.y (tl, 1212) [q. v.J in dt'- 
fiance of the wish of tJie canons (Hk p. 222 ), 
The latter, howevm-, succiauhal in g-i^tting* 
the papal conlirmataon for the dtH*.(ion of 
their candidate, Simon of Apulia, and hhilip 
was probably luuau* instalhul. In Noveinlau' 
or Deemnber 1 195, again by royal favour, he. 
was (deeded to tJm liislnqiric of I hirham at. 
Northalhu'ton in Yorkshiia", in tln^ pn^scnce 
of Archbishop nuhm't of (1ant(‘rburY. J lovii- 
den says Phi ap was ordaiiud to tluu)ri((sl,- 
liood on 15 Jiim^ 1 199 by Henry, lushop of 
Llandair, but this is not. (dtuir (/ra\ vit. iv. 9). 
.He was abroad part of that y(‘av witli the* 
king, and was s<mt. to Pughunl hy t.ho hit((jr 
on linancial hiisiiicss. The king about the 
sainotimogav(^ him piumiission tortvi'stablish 
tlm mint at Durham, and In^ seHuuasl for his 
nepliow, Aitmu'lc de 'failhois, tlu^ andi- 
chuiconry of (larlishj, to which lie nddiul that 
of Durham pp* 15* 14). At. t.lnumd of 
the y(air was in Nonmindy wdlh Pidiard, 
and was sidit by him to Ronn^ to ]diMid his 
cause against tlu^ arehhi.shop of Rouen, who 
had laid Normandy under intiwditd. l,)(‘caiiHe 
of the building of Chateau Daillnrd. Tlum^ 
Philip succt!( 3 de,d in arranging the terms of 
a compromise with the archbishop of Itonen, 
and was at last consf ‘crated to tlie see of 
Durham hy Ckdestino HI. on 20 April 1107 
( (Ifoffumy OFChmnxKonAM in JIM. Dunelm. 
{Script . trea^ 8urt(3(is Hoc. p. IH), 

In 1198 Philip was one of Picluwra re- 
presentatives at the (dection of his m^plnuv, 
th(3 emperor Ot.to IV, at Cologmi. On his 
return to England he obUum‘dthrongh , royal 
infliKince tlie restoration and enUirgenumt 
of certain Durham properties; a portion, 
however, he lost the same year in a law- 
suit with Itobort of Tuniham (Roo, Ilov. 
iv, 55, ()8-9). In Si'ptemlx^r King Richard 
wrote him an extant lettc^r, giving an account 
of his war in Prance (ih. pp. 58-0), Ho 
made fruitless elTorts at mediation bi^tween 
the king and Archbishop GeoUVi'.y of York, 
and was himself engaged in a serions quarrel 
with his cathedral clergy with regard to 
certain rights of presentation to benefices. 


During the progn'.ss of this dispute, Wiilip’s 
ni‘plunv,the archdeacon of Durham, besieged 
the monks in iSt, Oswald’s church, but 
ultimatOy Pliilip yiiddtul the point at issue 
(OnoFFUFV OF OohniNoiiAiu, hH\ cit. p, 19; 
Itou. Ilov, he. v.it. pp. 99 70). 

(hi 29 May 1199 Philip assisted in con- 
s(H*rating William d(' Ste. rEgliseto the 
se(* of Loudon, and on th(5 27lh was ])res(‘nt 
at tlu3 coronation of King dohn, though he 
prot(^st(‘d against its taking |)Iaen- in the 
ahsmic.e of Arc.hhisluq) th'oirnw of York, 
John showi'd favour tt» Philip, and employed 
him in 1 Ht9 on a mission t(3 induce th(3 king 
of Scots to do homage. N(‘jc.t yiair Philip 
brought about a mo(‘ting bt'tweim tlu^ two 
kings, and was one of tlu3 wit.ni‘ss(‘s of tlH3 act 
of homage pmdbnm'd at lane.oln on 22 Nov. 
1200 (Ron. Uov. iv. MO 1). In the latter 
y(‘ar h(3 obtained tht‘ royal Ufamse for hold- 
ing fairs at, Northulhu‘lon and Ilowdim, and 
in 1201 Hid. out on a pilgrimag(‘ to Oompos- 
tidhi. ILi was at Lhiuon in May, and there 
wit.n(‘SS(Hl to tluy claim of lOeJiard’s queen, 
Henmgaria, to luu* dowiw. He came home 
in 1202h 

Philip \vaH oni3 of th(3 papal ngtmts in tins 
famous suit of (lirahlus (himbrmisis [ q. v.] 
(Munanming th(» status of the see of St. 
David’s, and in 1209 naauvi^d hdtfWB from 
Innocent 111 on thi^ suhjeet ((iiit. Lamiie. 
iii. 70, 282, <!i:e., Rolls S('r.) In the grmit 
((uarnd with lunoemd. Ill (1205 19) he is 
immtiom'd as on(‘ of John’s (‘vil eounsMlors. 
He dii'd apparmitly in 1208, in tlu‘ midst, of 
th(‘ strife. His body is said to hav(3 been 
contomptuouHly Imriiul by laymen outside 
th(3 vnauncts of his idiurch. 

PIuli]j’s chara(‘t(3r is paintml darkly by 
Geoffrey of Goldingham {Iu(\ v.ltl) as that of 
an unscrupulous and violent man, Over 
his will th(‘re was strih^ hetwcaui the arch- 
(h3a(*,on of Durham tint! th(3 prior and chapter, 
and Innooimt HI intcrfmaul in 1211. 

[Uiehard of (voUliagham in Hist. Dtnadni. 
Script. tr(‘H, pp. 17 stp and Aptnuid. Ixvii.; 
KcgisL Palat. DumJin. vuls. i. ii. and iii. ; 
.Roger of nov(H!(m, vol. iii., Walti^r of Coventry, 
voL ii., (Hraldus CamhrtuiHis, vol. iii., Matt. 
PariH’sCliron. Majora. vol. ii„ (Jervasoof Canter- 
bury, i, 5Jh) (all in Rolls Her,) ; Had. do Dicoto, 
ii. Ifi2; Ralph of Coggoslmll, Ctiron. Angl. p. 
70 ; EotuUis Caneolhirii, p. 00, Rotuli de Liberate, 
ke., ed. Hardy, pp. 7, 10 1 (both Roeord(jomm.) ; 
Hotuli Ourifc Regis, i. 438, ii. 259, ed. Pal grave ; 
RymopsFajdora,!. 90. 1 34-»5, ed. 1704; Le Neve’s 
.Fasti hkcles. Angl. iii. 284, ed. Hardy; Stubba’e 
Regist Sacr.Angl. p. 35,] A. M. O-i. 

PHILIP or PHILIPPE bb Rim or m 
Rbex (1246 P-1299) was long treated by 
English aullioritiea as an Anglo-Norman 
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poet, t o whom were aHHignecl two romancefl, 
called respt'ciively ' La Manekine’ and' Jehau 
do Dammartin et Blonde d’Ox ford.’ Both 
show a close knowledg’o of Seottash and Kng- 
Ikh life and topognqihy in the thirtaamth 
century, and were lirsl pulilisliexl by Knglish 
.societiew—the fornnn* by tin*. Hannatyinj (.d\ib 
in 1840 ((hL bd-anciscjne Mielud), and the 
latter by the LannUm Soi‘ie,t.y ( l8r)tS, e.d. Le 
Boux do Liney). Tln^ lurnpnmnauuseript of 
th(‘H 0 poems, howev(*r,whu‘h is in llio National 
Library at Laris (TdOi)" Bonds Fra,nv<^i«),. 
elude, H*besi(h‘stlumi sevm'al ])oi‘msef 1‘hilippo 
do Heaiimanoir (Ld U>F l:il0d),a widl-known 
jurist and noth-, who eompiU'd lh(L ( N)UtumeH 
"do Beauvaisi.s.’ Then*, is lit tie* doubt, that 
Philippe d(^ Kemi and Lhilipp(b de B(*au- 
inanoirwere identical ; the. latter, a yomig-er 
son, held land at, Ihani, mair (k>mpieg'uo, 
was louf^ kmnvn as Lhilippe Iheui, and 
hee.ametiire de Ikauimanoir by tlu', d(*ath of 
his ekh^r brother (Urard, Mon^oviT, tlie 
poems at,tribut.(Hl to Lhilippe d(* Hemi show 
an intimate ac(|uaintanee, on the. part of 
their author tvitii Beam vaisis and m joining 
country (Bourn mk, J t/i<W(f!im Frmi<;ai»y 1 85:1, 
■). 9ll!2). The pomuH ])rove t.hat Lhilippe 
had visiBal Lugland, i)os^sil)ly in the suite 
of Simon (h^ Mont, tort. Simon’s family ludd 
land in Cleirmont and at, Ihuui it,s(dL and 
in June Itl81i3 Anuuiry dt^ Mont fort, Simon’s 
son, granttul Lhilippe sonn^ lands in lee, ‘pour 
ranniur dt^ li td pf)ur son bon servkdm’ (see 
'Ltos juKtilieutivt^s’ to lUnmnnCnMllippe 
de Beaxmuvmnr, No. xiv, pt,. i. p. 1L8). Brom 
11 May 1279 t(» 7 May 1282 Lhilippe was 
baililF of BohiM’t., count of Ch^rmont, sixth 
son of St. Louis; from November 128d to 
1288 Beneschnl of Loitou ; in 1288 seneschal 
of Sainiongp, ; in 1289 and 1290 baililf of Vor- 
mandois ; in tlu^ cmirse of 1292 seneBchal of 
Stuutong'e, builid'of Smdis, and bailill olTou- 
raiiu^ ; a, ml again haililf of Senlis from March 
129:3 till his diaith in the b<‘ginuing of 129(k 
The 'Cbutunu'H de Beauvaisis’ was h(‘gun 
while he was liailiir of tlu» county of Cler- 
mont, and linislnul in 128:5. LLc. Bomaxi de 
la MamdciiuB utul ' Le Kornan de Jelnm do 
Dammartin et Blonde d’Oxlnrd ’ were ])ro- 
hahly composed by him. btd^ween 1204 and 
1279. 

[The chief authority is the biography of 
Philip of Bcaummioir, by M. 11. L. Bordior, in 
Philippa do Riani Sire do Baaumanoiy, Juris- 
couBulto at Poeto Natiotial du Bcntivaisis, Paris, 
1869-73, in two parts, pp. 1-422; tho second part 
contains bis comploto poetical works. The idon- 
titlcation of Philippe de Jiciui with Philippe do 
Beaumanoir has since boon conlimiod with now 
proofs by M, Edouard Schwan in the Romanischo 
Studion herausgegoben you Edward Boebmor,iT. 


361. Tho best edition of tho poems of Beau* 
manoir is that, of M. Hermann 8uchier (Socii^t^ 
dos Anciens Text, os Fran(;ais), 2 vols. 8to, 1884- 
1886. The Guutmnoclu Clermont en Beauvaisis 
has boon edited by Thaumas de la Thaumassiere 
(1690) and Count Bougnot (1840).] W. E. R. 

PHILIP i)K Valookus or Valohiis {d, 
1216), lord of Panmure. [See Valoqnes.] 

PHILIP BE Ulecot (d 1220), judge. 
[See Uleoot.] 

PHILIP, ALEXANDER PIIIIAP WIL- 
SON (1770 P-l 851 P), physician and physio- 
logist, was born in Scotland, his surname 
being originally Wilson. He studied medi- 
cine at Bdinburgh, and graduated M.D. on 
25 June 1792, with an inaugural dissertation 
' De Dys])epHia,’ and in the same year pub- 
lished ilu^ lir.st of a long s(u*ie,s of medical 
works. Being admitted fellow of the Royal 
College* of Physicians of Edinburgh on 3 Feb. 
1795, lui practised in that city for a few 
ycuirs, and gav(^ a course of lectures on medi- 
cine. About 1799 he settled at Winchester, 
and afterward, s removed to Worcester, being 
elected in 1802 physician to the Worcester 
Cl (moral Tnlirmary. II (i was successful in 
practice, but in 1817 re, signed his appoint- 
mmit, and removiul to Ijondon. ()n 22 Dec. 
1820 ho was admittiul licentiate of the Royal 
College of Physicians, and on 25 June 1834 
a fellow. In l'8:3r) he delivorial and published 
tlm Gulstonian lectures D)a the Influence 
of the Nc^rvous System in Disease.’ He was 
also el(Hd,('.d i el low of tho Royal Society. 
Before removing to London he had assumed 
the additional surname of .Philip ; his books 
appeared U]) to 1 807 under the name of Wil- 
son, and aft(*r that date under that of Wilson 
Philip, by wlfudi he is generally known. 

Wilson Pliilip, after carrying on for many 
years a largi^ and apparently lucrative prac- 
tice in Cavendish 8(uiaro, was overtaken by 
misfortum^ in his old ago. About 1842 or 
184:5 he suddenly disappeared from London. 
l)r. Munk states that his investments were 
injudicious, and the scheme in which he had 
placed his accumulated fortune failed, so 
that he had to leave tho country to avoid 
arrest for debt. lie went to Boulogne, and 
is thought to have died there, his name dis- 
appearing from tho list of the College of 
Physicians in 1851. It is conjectured that 
those circumstances may have suggested to 
Thachtiray the career of Dr. Firmin in ' The 
Adventures of Philip.’ 

Wilson Philip was both a popular phy- 
sician and an assiduous investigator, even 
while he was busily engaged in practice. 
His researches in physiology and pathology 
had considerable importance in their day. 
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II 0 waH one of tlie first to employ the micro- 
scope in the study of inllaninnition, and his 
observations attracted much attention, both 
at homci and abroad ; the work in which 
llu^.y ivore contained (* An Expi'rimental ,Mu- 
miiry') beiii}^ translated into (Jerinan and 
Italian; and they have been oft(m quoted 
since. He was also a physiological mvptnn- 
juentor, and the ])rin(i :)U'.s \vhich ho statics 
to have guided him in t perCornniiu'e of ex- 
periments on living animals are Imth nitional 
and humane. His more prailical works, 
<?8p(‘cially on indig(‘stif)n, wein* widely circu- 
bitod, and transhiled into sovinnil langnagi'S. 
They show large medical ex])iu‘imic.c. I'he 
following list givi^s all the more imp(n’taut 
of his nuni(?rous puhlislual works. Most of 
them ari5 in tln^ library of the Royal M<‘.dical 
and Ohinirgical Hoci(^fy : 1. * IiKiuiry into 
the Kmnote Oaus(^ of Urinary ( }rav(^l,’ lOdin- 
burgh, 1792, 8vo ; in (h'rman by SUmdal, 
1795. 2. UHxp('riinental Kssayon tlu^ Man- 
ner in which Opium acts on t he Living Ani- 
mal llody,’ J^klinburgh, 1795, Hvo. d. * 'Prea- 
tise on bVbrih' Diseasi's,’ 4 vols. WimdiesicM*, 
1799-1 HOI, Hvo; ticrman translation by 
Topelmann, LOpzig, ISO I IH12; bhench by 
L6tn, JH19; portions of (his work \vero ri^- 
published as ‘ Treatisii on Himph^ and Hnip- 
tive I'evtms/ -Ith talii. London, 1820, Hvo; 
and OProatise on Symptomatic FtW(‘rs,oith 
edit. London, 1826. 4, ‘Observations on 
the Use and Abuse of M,ercnry,’ Wimdu^ster, 
1805, 8vo, 6. ‘Analysis of the Malvern 
'Waters/ Worcester^ 1805, 8 vo. 6. ‘ Kssay 
on the Nature of Fevi^r/ Worcester, 1807, 
Hvo. 7, ‘Observations on a Spi^cues of Pul- 
monary CouBumpt ion/ Worcester, 1817, 8 vo. 
8. ‘ Experimental Enquiry into tlie Laws of 
the Vital Functions, partly reprinted Iroxn 
ttie “ Idiiloaoplucal Transactions,” 1B15 and 
1817/ London, 1817, Hvo; 4th edit. 1889; 
in Ocrmau by Bontheimer, Btuttgart, 1822 ; 
also in Italian by Taut ini, 1 828. 9. ‘ Treatise 
on Indigestion and its 0onHe(|uence8/ Lon- 
don, 1821, 8vo ; Oth edit. 1828; Appendix, 
‘On Protracted Oases of Indigestion,’ 1827 ; 
translated into German by I Jasper, 1828, and 
"Wolf, 1828; also into liutch by Hymans, 
Amsterdam, 1823. 10. ‘Treatise on Pro- 
tracted Indigestion and its Oonsetj uencos/ 
London, 1842, 8vo. IL ‘Treatise on Diseases 
which precede Ohangii of Structure/ Loudon, 
1880, 8vo. 12, ‘Observations on Malignant 
Cholera,' London, 1882, 8vo. 18, ‘Xnenury 
iritn the Nature of Sleep and Death,' Lon- 
don, 1884, 8vo. He also contributed to the 
‘ Pliilosoplncal Transactions ' several papers, 
among which were those ‘ On the Nature of 
the Powers on which the Cit(?ulation of the. 
Blood depends/ 1831; ‘Helation between 


Nervous and iMuscular Systems/ 1888; ‘ On 
tlu^ Nature of yi(H'p,’ 1888; to the ‘ London 
Altulical Hazettu,' where in 1881 he carriial 
on a controvm-sy with Dr. William Prout 
[({. V,], criticising the hitter’s Gnlstonian 
lecturi's; and totin'* Edinbnrgli Medical and 
Surgical lonrnal,’ ‘Tln^ Mi'dieo-Chirurgical 
Transactions,' and ot her periodicals. 

( Mank’sColl. of Lliys. 1 878, iii. 227; (ttpeotf’s) 
Diet, of Living Aut.hors, LSUJ; (^alHscaj's Medi- 
zinisclics HchriftHtMlor Lt^xikori, Uo|Hnihugoni 
1880, %*oL XV. ; (Uirlt. itnd IlirKcIpH IJio- 
graphusches Lcxikou dor AtU'^te, iv. \ 

J. F. P. 

PHILIP, JOHN (/. 15(UD, author, pro- 
(Jnc(‘d in 15(>d tlu*('(^ hhudc-letter tracts, 
chiefly in iloggt'n'l verHi\ describing the 
curious t rial at (Ihelmsford of three witdies, 
ElizabidJi I'l'amicis, Agues VV'aterhouso, 
and the hitter’s daughter Joan, a girl of 
(‘ighti'en. Mrs. Wat(*rln)US(^ was burnt to 
death on 29 July 1588. Tln^ colophon of 
(aieh of Philip’s t.racts, whicdi appi^ired in 
iamdon, givi^s t.lie namo td' the printer as 
William Powell, that of the publisher as 
William Ui(dtering(\ and the date of issue 
as 18 Ang. 1588, I'ln^ lirst tract bears the 
title ‘ 'riie lO.Kaminaticm and ( loidession 
(Ixdbre Dr. Colt'i and Master b’orUwme] of 
ctTtainu Wytclnm at (Inanslbrde in the 
Conutie of 'Essex' (28 July 15()t>), 'with 
woodcuts of SaUmn, a wdilte-spot.ted cat 
givt'Ti to Elizabeth IhniuuciH by her grand- 
mother, her inst ructress in witeduTaft ; of a 
toad, into whicli tlu^ cat was afterwards 
m(d;amorphos(ul, and of a dog with horns, 
who was the familiar of Joan Waterhouse 
(Lamlx^th and Pndg<'wat('r House). A new 
(xlition was entered to Thomas Lawo, 
15 July 1589. Pliilijds second tract is called 
‘The Bi'cond Examination and Oonfessian 
f>f MotJu'r Agnes Waterhouse and Jone her 
Haughtier, upon lun* araimummt, with the 
(Questions and Answers of Agnes Browne, 
the Child on whom the Spirit hauntetli at 
tliis present, dtdiberat.tdy dindared before 
Justice Bouthcote and lilaster Gerard, the 
(Queens Atturney, 28 July 15(58' (J^ambetb), 
The third tract* is entithal ‘ The End and 
last Gonfession of MotJier Waterbouae at 
her Death, 29 July 1588 ' (Lambeth). 

[Philip’s Tracts; Oollior’s Bibliographical Cat.] 

3. L. 

PHILIP, JOHN (1775-»1851), South 
African missionary, was the son of a school- 
master of Kirkcaldy, .Fife, where he was born 
on 14 April 1775. At an early ago ^ was 
apprenticed to a linen man u fact urtm in Loven. 
bur three years, from 179 1, lie filhd a clerk- 
ship in Dundee. Acquiring some repute as 
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a speMlc(n', lie cltuudtHl to enter the coiiftTOg'n- 
tional mitiLstry, ainl \vm lulmiited to Iloxton 
Theological Colh'.ge, where he Ktiulied for 
three yeara. 

After aaaisting the Ihw. Mr. Winter at 
Newbury, He-rlcaliin', he, waa apiiointed in 
1804 to the .llrat KSeottiah cougn'gational 
chapel in (»reat ('leorge Street, Alxu’deeu. 
lie remained t,h(‘ni until ISIS, wdien, at the 
invitation of tlu^ London Miaaiouary Socii'ty, 
in whoae work he had alnaidy talnui a.n active 
intereat, he joineil John (hunphell in con- 
ducting an inqniiy into the atate of the 
South AlVic.au nuaaiona. ''flui (hiputation 
landed at Cape ''fown on ikJ bM). ISH), and 
found tiie niisaion Htutiona inueli negleehul 
and colonial o()inion atrongly o()pos(^d to the 
gentle nudiioda favour'd hy the niiaaioiuunea 
in dealing witii tln^ nntivtw. Philip aaamted 
that the mitivn^ raciva wiu’i^ oppri'Hsiul by tlie 
aettlfo'a, and in ISllOaeli forth a policy of con- 
ciliation in a memorial t<o Acting-governor 
Donkin on la'.half of 1iu^ Criipiaa ; wliile 
Campliell and In^ furniahed to the aocie.ty in 
18^2 a report whi(4i naintial tlu^ alt nation in 
the darln^stcoloura. din'c.toraortludlam,- 
don I\riHsIonar}f Society reaol vial to (vatabliah 
a central miaaion-lionHi^ at (kipe Town, and 
appointed riiiliii the lirat aiqita’intendent of 
tludr Smith African Htal.iona. At the aaine 
time undertook the paat orate of the ru^w 
Union chn/pel at Ca[>n Town, which waa 
opened in Dtr.emher Dor the reat of 

hiH working life he made t-hia a centre of 
agitation on btduilf of tlie native rac‘.ea, tra- 
vcdling a great d<!al through tiie hordera of 
the colony to inaptuit iht^ nuHaion-atat iona and 
to collect iwidmict^ in anpportf of hia theorif^a. 
He BuppVual tiie c.ommiaHLomu'H, who viaited 
the Cap(^ in IHlM, witii atatiatica of bar- 
haritiea alleg(Hl to have hfum committed by 
the aettlera ; iaaiUHl in 1 824 ^ 1 hatreaHcd vSettlera 
in Cape Town ; ' and in ISi^d viaited England 
to excite I^lngliah philanthropic opinion in 
behalf of the llottmitotaand Ivaflira. During 
hia atay he wrote andpuldialuKl (April 1828) 
bia well-knowiC R(^aear(4iea in South Africa/ 
a clilluse account of the Cape miaaion, con- 
taining a bitter attack upon the colonial 
govenimmit The Houae of (Jommona, on the 
motion of Sir Tbomaa Fowell Buxton fq. v.l 
supported by Sir (ieorga Murray, colonitil 
secretary, resolved, on 19 July 1828, that the 
Cape government be inatructad to carry out 
Pbilip^B recommendations. Armed with this 
official^ aanction of lus poru‘y, be returned 
to Africa in October 1829 to find bis un- 
popularity increaacxl William Mackay,land- 
droat of Somerset,^ one of the incriminated 
ofFicials, sued Philip for libel. The trial, 
■wbicb caused immense excitement through- 


out the colony, ended, on 16 July 1830, in 
a nnaiumoiia verdict for Mackay. Philip’s 
sup])(>rters iii home raised a large fund to 
mdenmify him against costa, amounting to 
1,100/. j but colonial opinion supported the 
verdict. 

With the advent of a whig government at 
home m 1831, Philip’s friends were able to 
coni rol tlui policy of the colonial office. The 
mnv governor, Sir Benjamin D’Urban, who 
aaammal office in January 1834, sympathised 
with lffiiH])’a aims. But a Kalfir war fol- 
IowihI in Uecnnibor of the same year, and 
on it, a tiu-mination a British protectorate was 
cxtmuliHl over the Tranakci. Pliilip, sup- 
port, lul by a v('ry few foil o wers, denounced l.liis 
B(^t,lilenumt, although even tlie missionaries 
stationed among the Kallira approved of it. 
Failing to nd.ain the synmn, lilies of the 
goviwnor, 'Philip hit for Dnghind on 28 Feb. 
183(>, with the JMesara. itead, Jan Tshatshu 
(a Katlir), and Andriea Stollle (a Hottentot), 
inwhosi^ company he made aevoral lecturing 
tours in ( bent Britain, to rouae public opinion 
againat the Cape^ govc.rmnent. All three ap- 
p(‘ared in the annus year laTore a parlia- 
mentary committee of inquiry, presided over 
by Fowell Buxton, and Pliilip himself waa 
mainly rijaponsihlo, with the chairman, for 
t-lui vqlum in oua report issued in 1837 by the 
committcHi, who ado])ted lu.s views against 
a preponderating wiught of evidence. Lord 
Glenelg, colonial aecret,ary, dismissed Go- 
vernor DTlrhan, who was nqdacedby Major- 
general Napier in January 1838, and Pliilip 
returned a month later to act as iinoflicial 
adviatm to the new governor in all questions 
rffiating to the treatment of the natives. He 
advocated the eatabliahmont of a belt of 
native atatea to the north and east of the 
colony, and he undertook prolonged tours in 
1839 and 1842 to promote thia oliject. But 
fresh tronbl(‘a soon occurrtal on tlie borders, 
and the Kaflir war of 1840 finally proved 
the futility of Ida achemea. Even Mr. Fair- 
bairn, editor of the ‘ Commercial Advertiser,' 
who had aupportocl lua policy from the first, 
now declared for war. Jan Tshatshu, once 
the companion of Ids English tour, had 
joined the invading .Kaffir bands. From this 
time Philip took little part in public affairs. 
His eldest son, Williom, a missionary of 
some promise, had been accidentally drowned 
in the Gamtoos river, near Hankey, on 
1 July 1845, and this loss greatly affected 
his health. In 1847 Ids wife died (23 Oct.) 
The outbreak of hostilities in the Orange 
River territory in 1848 completely destroyed 
his hopes of maintaining independent native 
states against colonial aggression, and in 
1849 he severed Ids connection with politics. 
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He rcRigned his pest at ('’ape Town, tmd re- 
tired to Ilaukeyj wluu’ti ho died on 27 A.iig. 
1851. , 

1‘lulip was a man of fi:ood physiqiK^ and ot 
much energ'y. A p(nvae'fiil and eonviucitif;’ 
spealou’, h(‘. was w(dl titlial to champion his 
cauHO in England, althoug’h in the colony la's 
never led more than a vmy small minority. 
Ilia frienda W(U’(^ const rained to admit that, 
lie was aommvhat arbitrary and self-willed 
OVAiintAW, ]». .‘U ; MmMiianj Maf/azun^ 

1851, pp. 1H(! 7). lie did muc.h usidul work 

in promotinfJi’ t he, interests ol e.ducation, bot h 
amonpf tlnuHilonistsand the nat'iv(‘s; all.hou^h 
his mori'. ambitions plans faihui, be was th(‘ 
most prominent poUlicuui inEapeClulony for 
thirty yt'ars. 

He was Hnrviv(Ml by a son, the Hev* Iho- 
mas Durant Dhilip, also a missionary at 
Ilaidny, and two daui^htcrs. 

[Thtad’s History of South Afih'a, voIh. ill, iv. ; 
lUlph Wardlaw’s'Kimoral Senium with ApiKMi- 
dix, Hve, 1852; .Hubert I’hiliph 'flm Klijab of 
South AtVini, or the (hiaraclcr of the lan> John 
Philip, Hvo, Loudon, 1H51; Mihsiouary Mana- 
isiuo for 1880 to 1851, Alisslonary HofAisler for 
1819, &c.| Ih D. It- 

PHILIP, JOHN ItrUNlK (1824 IS75), 
sculptor, son of William and Elizabeth Philip, 
was born in Ltmdon on 28 Nov. 1H2 L Hm 
family was origitially Scottish, but. had btum 
lon^ settled in Knkland, At the ofj 
sevimteen he imterml tln^ nmvly established 
pfovernmimt school of desigm at Hoimu'sct. 
House, wlun,'e he studied under John llngm’s 
Ilerbtnd., U.A, [q.v.], and when tint latter 
resig’iicd his mastershin ami opened a stdiotd 
in Maddox Strimt, Philip wtis ()m,t of tho pti- 
pils who eeceded with him. .1 1 is earliest work 
was (lone ill tln^ houses of parliament, then in 
course of erection, and this brought, him into 
contacst with Augustus Welby Northmoro 
Pugin [q. V.], by whom he was much in- 
tluencecl. Philip Jirst appiuired at the Hoyal 
Acadtmiy in 1858, semUng an alto-relievo of 
Micluudand Satan for the tympanum <)f tins 
porch of St. Miclnwd’s (Jhurch, Coruhill, ami 
a bust of Dean Lyall, and during the next 
bve years exliibited riasumbant elHgies of 
Queen Oatherim^ Parr ( for lu^r tomb at Hade- 
del(?y Castle), ( huion M ill (for Ely Catlnulral ), 
and the Countless of Pembroke and Lord Her- 
bert of Lea (for Wilton Church). Among his 
other public commissionH wt^re the reredos 
of Ely Cathedral (1857), the monument: to 
Sir CharlcB llotham at Melbourne (1858), 
the reredos of St. Ceorgts's Ohapid, Windsor 
(18(58), the monuimmt to t.he olfmers of tho 
Europa in York Minster (18(^8), a bust of 
Kichard Cobden for the Halifax Chamber of 
Commerce (18(17), statues of Lord Elgin and 


Colonel Hail'd for (kilcut.ta, mghti statues ol 
kings and quiMuiH for tlu‘ Hoyal ( billcry in 
the PahuM^ of West minstm*, tln^ statmss on 
the front of tlu* Hoyal Academy, Burlington 
Bouse, nml (in conjum'tieu with Mr. 11. H, 
Armsli'jul) the whole of thosi' on (he fiu;n<le 
of the new foreign oiluHu In 18(}1, wlieu 
Sir (Jilhtu't Simlt’.H di^sign for a nat ional mo- 
morial to tin* Prince (kmsort in Hyde I^irk 
bad bium accepted, Philip was one of the 
j^enlptors who were engaged toc.arry it oul, 
and to this his timi* was almost, exclusively 
devoted for idght. years, 1’o him avid Mr. 
Armsiesul was mil rust (h 1 the execution in 
marlile of the friezixs on t!i(‘ podium, Philip 
undertaking those on the north and west, 
sidi's, which were to reprcHmit. the grcMl 
smilptors and architects of the world; this 
work, wliiidi he completed in l872, and by 
W'hieh h«‘ is best, known, was received with 
welUdesm'ved admiral ion, t he figures, fdght y- 
sevim in number, ludng mnst pid urestpiely 
and harmuniously groupinl and carved in high 
relief with great .‘^kilL Philip also modelled 
for the. canopy of the memorial biur bronze 
Htatues of (oMimetry, Heology, ldi\'Hiology, 
and lMulosophy,und i bi' loglit angels clustered 
at the base of thecros.son t be summit. Philip 
did mimh decornti\(t work iuotlier direct ions, 
such ns the capitals of theeolumns on Black- 
friars Bridge and some of the ornament.s on 
the new general post. olFute, hi 1875 lu^ 
sent to the acatlemy a elassleal subject, 

* Narcissus,' and in 1874 a ligunuif a wait.ing 
angel and a mnrbb'. panel entitled ‘Siitrer 
liU.le children to tamie unto Me;’ bis last 
work xvns the statne of Colonel Akroyd, 
M.P., (‘reeled at Halifax. During the earlj 
part of his career Philip occupiial a studio 
in Hans Plans but later ht% nmiovciLto 
Mm’ton Villa, King's Hoad, Clndsea; there 
h(^ died of bronchitis, after two days* illness, 
on 2 Mar<;h 1875, and was buried in the 
Brompton emnetmy. Philip married, in 1854, 
Erancee Black ( who is still living), and left, 
issui^. 

( Eedgrava’s Dirt, of Artists; Art JmirnaL 
1B70, p, 144; Daflorim’s Alhmt. Memorial, its 
llintory and DeHrriptioii, 1877 ; Hoyal Academy 
Oatalogucn; private information. \ P. M!. O’l), 

PHILIP, HCBEET (179I»1858), divine, 
born at Jhmtly in Aberdeenshire in 175)1, 
wan t.lm eldcnt son of an tdder in the church 
of (hmrge Cowie, tlu^ founder ofjndiqicn- 
dcncy in the north of Hcotland. llm hitherh 
deatli in 1808 wasfollowtal by Itis departure 
for Abt'.rdcen, where he obtaimal a fiit.uation 
m Cihvli in the (Irandholm works, lie di^* 
velopedtha tastOBandaptitudoa of a genuine 
student, and at the agt^ of nineteen was 
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admitted to Hoxton academy. Four years 
later, in 1815, he commenced work as minis- 
ter at Liverpool and devoted much atten- 
tion to the welfare of seamen, for whose 
benefit he published a small volume of ser- 
mons entitled ^Bethel Flag/ On 1 Jan. 
18536 he came to London to take charge of 
Maberly Chapel, Kingsland, and henceforth 
devoted himself with assiduity to the pro- 
duction of a series of religious manuals, 
which had a very great vogue in their day 
both in England and America. He became 
known also as a powerful advocate of the 
claims of the London Missionary Society, 
whose operations he sought to extend, es- 
pecially in China ; and he was a convinced 
opponent of the opium traffic. In 1852 the 
honorary degree of D.D. was conferred upon 
him by Dartmouth College, TJ.S.A. He re- 
signed the Maberly Chapel, owing to failing 
health, in 1855, and died at his residence on 
Newington Green on 1 May 1858. Philip 
married, in 1818, Hannah Lassell, the sister 
of William Lassell [q. v.], and left issue. 

Of Philip’s numerous works, most interest 
attaches to his ‘ Life and Times of the Eev. 
George Whitefield,’ London, 8vo, 1837, and 
his ‘Life, Times, and Characteristics of John 
Bunyan,’ 1839, 8vo. The former was ad- 
versely criticised by Sir James Stephen in 
the ‘ Edinburgh Review,’ Ixvii. 500. Both 
are largely composed of extracts and are 
of small biographical value, but both are 
somewhat remarkable on account of the 
vigour and originality of their style and the 
strength of their evangelical tone. His other 
works include : 1. ‘ Christian Experience : 
Guide to the Perplexed,’ 1828, 12mo ; 10th 
edit. 1847, 18mo. 2. ‘ Redemption, or the 
New Song in Heaven,’ 1834 and. 1838, 18mo. 
3. ‘ The God of Glory : Guide to the Doubt- 
ing,’ 5th edit. 1838, 18mo. 4, ‘Eternity 
Realized : Guide to the Thoughtful,’ 6th 
edit. 1839, 18mo. 6. ‘On Pleasing God: 
Guide to the Conscientious,’ 3rd edit. 1837, 
18mo. 6. ‘Communion with God: Guide 
to the Devotional,’ 7th edit. 1847, 18mo. 
These six works were republished with an 
introductory essay by Albert Barnes in New 
York in 2 vols. 12mo, and again in 1867, 
in 1 vol. 8vo, under the title of ‘ Devotional 
Guides.’ Two other volumes — ‘ Manly Piety 
in its Principles’ (2nd edit. 1837, 18mo) 
and ‘ Manly Piety in its Realisations’ (2nd 
edit. 1837, 18mo)— were republished in New 
York in one volume, 1838, as ‘The Young 
Man’s Closet Library.’ The four works— 
‘ The Marys, or Beauty of Female Holiness’ 
(3rd edit. 1840, 18mo), ‘The Marthas, or 
Varieties of Female Piety’ (3rd edit. 1840,^ 
18mo), ‘The Lydias, or Developments of 


Female Character ’ (3rd edit. 1841, 18mo), 
‘The Hannahs, or Maternal Influence on 
Sons ’ (3rd edit. 1841, 1 2mo) — were similarly 
published collectively as ‘ The Young Ladies' 
Closet Library,’ and passed through nume- 
rous editions. Philip also published an ‘ In- 
troductory Essay to the Practical Works of 
the Rev. R. Baxter,’ 4 vols. 1838 and 1847 ; 
‘The Life and Opinions of the Rev. William 
Milne,’ 1839 and 1840, 8vo ; ‘The Life and 
Times of the Rev. John Campbell,’ 1841, 

8 vo ; and ‘ The Elijah of South Africa,’ 1852, 
8vo, a memoir of his friend, John Philip 
[q.v.], the African missionary. Philip “Dub- 
lished sermons, and pamphlets upon Ciina 
and the opium question, 

[Congregational Year Book, 1859, p. 213; 
McClintock and Strong’s Cyclopse lia of Biblical 
Literature; Southey’s Life and Correspondence, 

V. 233 ; Philip’s Devotional Guides, ed. Barnes, 
1867; private information,] T. S. 

PHILIPHAHGH, Loed (1655^1708), 
Scottish judge. [See Mukeay, Sie Jambs.] 

PHILIPOT. [See also Piiilpot.] 

PHILIPOT, PHELIPOT, or PHIL- 
POT, Sie JOHN (<2. 1384), mayor of Lon- 
don, was no doubt a native of Kent, but 
the statement of Heath ( Grocers' Company^ 
p. 182) that he was born at Upton Court in the 
parish of Sihertswold or Shebbertswell, near 
Dover, cannot be correct, though the, estate 
was held by his descendants (Hasted, ix. 
377). He bore the same arms — sable, a bend 
ermine — as the Philipots of Philpotts, near 
Tunbridge (i5.v.224; Stow, Survey of Lon- 
don, bk. V. p. 114). His first wife brought 
him the manor of the Grench (or Grange) at 
Gillingham, near Chatham. 

Philipot became a member of the Grocers’ 
Company of London (founded in 1345 by the 
amalgamation of the pepperers and spicerers), 
one of whose earliest members was a Phely- 
pot Farnham, and he soon accumulated con- 
siderable wealth (Heath, pp. 47, 56). Ed- 
ward III gave him the wardship of the heir of 
Sir Robert de Ogle [q. v.] in 1362, appointed 
him in the following year a receiver of for- 
feitures on merchandise at Calais, and in 
1364 licensed him to export thither wheat 
and other victuals Baronage, ii, 

262 ; Fcedera, iii. 693, 741, Rec. ed.) Phili- 
pot lent the king money and acted as his Day- 
master (Brantingharn! s Issue Boll, p. 145; 
Devon, Issues, p. 195). He sat for London 
in the parliament of February 1371, in which 
the clerical ministers were removed, and in 
the ^reat council summoned in June to 
remedy the miscalculations of their succes- 
sors {Beturns of Members, i. 186-6). In the 
crisis after the Good parliament, Philipot, 
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witli Nicliolaw Brouibro [q. v.], a fellow- 
g^roet^r, and also coiinoctt^d wit.ll K(ml., and 
'Willianx Walwortli [q. v,], lioadotl tlu^ op- 
position of tlio ruliufj pai’ty in Jjondon to 
John of Gaunt, duko of Lancaster, who found 
support among the lessor tradiu's tlum en- 
gaged, under the It'aderHhip of Jolin do 
Northampton [cp v.], inattaeldng the mono- 
poly of municipal power enjoyed by the great 
com])anies. 

On tlie collapse of the Good parliament 
the Duk(^ of Lancaste.r proposed m iJie par- 
liamentwhich lie packed in Jaumiry L'>77 to 
rephua^ tluimayor hy a captain, and giv<^ tln^ 
marshal of Ihigland powiU’ of arnvst within 
the city (U) ) rhlllpoti is said to have 

risen »ind declared that the city would mnau* 
submit to such an infraiMlon of its libcHh's; 
hut this must hi', a mistake, as he did not- sit 
in this parliamimt^ //////>, p. 1 1 !(); 

Ihtunis of M(>inhr}\s\ i. 10(1). TIii^ proposal, 
eoipiledwithtlu' insult intlido.dou tlu< bishop ! 
of London (William Oourtimay) hy Lan- 
c-aater and the xmu’shal {llmny Pei’cy, tirst 
earl of North uinlierland I q. v.J) at t he trial | 
of Wielif a finv hours later, jirovoked thi^ , 
riot of tlu^ following day, wluni Laucasto.r ' 
and Tercy had to lly for tluur lives. ,Lan- 
(saster faihul t,o priuamti the deputation of 
tho citi?5(‘.ns, headed by Lhilipot, from ob- 
taining an intiorview with the old king, who 
lieard their explanations and gave thmn a 
gracious axiswc'r. But the duke was iin])la- 
cablc, and the city olllcers sought to appease 
him by a somewhat humillathig repara- 
tion. The citi^sens as a body, however, 
would have nothing to do with it, and 
though tho king, at Laucaster s instigation, 
t urnt'd out the mayor (Staple), they at once 
(:^1 March) chose Bremhrii in Ixis stead 
(Collections of a London (Ufizen^ p, 25 1 ; 
(dmm, AngL pp. 127, 153; Fmdmt, xii. 
1076). 

As soon as the king’s di*ath, on 21 Juno 
1377, iHscame known in the city, an lulluen- 
tial deputation was sent to tlurymmg prince 
Kichard IE and his mother, and Philipot, act- 
ing as spokesman, assured liim of tho loyalty 
of Ihtusity, and begged liim to reconcile them 
with the I)uk(j of Lancaster (CMw, ..-t /////. 
p. 147). Tlu^ tiriumph of tlie principltss 
of the Good parliament in tin*, first, parlia- 
ment of the new reign (Octobm* 1377) was 
marked by the appointment of Philipot. and 
Walwortli, at the nujuitst of tlui commons, 
to be treasurers of tlm moneys grantiKl for 
the war with Fraiuu*, ( Rot, PnrL uL 7,34). 
They and other London mercliants lent the 
king 10,000/. on the. security of three crowns 
and other royal jewels (AWcra, iv. 3L-2). 
The caixture of the Isle of Wight and burning 
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of Hastings by tlu'. Pri'iu'h, and the. seizure 
by a Scot, thi^ son ofom* John Mereer, with 
a squadron of Scottish, Krimc.h, and Spanish 
ships, of a number of Lnglish merchant vt»s- 
.scls at Scarborough, meanwhile threw the 
country into a statii of gri'iit- ahinn, whii'h 
was aggravated hy vehi'ineiit suspicions of 
the loyalty of John of Gaunt to his young 
nephew. Philipot. rapidly fitlml out a small 
squadron ami a thousand armed men, at Ids 
own ex pimsi', pursued Mercer, and wrested 
fi'om him his prizes, and tift.eim Spanish 
vi'ssels as well {(^/i not. AngL p. Id'J). Ills 
])atri(»tism and success reused t hose who re" 
sented the national humiliation to great 
enthusiasm, and were holilly c.ont rusted with 
lh(' inactivity, if not trcmuiery, of the duke 
and the mngnati's. Hi* the.reliy incurred tlu^ 
ill-will of 1 lie nobles, who sneenul nf, lUeluird 
»is ‘king of London,’ and deelared that Ihili- 
pothad no right to act, ns he had done on Ids 
own nsponsihility. lint he roundly told the 
Karl of StalVord, who eomplalniel to him of 
Ids action, that, if the noldes Imtl not left 
tho country (wposed to invasion he would 
neviu* have interfen'd (/A. p. 2tKL. At the 
height of his popniurit v he was cliostui mayor 
for i3>7H t), and tilled iLeolhci* with Ids usual 
activity and generosity, had tln^ <nty 
ditch cleaned out, levying a rati' of hvepenco 
per housi'hold for the purpose, and onforcwl 
order and justice so adminihly that Ids 
measures wen' taken as a preceilent, nearly 
fort.y yi'ars later (Srow, Rurm/ oflMtdon^ 
bk. L p. 12; Lthrr AihuSf i. *522 ). Lord 
Beauchamp of Blotslio in December 1371) 
appointed Philipot tme of Ida oxocutors, 
bequcalhiufj' 1dm ‘ my gn'at cup gilt which 
tho King of Navarn^ gavi* mo’ (IVsfnmcntn 
VduHta^ p. 101), In tho year after liw 
mayoralty ho earned the efruaivo gratitude 
of tho city by di'rraying tJm cost of one of 
two atone to no rs, sixty feet high, built below 
London Bridge, bet ween wldcfi a cUnin wuw 
Huspcndial acro.sH tlie ri\er to assure the safety 
of tlu^ city and shipping against poHsiblo 
French attacks (Rti.wv, Mcmorfnk^ p. 4 It), 
(fe waa a member of tho commisaion ap- 
pointed in Marcli of that year, at the roqueat 
of the ('.(unmona, to inquire how far the heavy 
taxation could ho liglitcned by greater ecu’- 
nomy in administration (Rot,*'lkrL iii. 373), 
He may have sat in this parliament, Imt tlui 
London writs aro wanting. In tlio aummer 
he providiMl^ships for the Karl of Bucking- 
ham’s expedition to Brittany; and when the 
delay in starting fomul many to pledge their 
armour, Philipot, as the 8t, Albans chroniider 
heard from hm own lips, rechanntid no fewer 
than a thoimaml jaidis t (dmm, AngLih 2Uii). 
,lt was to him that the intiu'cepted corro* 
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spondence of Sir Ralpli Ferrers with the 
French was brought, and Ferrers being with 
John of Gaunt in the north, Philipot 
journeyed thither and saw him safely in- 
terned in Durham Castle {ib. p. 278), 

At the crisis of the peasants’ revolt, in June 
1381, Philipot came with the mayor to the 
youngking’s assistance, and W alworthhaving 
slain Tyler in Smithfield, he and four other 
aldermen were knighted with Walworth on 
the spot (Rtley, p. 451 ; Fa-Byaist, p. 631). 
He was granted an augmentation of his coat- 
armour; and it may have been now that 
Richard gave him an estate of 40^. a year 
(Heath, p. 184; Hasted, iv. 237). In No- 
vember he again represented London in par- 
liament {Returns of Members, i. 208) . Fil ing 
the same position in the May parliament of 
the next year, Philipot was put on a com- 
mittee of merchants to consider the proposed 
loan for the king’s expedition to France, and 
was appointed a ^receiver and guardian’ of 
the tonnage and poundage appropriated to 
the keeping of the sea {Rot. Pari. iii. 123-4). 
Hut John of Northampton, who was now 
mayor and busy depressing the influence of 
the greater companies, had him deposed from 
his office of alderman (Walsinoham, ii. 71). 
In the spring and summer of 1383 Philipot 
carried out the transport arrangements for 
Bishop Spencer and his crusaders, and sat for 
London in the October parliament {ib. pp. 
88, 95; Devon, p. 222; Retur7is of Members^ 
i. 218). 

He died in the summer of 1384, ^not 
leaving his like behind in zeal for the king 
and the realm,’ and was buried with his 
second (?) wife before the entrance into the 
choir of the Greyfriars Church (now Christ 
Church), London {Chron. Angl. p. 359; 
Hasted, iv. 239). He left his manor at 
Gillingham to his second son, whose son 
John exchanged it, in 1433, for Twyford, 
Middlesex, with Richard, son of Adam 
Bamme, mayor of London in 1391 and 1397 
(2*5.) A chapel which Philipot built there 
^ . was used as a barn in Hasted’s time, and 
is figured in the ' Bibliotheca Topographica 
Britanhiica’ (No. vi. pt. i.) His house in 
London was in Langbourne Ward, on the 
site of the present Philpot Lane, which was 
named after him (Heath, p. 184). He be- 
queathed lands to the city of London for the 
relief of thirteen poor people for ever (Stow, 
bk. i. D. 261). 

. PhLipot was at least twice married — to 
Maijery Croydon, daughter of Richard Croy- 
don, alderman of London, who brought him 
the manor at Gillingham ; and to Jane 
Stamford (Hasted, iv. 236, 239). Hasted 
mentions two sons. A daughter, Margaret 
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Philpot, married, first, T. Santlor, and, se- 
condly, John Neyland, and dying after 1399, 
was buried in the church of the Greyfriars 
(Stow, Survei/, hk. hi. p. 133; Liber Albus, 
i. 682). Descendants of his dwelt at Dpton 
Court, Sibertswold, near Dover, until the 
reign of Henry VII, 

[Rotuli Parliamentorum ; Rymer’s Foedera, 
Record ed. ; Returns of Members of Parliament, 
1878 (Blue Book) ; Kalendars and Inventories 
of the Exchequer, Issue Roll of Brantingham, 
and Devon’s Issues published by the Record 
Commission ; Chronicon Anglise, 1328-88; Wal- 
singham’s Historia Anglicanaand the Liber Albus 
in Rolls Ser. ; Collections of a London Citizen 
(Camden Soc.); Stow’s Survey of London, ed. 
Strype, 1720 ; Heath’s Grocers’ Company, 1829; 
Herbert’s Livery Companies; Riley’s Memorials 
of London ; Hasted’s History of Kent, 8tli ed. 
1797 ; Sir Harris Nicolas’s Testamenta Vetusta.'J 

J. T-t. 

PHILIPOT, JOHN (1589 P-1646), So- 
merset herald, son of Henry Philpot and his 
wife, daughter and coheiress of David Leigli, 
servant to the archbishop of Canterbury, 
was born at Folkestone, Kent, between 1587 
and 1592. His father, who possessed con- 
siderable property in Folkestone, and who 
had been mayor of the town, was lessee of 
the rectorial tithes, and was buried in the 
parish church in 1603. From his will, dated 
m 1602, it appears that his son was then a 
boy at school. The family name was Philpot, 
hut .Tohn insisted upon inserting an ‘ i’ be- 
tween the two syllables. At the end of 1612 
he married Susan, only daughter and heir of 
William Glover, one of the gentlemen ushers’ 
daily waiters in the court of James I. Her 
father’s brother was Robert Glover (1644- 
1688) [q. V.], Somerset herald, to whom no 
doubt Philipot owed his introduction to the 
College of Arms. He was appointed a pur- 
suivant-of-arins extraordinary, with the title 
of Blanch Lion, in October 1618, and on 
19 Nov. he was created Rouge Dragon 
pursuivant -in-ordinary. By his office he 
was brought into close connection with Wil- 
liam Camden, for whom he entertai-ned pro- 
found respect. Camden frequently nominated 
him as his deputy, or marshal, in hie visita- 
tions; and Sir Richard St. George, when 
Clarenceux, and Sir John Burroughs, when 
Norroy, employed him in the same capacity. 
He visited Kent in 1619, Hampshire in 1622, 
Berkshire and Gloucestershire in 1623, Sus- 
sex in 1633, and Buckinghamshire, Oxford- 
shire, and Rutland in 1634. 

In 1622 Ralph Brooke, York herald, 
brought an action against Philipot in the 
court of common pleas for his share of the 
fees given to the hiralds and pursuivants on 
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two gn‘ut oc(‘,asionH of st ato (’oromoninl ( fV/. 
State I^apers^ Doiu. p, HUO). What, 

tlio T(\Bult. was w Bot at.atod. (hi 10 July 
1(>23 Philipot was nppointtal hy tho kiu}>v to , 
th(\ olliiM^ of bailiir of Sandwich, and ho also i 
iu'ld the position of lioutonant. or chief pin-J 
inu' in the fort of Tillmry, with the fet‘ ol* 
one shininp’ a day. On H July lOlM In* was | 
cnaitod Somersi't lu'rald at- Arundel llonsi^ 
in the Stra.nd in sueeession to Uolan't (h*es- 
“well, who had heeu (‘otnpelhnl by embarrasse.d 
circumstaneoH to sidl his olliee (Noiun-!, Te/- 
ie(/e of Anne^ \niill). On 00 Jan, I <>-7 H 
John Jacob oi. Faversliam, seU’f^eant. of tlu^ 
admiralty of the Oimmii ports, tamiplained to 
Sir Edward Nicholas [ (p v. j, secret ary of st atn, 
that ^ in the port of Eav(n‘shmn Jolm Philpot, 
a lierald, kei^ps an admiralty (*ourt, whereby* 
h(\ dispoHSi'ssi'.H the duk(i (^the; loril wn,nlen) 
of the wr<H‘k(ul g'oods wduch the lislnn'meu 
bring inJ Tlu're (uxisti holers and warrants 
addressed in UiHO and KilU by and tu> 
I’liilipot as steward of the royal manors of 
Oillingliam and Orain. In UHIH he was 
sent abroad to knight William Bosvile, and 
some rtmuniseenees of this, or of a snlme-* 
quent visit to Prauct^, oeenr at th«‘ eml of 
his church notns in tlu^ British Museum 
{liar let an MS. IhHT). Two years latvr he 
was again <leHpatcluHl to the continent to 
invest with the ordm* of the Oart(‘r Oharlt^s 
Ludovic, count palatine of the Hhim' and 
duke, of Ihivaria, who was then with the 
army in Brabant. 

lie was one of those htwahls who* on the 
outbreak of the civil war,adhe.r(ul to the cause 
of the king, and ho accompanied Oharh^s to 
Oxford. There he was created D.O.L. IHJuly 
164B (Wood, Fmti (kmi. ed. Bliss, ii. B:2). 
Shortly afterwards he attendeil Charles I at 
the siege of Olouceater, and was the bt^arer 
of the king’s summons to the citiyums to 
surrender that city on 10 Aug. KBd (Wahu,- 
BouTiNB, HihL GloGestrenm^ iutrod.) The seems 
has 1)0(311 admirably painted by K. Dowling. 
After his return to Oxford lie took up his 
quarters at Chawh^y in the parish of Oum- 
Bor, some two mi 1(3® from the city. Bohig 
captured there bj some parliamentary sol- 
diers of the garrison of Abingdon, he was 
sent a prisoner to London in or about 1044, 
but he was soon set at liberty. It was the 
king’s intention to reward his loyalty by 

f ivmg him the post of Norroy king-of-arms, 
lit he died prematurely, in great obscurity* 
in London, and was buried on 25 Nov. 1645 
within the precincts of the church of 8t. 
Benet, St. Paul’s Wharf* His wife survived 
till 1664, and lies buried, together with her 
eldest daughter Susan, in Eltham church. 
His principal work is : L * Yillare Can- 
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tinuiim; er, Kiuit surveyiul and illu.strated. 
Bt'ingan o.xnei fb‘H(‘ripiiou<)fHll th(‘ Pariahes, 
Burnuighs, \'illag('s, and ntlnu* rc'apcahive 
Mannnrs includ«'(i in (ho ( ’mini V of 
Bnndnn, BibP and lb(U, IBl: :!nd (ulit. (',ur- 
rectud, Lnnden, 1/76* fel. Idii.a work was 
ptilJisilnal l»y and umbu* tiu' nanu', uf Thomas 
Philipol. |({. vJ, du' nut Imps .son, who thus 
(uidtaivouta'il diahonostly t o palm it oil ns his 
own. At tin* (‘ud of tin*- hook is ‘An His- 
torical Dataiogiu' of tlu^ lligh-Sheritls of 
Kent.’ 

( If Philiptit’s * Visitnt ions ’ there have htaui 
lUihlinhed that' of Kent, t.nktui in 1616, and 
(‘(litctl hyJ. J, Howard* London, Ihttid, Hvo 
(n*priut(Hl from the ‘ Aiadm'ologJu (kintiauaj 
vol. iv. ); of( Uou(3estm‘slur(*(l»Y (In* Ilnrh'iau 
I jSoiuety* lB6b) ; and of ( Ixfordshire, ItWi, 
of which a mannH<*ripl copy is in t he Uar- 
leian colle(‘tion, No. MSB ( 1 larleinn vSo(*i(Uy, 
1H71), ‘riKuauauunin in inanuH(*npt visita- 
tions of Berkshirt*, Ki'J.H ( Uarb*ian M.S, 
15.6*2); of SuHS(‘X, 1 6.T{( I larh'inu MSS. IIP»5 
and MOB), and of Bnekinghamshire, 1054 
(Ilurleian MS. 1 106). 

Philipot’s otlu*r puhlications wtme: 1. ^List 
of l.h(^ (kmstahh'H of DoV('r (kiHth*and War- 
(huis of the ('imim*! Ports*’ 1627 (d(Hli(*at(*d 
to (h*org«% duke of Buckingham)* 2. ^The 
(Catalogue oftln^ ( 'hancellors of England, the 
Lord K(mp(u*H of tlnMInnit. Simh^ ; and tlu3 
Lord Tnumurtu’s of England* With a (ail- 
hu’tiou of (Uviirs that havi*. b(*en(^ Mastt'r® of 
th(3 Rollcs,’ 2 ptH. London, I BOO, Jto, d(Hli- 
cated to the Earl of Arundel (coinj)ib‘d from 
the maruiscrijits of Hols'rt (Uov»u** Somerflt*t 
h(Tald). 6. ‘ A jicidect. eolh*c.tion, or Cata- 
logue of all Knights Bachelaurs made hy 
King Jannm his comming to the Ch’own 
of bhiglaml* faithfully e.vtratdnd out of the 
Kimonls,’ Loudon, 10<*H), Hvo. 

Among Philipot’s unpublislmd works are; 
^IJst of th(3 Shmuils of Inimolnshire,’ 1060 P 
(AddiL MS, OUH, p.4()7); MJolhH-tions ibr 
a IPustory of KmUB (Ijansdowne MSS. 207, 
208, 201), 276); ^A (Joll(3cti(m of Monii- 
m(3uU and Anns in Dhurchi^s of K(3nt, with 
a f(^w pedigiaiCB inH(*rtud’ (Ilarleian MB* 
6017). 

Idiillpot also edited the fifth edition of 
Oam<l( 3 ii’s * liemaines ’ in 1066, and prefixed 
English versos to Augustine VimjeuPs * Dis- 
cov(3ry of Errors,’ 1022. To him is wrongly 
attributed the anonymous book by Edmund 
Bolton [q. v,], entitled ^The Cities Advo- 
cate, in this case or question of Honour and 
Arms, wh(3ther Apprenticeship extinguiahoth 
Gentry,’ London, 1629; reimnted with an 
alterea title-pagein 1674 (cf. Beiuobs, Om- 
mralJt. 1805, i. 267; Addit MS, 24488, 
f. 119). 
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[Memoir appended toEev. W. A.Scott Eobert- 
Bon’s Mediseval Folkestone, 1876 ; Addit. MS. 
2-1490, f. 2306; Beloe’a Anecdotes, vi. 317-23 ; 
Erydges’s Eestituta, i. 467 ; Camdeni Epi- 
stolae, p. 352 ; Dallaway’s Science of Heraldry ; 
Foster’s Alumni Oxon. early ser. iii. 1160; Gent. 
Mag. 1778, p. 590 ; Goiigb’s British Topography ; 
Hasted’s Kent, vol. i. pp. iv, 63, 103, new edit, 
j. 20, 79 ?J., n., 198 7J., 203 and 210, 215, 

257, 283 ; Hearne’s Curious Discourses, ii. 446 ; 
Ilearne's Ef^marks and Collections (Doble), ii. 
154; Hist. MSS. Comm. 11th Eep. pt. vii. p.225; 
Kennett’s Life of Somner, p. 37 ; Lowndes’s 
Bibl. Man. (Bohn), p. 185 1> ; Moule’s Bibl, 
Horaldica. pp. 119, 157, 193; Nichols’s Lit. 
Anecd. viii. 716 ; Noble’s College of Arms, 
pp. 212, 218, 220, 245 ; Notes and Queries, 3rd 
ser, xii. 390, 486, 4tb ser, i. 31, 352, 426; Cal. 
State Papers ; Upcott’s English Topography, i. 
352, 353.] T. C. 

PHILIPOT, THOMAS {d. 1682), poet 
and miscellaneous writer, son of John Paili- 
pot [q. V.], Somerset herald, by Susan, his 
■wife, only daughter and heir of William 
Glover, was admitted a fellow-commoner 
of Clare Hall, Cambridge, on 10 Feb. 1632- 
1033, and matriculated on 29 March 1633. 
Pie graduated M.A. regiis Uteris on 4 Feb. 
1635-6, and "was incorporated in that degree 
at Oxford in July 1640. Wood says ^ he was, 
by those that well knew him, esteemed a 
tolerable poet when young, and at riper years 
well versed in matters of divinity, history, 
and antiquities’ {Fasti Oxon. ed. Bliss, i. 
518). He was buried at Greenwich on 
30 Sept. 1682 (Hasted, Kent, 1886, i. 118). 

By his will, dated 11 Sept. 1680, after de- 
vising certain premises to Clare Hall, Cam- 
bridge, for establishing two Kentish fellow- 
ships, he left his houses in the town of 
Eltham and a field (sold in 1866 to the 
commissioners of woods and forests for 
660Z.) to the Clothworkers’ Company to esta- 
blish six almshouses for four people from 
Eltham and two from Chislehurst, allowing 
them 51. each a year. Philipot published as 
his own in 1659 his father’s ^ Villare Can- 
tianum.’ 

His genuine works are : 1. ^ Elegies offer’d up 
to the Memory of William Glover, Esquire, 
late of Shalston in Buckinghamshire,’ Lon- 
don, 1641, 4to. 2. ^ A congratulatory Elegie 
offered up to the Earle of Essex, upon his in- 
vestiture with the dignitie of Lord Chamher- 
laine,’ London, 1641, 4to. 3. ' Poems,’ Lon- 
don, 1646, 8vo ; dedicated to the Earl of 
Westmorland. In one copy the date is cor- 
rected in manuscript to 3 Feb. 1645 (Beydges, 
Festituta, i. 232). 4. ‘An Elegie offer’d 
unto the memory of his Excellencie Eobert, 
Earle of Essex .... late Generali of the Par- 
liaments forces ’ [London, 1646], small sheet, 


fol. 5. ‘ England’s Sorrow for the losse of 
their late Generali, or an epitaph upon his 
Excellencie Eobert, Earle of Essex, (fee., who 
died Sept. 15, 1646 ; with a perfect memoriall 
of the particular services and battels that he 
himself was engaged in person,’ London, 
1646, small sheet, fol. 6. ‘An Historical 
Discourse of the First Invention of Naviga- 
tion, and the Additional Improvements of 
it. With the probable Causes of the Va- 
riation of the Oompasse, and the Varia- 
tion of the Variation. Likewise some Ee- 
flections upon the Name and Office of Ad- 
miral!. To which is added a Catalogue of 
those Persons that have been from the first 
Institution dignified with that Office,’ Lon- 
don, 1661, 4to,* dedicated to Sir Francis 
Prujean, M.D. [q. v.] ; reprinted in the ‘ Har- 
leian Miscellany,’ vol. ii. 8. ‘ The Cripples 
Complaint,’ a sermon, 1662, 4to. 9. ‘ The Ori- 
ginal and Growth of the S panish Monarchy 
united with the House of Austria ... to 
which are added several discourses of those 
accessions and improvements in Italy, Africk, 
with the East and West-Indies that are now 
annexed .... to the Diadem of Spain,’ Lon- 
don, 1664, 8vo. 10. ‘The English Life of 
/Esop ’ prefixed to Francis Barlow’s edition 
of the ‘ Fables,’ London, 1666, fol. 11. ‘ An- 
tiquitas Theologica et Gentilis, or two Dis- 
courses ; the first concerning the Original of 
Churches, and their Direct or Collateral 
Endowments. The second touching the 
Eeligion of the Gentiles, their Temples, 
Priests, Sacrifices, and other Ancient Ei- 
tuals,’ London, 1670, 12mo ; dedicated to Sir 
Philip Warwick, knt. 12. ‘ The Descent of 
King Stephen as extracted from that emi- 
nent family of the Earls of Blois and Oham- 
paigne ; ’ appended to T. Southouse’s ‘ Mo- 
nasticon Favershamiense,’ 1671. 13. ‘A brief 
Historical Discourse of the Original and 
Growth of Heraldry, demonstrating upon 
what rational Foundations that Noble and 
Heroick Science is established,’ London, 
1672, 8vo ; dedicated to John, earl of 
Bridgewater. 14. ‘ A Phylosophical Essay, 
treating of the most Probable Cause of that 
Grand Mystery of Nature, the Flux and Ee- 
flux: or/ Flowing and Ebbing of the Sea,’ 
London, 1673, 4to ; dedicated to Sir John 
Marsham, hart. 15. ‘ Self-Homicide- 

Murtber; or some Antidotes and Argu- 
ments gleaned out of the Treasuries of our 
Modern Casuists and Divines, against that 
Horrid and Reigning Sin of Self-Murther, 
London, 1674, 4to ; dedicated to John Up- 
ton, eac[., of Newington Hall, Middlesex, 
He contributed English verses to (a) Fisher’s 
^Marston Moor,’ 1650; (5) Cartwright’s 
‘ Comedies,’ 1651 ; (c)Benlowes’s ‘Theophiia,’ 
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(il) .Kni'iiH his Dwnmt. intn ' 

K)(n ; (f) Snu(houHi^\H * Mouurttu’im 
FavorHhami(‘iiKt‘/ Kwl. 

[Addit.. MHS, hH7B f. 48. 21190 I 280 A; 
BrV'dgOHH <^^nHnra Lit.. 1H0-L i. 208; ('ritiiMl 
JWiow. 1778, p, 258: LallfUva.VH S.'i.'H.'o at’ 
iiwaUlry, p. 81(1 ; Kastor’H Ahunni <>\on., aarly 

iii. 1U50; (lant. 1778, p, aOO ; 

tPnigli’H Pi’itiHh 'ropaiP'Hphy, i. 412; UaMtt'dH 
Kont, IHHO, i, 107,190, 288 ; llaariia’H Uoin irkH 
and (iallwliiam (l)ald»A, ii- Ml; Manlo’n Ilild. 
iHomldica, pp. IH2, 188; Noldua (NdH^o at' 
ArniH. p. 2*10, | 

PHILirPA. OF n.\ir^.vtri;r(18M? LldlA, 
qu(M‘.u of Kdward HI, datipfhtt'r af WUliimu 
calLnl (laud, (lauiit of ILdlnml an<l 
ilahuiult 1887), imd lii.s (’auutaHs .lannua 
(iL 18-12), dau^'lilai* oT Lliarla.'-; at’ Vnlaia 
07. 1825), Hon of Philip HI af I*V(Uu‘i\ was 
Porn in or nhaiiti i8M. Wlu'u Isidndla 
(12112 1858) [q. v.\ tpitMOi of Pdward I I, 
yxm in Uaiaaiilt with liar son Mdwnrd in 
182(1, hIk^ arratif^vd a inarrinp' Indwi't'n him 
find Philippn. \Vhil(' at tin* caunl'.s raitrt at. 
Valonoi('nm‘HKd\v'iird was mara with Philippa 
than with lu*r sisLa's, and whan h»' took 
Itnivo of hat sha bnrst into tears hafan* tlu^ 
court, and iunoaanlly diudartMl Indari' the 
asHmuhhnl company that, slio wuis waapinp^ 
because shohad to pnrt with him ( Knoi.ssvu'r, 
i, 285, ed, Luca), d'lu^ lu^xt yanr, whan Kd- 
xvard liad lavoma kiu^q lia sent nmhas.sadars 
to Count William riHpu‘stiup: him to .siuul 
lum his duu^'htcr, Tha count a^n*aail, pro- 
Tided that thi^ jiopi'. allowed tlu^ man‘ia|’'(‘ ; 
fora dispimsat ion woih nt'ca.HHnrv, as tha young 
king and Philippa \vm) aomMins, hotli hi'lng 
great-grandchildren of Philip lU af hVaman 
At Ldward’s raipiaHt the disjaaisatiion wm 
ranted by John XX If (Fwdmtj it. 712, 
14), and Philippa was pntvidedhy luu* father 
with all mich apparel as l)acakm»‘ Imr future 
dignity (Ji-hian Bin,, i, 78). In Octola^r 
the king smit Ung((r de Northburgh jtp v. ], 
bishop of Lichlitdd, to Valenaiannastomarry 
Philippa to him jiy proxy and datdnra her 
dower (AWmf, ti. 71H--1P), and on 21) Nov. 
Bartholomew, lord Burgh(*rsh (d 1855) 
[q. V.], and William de (Hinton wen^ com- 
missioned to e.scort her to f'Jngland {iL p, 
724). She embarked at Wissant with a 
gallant suite, and landtal at Dover on 28 Dec. 
IHiere alus was mat by bar mudtq Sir John of 
llainanlt, the king heing angagcal in the 
north in negotiations witli Siaiiland. After 
stopping at Canterbury to oiler at the whnne 
of St. Hliomaa the arcliliishop, she nroceeded 
to London, whore she was receivaa with re- 
joicing, and was prestuited with gifts of the 
value of three hundred marks. Leaving 
London on the 27th, she spent i Jan. 1828 
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tlu' ahhiw of IN'Iarlmrougln and wemt. on 
to Vnrk, where .she was manned to the king 
nn the 8t)(h( /’on/on, ap, (^irontrim 

Ftimtrd t. 88P). Her b'lemish atten- 
dants then ibr the nmst jinrt returned home, 
though a young esqtiin', Waltm* Manny 
|(,i. v.j, rmnaiued with her to wait, inon her 
(Jr.iivN IJ-; Bui., u.s.l On 15 May t le king 
nltHlged himself to assign !u*r tlu‘ dow{*r in 
hinds and rents proniiset! on Ids Ixdmlf liy 
the hifdmp uf Liehlield ( /’fiv/em, ii. 7-18), 

At the timt‘ (d’ lu'r marinng'e Philippa was 
in her fourtemith year (KitoissAur, i. 285). 
Her mnnnag«‘ was of political import u.ne(‘, 
(Miami Isahtdhi hail already used Philippa’s 
marriage port ion in liiring troops that ludped 
her to depose lier luislmnd and stg her son 
on the throne; Isulndla luiult'd in Knghuul 
with a large body of Haimuilters under 
Philippas uneh% Sir John of Hnimuill, In 
the war with SmUlnnd in 1827 Sir John niul 
Ids I liiinaulters took a pnmdnenl part.. It 
was, how«*vi*r, whmt Iklwnrd was entering 
on his long war with h’rnnee that, Ids mar- 
riugi' was aptadally important to him, for it) 
gave him a claim on the allianee id’ his 
queen’s father and hrot!im\her lirotUers-in- 
law the Kmpmau' Lewis of Bnvarinand Wil- 
liam, murqui.s of Juliers, and other prinevs 
and lords, and her ahiding ntVeetiou for her 
own iieoide helped forward his plans. With 
Philippas marriage with Ldward must, pro- 
hahly he (•onne<*te<l his idforts to persuade 
b'lemish weavers to .settle in Lngland and 
])ursne and 1 each their t rude t heridfh'NNt Nu- 
ll am, AM// //s/if InduHtnj nnti fW/z/eree, i. 4), 
2-82). Many of thesi* alien workmen a.ppear 
to have settled in .Norwich, and it isprohahln 
that (he qiiemi took a personal interest in 
their widfare, for sht‘ \ isittnl the city si'Viu'al 
times, in 1840, Ltt2, and 1811 (Bi.oMUKliiLn, 
AVi//e/;r, i. H8 8). 

(in Ldward’s ret urn from b'ranco in June 
1828 he hastened to rejoin his wife at 
Windsor | seik umler I'Iuwahd I H J. She. was 
crowned at Westtuinster on 4 March 1880, 
and on 15 June, at. Woodstock, bore her 
first (ddld, Ldward [ip v. |, mdled the Black 
Prince. Her nurse was Katlierlne, daughter 
of Sir Adam Banaster of Shevington, Laii- 
cHshire, and wife of Sir John Ilaryngtou of 
Kurleton in that, county (Bi-jlto, (MyA'C of 
th(^ Oattot) p, 24-I). In Sept.emher 188! she 
liad a narrow (‘scape at a tournament in 
Cheapside, for the st aml from which slie and 
her ladies were watching the procemlinga 
broke down, and tliev wtme all t.brown t.o the 
groutul. Neither hIu^ nor her atlomhmtH 
were injurtal, tliougli many oihm‘H were badly 
hurt. The carpenters would have. sirOeted 
for their negligence had sko not interceded 
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for them on her knees with the king and his 
friends. Her pitifulness on this occasion 
excited general love for her (GEOFrEEY le 
Baker, p. 48 ; Annales Paulini, p, 355 ; 
Merimijth, p. 63). After spending Christ- 
mas 1333 with the king at Wallingford, she 
parted from him when the festival was over, 
and went to Woodstock, where she bore a 
daughter, Isabella. While she was there, in 
February 1334, a letter was addressed to 
her by the chancellor and masters of the 
university of Oxford, praying her to write 
to the pope on their behalf against the at- 
tempt to set up a university at Stamford to 
which many of the Oxford students had 
seceded (^Collectaneaj i. 8, Oxf. Hist. Soc.) 
She was at Bamborough apparently in the 
winter of 1335, when the king was at war 
with Scotland. The Scots, under the Earl 
of Moray, made an attempt on the town, 
were met and defeated before they reached it, 
and the earl was brought to the queen as a 
prisoner (KKiaiiTOK, col. 2567). She is said 
to have taken part in a chivalrous ceremony 
called the ^vow of the heron’ in 1338 
{Political Poems^ i. 23), and, being about to 
cross over to Flanders with the king, received 
from him 664=1. Ss. 4d. for horses, dress, and 
jewels {Fosdem, ii. 1059). 

She landed at Antwerp with Edward in 
July, accompanied him on his journey to 
Coblentz as far as Herenthals, and returned 
to Antwerp, where, on 29 Nov., she bore 
her son Lionel (afterwards Duke of Cla- 
rence) [q. V.] In 1339 the king’s need of 
money forced him to pledge her crown, 
which was not redeemed until 1342 {ib. p. 
1210). She stayed at Antwerp, Louvain, 
Brussels, and Ghent, where she was left at 
St. Peter’s Abbey by the king in February 
1340, when he proceeded to Antwerp and 
thence to England. During his absence in 
March she bore her son John of Gaunt q.v.], 
and was constantly visited by JacolS van 
Artevelde and the ladies of the city. Having 
been rejoined by the king, she accompanied 
him to England in November. In 1342 she 
received a visit from her brother William, 
count of Hainault, and a tournament was 
held in his honour at Eltham, at which he 
was hurt in the arm. She was also present 
at a great tournament held that year at 
Northampton, where many were seriously 
hurt (Meeimtjth, p. 124 ; Nicolas, Orders 
of Knighthood^ i. Introd. p. Ixxx). On 20 Nov. 
the king gave her the custody of the earldom 
of Richmond granted to her son John of 
Gaunt, together with full powers as guardian 
of him and her other younger children and 
of their lands {Fcedera, ii. 1214-15). She 
was staying in the Tower of London when the 


king returned from Brittany in March 1343, 
and, having been joined by him there, spent 
Easter with him at Havering atte Bower in 
Essex. When Edward held his festival of the 
‘ Round Table ’at Windsor in January 1344, 
at which there was jousting for three days 
and much magnificence, Philippa took part in 
the rejoicings, splendidly apparelled, and at- 
tended by a large number of ladies (Mttri- 
MUTH, p. 155 ; Froissart, iii. 41, 258). She 
made some vow of pilgrimagesto places over 
sea, and in 1344 appointed a proxy to per- 
form it for her {Fcedera, iii. 18). On the 
death of her brother Count William in 1345, 
her inheritance in Zealand was claimed by 
the king on her behalf {ib. pp. 61, 65, 80). 

During Edward’s absence on the campaign 
of Cr6cy, David, king of Scotland, was de- 
feated and taken prisoner at the battle of 
Neville’s Cross, near Durham, on 17 Oct. 1346. 
Jehan le Bel and Froissart relate that the 
English forces were summoned by Philippa, 
though her son Lionel was the nominal 
guardian of the kingdom ; that she met and 
harangued them at Newcastle before the 
battle ; and Froissart says that after the 
battle she rode from Newcastle to the field, 
and remained there that day with her army 
(Jehan lb Bel, ii. 109-10 ; Froissart, iv. 
18-29). As this is not confirmed by any 
known English or Scottish authority, it must 
be regarded as exceedingly doubtful, espe- 
cially as both the Flemish chroniclers were 
evidently mistaken as to the situation of the 
battle (cf. Froissart, ed. Buchon, i. 253 n . ; 
Longman, Life of Edward 111, i. 269). The 
victory was won by William de la Zouche, 
archbishop of York, and the lords and forces 
of the north (Murimuth, p. 218 j Avesburt, 
p. 376 ; Foidera, iii. 91). 

Before Christmas Philippa joined the king 
at the siege of Calais. During the siege he is 
said to have been unfaithful to her, as he had 
doubtless been before {Political Poems, i. 159). 
When the town surrendered on 6 Ang. 1347, 
and six of the principal burgesses appeared be- 
fore Edward in their shirts and with halters 
round their necks, putting themselves at his 
mercy, she joined with the lords there pre- 
sent in beseeching the king to pardon them, 
and, being then great with chile, knelt before 
him, weeping and praying him that since she 
had crossed the sea in much peril he would 
grant her request ^ for the love of our Indy’s 
Son.’ For her sake the king spared the 
lives of the burgesses, and granted them to 
her, and she provided them with raiment, 
food, and a gift of money (there is not the 
slightest reason for doubting the truth of 
this story : see under Edward III). Having 
returned to England with the king in Octo- 
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bor, ,sh« soon nftor, at, WindHor, boro a son, 
wbo diod in inlnnoy. 'I’bo "di’i- (d tbo nn- 

])(unal crown to lu\r hnwhuiul ui IJVlH cnnacd _ 
■K'l* much nuxii'ty uml norroWj nut huward i 
dccUncil it (Knicuiton, cml. 25U7). Sim h|)- , 
pinirB t.o have made a proj 4 *ros.s in tuti wc.st \n j 
ld49, and while at lh»rd Ahbcyt i 

made an oihnmig' at; the tomb oi *‘yKh i 
Giuirtpuay, (and of l)t«,voiK In Aujfust UoO ■ 
Blm went with tht^ kiup: to Wincimlscii, 
SuKHCX, where tlH‘ iloctwuH gntlmrcd to m- 
tommttho Spauiardn, and aim rommned in 
a rcHjj;'iouH houKO there, or in the imnuMuato 
noidxbourhood, while tlu^ king and her two 
mi\B, tho rriimi^ of Wales and John ot 
Uaunthsaili'd lorth on tlu' :L>Kth toenpiRotlm 
enemy, with whom they fell in on tlie next 
day. She pnasial the day of ih<‘ hattle ol 
MwwimRUolH Hur mer' in Riaait anxiety, 
douht.iuR of till' iHsiu* ; for hm* attendant a, 
who could see the hallh* from the, liills, told 
her of thi^ uumber and nii^e of the enemy a 
Bhiua. In Urn eviaiiuR, after the. vietory uaa 
wen, the kiuR and her aoim joineil lu‘r, and 
tlm nii^’iit waa spent in revelry (hhmisHMtT, 
iv. 4, J7, ihJ7). Her preai'iiee at the featival 
of the (iarte.r (m St. (hmrRe’a da\% 'dd April, 
ldr>l, in expressly noted ; and in March IdoO j 
elm wan at a gra'ml tminiament held by the 
iunR at Woodstoek to celelmiti^ Inmreeovery 
after the birth of Imr hou Idioman at that; , 
place. The story related in her ‘ Lite 
(Stkicklat^o) of her eentrihutiou to the 
rauftom of Bertrand dn (hieseliii afit'r the 
battle of Poit iers is wort hh'ss so far as she 
is coiieerniHl (see JSfv)H,otrvi^ hid' lii*vtv(X'Hd die 
(hmdin, c. A special grant was made 
by the king for lu^r ap])ar(d at the St. ( leorge’s 
festival of lh5H, which was of extraordinary 
Bidendour. During the, summer of t hat year 
srio and the king st.ayed at Marlborough and 
at CoHham,aiid while she was hunting tlu'W 
ehe met with an accident in riding, and dis- 
located her shoulder-joint iii. 

227), She did not accompany the king to 
Prance in 1^139. 

In Dki I Froissart came over to England 
and presented her with a book that ho had 
■written on the war with Franco, and spe- 
cially the battle of Poitiers, the germ of his 
futAire chronicles. Philippa, who loved the 
•Dcople of her own land, received him and 
[ais gift with kindness, made him her clerk 
or secretary, and encouraged him to yursuo 
his historical work. IIo was lodged m the 
palace, entertained her with noble tales and 
discourses on love, md. received from her 
the means of travelling about the country 
to collect materials for his work, being once 
sent by her to Scotland with letters setting 
forth that he was one of her secretaries, and 


there- and cverywlu'ft' he fmiiul that fur love 
of his sovereign mistress, that ‘ nohle and 
valiant lady,’ knights wel- 
eomed him'nud gave him aid. luir tiye years 
he remained in Ikiglmid in her sm’vice, and 
when he left, in Dk>(5 travelhul ns a mmuher 
of her Imusehnld ( Daumusthike, Fromartf 
pp. D1 2H). Her pri'stEiee at the magniheent 
teurnumeuts held in Smithheld in May l;k)2 
is C'Xprt'.ssly uoled. Alter ( thristinaH she 
went with khe king frmn Windsor to Berk- 
hampst(*ad in Herttbrdslure, on a visit to 
, the Priuei' of Wales, who resided tliere, to 
' take leave of him bidore he went to Ids 
' goveruiuenti in Atjnitaiue. Slu' hore* her 
1 Hhare in the festivities of that year and the 
‘ early months of b'htl, when the kings of 
' France, Heotland, and (Cyprus wma^ all in 
I London at Mm snnK' time, entertained King 
' John of France at Fltham, and ga,vt^ many 


rich baisis to King Petm'’ di^ Lnsignan of 
( 'Vprns, and made him presents when he lelt. 
d'iie illness and dentil of King John caused 
her much grief. Her nephew William, count 
of Ilolhmd, second sou of the Fmperor 
Lmvis of Bavaria, had hemi iiiHune^ since 
DloTjandhisdominions wert'govmanal forlum 
by his brot Inn* Albert of Bavaria as regent. 
Alhc'rt <lesired to lat recognised as sovereign, 
hut the claims that I'kiward actfnired by 
his marriage with Philippa wi're unsettled, 
and himliTedh he aceomplishnnmt of his wish. 
To renun (' this ohstneh', he obtained from Iho 
estates of Holland, usseiuhled at- (<crtruy- 
denherg on 25 April L'klLa di'cision that 
the Ikiglish inu'en eonhl not inherit any part 
of the dominums of h(*r brother (Immt Wil- 
liam, his Hovendgnty Is'ing indivisible, Al- 
bert visited t be Knglisli e<mrt in L1<I5, but 
was unable to obtain the king’s assmitto Ins 
wishes ri'spect.ing Philippa’s rights ( 
vdiJFr ten Dafen^ xiv. 44H ; AWy/c/y?, in. my, 
789). In 1809 she joined the king in his vam 
endeavours to pro<mre> Alhtvrt as an ally 
against France, and it was probably in con- 
m'ction with this attmnpt. that she sent cer- 
tain jowtds over to Maud, countess ot HM- 
iandl a daughter of Henry of laincwter, first 
duke of Laneaster [t[,v*] (fAp.BbB), 
course of that year sac was dangerouBly lU at 
Windsor (lastle, and, knowing that she was 
dying, took leave of the king, requesting 
that Iho would fullil all her engagements to 
merchants and pay her debts ; that he won Hi 
pay all that she had left or promised to 
churches in Fhigland or the contixient, wherein 
she had made her prayers ; and would pro- 
vide for all her servants, and that he would 
be buried by her side at Westminster, which 
things the king promised. She was attended 
on her deathbed by William of Wykeham, 
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“bisliop of Wincliester (for tlie scandalous 
tale about ber pretended conlession to the 
bishop, see under Jo hit of Gaxjkt and Chro~ 
nicon Anglim, pp. 107, 398). She died on 
15 Aug., and was buried with great pomp on 
the south side of the chapel of the kings, where 
her tomb, built by her husband, stands, with 
her recumbent effigy, evidently a likeness, 
surrounded by the effigies of thirty persons 
of princely rank who were connected with 
her by birth (Stanley, MemoHals of West-- 
minster y p. 122), 

A bust by an unknown sculptor, taken 
from this effigy, is in the National Portrait 
Gallery, London. There are also heads, be- 
lieved to be hers, in some of the Bristol 
churches, specially in the crypt of St. Nicho- 
las ; for, like other queens, she had the town 
and castle of Bristol as part of her dower 
(Taylok, Bristol^ Fast and Freseyif^ i. 75, ii. 
159). A painting of her is said to have 
been found in the cloisters of St. Stephen’s, 
'Westminster, and there is a wooden effigy 
of her in the library of Queen’s College, 
Oxford. 

In person Philippa was tall and handsome. 
She was prudent, kindly, humble, and de- 
vout ; very liberal and pitiful, graceful in 
manner, adorned, Froissart says, ‘ with every 
noble virtue, and beloved of God and all 
men.’ While she was strongly attachecl to 
the people of her fatherland, she greatly loved 
the .'English, and was extremely popular with 
them. Her death was a terrible misfortune 
to her husband. She bore him seven sons 
and five daughters. Two mottoes that she 
used were ‘ Myn Biddenye ’ and ‘ Iche wrude 
muche,’ and they were worked on two richly 
embroidered corsets that were given to her 
by the king (Nicolas, Ordei's of Bjnighthood) 
ii. 485 ). She greatly enlarged the hospital 
of St. Katherine, near the Tower, and was a 
benefactress to the canons of St. Stephen’s, 
W^'estminster, and to Queen’s College, Ox- 
ford, founded and called after her by her 
chaplain, Eobert of Eglesfield [q.v.] Queen- 
borough, in the Isle of Sheppey, Kent, where 
part of her dower lay, was founded and 
called after her by Edward III, who, in 
honour of her, made the place a free borough 
in 1366 (Hasted, lEstoiy of Kent^ ii. 620, 
656). 

[Jehan le Bel, ed. Polain ; Froissarts Chro- 
niquea, ed. Luce(Soci<^t<^ del’Histoire de France); 
Greoffrey le Baker, ed. Thompson; Knighton, effi 
Twisden; Murimnth and Robert of Avesbury; 
Walainghatn; Chron. Angli 0 e;Polit.Poems; Enlo- 
giimi Hist, (these six in Rolls Ser.) ; Rymer’s Fce- 
dera (Record edit.) ; Collectanea, vol. i. (Oxford 
Hist. Soc.); Bel tz’s Hist, of the Garter; Nico- 
las’s Orders of Knighthood ; L’Art de vhafier 


les Hates (Hainault, Holland), vols. xiii. xiv. ; 
Blomefield’s Hist, of Norfolk ; Hasted’s Hist, of 
Kent ; Taylor’s Bristol, Past and Present ; S an- 
ley’s Memorials of Westminster, oth edit. ; 
Harmesteter’s Froissart (Grands Ecrivains Fran« 
qais); Strickland's Queens of England, i. 543- 
590 ; Longman’s Life of Edward III.] W. H. 

PHILIPPA OP Lancastek (1359-1416) 
queen of John I of Portugal, born in 1369, 
was daughter of John of Gaunt, duke of Lan- 
caster, and was first brought to Portugal by 
her father on his expedition in aid of Portu- 
guese independence in 1386. While aiding 
his ally against Castille, the Duke of Lan- 
caster settled the terms of a marriage alliance 
by which John I of Portugal, the founder 
of the house of Aviz, who had led the national 
rising against the threatened Castilian suc- 
cession since 1383, was to marry his daugh- 
ter Philippa. After King J ohn had been re- 
leased by Urban VI from the vows of 
celibacy which he had taken in earlier life 
as master of the order of Aviz, the marriage 
took place on 2 Feb. 1387. Philippa was 
twenty-eight years old on her marriage, and 
became the mother of five celebrated sons, 
the ‘royal race of famous Infantes,’ viz. King 
Edward I, Don Pedro the traveller and the 
great regent, Prince Henry the navigator, 
Ferdinand the saint, and John. Her two 
eldest children, Dona Branca and Don 
Alfonso, died in infancy. During her last 
illness in 1415 she was moved from Lisbon 
to Sacavem, while her husband and sons 
were on the point of starting for the con- 
quest of Ceuta in Barbary. On her deathbed 
she spoke to her eldest son of a king’s true 
vocation, to Pedro of his knightly duties in 
the protection of widows and orphans, to 
Henry of a general’s care for his men. A 
story tells how she roused herself before she 
died to ask what wind it was that blew so 
strongly against the house, and being told it 
was the north, exclaimed to those about her 
‘It is the wind for your voyage, which must 
be about St. James’s day ’ (26 July). 

She died on 13 July, and was buried in 
Bat alha Abbey church, where her recumbent 
statue rests by the side of King John’s. She 
enjoyed the reputation of a perfect wife and 
mother. Her husband survived her till 1433, 
and was succeeded by their eldest son, Ed- 
ward, Philip II of Spain descended from 
her through his mother Isabella, daughter of 
King Emanuel of Portugal, Phili^a’s great- 
grandson [see under Maey I of England]. 

[Chevalier’s Repertoire ; Notice by Ferd. 
Penis in Nonvelle Biographie G4nerale; Jos^ 
Soares de Silva’s Memorias para a Historia del 
-Rey dom Joao I ; Barbosa’s Catalogo das Ra inhas ; 
Schaeffer’s Historia de. Portugal; Souza’s His- 
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tortji Untnupm l%ln»^ins ; P'«’riuu> 

i/OlU'z'H (!hrunii'lo of I). John I ; Olivriiro Mortitm* ■ 
8oriH of IP Joim I ; Mnjor'« Piinoo Honrv th« ^ 
'Narigator; UaniHajf’H Vt>rk nuJ Laiionst«o\| : 

( h H. n. 

.rillLl? P AET, J 0 1 1 X 0 Th I ? I sr 4 . 
nulU.arv writor, l^orn in l/nulon nhout 1781, ' 
wn.s odiU'Hlotl nt a mirunry a<‘U(ioin\%aiul wan 
Hul)HO(|Uon( ly pliunal in tlio oilino of aSrottinh 
Holioitor, IHh iiu'-tlnat ioiiM, howovot*, tcndiHl * 
morn to inilitury than lo logni In 

18()U ho hooiuno privato Hoorolary to John 
Hiikm* HolruydjtirHl Imron lunl afttTwartlMiirHt 
earl <if ShoitioUl |ip vf], jiroimlonl. of tlio Inmnl 
of agricult un% nml two yonra tutor lio wan 
appointed a cho'k in tlic war (tllioo. 11 o pian > 
powahin patnphlotH iaaiual in iHll* and I Hi 8, 
thm'HtaliUHlunont ofalH'iU'fit fund forothrorHi 
an idea auggi'stod by tkjomd !>, UolMuna, 'flin 
H(d)(‘mo was an]ipnrt('d by |K'monH c»f intliunuM^ 
in tlu'. profession, lad it taihal owing to iho ■ 
f(Mirmi tlio ]jart of tuinistorK that Mnchacoin-* 
tiinatiou might w’oakmi tin* lUsciplino of tlm 
army. Philippnrt also auggoMltal, in a further 
]unuphlett a minina of rendering tiu^ militia 
avaifatiln for fireign service, and part- of hia 
plati WUH ndopttal liy Ijord ( 'ant lereagln 
rhili]ipiirt was one of the body of mondierH 
of th(^ ordiT of St. John of ,’leruHalem, or 
linightH-lmspitallem, who contributed to the 
revival oftln* Huglish lungue, Ih» waaeliudi'd 
a ItJiight- of St. John of Jerusalem on 1 1 Nfiv* 
IHIK), clnwalier of juHtice in iHdl, and bailitf 
a<l /imwrea in 1817. He wuh eliancellnr of , 
the order for forty-thnai yiairs, and out li vial 
all tlm kuight.H who had revived thti MugUsU 
langue excepti tlu^ Plmvaliiw Philippe do 
OhaHtidaim Hin interest in the dutit'S of a 
Icnight-hospittdlm* induced him to aid in 
founding inlHrjPtlm West lamdoti Uospital^ 
which was origimdly calbal tlm Ftilham and 
Hammersmith (leneral Disptatsary, Howtm 
honorary troaBurer of tlm iiiHtitntimi from 
1850 to 1801, and an active memlau- of tlm 
comraittiHs from that date until his detith. 
He wniH meat ed a knight of the Swcaliah orders 
of (lustavuH Vasa tmd of tJm Polar Star of 
Sweden in 1802. He died at his r<‘sidence, 
College House, Church Lane, Hammersmith, 
in 1874 

Philippart was an industrious compiler of 
many hooks of reference rtdating to the 
army. From C )ctoher 1812 1 n Sept em her 1814 
he owned and edited a , journal called^ Tlm 
Military Panorama.’ In iBlOhopuhlishedhie 
'Northexn Oamyaigns, from . , . 1812 • . . 
June 4, 1818, with' an appendix, containing 
all theBulletins issued by the French Ruler, 

2 vola. To the same class belong his * Royal 
Military Calendar, containing the Services 
of every general officer . * , in the British 


Am\x . . . and AceounfM of the Operations 
of the .Vrmv nmhu I J<‘ut .-(ten. Sir John 
Munay on tin* Ka^tm-n (’oust of S])aiii in 
lsli> 18/ lioudnn, 8 vols. 1815 Hhund^Tlio 
FnM India Mditarv Chdendur/ 1828. 

Among other workn by Philippart were: 
1. * .Memotrsof tlu' Prince Uoynl of Swe.dmi/ 
1818. 2.* Meinoir.H of Oeneral *Mor«nui,\'i;c., 
lamdon, l8l 1. 8. ‘Ceneml Index to the 

lirst ami .Hocond series of Hansard’s Parlia^- 
mentarv Hebalos/ l.ondou, 1H8-I, 4, * IMe- 
moir of . . . Prince Pdwnrd, DukiuifKmit 
amlStrathearn * (vol. ii, of • Cuetm Victoria, 
from luT Birth to h(‘r BridaP), Bondou, 
18 Kh 

[War Otfiea Iv’eeords ; lUoju*. Piet. Living 
.tulhovH. IHUl; ticcordsof the UrderefSt. J ha 
of Jerusab'in.) It. ILK. 

t’HHJPPH. |See also Piinmes, Piumrs, 
pHini.iees, and Piiua*u\M,j 

PH UdlHhS, BA KKit (17187 1745), lieu- 
tenant in llu' navy, born abtml 1718, miten^d 
the navy in 1V88, and having servtMl in the 
l>inmomh in the Hreeiiwiidi, with (’aptain 
Janiea (’oruewnll [ip vdj, anil in the Prinet* of 
Orange on the home htntion, witli Cnptulu 
William Davies, passed his examination on 

27 Nov, 1 7*18, hning then, according to his cm*- 
tilicate, upwards of twtmty-tAvu, On 5 Keh. 
1740 I he was promoted to he lieuteuant of 
the Boyal Sovereign ; on 2t) April 174 I he was 
appointed HfH’oud lieutenant of the Anglesiai, 
a 44-gun ship stationtal oti the south const of 
hadaiid to proti'ct tlie lioiueward Iradm On 

28 March she sailetl from Kiusale on a cruise, 
having ltdl htw tlrst lieutminnton shore sick. 
Tlm lU'Xt dny slu* .niglilml a larg»» ship to wind- 
ward, which the captain, Jacob Kllon, and 
t he master wrongly HU]>poHetl to lafluxconsort, 
tlm Augusta of IK) guim. The Htrangix, with 
a fair wiml,eame down under a prt'ss of sail. 
A intmteSs mate who was on the IbnM’astle 
Huddmily noticed that her ]>oop-ncl tings and 
(piarter ahtiwed umnistahnhly hVmudi onui- 
luentation, and ran down to t<dl the captain. 
It was about two o’clock in the aftmumon, 
and he vvasiitdiumu’. Tiu'rmipontlmstrangix, 
which pnivtal to be tlm French (iO-gim ship 
Apollon, in private employ, ran undex the 
Angleaea’s stern, and poured in a heavy lire 
of great guns and small arms at less than 
a himdred yards’ distance. The Anglesea 
replied as she host could ; but her decks were 
not cleare.d and Imr llrt,i was very hasble. 
Hoping to fore-reach on the Frenchman, and 
so gain a little time, Klton set the foresail. 
The only elfect was to prevtmt her from firing 
her lower-deck guns, 8’lm Apollon’s second 
broadside killed "both Elton and the master. 
Philipps was left in command, and, seeing no 
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possibility of defence, he ordered the colours 
to be struck. 

The court-martial which, on the return of 
the prisoners, examined into the affair rightly 
pronounced that the loss of the ship was due 
to Elton’s confidence and neglect; but it 
further pronounced that after Elton’s death 
Philipps had been guilty of neglect of duty, 
and sentenced him to be shot, adding, how- 
ever, a recommendation to mercy. The lords 
justices, to whom it was referred, saw no 
reason for advising his majesty to grant it, 
and the sentence was carried out on the fore- 
castle of the Prince>ss Royal at Spithcad, at 
11 A.M. on 19 July 1745. It is dillicult now 
to understand the grounds on which Philipps 
was condemned, for the ship was virtually 
lost before he succeeded to the command. 
The probable explanation seems to be that 
the government was thoroughly alarmed, and 
sua])ected Jacobite agency. But this was not 
mentifmed at the court-martial, and there 
is no reason to su])pose that Idiilipps had 
nu'ddled with polities. IT(i was married, but 
hd't no cliildren. Jlis widow married again, 
and aminiatiurc of Philix^ps is still preserved 
by lu'-r descendants. 

[Cenimis.sion and Warrant Books, Minutes of 
Court-Martial, vt)L xxvili., and other documeul,s 
in I lie Ihhlic Record OfUeo; inlbrraalioii from 
the family.] J. K. Ij. 

PHILIPPS, Sn-i ERASMUS {d. 1743), 
economic writer, was the eld(^st son of Sir 
John Philipps, of Piet on Castle, Pembroke- 
shire, by his wile Mary, daughter and heiress 
of Anthony Smith, an East India mercluint. 
Ifis cousin, Katharine Shorter, was the lirst 
wife of Sir Rob(u-t Walpole. Matriculat ing 
at Pmnbroke College, Oxford, on 4 Aug. 
171^0, he left the university in the following 
year without gradvuiting. lie was entered 
as a student of Lincoln’s Inn on 7 Aug. 17:^1, 
and succeediid to the 1)ar()netcy on the death 
of his fatlicr in 1736. He was M.P. for 
Jlav(irforclwest from 8 Feb. 17i^6 nntil his 
death. He was accidentally drowned in the 
river Avon, near Bath, on Oct. 1743. lie 
was immarried. 

Philipps published: 1. 'An Appeal to 
Common-sense ; or, some Considerations 
oObred to restore Publick Credit,’ 2 parts, 
London, 1720-21, 8vo. 2. ' The State of the 
K at ion in respect to her Commerce, Debts, 
and Money,’ London, 1725, 8vo ; 2nd edit. 
172(), 8vo ; the same edition, but with new 
title-page, 1731, 8vo. • 3. 'The Creditor’s 
Advocate and Debtor’s Friend. Shewing 
how the Effects of the Debtor are spent in 
Law . , . that may be saved for the credi- 
tor,’ &c., London, 1731, 8vo. 4. 'Miscella- 


neous works, consisting of Essays Political 
and Moral,’ London, 1751, 8vo. Extracts 
from the diary which he kept while a student 
at Oxford (1 Aug. 1720 to 24 Sept, 1721) 
are printed in ' Notes and Queries ’ (2nd ser. 
X. 365, 366, 443-5), An epitaph on him by 
Anna Williams is sometimes attributed to 
Dr. Johnson (^Notes and Qiiet'ies, 3rd ser. v. 
254, and Anna Williams, Miscellanies), 

[Grent. Mag. 1743, p. 554 ; Nicholas’s County 
Families of Wales, pp. 298, 908; Lodge’s Irish 
Peerage, vii. 100; Burke’s Baronetage, p. 1129; 
Foster’s Alumni Oxon. (1715-1886), p. 1107; 
Return of Members of Paihament, ii. 59, 70, 82, 
95 ; Boswell’s Life of Johnson, ed. Hill, i. 60 
203.1 W. A. S. H. 

PHILIPPS, FABIAN (1601-1690), au- 
thor, son of Andrew Philipps, was born at 
Preatbury, Gloucestershire, on 28 Sept. 1601 , 
llis father, who belonged to an old Here- 
fordshire family, owned estates at Leominster. 
His mother, whose family, theBagohots, had 
been settled at Prestbury for four hundred 
years, was heiress of one of her brothers. 
jPhili])ps studied first at one of the inns of 
chancery, but afterwards migrated to the 
MiddU‘- Temple. He was also at Oxford for 
some time in ]641, Hor the sake of the 
Bodleian Library.’ A zealous advocate of 
tlie king’s prerogative, he spent much money 
in the publication of books in support of the 
royal cause. In 1 6 H he was appointed filazeu' 
of London, Middlesex, Cambridgeshire, and 
Huntingdonshire, in the court of common 
pleas. Ilia claim to the emoluments of the 
office was disputed, and fourteen years later 
the case was still unsettled. Two days before 
Charles I’s excicutiou, Philipps wrote a ' pro- 
testation,’ which he printed, and ' caused to 
be put on all posts and in all commonplaces ’ 
(Wood). It was published with the title 
' King Charles the First no man of Blood ; 
but a Martyr for his Pco])le. Or, a sad and 
impartiall Enquiry whetlier the king or par- 
liament began the Warre,’&c., London, 1649, 
4to. Another edition bore the title 'Veri- 
tas Inconcussa,’ London, 1660, 8vo, On the 
suppression of the court of chancery in 1653, 
he published ' Considerations against the 
dissolving and taking away the Court of 
Chancery and the Courts of Justice at West- 
minster,’ &c., for which he received the 
thanks of Lenthall. He wrote three works 
against the abolition of tenures by knight 
scu’vice, viz., ' Tenenda non Tollenda, or the 
Necessity of preserving Tenures in Capite 
and by Knight Service,’ &c., London, ifeo, 
4to; 'Ligeancia Lugens, or Ijoyaltie lament- 
ing the many great Mischiefs and Inconve- 
niences which will fatally and inevitably 
follow the taking away of the Royal Pour- 
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vt'ymu’i'.sniiil Ti'UUrrH in ( 'npiUs'i’ii'.. I /miilnii, ! 

antl'Thi' MjHtnk<'n K(Mnn»p<'nsi‘ , 
by th«‘ for Ptnu'voyutuHMjiHl 'IVnurcH,' 

IbOl. 

On JiO Nov. lt)t)l PhiH|ipHnn(l Jolni Moylo ^ 
rncoiviHl a gTiuit, with HurvivorMhip, <>t tho 
oiru*n. th* nnuninbrfun'or of tho t'rnai ot tlu’ 
('ounril aiul ninrrht'H of Wulys. lo hi;-t 
tft|;htio.tli yt'ar hi‘Htill his ‘ grout mo- 

inory/ lio tlioil t)ii 17 Nov. Itl'.H), uiol wan 
hnriiHl in^ar Iuh with in th<‘ uiott h-wo'ot part 
ofiho cluirch of Tvvyfnnl, uoar .Uion, Mid- 
dh*«('X* Ilo wrol(^ hiH own opilnph uomo- 
yoarn bnror(\ Iuh tlonth. HiilippH * wan otui- 
iiont in his tiuiih ('oimidorijig that his ptirtu 
W(‘To novor inlvutnul, wlunt yotinpy by noa- 
d('JuioaltMlncation’ (Wooli); ho was ‘of grouty | 
UHHidnity and madingt n-ud a grout h»vor id' 
antupiilH'H’ (A luuaiv). 

In ndilition to I ho works inoutiunod ubovo, 
riulipps publislunl ; 1, * Uoslnumnda ; orilni 
noroHHity of Ihddiok Ih'pair.s, by sotting of a 
oortain ami royal yoarly Hovanuio fur tbo 
kiTig/ &o., Lointon, Itibti, dio. 2. ‘d‘lio An- 
tii[iiit.y, L(*gaUty, Ih'UHon, Ibdy\ niul Noooh- 
uity of Ih'nHon])! Ion, and iN)urv(*yunoo for 
tiio KingV*-*^'^*** Ijundoii, UitSH, 4to. d. _^The\; 
Aiithpiity, Logulily , * . of h'inos pai»l^ iu j 
Chfincory upon Iho Huing tnti or obtaining 
aonn* Kortn of Writn rot ornnldt' Into t ho ( tnu’t 
of (,!ornnion Plonsf Ao., lanuhni, Itkid, 4(o; , 
S^nnow’ * T 'aols/ voL iii. ITbtt, 4li> ; M. yol. 
Ytii, IHOb, 4t.o. 4* Mk't'ti'iidod Porspootivi' 
OlaHB; or, uomt^ IlouHonH . ♦ , ngninst t.ln» 
propoHod rogiatorlng lioftinnntaou, Ibtht, 4t,o* 
f). <'rho Itnforming UcgiHlry; or, a Itopro- 
Hontation of tln^ vio’y many MihuhiidH lunl 
IiioonvnnunicoH . . . of liogiMtors,* Lon- 
don, 1(171, 4t.o. (k Mlogahi Nooi‘HHurium ; 
or the Locality, UoaH(}n, and Ntnu'HMity of 
the Rights and IVivilogi^H . . * clainnai by 
the King*B Servants/ London, IB/l, dto, 
7 , *Somo reasons for the Oontiunatuniof the 
X^roc(‘,8S of Arrest/ London, 107 1,4 to. 8. * Uea- 
Bons against the ttdiing away the .Proct'ss of 
Arnmt, whi<di would bo a loss to the King’s 
lieveiuie/ &c., 1675, 9* *The Aneicnit, 

Legal, Fundami'.ntal, ami N(‘eeHHary ItighU 
of Courts of J ustaco, in tlunr W rits of Ctipias, 
Arrests, and IVocessof Outlawry/ ^.e*, Lon- 
don, 1(57(>, 4to, 10. ‘Necessary Dohmee^of 
tlio t^rcisident'ship and (Jouncil in the Prin- 
cipality and Marches of Wahss, in the maiSM- 
sary Dehniee of Kngland anil Wales pro t (act- 
ing each other.' 11.'‘ Ursa Major and Minor, 
Showing that there is no such Fear as is 
factiously pretende.d of Popery and arbitrary 
Power/ London, 1081. 12. LPlea for the 

Pardoning I'art of the Sovereignty of the 
Kings of Kngland,’ London, ^1682, 13. ‘The 
eatahlishcd Government of England vindl- 
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eatril fn*ni all Ikipulariind Uepublieun Prin- 
eiplfS and M intakes/ London, lbS7, fob 
1 Hi»'p,r Prit.; WatkiunV Uingr. 

81(5; Anbu'vh PrtirvN, ii. lui, 402; Wooifa 
Atlu iur fd. l‘4lf>;o iii. 877. 8H0, 4hl , 0*17 ; 

Ibeui, d 0; t’nl. of Pror. of ( 'ouim. for Atlvnnco 
<»t Meni’V. pp. P*l«Hi H; .hmriiulH uf tlu' IlouHtMif 
l»*U‘dH, iv, 14 t; t‘al, Htale Papi'j'jH, Ihirn, Scr. 
CharlrH II, xUv. lll,e\xxvii. 142; Hist. iMSS, 
(’umtn. 4tU Hep. p. 44, hth Hi'p. pp. 74, 07, 
nib 7»TH, lUh b*«-p. pp. 2, 4, 10, ol, 7lh Hep. 
pp. Ihtb 282; Nou*h and Querit's, 2iid ser, x, 
210.1 W. A.H. H. 

iniUdPFS, JKNKm TinUIAS (d. 

r/uub transhittn, of Wid.sh origin, Mtiulitnl 
at. the univenhtv of Ha.sle, ami there pro- 
uouiummI in ITib* a Latin oration on the 
* Pf.t'M <(f dVnvei* uhieh was puhlinhi'd in 
London in 17 L7, lie nppe>u*H to hav(' oe- 
eupifal eome plaei* ahonf the Ktip;lish court; 

; UM early as ITlo. W'hen he wrofi' in Latin and 

1 Kuondi a ‘ Ibseonrs Imiehunt I’Origitm !o 
I Pn^grea de la Religion ( ‘liret i('nni^ purun la 

Niitnm 1 Iritniniiipie. Prestmleau Ihn/ 1'ho 
I nit in version t-lrd edit. 1731) was repnlh 
lished in tho author’s * Uiswertatiom'S HiK"* 
toriem (i^Hiatimr/ London, 173u,^ Philipps, 
who was an aeeoinpbshed linguist, was tni- 
gagi'd ns a private tutor laOween 1717 ami 
172(1, and t'Vjammlod his met htal^ in * .A ernn- 
pendiouH Way of teaching .Aiu'ient- and 
Mtxlern Languages/ f^omlon/Jnd edit. 1723; 
4th, much enlargml, London, I77>(b In 1717 
he translated from tluRUnmuin *An Aecouut 
(»f tim Ui4igi«nm, Manners, tuul Ltauming of 
tin' I’eople of Mulahar, iu several laOters, 
written tiy some of the luo.st. learmal Men of 
that Country to tin' Danish Missionaries/ 
Loudon, l2mo, which was followisl by 
‘Thirty-four Conferences between the Danish 
MisHionarioH and tin' Malabarian i Iranians 
(or Heathen Priests) in the blast Indies, 
concerning the Truth of the ChriHtian Ito- 
ligion/ Lomlon, 17 IP, Hvo, 

Before 172(1 I’ldlippH became tutor to tho 
children of Georgia 11, including William 
Augustus, duke of Cuinheriiunl, for whose use 
he publislual ‘An Essay towmrds a Universal 
and Rational Grammar ; togcd.luw with Ruh'S 
in jhiglish to hairn Latitu (kdlected from 
tim several Grammars of Milttm, Hliirley, 
Johnson, andotlnu's/ la'mdon, 172(1 (3rd edit. 
J74L 12mn), He also pubPmhe.d for ^ the 
duke's use ‘KpistoUe Laconii'te ex^opexibus 
Cicmmis, Plinii, Krasmi/ l72p^\editio nova, 
1772); ‘Kpistolse sermone facili eonsmipitc, 
1731 and 1770, Bvoj, and ‘ Epistolahormtiva 
ad aerenissimum Principem Qali(dmum, 
1737, 4io. Philipps waa appointed ‘histo- 
riographer' to tho Icing, and died on 22 bob, 
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Besides tlie works noticed, Philipps issued 
in London many Latin dissertations: ‘De 
Eebus Santgallensibus in Helvetia/ 2nd edit. 
1716; ^De Papatu/ 2nd edit. 1715; ^De 
Sacramento Eucharistioe/ from the Greek of 
Ilieromonachus Maximus, 1715, 4to; and 
‘De A.theismo/ which were collected in ^Dis- 
sertationes Historicie Qiiatuor,’ 1735. He 
translated into English ^ The Russian Cate- 
chism ’ [by the Archimandrite Besenld] 
[1723], 2nd edit, 3725; ^Lex Eegia, or the 
Law of Denmark,’ 1731 ; and ' The History 
of the Two Princes of Saxony, viz. Ernestus 
the Pious, first Duke of Saxe-Gotha, and 
Bernard, the Great Duke of Saxo-AVcimar/ 
1740, 8vo, of which a portion appeared in 
^ The Life of Ernestus the Pious . . . great- 
grandfather of the inesont Princess ofWalcs/ 
1760, 8 VO. He printed in 1751, from a manu- 
script in Trinity Oolleg'c, Cambridge, ^An 
Account of the Princes of Wales, trom the 
first institution till Lhince Henry, eldest son 
to King J ames I. W rote by Kichard Connak ’ 
[0 J uly 1G09J ; and compiled in 1762 ‘ Funda- 
mental Laws and Cuiistiitutions of Denmark, 
Sweden, Germany, Poland, England, Hol- 
land, and Switzerland.’ 

[Works above mentioned; Notes and Queries, 
3rd Her. x. 148 ; Gent. Mag. 17()0, pt. i. p. 92 ; 
Watts’s Bibliotheca Britannica, ii. 763.1 

C. P. S. 

PHILIPPS or PHILIPPES, MOHG AN 
{d. 1570), catholic divine, a native of Mon- 
mouthshire, entered the university of Oxford 
in or about 1533, and ^ became so quick and 
understanding a disputant that, when he was 
bachelor of arts, he was commonly called 
Morgan the sophiater’ (Wood, Ath&ncB Oxon. 
ed. Bliss, i. 432). He graduated B.A. on 
18 Feb. 1537-8, and was elected a fellow of 
Oriel College on 17 April 1 638. He com- 
menced M.A. on 27 Mai’ch 1542, was after- 
wards ordained priest, and proceeded B.I). 
In 1543 he was presented to the rectory of 
Cuddington, Oxfordshire, and on 6 Feb. 
1 545-0 he was appointed principal of St. Mary 
Hall, Oxford (Lj3 Nbvi-), Fmt% ed. Hardy, iii. 
686). lie was one of the three eminent 
cal holies who, in 1649, undertook a public 
dis])utatioii with Peter Martyr in the di- 
vinity hall of the university ( Wood,. Annals 
of Oxford, ed. Gatcli_, ii. 93). In the same 
year he obtained the vicarage of St. Winnock, 
Pembrokeshire (Fosran, Alumni Oxon. early 
ser. iii. 1168). In 1660 he resigned the 
oiKce of principal of St. Mary Hall, being 
then B.I),, and soon after the accession 01 
Queen Mary, in 1663, he became precentor 
of St. David’s Cathedral (Lb Nbve, i, 316). 
On account of his absence from Oriel Col- 


lege for a longer time than was allowed, his 
fellowship was declared vacant on 20 Dec. 
1654. 

Declining to accept the religious changes of 
the reign of Elizabeth, he retired to the con- 
tinent and settled at Louvain. Soon after- 
wards he visited Rome with William (after- 
wards Cardinal) Allen and Dr. Vendeville. 
On his return to Elanders he co-operated 
with Allen in establishing an English col- 
lege at Douay, and he advanced the first 
sum of money for that purpose (Dodd, 
Church Hist. ii. 100), Tae first of the 
Douay ‘Diaries,’ after enumerating the priests 
who were associated with Allen in the un- 
dertaking, says : ‘ Huic porro ccetui conti- 
nonter se adjunxit D. Morganua Philippus, 
venerabilis sacerdos, quondam ejusdem A [ani 
in Universitate Oxoniensi proeceptor, nunc 
vero ejus in hoc sancto opere, et vivus co- 
adjutor et moriens insignia benefactor.’ 
Wood gives 1577 as the date of his death, 
but the records of Douay College inform us 
that he died there on 18 Aug. 1670. By 
his will he left to Allen all his property, 
which was employed in the purchase of a 
house and garden for the enlargement of the 
college ( If ecor<:?.s of the English Catholic, 8 , i. 6). 
On 16 Feb. 1677-8 a commission was granted 
from the prerogative court of Canterbury to 
George Farmour, esq., of Easton Neston, 
Northami)tonshire, to administer the goods, 
debts, chattels, &c., ‘of Morgan Philipps, 
clerk, sometime chantor of the cathedral 
church of St. David, who lately died in parts 
beyond the seas.' 

Under his name as author was republished 
in 1571 the ‘Treatise concerning' Mary 
Stuart’s right to the English throne, which 
was the work of John Leslie (1627-1696) 
[q. V.], bishop of Ross (cf. Strab’gtjage, 
Jlntorie of the Life and Death of Mary 
Stuart, 1624, p. 73 ; Oamden", Annales, 
transl. by R. N., 3rd edit. 1626, p. 113), 

[Amos’s Typogr. Antiq. (Horbext), pp. 1627, 
1628; Doleman's ConforoHce about the next 
Succession to the Crown e of Ingland, 1504, 
pt. ii. p. 3 ; Hist. MSS. Comm. 2nd Rep. p. 42; 
Records of the Englisb Catholics, vol. i. pp.xxx, 
xxxi, et passim, pp. 3, 6 ; Register of the Uni- 
versity of Oxford ; UdalFs Life of Mary Queen 
of Scots, p. 145; Wood’s Fasti Oxon. (Bliss), 
i. 105.] T. C. 

PHILIPPS, THOMAS (1774-1841), 
vocalist and composer, connected with a Mon- 
mouthshire family, was born in London in 
1774, He became an actor, and his first 
appearance was on 10 May 1796 at Covent 
Garden Theatre, when he played Philippo in 
the ‘Castle of Andalusia.’ His voice was 
pronounced by critics to be tolerable in point 
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of svliih* \m ounuiiTN wtMo ‘ 

for ( lio .stsi,u<\' llouhtiUiMMi ruc- 
tion from Dr. Siimut'l Arnold Jq. vj, niul 
improved rapidly. In If^dl lie wan »uipnp,vd 1 
at. the (h’ow Strei't Tlientre in DnhUn, where, 
aocordini^* to the autlmr of the * Kamil iur 
jOpiHt h'H/ ho wan dontinod 

To hiau’ otn* op<'ra*H wlioh'i woiji^U^ 

Tho AtluH of otir vitwd atati^. 

Tho HJiUrist,, whih' aol\n(nvIot4rin‘,r IhidippnV 
fSh' voiciq t houf»:ht it. one !>ot (or nd.ipttHl to 
a. room than to a thoat.na Kelly, howrwpn*, 
liroehiinnal I’hllippH in tin' lienl aetintt* 

Binder oti t lie Knp;liMh ataT«'. Hy DmI finu' 
lu' InidiM^urmnl to Dondon, \vlier«',on :hJJuno 
I SOtl, ho appeared at I lie Kngl Dh < tperu House 
In M Ip ah Nip;ht.’ Ih' afterwards totdv part 
in the ‘ 1\1 aniaiV I hi' ' I h'asaid I lovd ‘ Plot a, 'and 
* M.lh’ at. the same theal re in IhID A ttmr 
in Amt'riea- is said to havt' miriehed him hy 
7, (Kit)/,, hut he did not relimpuidi work, h‘e- 
turiiif^'on voeal art in London and the pro- 
vinees. IMiilipps retired I'ariy from thestnn'e, 
tnujjfht Binp;inft', and composed hnllads, lie 
was a prufisssiotud nieudier of ( he ( ‘at eh ( hub 
in He died at t he ajp' of si^ty-Bevmi 

on "27 Oeti, 1841, from t he, n'sult ofa railway 
a,(‘eidt'nt!, 

DhiIip]iH puhlished ‘ Klemetdary Prineiph's 
and Drael lia'ofShqdtn^',’ Duldin, ’rows 

in a ( londield,’ for threi' voiei's, ahont. ISPK): 
the ‘Mmitov’s Harp: at'olleethm of Moral 
HalladH/ and many Hon}''H and hallads. 

[True Urilon, 12 May I7tM5; Ilaptiifs Masii'al 
IfaapMphy, p, ITH : Ana, Ih‘p;ist.er, IH tl, p, 2211; 
Ala''ienl WorUl, 18 11, p. 211P; Kelly’s Hmni- 
niweent'es, ii, 1111; Kauuhar Kpistlos to K. K. 
Joiuwon the Irish Sluice, IHOti, p, 74'; (hnnst’H 
Hist, of Urn Stage, vohvid. pahsinuj L. M. I\L 

rHJXirS. [See also Iht Mid as, IhtimerH, 
IhtimdtmB, and IhiiiJueH.J 

PBILirS, AiMIiUdSH /l(57i>TH741)), 
]a)et., horn ahont) It >75, is said to liave de« 
Bemuled from an <dd ImieeslerHhiro lamily. 
According to tlmadmission-bookof St. JohidK 
i lollege, ht‘. was son of Ambrose Phi lips ‘pan- 
nicularii/ bom in Shropshins and was iu hm 
eightmmth year in June 1(59.1 (MAVtnt, A'/. 
JiMii ihlle(je), A Sir Ambrose IMiiilipH 
beimme Hcrjeant-at-law on 21 April KiHI 
( LirrntKid.,' Jin(»f Me It dim). Ho was odu- 
ented at Shrewsbury (‘ Admission, entry Lmd 
Swift’s lotTers tn hitn in NKiiioi.H’H lllmtr* 
qf JM. iv. 710-1), an<l afterwards at St, 
john’s Colh'ge, Cambridge. He ante, red na 
a sir.ar on 15 J\nm 1(501. He graduated 
B.A. in 1(50(5 and AI.A. in 1700, was ehuind 
a fellow of his college, on 28 March 1(590, 
and hold the fellowship till 24 March 1707-8 


(^M WoKl. Krom ntlior mitries hetippi>ars to 
havi' n'sided at t’amhridge till he ri'sigTUMl 
his fethov.Hii; ), and he is said to have written 
Ids ‘ Pjedora s ’ whde at eolh'gtc In 1700 
he published an ahridgenumt. of Haiio't s 

* Life of Arehhi'dtop W iHifunsd Ut' was at 
Ltrecht, wheju’emieof his poems is dat tHl/iu 
17tl1, and in 17(19 was I'mployed in soiiio 
tuisslon in the north, He nddri'ssed an 

* Mpistle to the I'larl of Dorsi't/ dated (kipcui- 
hag«'tw i) Mareh 1709. It was puhlished by 
Steele in the *Tatler’ (Xo, 12), with high 
oraise, lis a * wint erpieee \vort hy of tliemost 
.euriusl paintiu*. iLs * Pastorals’ appiairi'd 
this yt'ann Tonson’s * Mlsetdlnny,’ whieh also 
ineludetl Po' >e B * PnstornlsA In 1709 he also 
trjuishiled t ae * ('ont>'s Persans’of Pt*tit Do 
la Crois. He was aft<*rwardH repronehed Iw 
P<>p(' with Morning a Ih'rsian 'rah* for half- 
a»<’ro\vu/ whieh, sa;vs Johnson, us the book 
was dividisl into many seclions, was ‘ very 
lihenil us writers wei’e then paid.’ Aflm* 
urnktlu'i* visit to Denmark in thi^ summer of 
1 710 , he ret nriied (o hiuglnnd in ( letoher, and 
was t>n friendly terms with Swift, who pro- 
mised iti I hs’emlimMit solicit Harley for (.ho 
post of ipieeti’s secretary at (icneva for* poor 
pa-itorul Philips,’ and who said afterwards 
{Jmtrtud to Mit’dtf, 27 Dee. 1712), * I sliould 
certainly luive pro\l<led for him had he not 
nut parly mad,’ He Inid, hi fat*L hecomo 
otu^ of the Aihiison circle. In 1711 12 
he wrote tin' Hhstn'ssed Mother,’ a mere, 
adaptation of Uacine’s MAmlnmuiqne/ Us 
appeartuuM^ was heralded hy a vmy com- 
plimenlary notlci* from Steele in tln^ ‘'Spi'o 
(iitor’(No. 290, I h\‘h. 1711 12), and Sir 
Iloger do (’nverlev wms taken hy Addison to 
seeapm’formam't* <iu 25 Mareh fuUtnvingfNo. 
115), An epilogiu', alt rihute.d to Undgelh 
is sniil to have been the most snccessfnl ever 
writtetn Po]je savs that tlu' audii'uet' was 
pindusi hy Philips^ friemls (vSeuNcn, ]>. 4(5). 
In the early uun0)ers of the ‘(luardiaiH 
( 1711 ) somi' papers upon pastoral .Ksdry, in 
wddcli Philips %vaH compliment,e<', exciietl 
Ikipe’s jenlonsy, and he wrote a paper (No. 
40 ) w‘llh an ironiod comparison between 
Philips’H * PaHtorals* and his own. Plnlips 
was indignant attJus at tae.k, insertacl througli 
SUsde’s Inadvertence or want of perception, 
and bo hung up a rod at Button’s colTee- 
luiuse, thnmtening to apply it to l\)pe (see 
umler PorK, Am'iXANm’Ut]. As PluUps is 
reported by Jolmson t.o have Imen ‘ emi- 
nent for bravt'ry and skill in the sword/ and 
.Popti was a deformetl dwarl’, the anecdote 
soarcedy illnst rates Philips’s * bravery.’ Ikipe’s 
revenge was taken by savage passages in 
his satires, wbi<di made Pbilins ridicnlonB* 
l^bilips, said Popo (Swikck, p. l4B), was en- 



Philips 173 Philips 


couraged to go about abusing him, which 
seems to have been needless ; and, in his 
letters, Pope also insinuated, though he 
( PTor/cfl, vi. 209) could hardly have expcicted 
to be taken seriously, tliat J^hilips had appro- 
priated subscriptions for the ^ Iliad ’ from, 
members of the ‘ Hanover Club’ (for Pliilips’s 
denial that he had given any cause for Pope’s 
pei’somditiea, see N kjuols’h IUusit\ of Lit, vii. 
713). Philips was secia^tary to this club, 
formed at the end of Queen Anne’s reign for 
securing tlui siuscessimt. After thp accession 
of 0(^org(i I, ho was made just, ice of the peace 
for Westminster, and in 1717 a eomiuissionor 
for the lottery. 

Philips started the ' Freethinker ’ in March 
1718. It is one of the numerous imitations 
of the ^ Hp(H;tator,’ and the hrst number ex- 
plains that; tli(i luune is not^ to be tak(m as 
eq^uivalent to ‘ atheist/ but in the proi)er 
sense. IJis chief colleagiuks were Hugh 
Boulter [q. v.], Uitdiaircl West (afterwards 
Irish chancellor), atul Gilbert Burnet, son of 
the bishop [see under Bujrnht, (H-iini-riiT]. 
It ran thvoiigli tlu^ lu^xt year, and was re- 
published in Ihiaui volumes (3rd (xlit. 1739). 
i’hilips published some ^ F])isll(^B ’ and a 
couple of ])lays (see Ixhow), which, bifmg ori- 
ginal, had little success. His friend Boulter 
was made arch))islio]) of Armagh in August. 
1724, and in November took Pliilipa with 
him to Tnda,nd as s(icr(tary. Bvvift, in his 
corrospotulence with Pojxi, rehu-s contemp- 
tuously to Philips’s position as a dependant 
upon ll()ult.(U’ and to his ^ little Hams on Miss 
Carteret ’ (29 S(;pt. and 26 Nov. 1725). 
Philips reprtisented the borough of Armagh 
in the Irish parliament ; was mad(i secretary 
to the lord chancellor in December 172(1, 
and in August 1733 was appointed judge of 
the prerogative court. Boulter died in 1 742, 
and in 1748 Phiri])s, who had bought an 
annuity of 400/., rel.unied to London. He 
is said to have collected his poems in a volume 
which was dedicated to the Duke of New- 
castle. lie also collected Boulter’s corre- 
spondence, which, however, did not appear 
until 17(i9. Philips died at his house in 
Hanson Street of paralysis on 18 June 1749, 

' in his seventy-eighth year.’ A portrait by 
Ashton, engraved by T, Cooke, is mentioned 
by Bromley. 

Mr. Gosse observes that IHiilips’s ‘ Epistle 
to the Earl of Dorset,’ declared by Goldsmith 
to be ‘ incomparably hn(",’ st rikes us as ^ frigid 
and ephemeral ; ’ v^hile the odes to chil- 
dren are charming from their simplicity and 
fancy (W abb, English Foets^ 1880, iii. ] 80). 
The ‘Epistle,’ however, is a very genuine 
description of nature, remarkable for its time. 
The title of ‘ namby-pamby ’ was brat used by 


Henry Carey {d, 1743) [q. v.] in a parody 
mentioned by Swift in 1725. Three poems 
to the infant daughters of Lord Carteret, 
lord lieutenant, and of Daniel Pulteney, one 
of which begins ^Dimply damsel, sweetly 
smiling/ provoked this ridicule. Philips 
was apparently rather dandified in appear- 
ance and pompous in conversation. His 
‘red stockings’ were ridiculed in Pope’s 
* Macer ’ ( Works, iv. 467). Pope also sati- 
rist's his slowness in composition. He ap- 
pears, however, to have been an honourable 
man, rospt^ctiKl by his friends, and of some real 
poetical sensibility. TTis works are : 1. ‘Life 
of John Williams . . . [ abridged from Hacket] 
with appendix giving a just account of his 
bemdactions to St. John’s College, Cam- 
bridge/ 1700. 2. ‘Pastorals’ in Toiisou’s 

‘Miscellany’ (p. vi), 1700. 3. ‘Ptirsian 

Tah^a,’ from the French of P. De la Croix,’ 
1709; also in 1722, l2mo. 4. ‘The Dis- 
tri^ased Mother,’ 1712. 5. ‘ ( )dos of Sappho ’ 
in ‘ Anacreon’ (translation of 1713; see also 
^poatafor, Nos. 223, 229). 0. Ejhstlc. to 

Charles, lord Halifax, ‘On the accession of 
Gtiorge I,’ 1714. 7. ‘Epistle to James 

Orjiggs,’ 1717. 8. Papers in the ‘ Freethinlcm*/ 
1718 -19, colhnvtud in throe vols. 9. ‘The 
Briton’ (tragedy), 1722. 10. ‘Hiunfrey, 

duke of Gloucester’ (tragtidy), 17'23. This, 
the ‘]b,'lton,’ and the ‘ l)istressed Mother’ 
were puhlislKKl together as ‘ T'^liree ’Pra- 
gedies’ in 1725. Several small poems to 
children, on the death of Lord Halifax, and 
th('. de])arture of Tjord Carteret from Dublin 
werfi ])rintod separately in 1725 and 1726. 
He, is also said to have been editor of the 
‘ Collection of (")lcl Ballads, corrected from 
the b(^at and most ancient copies extant-, 
with introductions historical and critical,’ 
1726-38. His ‘ .Pastorals/ with other poems, 
were published se])arately in 1710. He 
published his poems, with a dinlication to 
the Duke of Newcastle, in 1748. They a])- 
ueared again in 1765, and are in various col- 
lections of English poets. 

[Cibhar’s Lives ; Johnson’s Lives of the Poets ; 
Pope’s Works (see many references in Elwin 
and Courtliopo’s edition); Minto’s Literature 
of the Georgian Era, 1894; Mayor’s St. John’s 
College ; Spence’s Anecdotes ; and see Notes and 
Queries, 8th ser. ix. 264.] L. S. 

PHILIPS, CITA TILES (1 708-1 747), 
portrait-painter, son of Richard Philips(l 681- 
1741), also a portrait-painter of some repute, 
was born in 1708, and at an early age formed 
a good connection among the nobility. lie 
was noted for his small whole-lengths and 
conversation pieces, which are minutely and 
skilfully, if somewhat timidly, painted, and 
valuable on account of the truth and -sin- 
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CTity with %vhi(4i tlu^ riwluint»N ati<! acfos** ; 

nro, triHU<*<l, Him lilh-Hi/.inl portruitn 
«T<* niui 1 pm f<sfitthfh(*tnry, Philipn 

wnM iimrh piitnmlsph hy I'Vpdpru'k, 
of Wnhvs, fnr whom ho pnintph t \vt> picturp.^, 
iViW at A\'int!w)r, moptinf^fn of (Nmvivial 
chilm foruHMl l)y I ho ])ritU'Pt j^t yhal 

* Knifj:htrt of tlu' Koiiml 'rnhlo’ and * Harry^ 
tho Fifth, or tUo ( -Itihf ^ A portrait of 
tho pnri(*p aiul tlirpo, o(‘t.hp prinropa, ]vaititoil 
fty FlulipM, hnvp Uppo pop'rnvpd ; and nm^tlmr , 
<vf tlip pnn(a\MM datt^d 1V*»7, in whirh nltp in ' 
ri^prp'Htmtiul with Inn* firnf- htihy, Friiippaa 
AnptiHta, on hnr lap, in at. Wnrwicdi t’aMlp. 
(Hihor km»wn works of Ffiilips aro; lanly 
Ihdiy thannuin, Ht'atpd in a panollpd romu, 
I7M1 ( Ktmh'd; (kmrlt's Snotippr, sptumd dtdto 
of Marlhorotifjrh, I7dl (Whdturn); tho Ihjkn 
of (himliprhuul attd Lt»rd (kUlmurt at (hdlo« 
<lpn, or, morn prolnddy, Fo?dpn<\v, and tho 
family of Lord ArrhiUnld llumiltmn ITJU 
(both at/rhornt(m“lp»<Strpi‘t ) ; Hiahop War- 
Imrtoti {National Portrait, (lalhwvl; ArcU- 
biahop Siadtpr, wlnm hisliop of Oxford ((hid- 
doadim Pnlaop); 'rinmuiH Frownm and wlfn, 
I7d4 (UriokwoU); and two groups of mom- * 
laws of tlu^ RuskpU, Ortandull, and Hovott 
fannluw (OlnMpiprH). Smaniil othor portraita 
by Philips have lanm on^oaivod hy h'nhor and 
linrford, Horpaidpd inOnmt (^uopu Htrpot, ' 
jdtuadtdH Inn Fiidda, marriod hi and 

di(*d in 1747, A miniuluroof Philipa, paint ml 
by hhnriplf, waa hmt to tho iHdh miniatnro ' 
oxhihition at South KotiHington hyT, Whar- 
ton donoa, F.ILS., tho tlnm roproHontativo 
of tho PhilipB family, Vartno rntmtioiiK 
PhilipB as onoo of tho halLdor-on Ipading 
paintors of tho day who w(n'o all of low 
ataturcv—* fivo-foot mtni or undord 

[Radporavcfa Dirt, of Artiata j CJlialonnr Smitlfa 
British Mnz'/otinto Tort rail a; (hit, of National 
Portrait B^xluhifion, IBtlT ; Vortinfs (tollorlhinH 
in British MuHtnun (Addit. MH, 23h7B) ; infor- 
mation from tho latoSir (biorgo Heharf. K.L.li] 

F. M. cm. 

PHILIPS or PHILLIPS, (LLLIKIK 

(1599? 1990), IriBh writor and govornor of 

Ijondondemry, bom about 1599, waa oithttr 
Bon or grandson of Sir Thomas IHiilips, who 
took a promimmt part in tho Ulstor anttbv 
mont. (leorge inheritnd Sir Thomufi^s ostate 
at Newtown Limavady, near Ijondcmderry, 
(Iraham says he was in his ninetieth year in 
Hecemher 1688, hut this may well ho doubted. 
In early life he saw some military service 
abroad. From June 1681 to Septem'ber 1684 
he was governor of Oulmore Fort, and filh^d 
about the eanwj time a like post at London- 
derry* At tho end of 1688, with James II 
as king and Tyrconnel as minister, it was 
easy for the protestants of Ulster to believe 


that a rppptitiiin of tlip^ tnassnorp of 1641 was 
intpudod. Lord Antriurs rt‘ginipnt of higli- 
lamhuMimd Irish apppunMlal iShwvtowu Lima- 
Viuly on 6 IhH\, niul IMnlips ni nnop wrcUn to 
Ahli'ritmn Norinuiito put the ppopip of Lon- 
dnnd»'rry on t Indr guard. On 19 ,lan. l(5HS 9 
the sln'fitlh tif ihal oily, in tin' njuno of tho 
town'iiin'n, wruto tm follows; * Wi^ r(' 0 (dYod 
tho firnt intt'lligoins; of tho goimral insurroc- 
tiun of tho piipifUs from tuir mnrh honourod 
friond, (o'orgf* Philips, ostp . , , who did 
mvtouily w arn ns of our dnngor and adviso us 
to provmit it, hut. Viduntjirily and fns'ly pul; 

, hiuHolf nmong ns and mlvouturod his life 
I am! o*4tati' in our caus(' and la'ludf, animating 
j UM with his pri'?a'tu’o, onmniragtng us with 
! an auxiliary aid of nix lumdn'd horst's of his 
, tonunts and indghhour.s, and rodm'ing tho 
• untraiiu'd pooplo of llu' phu'o into ordm* tmd 
disriplina, wliort'Upon wn^ did tmiunut the 
' trust and o«r<' <if i.lus city sololy and ahso- 
' lutoly to Ids inaiiagoinont and oonduct, which 
i trust ho did iUschargo -with all fulolity, dili- 
gonco, ami prudcmu' ’ ( Tremuni Papvn). 

It was owing to the hurried warning of 
Philips that t ho apprentice hoys, MInryoungor 
and brisk inhabit ants,’ shut the pit oh of Lon- 
dondorry against Lord Antrim h nu'n. On 
9 Ui'c. Philips was Honi hy Lord Antrim to 
the town to negotiate wit h tho citizens, At 
his own sm'goMtion he \wih made a nominal 
prisoner Hot hnl lie could si'ndann'Ksage. ioHay 
that- h(^ was detainefl, and that it would not 
ho sate for his lordslilp t.o at tempt, an entry* 
Antrim wit hdre,w tot kdm’aimg and I^iilips be- 
came governor of Londonderry* ( )n the 1 Ith 
Ihiviil (lalniH was sent, by Philips’s advieo to 
represmvt the case of the citiaiens in London. 
In the m'gotiat ions with Viscount Mountjoy, 
Philips tried in vain to stipulate for an exclu- 
sively proteHtant garrison, permission for the 
citizens to retain tlunr arms, and a general 
pardon under the great seal Lr^ss favourable 
terms wiire grant, ed ; but Mountjoy’s good 
will wms thought so im].H>rtant that PliiHps 
^ di<l generously resign t lie command to him, 
postponing his*own honour and advantage to 
lihatr opportunity of strengthiming the I^ro- 
testant interest ’ (i?a) On the 2tst Robert 
Lundy [c!* v/] became governor. On 23 March 
16H84L^hiIi]i«, who whs ^well acquainted 
with proeefuiingH in England/ was sent 
thifcher * with an address to King William, 
and to solicit a spiMaly supply ’ (WAnEFUi). 
Oairnes returned to Londonderry on 10 April 
with a letter from King William, and this 
decided the town against surrender* 

In th® course oi: the next three months 
Philips remained in London and wrote ^ The 
Interest of England in the Preservation of Iro- 
, land, humbly presented to the Parliament of 
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England.’ It is a quarto -pamphlet of twenty- 
eight pages, licensed in London on 16 July 
1689. Philips says he was ‘ animated and per- 
haps transported by a glowing zeal for reli- 
gion, an anxious sympathy with his friends, 
and a pungent sense of his own sufferings.’ 
He calls u-pon England to save the protestants 
of Ireland, and dilates upon the danger of 
letting it fall into French hands. Fie conjec- 
tures that there were one million British pro- 
testants in Ireland in 1685, of which one-hfth 
were fit to bear arms. This pampjhlet con- 
tains interesting details as to the capacities 
of Ireland, and mentions the vast number of 
salmon on the Ulster coast. In 1690, accord- 
ing to Harris, Philips published in London an 
octavo tract, entitled ^ Lex Parliamentaria. 
The Law and Custom of Parliaments of 
England,’ but there is no copy of it in the 
British Museum or in Trinity College, Dub- 
lin. In 1691 he published, in London, in 
quarto, * A Problem concerning the Gout, in 
a Letter to Sir John Gordon, F.B.S.,’ an 
eminent physician. This short treatise, with 
Gordon’s very complimentary answer, is re- 
printed in the eleventh volume of the ‘ Somers 
Tracts.’ Philips’s remarks are very sensible, 
not the less so that he disclaims all know- 
ledge of medicine, though in his youth he 
had been ^ conversant in the most delightful 
study of anatomy.’ He bases his claim to 
be heard on age and experience, and on the 
fact that he had had the gout once or twice 
annually for twenty years. ‘ In the tenets 
of religion,’ he incidentally remarks, ‘ I de- 
sire to be always orthodox.’ 

Philips was ruined by the war, his house 
burned down, and the improvements of more 
than eighty years laid waste. He himself 
was imprisoned for debt. He had farmed 
part of the Irish revenue under J oseph Dean 
and John Stepney in connection with Rane- 
la^h’s patent of 1674 [see Jones, Richabu, 
third Viscount and first Eabl oe Rane- 
iagh]. Dean and Stepney had a mortgage 
on Philips’s estate, but they owed a much 
larger sum to the crown, and had no great 
public service to appeal to. In 1692 Philips 
petitioned that his debt to them should he 
set off against theirs to the crown, and that 
he should be released. The lord lieutenant 
Sidney and the commissioners of revenue in 
Ireland reported in Philips’s favour, but Dean 
and Stepney protested against the proposed 
settlement, and Philips remained in debt. 
The seventh of the articles exhibited in the 
House of Commons (30 Sept. 1695) against 
Lord-chancellor Sir Charles Porter _q. v.] 
was that he illegally released Philips when 
in prison as a debtor at the suit of Morris 
Bartley (O’Flanagan, i. 463). Harris says 


Philips died in 1696. It appears from in- 
quiries made in Ulster that his family severed 
their connection with Londonderry county 
soon after 1700. George Philips had a son 
William, who is separately noticed. 

[Treasury Papers in the Public Record Office, 
voL. XX. No. 11; Walker’s True Account of the 
Siege of Londonderry, 1689 ; Berw^ick’s Rawdon 
Papers; Ware’s Irish Writers, by Harris; 
Witherow’s Derry and Enniskillen ; Graham’s 
Siege of Derry ; O’Flanagan’s Irish Chancellors, 
vol. i. ; Macaulay’s Hist, of England, chap, xii.] 

B. B-l. 

PHILIPS, HUMPHREY (1633-1707), 
nonconformist minister, horn in Somerton, 
Somerset, matriculated at Oxford on 14 Nov. 
1650 as ‘ serviens,’ was elected a scholar of 
Wadham College in July 1651, and gra- 
duated B.A, in January 1653-4. Fie de- 
veloped puritanical opinions, and was cha]D- 
lain and tutor for a time to the Bampfieid 
family at Poltimore, near Exeter. Returning 
to Oxford, he was elected fellow of Magdalen 
College, proceeded M.A. in 1666, was or- 
dained at the age of twenty-four, and fre- 
quently preached in the university and in the 
neighbourhood. Being ejected by the royalist 
visitors from Magdalen College in 1660, he 
retired to Sherborne, Dorset, where lie 
preached, but he was ejected thence in 1662. 
He refused to promise* that he would refrain 
from preaching, and was committed to II- 
chester gaol, where he remained for eleven 
months. When discharged he went to Hol- 
land, visited Leyden and other university 
cities, and had an opportunity of discussing 
theological questions with Dr. Gishert Voet, 
the last survivor of the synod of Dort which 
met in November 1618. On his return to 
England he preached in many parts of the 
country, but was much persecuted for his 
adherence to preshyterian doctrines. Fie 
lived mainly on a property he possessed at 
Bickerton, Somerset. He died at Frome on 
27 March 1707. His only published works 
are two funeral sermons. 

[Palmer’s Nonconformists’ Memorial; Foster’s 
Alumni Oxon. ; Gardiner’s Registers of Wadham 
College.] T. B. J. 

PHILIPS, JOHN (1676-1709), poet, was 
bom on 30 Dec. 1676 at Bampton, Oxford- 
shire. His grandfather, Stephen Philips, a 
devoted royalist, was canon-residentiary of 
Hereford Cathedral and vicar of Lugwardine, 
where he died in 1667. His father, Stephen 
Philips, D.D. (1638-1684), became in 1669 
archdeacon of Shropshire and vicar of Bamp- 
ton, in succession to Thomas Cook, B.D., 
whose only daughter and heiress, Mary, he 
had married (Wood, Fasti Oa:omenses, ed. 




Bliss, i, 4iUi, ii, l\ir2 I Fasti 
iie}rJhr(Ff{scs,'^\.A2\\ (1 iMIs, Htstfuy «>/'*/» 
ioit, 18 IH, p, 87). 

JoUu BliilipH, whi> HiHMiis hnvs Ihmmi tlir 
ionrUi ofnix sons, wuh at first taupiit by Iuh 
fat.hm*, but lu* wasobnUinl a srbolar nf \\ in- 
clu'Htsr ill 1(591 (KiuitY, lVi)whestt'rMiithrs\ 
])p. 209, 211 ; IAksti’.II, Alumni (huuiini'u's). 
Atsc'luu)! Philips IxHUUiiu a proliciuut ulassit'iil 
wlioliU*^ and wastruulad \vi(h H|Ma*ial iiidul- 
};.pHu*u on account of bin pcrsoniil po^ntlanty 
inul delicate licalllu lie hiui loufjc hair, and 
b(' lik(Hl, wluui the otluu'H \v«‘re at pluy» (o 
ri‘tirc to Ins room and read Milton whil*’ ,some 
oin» condanl his loeUs, In 1(597 he proeeedeil 
to Oxford, nmtrimdaliup'at. Ohrlsi Plmrcli on 
1(5 Aug'. Tluu'e he was iiuder I>(‘uu Aldritdi, 
and tlu^ mni|di('ity of his inannerM and his 
pO(dic gifts made him a general favourite. 
It Inul h(Mni intendt'd that lie should laa'ome 
a physician, and he aeiiuinsl .stuiu' know halge 
of Hciimce, hut. his th'Vot.hm to literature hnl 
to t-lie ahaudomiuml of (lie design, ICdmund 
Smith ( u. V. I was his grtaiti^st. eidh'gc friend, 
and William Uromt' (d’ Withingtou, whose 
family had interinarriml with Pldlips’s^ was 
also on intimate terms with him. Plfdipsap- 
piairs to have lasm in love with Mary, daugh- 
ter of John Mearo, l).n,,t^‘'' [uineipul of Bra- 
smioHi^ Oollegtg wlm^asa UerefordshirtMuaii, 
had niado the young studmit. wolcmm^ at his 
liousi^, This lady, who was aeeomplislnul 
ami lieaiitiful, wuiH also a flirt, and was lie- 
lii'Viul to havi‘. been mnrSu'd secretly; in any 
case, Pliilips s('mns ueviu* to have gone l>n« 
yond hinting at. his passion in his vers*'. 

Phi UoH was lot h to jHihlish his vm'seH. IBs 
‘ Splcm'.id Sluirmg’ 'waH iru'luded, without, 
his consent, in a * OoUeelion of Poems ’ pub- 
lisluaUiy David Brown and Benjamin 'Too .u' In 
1701 ; and on tlma])pearanet» of another false 
copy earlv in 1707), Philips printed a cornn't 
folio edit ion in h'ebruary of t hat year, "Iliis 
piece, which Addison No, 219) 

ealhnl ^ the fiiumt hurlesipm poem in the. 
British languagi^J was * tm imitation of ^Bl- 
ton,^ and in playful mock-luwic strains cln- 
pitited — perhaps for the henefit, of his imja^.- 
cunions friend JCdmund Smith— the ruisfTies 
of a debtor, in tear of duns, who no longer 
had a shilling in his purse wherewith to buy 
tobacco, wine, food, or elotUes. * The merit 
of such performances/ says Johnson, * b(*gins 
and mnls wdth the. (irst author/ The most 
iniporta,nt result of the production of this 
poem was that I*hilips was inirodmual t.o 
ilarloy and St, John, and was mnployial t.o 
xvrite verses upon t.he battle of Jiilenlunm, 
which were intmuhal as the l ory counterpart 
to AddisonM‘ Campaign/ ^ Blenheim, a poem, 
inscribed to the Right Ilonoiirablc Robert 



Ilurhw, lva|/{ 179db has Utile int('r(',.st forthc 
reader of to-day ; at the mid Philips says that 
it wnsin tlusHwcet, hoUi mh'of St ,Juhif.s‘ rural 
seat ’ that he ‘ pi'usunu'il to sing Britannic 
trophies, inexpert of war, with mean at- 
tempt/ 'riu' pi('('e imitates Milton’s vtuvse, 
and t he warfare rt'-'.^emhles t hat of t he I Had or 
Jhieid, In the following yi'ar ( 179(5) *(ti- 
nailia; an Imitation of 'Milton/ was puh- 
lislieil hyTIumms Beunetj.he hookselh'r who 
issued ‘ Blenheim C nud thougii it was not; 
ineluded in tiu' early edit ions of Philips’s 
works, tlu'O* can he no doubt, that it, is by 
him, 

Karly in J annary 1 707 8 Pmit.on tnihUshed, 
in his ‘ Oxford ami (Mmhridge MisiaJhiny 
Pomns/ a short * Bamdmnial Song’ by Plnlii>.s. 
On 21 Jam iblhnving Kenton wrot.i' to \N’ar- 
ton t Woom., J/e//u)/;w IVitunus IVinion^ 
p. 299): M am glad, to lienr Mr. Philips 
will publish his “ Pomona.” Who prints it. P 
I hlumid he mightily obliged to you if you 
<*ould gel me a ei)py of Ids ver.si'sngainst Black- 
more, . , . Pll nt'Vt'i* imitate Milton more 
tall tlu' autlior of “ Blenheim ” la' forgotten/ 
d’he tir.sl hook of * (tydiu'/ to wlueli lU'Ulou 
n.lluded, had hi'cn written whih' Philips wjis 
at Oxfnrd; nml on 27 Nov. I707'ronson had 
<‘ntered into an ngrei'ment with Philips to 
pay forty guineas for it. in two liooks, with 
t»'n gninens for a seeotul edition. There 
Were to ht» oiu' hundred large-paper eopii'S, 
and two (h'die.ation copies hound in leather. 
PhiUps gav(' a reet'ipt for tlu' forty guineas 
ou 21 ,ian. 1797 8 (Jul^N'so^^,‘/a>ex o/ ///a 
/W’/x, ed. (hmningluun, it. 22 a.), and the 
p<H*m was published ou the 29t,h (Dfffli/ 
(hurmtl), if culled fortli, in May, a folio 
; pantplilet,* Wine,’ the (irst poem puhlislunl by 
1 John t Jay 1<|. v. j, in wliicb ‘ ( lych'r ’ is spoki'n 
ofHoniewhut. disparagingly. Tlu' poem, wliich 
is tlmmost iinportatit.of Ihilips’s oroductions, 
was xvrit ton in irnitat ion of \Urgi ,’h ( leorgics, 
and an <^xact imcount of the culture ol tim 
apple-tree, and of the manufjmt.ure of cider 
is varli'd by compliments to various Mends 
and patrons, and by many local allusions to 
llerufordshire, the county of Philips’s ances- 
tors, where Withingtoti was specially famous 
for cider. Philip Miller, tlu^ botanist [q. v.), 
told Johnson that ‘tliere were many books 
written on the sann^ snhjiH't in prosit which 
do not contain so much t.ruth as that poem/ 
But Johnson ohjec'ttnl, not without rcimon, 
that the blank ve.rse of ^Blt <)n, wdiich Pi/dii s 
irnitat t'd, could not ^ he Hustained by images 
which at most can rise? ordy to elegance/ 
And Pope sai<l that lliilips Bucoeeded ex- 
tremely well in bis imitat.ion of hParadiso 
Lost/ but was quite wrong in endeavouring 
, to imitate it on such a subject (Scbnoh, 
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Aneedotesj 1858, p. 131). In ^ Cyder,’ as in 
nearly everything he wrote, Philips cele- 
brated ^Nature’s choice gift/ tobacco, a 
fashion for which had been set at Oxford by 
Aldrich’s example. In a coarse attack, 
^ Milton’s sublimity asserted ... by Philo- 
Milton’ (1709), ‘Cyder’ is spoken of as an 
‘ idolised piece.’ 

Of Philips’s minor productions, a clever 
Latin ‘ Ode ad Henricum S. John,’ written 
in acknowledgment of a present of wine 
and tobacco, was translated by Thomas New- 
comb [q. V.] Philips also contemplated a 
poem on the ‘ Last Day,’ but his hea.th grew 
worse, and, after a visit to Bath, he died at 
his mother’s house, at Hereford, of con- 
sumption and asthma, on 15 Feb. 1708-9 
(Unberhill, Foems of John Gay^ 1893, i. 
275). 

Philips’s mother placed a stone over his 
grave in the north transept of Hereford Ca- 
thedral, with an inscription said to be by 
Anthony Alsop of Christ Church (Hearne, 
Collections^ ed. Doble,iii. 370). When the pre- 
sent pavement was laid down, a small brass 
plate in the floor was provided by subscrip- 
tion, a bunch of apples being engraved on it. 
Philips’s mother died on 11 Oct. 1716, and 
her son SteDhen erected a marble slab to her 
memory (Havergal, Monumental Inscrip^ 
tions in Hereford Cathedral^ pp, xx, xxii, 64). 
In February 1710 Edmund Smith printed 
a ‘ Poem to the Memory of Mr. John 
Philips,’ which was reprinted in Lintot’s 
‘ Miscellaneous Poems and Translations ’ 
(1713). Leonard Welsted, too, published 
in 1710 ‘ A Poem to the Memory of the In- 
comparable Mr. Philips,’ with a dedication 
to St. John. Tickell, in his ‘ Oxford ’ (1707), 
had already compared Philips wuth Milton, 
saying he ‘ equals the poet, and excels the 
man.’ Thomson praised him with more dis- 
cretion. A monument in Philips’s memory, 
with the motto ‘ Honos erit huic quoque porno,’ 
from the title-page of ‘ Cyder, ^ was erected 
in Westminster Abbey in 1710, between the 
monuments to Chaucer and Drayton, by 
Simon Harcourt (first viscount Harcourt) 
[q. V.] The long epitaph was commonly 
attributed to Robert Freind [q. v.], though 
Johnson, on hearsay evidence, credited Atter- 
bury with the authorship. Crull said the lines 
were by Smalridge, and there is a well-known 
story that the words ‘Uni in hoc laudis 
enere Miltono secundus ’ were obliterated 
y order of Sprat, who was then dean, but 
w^ere restored four years later by Atterbury, 
who did not feel the same horror at Milton’s 
name appearing in the abbey (Stanley, 
Westminster Abbey ^ pp. 361-2), An examina- 
tion of the monument, however, reveals no 
VOL. XLY. 


indication that the words were at any time 
interpolated. 

Philips, according to the testimony of all 
who knew him, was amiable, patient in ill- 
ness, and vivacious in the society of inti- 
mate friends. His poems, written in revolt 
against the heroic coujjlet, between the 
death of Dry den and the appearance of Pope, 
occupy an important position in the history 
of English literature. As author of ' Cyder/ 
Philips was a forerunner of Thomson in his 
love of nature and country life. 

An edition of Philips’s ‘Poems,’ with a 
‘Life’ by George Sewell, was brought out 
by Curll in 1715; each part of the volume 
has a separate register and pagination. There 
was another edition in 1720, and a third in 
1763. In some copies ‘Cyder’ is a reprint, 
while in others it is the 1708 edition bound 
up with the other pieces. ‘ II Sidro,’ translated 
into Tuscan by Count L. Magalotti, appeared 
in 1749 ; and an edition of ‘Cyder,’ with very 
full notes by Charles Dunster, illustrative of 
local allusions and of Philips’s imitations 
of earlier writers, was published in 1791. 
Thomas Tyrwhitt translated the ‘ Splendid 
Shilling ’ into Latin. 

A painting of Philips, by Riley, is in the 
library at Nuneham-Oourtenay {Description 
of Nuneham-Courtenayy 1806, p. 16) ; and 
there are engravings, after Knell er, by M. 
Vandergucht in Philips’s ‘ Poems ’ (1715) , and 
by T. Cook in Bell’s ‘ Poets’ (1782). There 
is also a folio engraving, by Vandergucht, in 
an oval frame; and a portrait, from a painting 
in the possession of the Rev, Mr. Lilly, is 
given in Duncumb’s ‘ Hereford ’ (voL ii.) 

[The first life of Philips was that by Sewell, 
published in 1716; it was short, and contained 
little positive information. Further details were 
added in the article in the Biographia Britan- 
nica, in .Tolinson’s Lives of the Poets, and in 
Cunningham’s notes to that work. Besides the 
books cited, reference may be made to the fol- 
lowing: Notes and Queries, ‘2nd ser. xii. 327, 
3rd ser. i. 462, 497, ii. 12, 4th ser. v. 582, vi. 37, 
6th ser. ix. 258,397, 8th ser.vii. 242; Gent. Mag. 
] 780, pp. 280, 366 ; Bromley’s Portraits, p. 236 ; 
Noble’s Cont. of Granger ; Disraeli’s Quarrels of 
Authors, p. 255 ; Nichols’s Lit. Illustr. iv. 98, and 
Lit. AnecL iii. 147, v. 102, viii. 164, lx. 693; 
Duncumb’s Collections towards the History of 
the County of Hereford, i. 572-7, ii. 246-9 ; Le 
Neve’s Mon. A ngl (1700-16), p, 156; Hackett’s 
Epitaphs, i. 99-103 ; Spence’s Anecdotes (1858), 
p. 261.] G. A. A. 

PHILIPS, KATHERINE (1631-1664), 
verse-writer, daughter of John Fowler, a 
merchant of Bucklersbury, in the city of 
London, and Katherine, his wife, third daugh- 
ter of Dr. John 0:^bridge was born in the 

N 
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ptirisli of St, Mary \Vo(jlolum‘h on I *Ian. , 
Hi:U, luid wan tlu‘Vo hnptirtoxl on 1 1 Jan. fol- ' 
lowinp,'. Sho owod hor ourly (aiuoation to a 
ctmsiti, a Mw, Hlaolo't, and nl th- a^o <>f 
wan aont to a thi'n fuHhionaldo laainl- 
achool at HackiH»y,kapt. hyMrs. Salmon. 
i\h’H, Kowl(‘r, aft, (O' tU(\ doalh of h«'r huahiunk 
marriod lloctor llulipa of Porth Myuou, and 
lior daujLt'hter b(am.ina, in KilT, Iho aomnd 
wifo of JatnoH Pldlipa of tha Prvory, Pardi- 
li-an* lln^ (ddoHt, won of IjoHor IMulipn by a 
tm’OH'r marriag’o. Kathonm^ Idnlijm^aftor lu'r 
inarria^'i*, dividod hor tuno bi'lwoou Pondou 
and )i( 0 ‘ huHhandV Uouho at ( kirdij^pin, Sh(‘ 
g’alhorod alatut ln‘r a sooioty nf iViondahip, 
iht^ nnanlHO'a of wldo.h wmo’o diHling’uialnal hy 
variouH fanoiful nanu^a, lior liUHlatud uppoar- 
in^ uH AnUoior, Sir bahvard Donn^ hm Sil* 
vand(‘i% and Jin‘omy Taylor an Paliyniou, Slio 
luowdf adopt (‘d lUo pHo'odouynud' Orinda, by 
M'hudi, vvdth tU(^ addition of tba t^pitlnd, 

* inaUddoHHj who hf^cattn^ wubdy known to 
lua* <’ontnniporan(‘H, From anrly Ido of atn- 
<l!onH hnbitH, d(n‘oto<l horHolf tho coin- 
])(yaition id' ViO'Hi'H. Uar O'Ui'lii'Hft ViO’.Mi'H to 
HppiMir in print wcro tlnw^ pndixiul to tln^ 
poi'niH of Ibniry \’nap;:han, U»51, and tho 
(‘tdb'otpd odliitm td' (lurtwrij^ht of tho «amo 
yiMir. OtUi'r vtawm, haudi‘d alaint in inami- 
H(‘.ript, Hocurod bora couHiilorablo ropidution ; 
and wlnni, in l(5(i2, Hht^ jonrnoynd to Itnblin 
to prowHMiio a (daim of lu^r himband to oor- 
tain lands iti lr<dand, hIk^ whh nayivod witk 
ganait considorat ioti in tha family <»f tho 
('(yuntesH of (ji)rk. While in Ihtblin hKo 
bi'otmH^ no(pmiiit(Hl with Lortl RoHcommon 
and the I'kirl (d’Orriiry, and the approval of 
the latter enconra^ed lu^r to eompUde^ a 
traiyHlatiou of OonudlUfa ^ iknnp^e/ wlu(‘,h 
n aB productal theny in the Smock-Alley 
Theatre wit.h fjrinit buccchh in h'ebruary lbb2- 
ItKSd. The ]ueee was printed in Dublin in 
I Gbd, atid itt I jondon, in two dilferent (ulit ions, 
in tlu^ mim year. It vras followed by a aurrep- 
titiouH and unauthoriNod edition, dated Ibbd, 
(d'her miscellaneouri poems, %vhi(di eauHtal her 
80 much amioyance that Marriott, the pub- 
lisher, was int!uced to express hisre.gret, and 
his intetition to forbear the sale of the book, 
in an advertiseincmt in the London ‘ Tntidli- 
mmciir’ of 18 Jan. 1664, At the ludght of 
mr popularity Mrs. Philips was seiastal with 
smallpox, and died inFUnyt Street on 2:^ June 
1664. Slie was buried in tho chnrch of Bt. 
Benet Sherehog. She had two children : a 
son Hector, born in 1647, who lived only 
forty days ; and a daughter Katherine, bom 
13 April 1656, who married Lewis Wogan of 
Boulston in Pembrokeshire. 

The verses of Hhe matchless Orinda’ were 
collected and published after her death under 
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the 8up('rvi>-iiiu of Sir (’'harles t’’o(t(irid(1667, 
folln). * INvmpey ’ wnHimdudt*d in tin*, volnme, 
audnhoa port ion ofa I rnnsla.( ion (d'(.,V)rncilUfs 
* U(»rne<\’ \vhi(‘h wan bi‘guu iti 16(51, Thoro 
, is preti\t‘d ji portrait' of Mrs. Phili])s, en- 
graved by Mulhorne from n pOHtlunuous bust;. 
Many details of (la* life cd' Orinda are to be 
gathered frotn the Me6t(»rs of Orinda to 
I Poliundum’ (Sir (diaries (Jotterel), printed 
in 1705. ami, with additions, in 1706. The 
latiT edition contains u porlrait (uigraved by 
' \hunh‘rgncht , a|)p(irently from (he same bust 
as tbnt which bnitlmrnc usetl. 
j OrindaV fame as a poet, always consider- 
' ably in i‘xctw of hi‘r mm-lts, did not long 
, survive her, though Keats, writing to J. IL 
^ Ucymd<ls in I Si 7, tpmted with apnroviil hm* 

' \ crises to * Mrs. Nl. A. at. parting. Jm’ciny 
, 'ravhn* addressed to lier lus ‘ I ad ter on tlio 
Mcasuri'M and Ollici'S of Kricudslup.’ 

jSntes and Qiienes, 2nd ser. i. v. 202; 
A»hiit. MS, 2-1460, f. T2t5 ; ('urll’s MisiieUanea, 
1727, i. MO; Meyriek’s ('anligaiisliire, p. lOl ; 
WemfHAiheine tixon.ed. t51iHH,iii- 7H7 ; Oranui'r’H 
liiot^r n ist. 1770, iti H)2 l ; baUard’H Memoirs 
nf Uvitish lanlieH, p.201 ; KdaumdOosHo’s Seven- 
teenth (kmiury Studies, | (I, T. 1), 

PHTLIPB, MILKS (/. 1687), marim'r, 
was with (biptain Jiihu Uawkyus in his 
voyage of 1568, and was one of thost^ who, 
to* the numbiw of 114, W(H*(*, ptit on shore 
near Pauuco, after the disast er at Sa,n Juan 
de Lua [see Hawkins or Hawkynh, Sin 
John |, After losing many of tludr (ynn- 
paniohs in skirnuslms with the Indians, 
they reached Panuco, wlu*rethe Spanish go- 
vernor thrust them into a filthy dungeon, 
and tlireat-tnuHl to hang them. Tluty were 
afterwards sent to Mexico and allotted as 
servants, each tSpmunrd wlio took one being 
bound to produce him whmi <uillc,d on. After 
several mouths in Mexico as a domestic ser- 
vant, Philips was appointed overseer at a 
silver mimg wUmm in tln^ course of three or 
four years he accumulated some, four thou- 
Hatul’pit*ces of eight. But in 1574 the in- 
I (juisition was established in Mexico, and, hy 
' way of a beginning, the imiuisition .seir.edall 
the Knglish, stripped them of tho money they 
inwl saved, anti charged them with being Lu- 
theran heretics. Philips, with others, wasre- 
(uiiredto say the paternosUw, A ve Maria, and 
tne creed m Latin, and was (piestioned as to 
ids belief concerning the bread and wine after 
consecration, Many of them were cruelly 
racked ; and after close and solitary impri- 
sonment for upwards of a year and a half, 
they were broug’ht up for judgment. Three 
of the party were sentenced to be burnt ; 
several to be severely hogged and to serve in 
the galleys for six, eight, or ten years. Philips 
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was condemned to serve five years in a monas- 
tery, wearing ^ a fool’s coat or San Benito ’ 
of yellow cotton with red crosses on it. 

W lien the five years came to an end he 
w’as allowed to go free, but not to quit the 
country. He bound himself for three years 
to a silk-weaver. Afterwards, on news of 
Brake having landed at Acapulco, he was 
sent there as interpreter, with a body of two 
hundred soldiers. After searching along the 
coast to Panama, and learning that Drake 
had certainly departed, they returned to 
Mexico, and, amonth later, Philips succeeded 
in escaping to Vera Cruz, where he hoped to 
get on board a ship. He was, however, appre- 
hended, but managed to escape to the woods, 
Avhere he fell in with some Indians, who guided 
him to Puerto de Cavallos in Honduras, 
whence he obtained a passage to Havana. 
There he entered as a soldier, and was sent 
to Spain. At San Lucar he was denounced as 
an Englishman, but he got away to Seville, 
afterwards entered again as a soldier on hoard 
a galley bound to Majorca, and there found 
an English ship which carried him to Eng- 
land. He landed at Poole in February 1581- 
1582. 

Such is the outline of the story told hy 
Philips himself to Hakluyt ; but beyond the 
facts that he was put on shore hy Hawkyns, 
that the inquisition was established in Mexico 
in 1674, and that he returned to England, it 
is uncorroborated. The .outlines of his story 
may however be true. 

Having arrived in England in February 
1581-2, Philips would seem to have sailed 
from Southampton with John Drake in the 
following May. On 29 Jan. 1586-7 he 
was rescued by Captain Lister of the Clifford 
near the Earl of Cumberland’s watering-place 
on the River Plate, that is, close to where 
John Drake was wrecked in 1682. He ap- 
pears to have returned to England in the 
Clifford. 

[Hakhiyt’s Principal Navigations, iii. 469 et 
seq., 727, 772.] J. K. L. 

PHILIPS, NATHANIEL GEORHE 
(1795-1831), artist, was the youngest son of 
John Leigh Philips of Mayfield, Manchester, 
where he was born on 9 June 1795. His 
father, besides gaining great popularity as 
lieutenant-colonel commandant of the Man- 
chester and Salford volunteers, formed a re- 
markable collection of books, -pictures, and 
other works of art which, on his death in 
1814, were dispersed at a sale that extended 
over nineteen days. Philips was educated 
at the Manchester grammar school, and after- 
wards entered the university of Edinburgh, 
with the intention of qualifying for the 


medical profession. "While pursuing his 
medical studies he made the acquaintance, 
among many brilliant men then resident in 
Edinburgh, of Sir William Allan [q. v.] and 
other distinguished artists of the Scottish 
school. By their advice he ultimately adopted 
art as a profession. 

The possession of a moderate competency 
enabled him to prepare himself thoroughly 
for his new vocation. In 1824 he went to 
Italy for three years, and so greatly was his 
talent appreciated in Rome that, on the 
death of Fuseli, he was, in 1825, elected to 
fill his place as a member of the academy of 
St. Lu]^e. On his return to England he 
settled in Liverpool, where he worked in- 
dustriously. He exhibited landscapes at the 
Liverpool Academy and the Royal Manches- 
ter Institution. The work by which he is 
best remembered is a series of twenty-eight 
engravings on coDper, many of them beauti- 
fully executed by himself from his own 
drawings, of old halls in Lancashire and 
Cheshire. These were originally issued in 
1822-4, and there is some doubt if more 
than twenty-five were then printed. All 
were reissued in book form in 1893, ‘with 
descriptive letterpress by twenty-four local 
contributors’ anci a memoir of the artist. 
Philips, who also practised etching, died un- 
married at his residence, Rodney Street, 
Liverpool, on 1 Aug. 1831. His work is 
remarkable for accuracy, and is bold and 
masterly. A drawing, in sepia, in the pos- 
session of the writer, depicts the Windmills 
at Bootle near Liverpool. 

A portrait of Philips was introduced by 
Sir William Allan, P.R.S.A., in the prin- 
cipal group of his picture ^ The Circassian 
Slave.’ 

[Manchester School Register (Chetham Soc.) ; 
Mem. hy W. Morton Philips in new edition of 
N. Gr. Philips’s ‘ Views,’ 18D3.] A. N. 

PHILIPS, PEREGRINE (1623-1691), 
nonconformist preacher, was born at Ain- 
roth, Pembrokeshire, of which parish his 
father was vicar, in 1623. He was educated 
first at the grammar school, Haverfordwest, 
afterwards by Sir Edward Harley’s private 
chaplain at Brampton- Bryan, Herefordshire, 
and then by Dr. William Thomas (after- 
wards bishop of St. David’s). He proceede d 
to Oxford, but the outbreak of the civil war 
soon put an end to his studies. He now 
took orders, acted for some time as curate to 
his uncle, Dr. Collins, at Kidwelly, Carmar- 
thenshire, and then received the rectory of 
Llangwm and Freystrop in his native county. 
His talents as a preacher in Welsh and Eng- 
lish soon attracted the notice of the puritan 

N 2 
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of th*‘, district,, who ]mK*.uvo(l for 
him tlio living's of Monkion, vSt. Mary’s, Ikmi- 

I) rok(s and Ooslu\Mtort. lie preached regularly 
every Sunday in his churchi'.s, ami in UMS, 
at (Irom well’s rotpiest, diseo\irs(Ml to the 
oirua^rs (uigaged in the siegt*. of IVmhroluu 
Throughout tlu^ (kmunonwealtli p(nno<l lu^ 
h(dd an inlhunttial ])Osili(m, being a member 
of the county committee which dimlt with 
''scandalous’ ministers. He ndhstal to con- 
form in l(Hi2, lUTonlingly lost his livings, and 
aetthul at Dredgmau Hill, a farm tu'ar Haver- 
fordwest, let to him hy his trumd Sir He.r- 
bert, INutoI of Ilarrold'ston, vvlnu'e he sp(mt 
the rest <if his lili* as a nonconformist preaclnu*. 
Duritig the. rcigu of ( 'harlt^s 11 he was sub- 
ject to much piH*s(Huition, sutreriug imprlson- 
meut twic(‘; nt'vt'rtludi'ss he continued to 
pnmeh at ev(U'y opportunity, and his honsn 
was r(*eor<hal as a congrt^gut-ionalist pnaudn- 
ing station under the tirst Dindaraticm of lu- 
(lulg(nt(‘j^ (lb7:ih Tluu’hundi he had formtsl 
in ll)t)H is nnmthnu'd in the list drawn npby 
Henry Maurice of Abergavenny in 1(17-5. On 
tlu‘, isstie of tb(^ second Declaration of ludul- 
genc(^ (l(iS7) Dhilips again took out- a licensi^ 
for his own houstMUul another in Haverford- 
west, atid pnniched in tluwe tmtil Ids death 
on 17 S(‘pt. l(k)h Though fearless and in- 
deJatigable in lus work, h(‘. was rtvlvomal a 
moderate man, and ' took no small jdeasnre/ 
says (^damy, ‘ in rtaiouciling ddreren(;(‘K.’ 

((hhuny*s Nonconfonnists’ Memorial, ed. 
Talmer, 1775, ii. (121) -J12 ; Rcch’s Protestant 
Nouconfonuity in WahH, edit. 1885, pp. 178, 

II) 2, 225-8. J J, K L. 

PHILIPS or PPIILIPPI, VKTKR or 
IMdiVrUO { Jf, 1 5*S()«-1( 12 1 ), musical composer, 
w-as born in England, Imt spemt his life on 
the cont ineut* lie was organist at Bethuno 
in Elanders, anti later becann^ omi of tlu* 
thret^ organist.s to the Archduke Albtu-t and 
Archdnehc-ss Isabtdla, who were regents of the 
Nethcrlamls from 1596 to 162L < )n 9 March 
1610 Philips was appointed canon (»f St. 
Vincent’s, Soigniea, In 1621 he was -'jnwmt 
at the funeral of the artduluke (a^’KTis). 
Peacham dea(5ribe8 lumas ' one of the greatest 
masters of music in Europe.’ Barney cnjdits 
him with being an early writer of the regular 
fugue on one subject. 

lie published many works at Antwerp, 
including; 1. Contributions to 'Melodia 
Olympica di diversi eccellentiasiini musici a 
4, 5, 6, 8 voci/ 1591, reprinted in 1594 and 
Kill. 2, 'Ilprimo libro di Madrigali a 6,^ 
1596. 6. ^Madrigali a 8/ dedicated to Sir 
"William Stanley, 1598-9. 4. ‘11 secondo 

libro di JMadrigali a 6,’ .1 603-4. 5. ‘ Gantionea 
Saewe a 6,' 1612, 6, ‘ Oantiones Sacrce a 8/ 


1613. 7. Mlmumnlu' Sacne., a 2 3# vocfgcum 
basso coni inuo nd organum,’ 1(51.3 M, 1(521. 
8, * n(di(‘i}e Same hiids (d- tends vocibus/ 
1622. 9. * Litaidie B. V. M, in eeeli\sia Loro 
tana cani solitjc, a d, 5 , 9/ 1(52 3. ll), hPara- 
dis\is Haeris Canlioidbus a 2, 3, cum basso/ 
1628 .^ 

A little (h'volitutal hook, ‘ Les Uossignola 
spirituels,’ (jf which llu‘ hymns in two and 
f(utr parts W(‘re founded on the hannonies of 
Philips, was puhlishml at Valemdenm's, 1616 ; 
Philips’s M) Pastor adenuP is in Jtnvadl’s 
Mottett hook ; Hawkins re])rin(.(ul the madri- 
gal ' Voi vohd.(P ( Hist, p. 483) ; Simpson has 
some, of Philips’s pieces in the ‘lahdcon- 
Hort,’ an<l ' Anmr (die vnni’ has btsm re-(uUted 
hy Mr. Bar<day S(pdn*, 1890. 

Manuscript music, liy Pldlius is intlu^ Bri- 
tish Mus(mm Addit. MSS. 1-1938, 178t)2 '5 
(among puauss hy old h'mglish (‘omposers a 
' Pat(n* nost(U‘’and ‘Sanetc Dmis’ by ‘Masti^r 
Philip van Wilder,’ pn^sumably meant for 
Philips), 18938, 293>(56, 31390 (lift lam pii'ces). 
Among 1 lumdrginal musics at tiu* Irit/Avilliam 
Mu.siuim, (’nmbridgt*, tluua^ is a pavau dated 
1580, said to !)(•( Mht‘ tirst om^ Philips made/ 
S(W'(*rnl of his pi(aa^s for tlu^ Int.i^ an^ in the 
BoyaH-oihge of Music (No, 19(54 in lUrsK’s 

AnotluT musician, Uoni-MtT Pnintw (JL 
15-13 1559 F), is said by Foxi* to have been a 

f enthmmn of the King’s chapid at Windsor. 

oxe describes Ildllps as hso notable a sing- 
ing man (whendm lie gloried) that wlu^re- 
HiKWi^r ln‘ came. the. la^st and lougi^st song, 
with most count(m v<a’st‘s in it-, should be sett 
up at; his coming,’ Wldh^ at Windsor, Foxo 
contimies, ‘ against his (‘oming to the an- 
them(^,ahmgsong was set upcalhal “ Laudato 
■vivi.” In which song then^. was one counter 
v(*rse toward the mul, that ht^gun on this 
wise, “() RedengdriJc, O Sal vatrix,” which 
verse of all otlnu* Robert Philips would sing, 
hecaiiHo he knew that (a hdlow member of 
the choir nanuHl J Ti^st-wood taiuld not abide 
that dittie. Now dVsl.wood joymnl with him 
at the otln^r part; and whmi he heard R, P, 
begin to fetch lus llourishwith "0 Redemp- 
trix et Salvat-rix,” n^piaU lngt-he same in one 
anothors’ ni^cks, ’festwood waa as q^uick on 
the other side to anawi^r him again with 
“ Non R<»demj)trix, nec Salvatrix,” and so 
striving there with "()” and “Non,” who 
should have the masterie, they made an end 
of the verse. , . . Itobert Philips, with 
other of Testwood’a enemies, were aore of- 
fended ’ (PoXB, AcUf V. 469), 

[Burney’s Hist. iii. 86 ; Pcacham's Compleat 
(Stentleman, p. 102 ; (Iwlxir’a Mnsik-lwicon, 
Theil in. col G95 ; F^tis^s Biographie, tom. vii. 
p. 38 ; (Slrove’s Diet. ii. 705.] L. M, M. 
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PHILIPS or PHILLIPS, PICHARL 
(lot) 1-1751), governor of Nova Scotia, was 
born in England in 1061, and seems to have 
entered the army as lieutenant in Lord Mor- 
peth’s regiment of foot on 23 Feb. 1678. He 
served under William III in the war against 
James, and was present at the Boyne in 1690. 
Later he was commissioned to raise a regiment 
for service in New England, and was made 
its lieutenant-colonel in 1712 ; this regiment 
was afterwards the 40th foot. In 1717 he 
seems to have administered the province for 
some months, but returned to England before 
1719, when he came out with a commission, 
as ^ captain-general,’ and with instructions 
to form the first separate council of Nova 
Scotia. He stayed at Boston from September 
1719 till 6 April 1720, and was honourably 
received as the new governor (Sewall, 
Diary), 

On his arrival at Annapolis, Nova Scotia, 
in April 1720, Philips found some difficulty 
ill forming his council. lie composed it 
largely of his own officers without reference 
to their military rank; this led to internal 
dissensions, which hindered Philips from 
dealing efiectively with the discontent of 
the French settlers. The latter refused to 
take the oath of allegiance to the governor, 
and thus set on foot wdiat is known in his- 
tory as the Acadian affair. Philips seems 
to have inclined towards coercing the dis- 
affected Frenchmen, but was discouraged 
by the home authorities. In 1722, accord- 
ingly. he went home for further instructions, 
leaving his lieutenant, PaulMascarene [q. v,], 
to continue the struggle. He had returned 
to Annapolis by 1729, and came to a better 
understanding with the Acadians, making a 
beginning of local government for the French 
inhabitants, lletnrning again to England 
after 1730, he remained nominally governor, 
but neglected his duties. His depuiy, Mas- 
carene, according to his own account, could 
not properly attend to the needs of the troops 
because of ‘ the parsimony or peculation of 
Philips.’ Philips apparently became a gene- 
ral before he resigned the government of Nova 
Scotia in 1749. He died in England in 1761. 

[Collections of Massachusetts Historical So- 
ciety, passim; Nova S'-otia Historical Collections, 
vol. ii. 22-4, V. 69-76 ; Hali burton’s History of 
Nova Scotia, i. 98 ; Brake’s Bietionary of Ameri- 
can Biography ; Winsor’s Hist, of America, v. 
122, 409-10.] C. A. H. 

PHILIPS, ROBERT {d. 1660?), con- 
fessor to Queen Henrietta Maria, and an ora- 
tor i an or father of the Oratory, is described 
as of Scottish origin. He was attached to 
the service of the queen after the expulsion 


I of her French priests and attendants in Au- 
gust 1626. He left Rome for England in 
order to take up this position on 29 Aug. 
1628, in company with Father Henry Morley. 
lie seems to have possessed influence over 
the queen, and it was to him that she appealed 
to intercede with the pope for aid against the 
Long parliament in 1640. Philips represented 
to her, as the pope’s nuncio Rossetti had 
already done, that help could not be given 
unless her husband were a catholic. lie 
afterwards informed Rossetti that the queen 
had promised him that, if the pope would 
send her money, the king on regaining his 
authority would grant liberty of worship in 
all his kingdoms. These negotiations, in which 
the queen was probably the only serious par- 
ticipator, became known by rumour to the 
House of Commons, and were construed 
by them to signify a ^ popish plot.’ Early in 
1641 a letter from Philips to his friend and 
fellow-oratorian Walter Montagu [q.v.] was 
intercepted, and he was sent for by t ae hoiise. 
Having managed to evade the first summons, 
a warrant was issued for his arrest. But 
when the sergeant-at-arms arrived at his 
rooms in Whitehall, Philips was not to be 
found. On the following day, however, 
25 June 1641, by the king’s direction, he ap- 
peared before the house, and excused his pre- 
vious non-appearance on the ground that the 
warrant was in the name of Francis Phillips 
(the name of another of the queen’s priests). 
After some delay he admitted the authen- 
ticity of the letter. Subsequently articles 
of impeachment, containing a number of 
vague charges, such as that he had attempted 
to pervert Prince Charles and was, together 
with Sir Tobie Matthew [q. v.], a secret emis- 
sary and spy of the pope, were exhibited 
against him. Richard Browne, the English 
ambassador at Paris, reported that Richelieu 
was much displeased by the mention made of 
his name in these articles. The articles were 
ultimately allowed to drop, as was also the 
proposal, substituted by Pym, that PhiU])s 
should be banished as 'tending to prejudice 
the state,’ together with the queen’s capu- 
chins. Philips was merely ordered to hold 
himself in readiness to appear again when 
sent for. The lords’ committee summoned 
him on 2 Nov. 1641 to be sworn and ex- 
amined ' touching state matters ’ by the lords’ 
committee. Thinking that some one had be- 
trayed the secret of the queen’s negotiations 
with Rome, he raised the preliminary objec- 
tion that the English hible was no true bible, 
and that he could not be sworn on it. Thelords 
committed him to the Tower. There it was 
stated that numerous catholics resorted to 
see him. During the montli the queen wrote 
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a diplomatic letter to the ypeaker on hip be- 
lialf. In December, upon his own petition, 
he was removial to Someryet OouHe, on con- 
dition of luK not Kttbiig lUMir the court. Sub- 
sequently, in March HU2, he and another 
pn(\‘4t accompanied Ihmrietta Maria to The 
Hague, Foley etatoH that ho died at Paris 
about I dot) at. a ripe old age, 

[Nahon'H Collection of Ailairn of .State, !i. II 10, 
316, 50 «, 61)7, G06, (11)1 ; UuMlnvortb’H Collections, 
jv, 301 ; LottiO'H of Queen nenriefta Maria, <Hh 
Green, p. 61) ; PnnsifUii’a MemoirH. p. OO ; Foley’s 
BecoKls, V, 1008 ; Clarendon Kehollion, v. 183- 
184; Ganlitier’y Ilist. vole. ix. x, ; Cal. Stato 
Fapow, Dom. Httl-Ih] T. 8. 

PHILIPS, ROWLAND (fl IdllH P), war- 
den 01 iderton Ooll(‘gc, way educated at Oritd 
College, Oxford, and was proctor of the 
univeryity in 149(5, fie lu'canu^ a ^gr(‘at 
divine and a r('nowned clerk, ’Inungf^yptHually 
famed aw a pn^acher. 11(5 held tlm r(5(‘tory 
of Stu JMargand; PuttiuiH until 1015. Oii 
14 Aug. 1517 he way a))poiuted nador of 
St. MichaeVy, Cornhill, and on 28 Nov. fol- 
lowing prebendary of N^^andon in 8t. l^auhH. 
In 1521 he way electisd ward(5n of INhu'ton, 
lading th(^ lirnt wardtin who wan ncit.he.r 
scholar nor fellow of the Colh^ge pn^viouHly, 
lie was admitted D.I), 2 June 1522, and 
becanuj vicar of Croydon in the sanu' year. 

Philipy took a promim^nt part in convoca- 
tion in 1525 in opposing Cardinal Wolst^y^s 
proposalR for a subyidy. prcacbed at the 
fuiuu'al of Thomas Kuthal, bishop of Durham, 

‘ in St. John Baptist Chapid adjoining the 
Abbey of ’VVeHtminster,’ in 1522. In 1524 
he was made precentor of Hereford CatluMlral 
(26 Nov.) At the end of that v(5ar he ollen^d 
to resign his war(hmshin of hlerton on con- 
dition that Dr. MoscroliVs name should bo 
among the three to be yubmittod to the 
visitor in his place, but on the fellows re- 
iecting this compromisB ho r(‘signed abso- 
lutely in 1525. tlis religious opinions were 
not those of Cromwell lie n^signed the 
rectory of St. Michaera, Oornhill, and the 
vicarage of Croydon in May 1558, receiving 
a pension of 121 in consideration of his ad- 
vanced yt^ars, lie probably died in the same 
year (JN'BWOOTOt, 1, 185, 4BS). 

[Wood’s Athonsa Oxon. ; Manuscript Records 
of the Wardens of M(5rton,* Brodrick’s Momorials 
of Merton Coih^ge, oHp. pp* 61, 168 ; Dugdale’s 
Monasticon; Diidd’s Ohureh History, i. 209; 
Letters and Pap(3rs of Henry VIII, 1522-88, 
passim; Garrows Croydon, p. 298 ; Foster’s 
Alumni] C. E. B. 

PHILIPS, WILLIAM (d, 1784), dra- 
matist, was eon of George Philips of London- 
derry [q.v.], and at an early age applied himself 


to writing for the stage. A traginly, entitled 
*The licv(Migc4ul()uc(m’ (London, 1(598, Hvo), 
act<‘d at Drury Lane in 1(598, is th(5 first 
a.ycribedto him. The subj(H‘t was taken from 
Machiavelli’y ‘ History of Florence,’ and the 
ftCtme was laid in Verona. The piece has 
r(.5seml)lanc(5H to D’Avimant’sl^lbovine, King 
of tlui Lombards/ of which Philips, in the 
‘■)rint(Ml edit ion, says he was ignorant until he 
!iad (!ompb4(al his (ywnwork (Henust, JUH, 
Aa'otatt^n, 142), Philips’s iU5Xt play was ^ Kt. 
Steplu^n’s (5ri'(5n, or tiny (hmerous L(5V(5rs/ a 
comedy in live acts; it. was perform(5d at the 
Tluaitrc^ Uoynl, Dublin, and printed in that 
city in 1700. In tb(5 last act a muskail 
dialogue in v(5rH0 was introdiuanl; the scene 
thnmghout was in Dulylin. Tlu5 author, in 
a dedu'.ation to William O’Brii^n, earl (yf 
Inchhpun, numtiotuHl that tiny nlnybad !)(5(5u 
! favouralyly nHuavtul by the. public. ( Jopi('Hof 
' this W(yrk any rany. A t ragiydy, by Philips, (ya- 
titded ‘Hibernia hnnul/ was protluc.(‘d with 
su(!cesH, (yn L5 F(4). 1722, at tluy 4’lu‘atre 
Itoyal, Limytyhfs Inn Fiehls, and ])uhliHhed 
in 8vo, London, 1722. Tluy subject wns 
th<y lib(,yrati(yu of Inyland and its nKynar(‘h, 
O’Jlritm, fnym tluy tyranny eyf ‘Tnrgvsius,’ a 
Danish invadi'r, Tluy captuny and deaths <yf 
the Daiu' and Ids asstyciatcys wtyny riyjyrtyHeutial 
to have lus'n (‘Htycted by armed y(yung num, 
atlinal ns nuddtms. The part of* Turgesius’ 
was act(Hl by (J.idn, wluy also s^yokey tluy pny- 
logius and *tht‘ (ypilogtuy was d(4iv(‘nyd by 
Mrs. Dullock (a lii. 79-80). Philips (hali- 
cntial this play To Henry O’Brien, earl of 
ThomoiuL On 14 April 1722 another of 
ldiilips’Htrngedi«‘H/ 11(4 isarius ’(Loudon, 1724, 
8vo), was pt'rfonned at Limycyln’s InnFitdds, 
and r(yp(yatod six tinuys. It contains the 
line, s])oktyn by tluy hero, ^ Who will give an 
obelus to reli(JV('my wants F’ whicdi seems to 
havty bec.ome a slang phrase in tluy fyrm ‘Give 
a ptynny to BHisarius tluy gfyiuyral’ Giblxm 
(|U(yt<iS tluy exprtysBicyn in his accayunt of Bell- 
sarius, and says it is due to an lustorical 
misconcetytion {ib, iii. 140-7). Another tra- 
gedy, * Alcanuynes and M(in(yli]ypa,’ is ascribed 
to Philips in William Myyars’a ‘Catalogiuy of 
Plays’ (1718). He died on 12 Dec, 1784 
- (Gml Muf/. 1784, p. 708). 

[Ware’s Writers of Iivyland, 1746; Biqgraphia 
Dratnatien, Loiubyn, 1812; O’Donogbae’s Boots 
of Ireland, p. 204 ; Plays liy Philips.] J. T. G. 

PHILLIMOEE, OREVILLK (1821- 
18B4), divine and author, born in London 
on 5 Feb. 1821, was the fifth son of Joseph 
Phillimore [q. v.], rt'gius professor of civil 
law, and brotnerof Sir Robert Jqseoh Philli- 
more [q. v.], judge of the admira.ty court. 
He was educated siiccessively at Westmin- 
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ster Scliool, Charterhouse, and Christ Church, 
Oxford, where he graduated B.A. in 1842, 
and M.A. in 1844. Taking holy orders, he 
WHS curate successively at Henley-on-Thames 
and at Shiplake. In 1861 he became vicar 
of Dovvn-Ampney, near Cricldade, and in 
1867 he returned as rector to Henley, where 
he remained until, in July 1883, he accepted 
the crown living of Ewelme. There he died 
on 20 Jan. 1884. He married, on 10 April 
1857, Emma Caroline, daughter of Captain 
Ambrose Goddard (1779-1864) of the Lawn, 
Ewindon, M.P, for Cricldade from 1837 to 
1841. 

Phillimore was joint editor, with Hyde 
'VVyndham Beadon and James Russell Wood- 
ford (afterwards bishop of Ely), of the ‘ Parish 
Hymn Book,’ first issued in 1863, to which 
he contributed, besides translations, eleven 
original hymns, several of which have been 
reprinted in other collections. His 'Paro- 
chial Sermons ’ were published in 1856 (Lon- 
don, 8vo ; 2nd edit. 1885), and he was author 
of ' Uncle Z,’ a story of Triberg, in the Black 
Porest (1881), and ‘ Only a Black Box, or a 
Passage in the Life of a Curate ’ (1883). A 
memorial volume, printed at Henley in 1884, 
and edited by his daughter Catherine, con- 
tains his hymns and a few sermons. 

[Poster’s Alumni Oxon. 1715-1886; Julian’s 
Dictionary of Hymnology, p, 803 ; Times, 
22 Jan. 1884 ; Guardian, 30 Jan. 1884; Burke’s 
Landed Gentry, p. 773; Phillimore’s Works in 
British Museum.] T. S. 

PHILLIMORE, Sin JOHN (1781-1840), 
captain in the navy, third son of Joseph 
Phillimore, vicar of Orton-on-the-IIill in 
Leicestershire, and brother of Joseph Philli- 
more [q. V.], was born on 18 Jan. 1781. He 
entered the navy in the spring of 1796, on 
hoard the Nymphe frigate, with Captain 
George Murray (1759-1819) [q- v.], and was 
present in the action off Lorient on 23 June 
1796. In 1796 he followed Murray to the 
Colossus, and was in her in the battle of Cape 
St. Vincent, and when she was wrecked 
among the Scilly Islands in December 1798. 
He was again with Murray in the Edgar in 
the Baltic, but having been sent to the Lon- 
don, Sir Hyde Parker’s flagship, to pass his 
examination, waf^ in her when the battle of 
Copenhagen was fought. He was then acting 
as signal-midshipman, and made the cele- 
brated signal to Nelson to discontinue the 
action. The first lieutenant of the Edgar 
having been killed in the battle, Phillimore 
was promoted to the vacancy ; he was after- 
wards in the London, the Spartiate, and the 
Gannet sloop, and was made commander on 
10 May 1804. In October 1806 he was ap- 


pointed to the Cormorant armed ship in the 
North Sea, and in September 1806 was moved 
to the Belet te, a fine 18-gun brig, on the Downs 
station and oft' Boulogne under Commodore 
Owen. In the spring of 1807 he convoyed 
three storeships to the Baltic for the relief of 
Colberg, then besieged by the French under 
Augereau. The Belette afterwards joined the 
fleet under Admiral Gambier at Copenhagen, 
and, as a mark of the admiral’s approval of 
Phillimore’s services, was sent to England 
with the despatches. Accordingly Philli- 
more was advanced to post rank on 13 Oct. 
1807, but remained in command of the Belette, 
which returned to the Baltic, and in February 
1808 brought Lord Hutchinson to England 
from Gothenburg. For some months in 1809 
Phillimore commanded the Marlborough in 
the Scheldt, and in June 1810 was appointed 
to the Diadem, a 64-guii ship, employed as 
a trooper with a reduced armament. The 
navy board therefore gave orders for her to 
be on the establishment of a 32-gun frigate, 
with a ludicrously insufficient Bupply of 
' stores. Phillimore’s protests were in vain, 
until, after pointing out that the paint was 
barely half of what was required, he begged 
to be informed •which side they would like 
to have painted, the starboard or larboard. 
It was in the course of this correspondence 
that Phillimore, noticing that the commis- 
sioners signed themselves — as used to be the 
custom for a superior office — his ‘ affection- 
ate friends,’ signed himself in his reply as 
their ' aft'ectionate friend,’ for which he was 
promptly reprimanded. Phillimore acknow- 
, ' edged the letter, and signed himself ' no 
longer your affectionate friend.’ For the 
next three years the Diadem was engaged 
in carrying troops or prisoners to or from 
the peninsula, and in May 1813 Phillimore 
was appointed to the Eurotas, a 4C-gun 
frigate carrying light 24-pounders on the 
main deck. During the year she was attached 
to the fleet off Brest; in January 1814 she 
was sent off Lorient to watch three frigates 
reported as ready for sea. On a dark night, 
with a strong easterly wind, they ran out 
and away to the westward. Iffiillimore had 
anticipated their sailing, and the next morn- 
ing had them still in sight. After chasing 
them for three days he lost them in a fog, 
and, being short of provisions and water, 
returned to England with the news of their 
escape. By the beginning of B’ebruary the 
Eurotas was again at sea, and on the 25th 
fell in with the French frigate Clorinde of 
nominally equal force. The Clorinde had 
more men, and it was a question whether 
her heavy IS^pounders were not more effi- 
cient than the Eurotas’s light 24-pounders, 
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Tlio acliou wliirli folUwtHl wiw oiipot* tlin 
nioHt (Mjnul and Htuhbum during tho war. 
By nightfall tlu) Burnt uh wan nomjdattdy 
di«naHl»(Hl; thn ( Unrindu had gavt. nf har Ihrt''- 
mast Htanding and drifted away, Sh»^ wan 
not, however, loat night of, l^liillimon' had 
h»Mni tnoHi dangeronHly wonndial and wan 
below, hut by tiie exert ioim of the lirnt li(ni- 
t(mant,\vluunnonung eatne tljo BurotnawnK 
jurv«rigged and going tlvi^ knota and a half 
towards the einuny, whieh wan Htill in the 
aainoKtati^ an on tire pnndouH evtuung. It. 
wan a nanarkabh^ bit of Heanuuuship, and 
niUHt hav(^ hal to a brilliant ain'oeHu; but, 
unfortimattdy for PhilUinore, the BngliHh 
frigati' lirvnd and (In' Ae.hutim hIoo]) eanio 
in nighU and on tlielr elosing thetdorinde 
ahe Hlruek to an t'vidiud HUpi'riority of force, 
(hi d diuu^ IHlo IdiilHinore wu.H uoininatial a 
(kB.,hut hie woundn rendenul him for some 
yearn ineapnhle of active serviee. Iti April 
lH;jO he ae.eepted the command eft he Willinin 
and ,Mary yatdd, at the dispo.Mul of t he lord 
lieutenant of Ireland, Karl Talbot, hy whom 
be was knighted. In March h(' was 

appointed to the Tludis frigate, on a roving 
commission to Mi'xico and the West Indies, 
coast, of Africa, Kouth Ammnea, and the 
Alediterranean. 

On one of BiiiUImore^s short visits to 
England during this tinu' his attention was 
cel.ed to the account given in dames’s 
^Kaval History ^-«-t;hen newly puldi, shed of 
the ad ion hid.ween the Kurotas and (‘llorindi', 
which he conceived retleeti'd injuriously on 
the discipliue of the Kurotas. ’'I'he stat t‘me,iit 
was, in ellhct, that the :24*-ponnders did not 
do as much (‘xecution as had been do^(^ in 
other aotioTiH by 18-pouu(lers, and that the 
ship had he.en long enough in commission 
for her men Uo have been taught a lew 
practical rules of gunnery,’ Phillimon^ got 
forty-tfight hours’ leave, went up to London, 
and, armed with a stout cauie, called tin 
James and administered a Bound thrashing, 
in coraiicnsation for which he afterwards 
paid ICC)/, hee Jamwb, WinnTAM {d 1827)’;, 
A better linown incidtmt, still often told, 
occurred on the honnward voyagti of the 
Thetis from Ctipe (-oast Casthi, wliore she 
had taken an elfective part against the 
Ashantees. In August I8‘24 she put into 
Bt. Michael’s for Bupplies for the sick, when 
the English residents requested Phillimore 
to have the English buriaLground cotiso- 
cruted, Phillimore at once consented, and 
sending for the chaplain gave him an order 
to consecrate it the next day at noon. The 
chaplain demurred, and erdained that only 
a bishop could consecrate. ’hereupon Philli« 
more gave Mm an acting order as bishop of 
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St. MicluudV.and t lie ground wnsconseenited. 
In the following year tlu‘ Tlu'lis wmit up 
tlu' Mediterramuui, caiTviug the I'lngllsh am- 
hassudor t.o Naples, and on tlu^ homeward 
voyag(‘ put into Hihraltar, just in time to 
CHtahlish a chum to the jurisdietion of the 
port, in it.H widest smise, Seve.nf iHui English 
merehant, slu]».s, blown from their anchors in 
a viidmit gale, had been drivmi on shon* at 
tin* head of tlu^ hay, on Spanish territory, 
and \v(*n* chumml hy tht» Spuni^dl eoniman- 
<hint at Alger.iras ns coming under his autho- 
rity. This claim Bhillimore refused to allow, 
ami leading in the Thetis’s hnats, manned 
and nrnu'd, tlrove olV the Spanish t roups who 
liml lin'd on the salving parly, Ihir this 
servici'^ in salving tlu* cargoi's Kliillimore re- 
ceived a letti'r of thunks from t.ln^ nuu'ehuiits 
of Hihraltnr, and nfterwnnls from Lloyd’s; 
hut its principal hnportnma* is as a ]jrec('-. 

I <lcnt, which has las'ii rei'orded for tlu^ guid- 
' ance of the senior <ilheer at Hihraltar, It 
was during this commission of tlu* Thetis 
that Phil limore, wit h tlu* eonsenl, of tlu* ad-, 
miralty, tentativt'ly rediu’ed the ration of 
rum from half a pint to oni* gill, paying the 
men suvings-price for (lu^ other gill. Tlu» 
good elfeets of this n‘dnction, which was, in 
tlu* lirst instance, perftu’tly viduntary on flie 
part of thenu‘n, were so evident that it was 
permanently adopted hy the admiralty in 
July IHiM. To PhiHimore wen^ also due 
other changes for tlie comfort and improvi^- 
ment of the seamen, among which may he 
count(*d the paynu*nt of a monthly advanei*, 
actually adopted on hoard the Thetis, (hip- 
tain Drinv, who servi'tl with him in tumry 
ship he command(*d, lias re<*ordt‘.d that Mus 
mind was constantly t'uiployed^ in en(h*a- 
vouring to ameliorate, the condition of his 
fellow-cri'atureH, hut particularly British 
Bcammi;’ that he was ‘ a kind protector to 
those ovi'rwhom lu^ xvns phumd in authority 
. . , but less agn*eahh' to those under whom 
he Nerved,’ ’liu^ Thetis xvas paid oil’ in No- 
vember 18:1(1, and PhiUimorc had no further 
service. 

He settled in a cotfngf^ on tln^ Tliaim^s 
near Maidenhead. The wound which he had 
receivwl in the action with the Olorinde had 
never ceased to cause him unensinesB, and 
of the ellects of it lie eventually ^dietl on 
21 March IBK). He was buried in Bray 
churchyard. 

In IHJJO he married Catherine Harriet, 
daughter of Kear-admiral Itaigorsfeld. She 
survived him a few months, and was buritHl 
b(*.side him. He left issue, bosidi^s four 
daughters, two sons, of whoin the youi^er, 
Henry Bouchier, died an admiral and O.B. 
in 1803. 
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[Memoir by Captain Andrew Drew, R.N., in 
the United Service Magazine, June 1850; Mar- 
shall’s Eoy. Nav. Biogr. y. (Siippl. pt. i,) 242; 
Gent. Mag. 1840, i. 652; information from Ad- 
miral J^ir Augustus Phillimore, Sir John’s 
nephew.] J. K. L. 

PHILLIMORE, JOHN GEORGE (1808- 
1866), jurist, eldest son of Joseph Philli- 
more [q. V.], was born on 6 Jan. .808. He 
was educated at W estminster School and at 
Oxford. On 28 May 1824 he matriculated 
from Christ Church, of which he was faculty 
student, and graduated B. A, in 1828, having 
taken a second class in the classical schools ; 
he proceeded M.A. in 1831. 

Erom 1827 to 1832 he held a clerkshij) in 
the board of control for India, and on 23 Nov. 
in the latter year was called to the bar at 
Lincoln’s Inn, where he was elected a bencher 
in 1851. In 1850 Phillimore was appointed 
reader in civil law and jurisprudence at the 
Middle Temple. In 1861 he took silk, and in 
the following year he was appointed reader 
in constitutional law and legal history to the 
Inns of Court. He represented Leominster 
in the liberal interest in the parliament of 
1862-7, and spoke with ability on free trade, 
law reform, the ballot, and similar topics. 
He died on 27 April 1865 at his residence, 
Shijjlake House, Oxfordshire. By his wife 
Rosalind Margaret, younger daughter of Sir 
James Lewis Knight Bruce [q. v.], he had 
issue an only son. 

Phillimore was a learned jurist and a man 
of large culture. His writings, all published 
at London (8vo), are as follows : ^ Letter to 
the Lord Chancellor on the Reform of the 
Law,’ 184G. 2. ^ Thoughts on Law Reform,’ 
1847. 3. ^ Introduction to the Study and 
History of the Roman Law,’ 1848. 4. ^ An 
Inaugural Lecture on Jurisprudence, and a 
Lecture on Canon Law,’ 1861. 6. ‘Principles 
and Maxims of Jurisprudence,’ 1866. 6. ‘ In- 
fluence of the Canon Law’ (in ‘Oxford 
Essays’), 1868. 7. ‘Private Law among the 
Romans,’ 1863. 8. ‘History of England 

during the Reign of George the Third ’ (one 
volume only), 1863. 

[Barker and Stenning’s Westminster School Re- 
gister; Welch’s Alumni Westmonast. ; Foster’s 
Alumni Oxon. and Baronetage ; Times, 27 April 
1866 ; Haydn’s Book of Dignities, ed. Ockerby ; 
Members of Parliament (Official Lists); Law- 
Times, 6 May 1865; Gent. Mag. 1865, pt. i. p. 
802.] J. M. R. 

PHILLIMORE, JOSEPH (1776-1866), 
civilian, eldest son of Joseph Phillimore, 
vicar of Orton-on- the-IIill, Leicestershire, by 
Mary, daughter of John Machin of Kensing- 
ton, was born on 14 Sept. 1776, He was edu- 
cated at Westminster School and Oxford, 


where he matriculated from Christ Church 
on 30 May 1793, graduated B.A. in 1797, 
B.C.L. in 1800, and proceeded D.C.L. in 1804. 
Besides prizes at Christ Church for Latin 
verse in 1793 and Latin prose in 1798, Philli- 
more gained, in the latter year, the university 
English essay prize by a dissertation on 
‘ Chivalry,’ printed in the ‘ Oxford English 
Prize Essays,’ Oxford, 1836, vol. ii. 

Admitted a member of the College of Ad- 
vocates on 21 Nov. 1804, he practised with 
success in the ecclesiastical and admiralty 
courts, and in 1806-7 was commissioner for 
the disposal of Prussian and Danish ships 
seized by way of reprisals for the violation of 
the neutrality of Hanover by the Prussian 
government, and the submission of Denmark 
to France. In 1809 he succeeded Dr, French 
Laurence [q-^-] as regius professor of civil 
law at Oxford, chancellor of the diocese of 
Oxford, and judge of the court of admiralty 
of the Cinque ports. On 17 March 1817 
he was returned to parliament in the 
Grenville interest for the borough of St. 
Mawes, Cornwall, vacant by the death of 
his friend Francis Horner [q. v.] ; he con- 
tinued to represent it until tue dissolution of 
2 June 1826. Tie w-as then (9 June) re- 
turned for Yarmouth, Isle of Wight, but did 
not seek re-election on the dissolution of 
24 July 1830. 

Phillimore was one of the original mem- 
bers of a short-lived third party formed in 
1818. During his brief parliamentary career 
he distinguished himself by his able advocacy 
of catholic emancipation and his luminous ex- 
positions of international law. He was placed 
on the board of control for India upon its re- 
constitution on 8 Feb. 1822, and held office 
until the fall of Lord Goderich’s administra- 
tion in January 1828. On 23 Jan. 1833 he was 
named principal commissioner for the final 
adjudication of the French claims under the 
treaties of 1816 and 1818. He also presided 
over the registration commission appointed 
on 13 Sept. 1836, and drafted the report. 
Phillimore was appointed king’s advocate in 
the court of admiralty on 25 Oct. 1834, and 
chancellor of the diocese of Worcester and 
commissary of the deanery of St. Paul’s in 
the same year ; chancellor of the diocese of 
Bristol in 1842, and judge of the consistory 
court of Gloucester in 1846. He retained the 
chair of civil law at Oxford until his death, 
which took place at his residence, Shiplake 
House, near Reading, on 24 Jan. 1856. 

Phillimore married, on 19 March 1807, 
Elizabeth {d. 1869), daughter of the Rev. 
Walter Bagob, rector of Blithfield, Stafford- 
shire, younger brother of William, first lord 
Bagot, by whom he had, with other issue, 
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John {*rurg»% mu! linhurt j April 18;!r> lio 

nil of wlioiu nro Hopnnitcl)' notiriMl | holt! fho ptKnt tif a rltn*k iu tho olfu'o of tlm 

Ah a >*ounf^ nuui Phillltuoro ap]»onrH to ; bniird of ountml On 2 'Sm, IrSiiii ho was 
hnvo had a tranMoiit ronnortuai with tho ndnuttoil an udvfjrnto at Ihndors’ Oouniions, 

* Kdinhor^^h Uoviowf Ho rondvi'd Ihohouo- and on 7 ^Ifly isU was (‘allod to the 
rary d«'gToo (»f LLJ>. from tho utuvornity of !mr at tho Middio 'Foinplo, of whloh ‘mu ho 
Oamhridg'o iu iHd.l, wan oloolod F.lhS. on nltiiuufoly hoomno a houohor iind tronaurer* 
HI Koh IHld, ami a trusto*' of tho Bushy , Ho at ouoi' obtalnod a ooiialdoraldo pnud.ioo, 
oharitv on 2d May tho anino your. At (Kfonl ; and also sotm roooivor! a niunhor of oci'hv^ias- 
lu* wa.H long rommuhorod ’ for tho goldon ; ttoal npiuhnlinontH, Ho horn mo rommlsHary 
latlnity ami dHtingulsluMl mannor in wldoh j of tho ihmm and olmptors (d’St. PuurH and 
htuliaoharg* d tho duly inoid«mt to Ida olmir * Wost minstor, otlioinl to (ho an'luh'noonries 
of priKtntting HtraugoVa tor dogrooM at com- i>f Middlosox and London in !H 10, and mio- 
mornoniiion. rosHivoly olunu’tdlor td tho dioooHo.H (d' (’hi". 

Bhillinunv oditiHlHloport.M ofthmoHurgnod oh«'st<T‘in ISiL SnltHmry in IHlo, and 
and dotormimnl in lht‘ KorloHiustionl (dmrtH Oxford in lN*>o. H(‘ hmml Homo, t.inu', too, to 
at HootorH t’onumuiH and in tho High Htmrt doM»to to liti-rat tiro. IL^ lu-oindil out hovo- 
of Ihdogati'H (IdOO 211/ Lomlon, IHIS ml pmn)dilotsi * 'i’ho ( Nmstit ution as it in’ in 
d vols, h'vo; ami * Ut‘portH of argnod l^d/.a* LottinHo Lord A-hhurton’ in 18-12, 

anditotorminod in tho Arohon imd Brorogn- , tho H'nso of tho t Vonlo ' in tho namo yoar- - 
tlvo (’onrtH td' (Luti'idnun/ oontaining tho and noun* judgmontH of tho ooidoHiasticnl 

|udgntontH ofSir Hoorgo IoM» [(|. V, |, Louilita, i iHundo <d spraual inlorost. HIh iathnuoy 

18d2 d d Vida. Hvo. I with tho ( ironvillo family, IdHfathor’HfrimulM, 

IHh SSp(HH*hori doUvorod in tho Sholdon ; hsl to hm hoing ontruMfiul with tlio corn*- 
Thfuttro, utMlu', (kuumomoration Imldim on ' ap<md»moo of Hoorg-o, lord liVttolton, from 
tho lOth, Hth, and Iddh <d’ Juno IKH, nt. ; 1724 to 17Vd, prosorvod at llaghw, which 
which the Uuko of Wddlington prcsiih’d in j he edited with maea and puliliaheil iu l8td, 
Boivon/ were priutnd at Ovlord the aumo HIh pmetieo monutimo was fast inenpsiiig; 

in his own doparlment of thi' prohwion lio 
IlLkJ Hri.1 \Y,-Mminslm- S.-lmnl ' <gl«-»rr.! in nlinj-M.nvnry ,-ns.. nl' hniK.rt.un'n, 

Alnn.ni Oxon. ati.l 1 iHn... wuvi-.Ml.'il uh lather in (hn wiinn \i-nr 

Ki.ltitat.iiek Hlvin.e’N Curn-Hp. i. 'WJ ; OMard an adminilty advi.riile, w.m anirmnled a 

Lniv. t;ak IHIO; H»iid. Bamiio, 1 Hath p. HHU ; qmsm'a eouuHol m iHoH, wlum tho probam 
Haydii’n Book of Bignitioa, wk < Vkorb.v i Mhu- mui divtiree court wan esliddlHheil, atid m 
b(U'H (F Purlinmoat Hdlieiul Lists); Pox‘h KeenH , 1HB2 wan ajipointod tpnum’H advoe.ato and 
Jreriitas of Oxford, p.yi'i'; Lord OoleheHtorhUinry, j kuightotl. I'ho American war, tlum raging, 
iii.an, 283; Oont Mag. I H’U} pt, ii. P2a, I Had |ii,i nninbom of quontionH on which lui, 

i. aif); Bue.kingltarrfH Motnoim of the (kmri of ; Honndimea idono, HonudimoH with tho attor- 
Ksghmd, IHU 20 , ik 21 L and MemoirH of t.hu ' Holiei tor-general, was 

Oourl id Baorgo iV. i, 2aa, 2(fh, 24h f the roaponmUle advinerof the mhuHtry. Jlo- 

aud, a(i7.J J" aL H. uppointment. tlnwVlahama had put 

PHILLIMOKEeStH ROBERT JHSKBI I to mat, but dk opinion was couHtantly taken 
(IHIO- l8Hr>), baronid'r, civilian and judge, , by Dm foreign aecridary on other inter- 
ihird son of Joseph RlulUmorn [q. v. j, warn , national tnieHticnw, until after the Hci/mre of 
horn at W'hitehalLon n Nov, iHltl In l82t i the (umfeuemte eommlsHionera on hoard the 
he wa« elected a 'WcHtminater Hcdtolar, wamt Britisli mail-steaim^r Trent, when hejmh- 
toUhrktflhurclgOxford, with a Httideutalnp Ikhed a pamphhd, ^Tho Hekure of tho 
in 1H2H, wtm the college pEwea for I ait in Eouthmm EnvoynJ ^ 

verae and Latin prose, and graduated B.A. In 1H4;7 ho contt^sted TaviHtoe.k and ( o- 
with a second cIhhh in clasHicH, 26 Jan. 1862, Tiuitry both unHucceKHfully ; but in 1852 ho 
B.(3.L. 14 May 1865, and MIL. 2 Nov. waaelectiM forddivistiadc as lUiberaHconaor- 
1838. Ilia college fnendshipa were nume- vative, and in parliament followed Ids friend 
rouH, lasting, and important. With Mr, Mr. Hladstonip and gave a general support 
W. E. ('Uadstonc ho waa iutirnato through to the government of Lord AlK‘.rdoen. ^In 
life, and was the firat perHon to propoae him 1853, and ako in 1854, he introduced hdls 
as candidate for the reprt,^Benta,tion of Oxford, for the amendment of the law relating to 
Stephen and Henry (ilynne, Lord Canning, aimony and the sale of next presentations; 
and George Anthony Deniaon, aftnrwardrt and in 1851, with the asaiaianea of Lord 
archdeacon of Tannton and hiH hrofcher-in- Brougham, he inirodaced and^ carried the 
law, were also hk early friends, I useful act (17 and 1,8 Viet, c, 47) which lor 
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the first time, by a practical and beneficial 
revolution of procedure, enabled the ecclesi- 
astical courts to take evidence vivd vocej and 
not as before only by the slow and cumbrous 
methods of written depositions. He was also 
the author of the act of 1856 for the aboli- 
tion of the jurisdiction of the ecclesiastical 
courts in suits for defamation (18 and 19 
Viet. c. 41). While in parliament he spoke 
frequently, and with effect, on questions where 
his knowledge of ecclesiastical or interna- 
tional law gave him a special authority ; his 
best speeches were those on church rates in 
May 1863, against the abandonment of the 
beliigerent right to seize enemy goods in 
neutral ships in 1854, and on the dispute 
about the lorcha ‘Arrow’ in 1857, out of 
which the Chinese war arose. He contested 
Coventry at the general election in the 
latter year, but, failing to win the seat, did 
not again seek to enter parliament. 

In 1807 Phillimore succeeded Dr. Stephen 
Lushington [q. v.] as judge of the high 
court of adtniralty and as oliicial principal of 
the archbishopric of Canterbury or dean of 
arches, and was sworn of the privy council. 
Dr. Lushington, however, did not resign the 
mastership of faculties, an otfice held since 
1857 with the office of dean of arches, and 
constituting practically the emoluments of 
that post, but retainedit till his death in 1873. 
Thus Phillimore for five years served the 
country as an ecclesiastical judge at a salary 
that did not pay the expenses of his office, 
and at the cost to himself of resigning his 
three chancellorships of Chichester, Oxford, 
and Salisbury. It was at the earnest request 
of Archbishop Longley that he consented to 
take this course, but only in 1873 was he 
appointed to the mastership of faculties with 
its salary of 600/. a year (see preface to his 
edition of his ‘Judgments,’ 1876), His chief 
ecclesiastical judgments were those in Martin 
V, Macouochie, 1868 (see Dale, Jvdgments 
of the Privy Council^ and Sir R. Phillimore in 
Martin v. Maconochie, 1871), Elphinatone 

Purchas, 1870, on eucharistic ritual (see 
Laio MeportSf 3 Adm. and Eccl. 66; and 
Zaw Mepoi'tSy 3 Privy Council, pp. 245 and 
605) ; Sheppard v. Bennett, on the doctrine 
of the Real Presence, 1869 and 1870 {Law 
Peports, 2 Adm. and Eccl. 335, and 3rd 
ditto, 167 ; and Law Peports, 2 Privy Coun- 
cil, p. 450) ; and Boyd v. Phillpo'tts, the 
Exeter reredos case, in 1874 {Law Peports, 
4 Adm. and Eccl. p. 297 ; and Laiv Pkports, 
6 Privy Council, p. 435). In 1871 and 1872, 
at the request oi: the government, he tem- 
porarily held the office of judge-advocate- 
general; and in 1875, pursuant to section 8 
of the Judicature Act, 1875, he resigned his 


ecclesiastical judgeship. He was created a 
baronet in 1881, and in March 1883 resigned 
his judgeship in the probate division of the 
high court. 

In 1879 he was president of the Associa- 
tion for the Reform and Codification of the 
Law of Nations. He served, too, on nume- 
rous royal commissions, including those on 
neutrality, naturalisation, ritual, and the 
huildin| of the courts of justice, and also on 
the judicature and the ecclesiastical courts 
commissions. His influence upon church 
affairs through the leaders of the high church 
party was very considerable, and, as an old 
boy and a member of the governing board, 
he took a deep and continuous interest in 
the concerns of Westminster school. He 
died on 4 Feb. 1886 at The Coppice, near 
Henley-on-Thames, and was buried in Ship- 
lake churchyard. 

Phillimore belonged to a class of lawyers 
that has now passed away. He was a scholar 
both in the classic and in modern languages, 
and a jurist of wide reading. As an advo- 
cate he displayed great industry and tact, 
and he had a polished address and a con- 
siderable gift of eloquence ; ‘ very handsome 
and very clever’ was Dean Stanley’s im- 
pression of him at their first meeting in 1835 
(Peotheeo, Life of A. P. Stanley, i. 149). 
His best forensic appearances were in his 
defence of his brot!aer-in-law. Archdeacon 
Denison, against the charge of heresy, and 
his conduct of the Smethurst will case (see 
Ballanxinb, Pixpermices of a £arrister''s 
Life, i. 258), of Smith v. Tebbitt {Law Pe- 
ports, 1 P. and M. p, 398), the case of the 
Banda and Kirwee booty, and the Knights- 
bridge ritual case. On the bench he was 
dignified, painstaking, and courteous; and 
he delivered a series of important judgments, 
full of historical and legal knowledge, and 
luminously expressed. It is true that some 
of his ecclesiastical judgments were not 
upheld by the privy council upon appeal, 
though in the last ritual case, Read v. 
Bishop of Lincoln, the privy council deci- 
dedly returned on several points to a view 
closely approximating to Phillimore’s, whose 
churchmanship and reading of church law 
and history were of the old high-church 
type. As a judge in admiralty and matri- 
monial causes, and as an occasional mem- 
ber of the judicial committee of the privy 
council prior to 1874, he left his mark 
on the law, and that at a time when new 
practice and an increasing volume of litiga- 
tion were occasioning many new departures. 
The Teutonia {Law Peports, 3 Adm. and 
Eccl. p. 394), and the Oharkieh {Law Peports, 
4Adn!i. and Eccl. p. 69), in admiralty; Cheese. 
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p. I #cn <'iov ( l^ n, |). «<‘Ihu 
pthihatp*; niul Ih^ r. !)<' lUrn^N {Ltnr 

/iV;n)r/.‘?» 2 l\ U. \>* tu maniinoninl oa'-o, 
nr(* auintig Iuh IrtitUtig' ; 

!Ip wanaiirnUfu’ iuithor. Up ui 

iS'lli iiu p(Utit>n of Ur* B\iniV * l*'t'rlpam."h irnl 
lanv; an4 a HuliwMiu<ntt rMliti.m in K'^T.'U nn ^ 

* I'lhMay ou till* I/!ivv.K (4 Uivuror,^ ^ 

innitiio on ' Tho Law of Ihunit‘iL‘ l-M"; li 
pnnipliloi ioi thn lognl iihihvIm of Knnvm a ^ 
claim to intm’Vtmc tm hchulf of t Ivo UliriM inn j 
8\ib]o(*tH of I'nrlicy* iHoIl ; a Irttor to tLc 
arclibishop of (huitcrhnry in ISV2 on rlon-y ; 
diaciplima IHh *( himmcotunoa on Intov- 
natitmal lanvf 4 voln., lHd4 l>L bo ro-oiUtod 
in ISTI; am! thrive vtbnnmH id' n thinlodi- 
tJun apponnHl in Inn lllVtimc. ^ A i'oUoctnnt of 
luM own lc!uUnp;(H'rloMinNlirHl jnil^'inonfa trmn 
IHtr; to lS7o npponroil in iHVtl Ihirin^ tho 
curlior part of hi**i pulirial career, being a good 
tb'rmati acbolar, lu* mnm'tHl \m Ici.'^urc with 
a t ranalnt ion td' LcaaingV * Lnot'oon, which 
b(', published, with b-anicd notc,Handprt‘lucc.% 
in 1 h74. 

1 1 c nmrno<h In 1 H 1 4 , ( 'harlot t c, t bird dungh- 
tt'rofJohn IhaiiHoti, M Jb, id't taaington Hall^ 
Ktwvnrli, NottinghnmHhirc, and hintcr of\ ih- ? 
count OMaington, Hotnetime Hpcnlo'r of iho 
Houhc of OonunouH, who died on lU Jam 
iHUii. He wiiH HU(H*c(Hhnl in the baronetcy 
by hiH Hon, Sir Walter ldiilUnnu*e ; 

clunuadlorof (InolioccMc id’ Lincohu lie hinl 
alao thri'c danghter.M' t'ntbtnntn^ Mary and | 
Imcy, autliora <d" Miwmatl worka, and AUen! 
dronvlllc, a member of tin?! biHlitulc of Sick 
JSurBing, IHHJl 

[TiincH» f) IM), IHHh; Law .Lmnial, 7 Imh, 
18H6 ; Law Tinicn, H Feb. IHH/j, and 27 t>et, 
181)4 ; Solicitom’ ,)mu’aah 7 Feb. IHH'i; nrl. by 
H. 1\ Liibloii in Luurdinn, 11 Fein 1HH5 ; 
■World, U Feb, 1HH5; Uevae du Drtdv, huerna- 
tionid, vol. atvii. Ko. 2, article by Profeaaur 
IlaUand; 4'u.bletteH Biogratdntpms memoir by 
L, dd la Murmre, 18H5; Wcatminater Sclmjd 
^iegiater; Ourmina el Fpigrunmmta rwittUa hi 
aula coib'giata apud WiiatnionaatcrienMeH, May 
lB8i> ; information from Sir Waller PlulUmore.'l 

d* A» IL 

PHILLIP, [Son al«o Putui> and Pky- 

Xtlh] 

PHILLIP, AIlTHini (irmHLl), 
-vice-admiral and lirst governor of New 
South WaloH, waB born in the parinb of All- 
ballowH, Bread Street, Jjondou, on U, OcL 
17d8. Hie father, Jacob Phillip, a nativo of 
Frankfort, was a teacher of languagofi ; hia 
mother wnta KHzabeth (n6e Breach), the 
•widow of Captain Ilerbort, ILN. The boy, 
being intended for the navy, waHoducatea 
at Greenwich, and in 1755 became a mid- 



.nhipman in the Lnekingham ; tluH vcbmcI 
worn on the hotne; *Ntution till April ITbti, 
and theti went an aoeoml ilagship uiuhn* Ad- 
nurul Uyng to the Medltm’ranean, where 
Pluliji lii>4 ,Haw aeti\e ser\b'e. He followed 
hiN enptain, Lvcrrtt, to the larger Hhip, 
Lnion. and then t»» t lu' St irliug i ktst le, which 
xM'Ot totln* ludii’B in Iftil. Hi' wn*sut 
the sii'gc of Hnvnnnah m ITtbi, mid wua 
there proniotwi licntminnl on 7 June ITdlb 
In 17 bd, \\hcn pi'nee wna derlared, Phillip 
tnarrii'd and ,'irUl«'d at Lyndhuret, whi're he 
pa-iBi’d hia time in farming and the ordinary 
TuagtHlrriul andeoeial occupationa of a coun- 
try grtifb-man, Bnt it wnnld appi'ur that 
ahout 177(1 fii’ odhred lu'i Hi-rviecs to th(‘ ge- 
venummt of Port ngal.nnd did viiluahlc wm’k 
in that count r), t )n the out break of hns- 
tilitii'H he! ween b'rance and t treat Britniu 
in 177s, ho rcturneil to .serve under hi.n own 
Hag. Du^Sept. r/i P he obtained the com- 
mand of the Bafdli.‘’k fireMlup; on •'!() Xov, 
I7sl he waB pronmi^al po;d*eaptnin to the 
Ariadne, atul on ‘JJ Her. tramJerred to the 
Furopc ivf (14 gunn, Througlumt 17S2 ho 
s\im mmirdng, and in January 17Sd wa.s 
onb'red lotlu' Fa‘4 Imlie.*, Imt arrived home 
in May P/St, witlumt being in nclion, 

In I'fStJ Phillip was ansigned the duty of 
forming a conviet settlcnn'nt in AuHlralim 
'rheri' .“•ecniH to have bi'on Home reluetance at 
the admiralty as to liia umlertuking the 
work ( ). * I ennnol May,’ wrote Lord 

Hosvi'tn Lord Sytlney, *th<‘ little knowledge 
I have of Cupt ni'n Plnllip would have led me 
to select him for aervice of thin complicated 
imttireJ But Phillip proved exceptionally 
well Buitiul for the work. From September 
ITHd he wan eugagtal in yirganming tluMix- 
pedition, and on 27 April i7M7 he rewnved 
luB fortnnl cummisHioii and instmctioim. The 
* brat fleet/ an it was bo long called in Auh- 
tralia, conhlnted of tlu^' frigate Sirina, Cap- 
tain (afterwardH admiral) Hunter (1788- 
1821) |tp v,], the tender Supply, three Btore- 
ahipB, and six transport h with t luH-onvicdHuml 
them guard ttf luarineH, On 18 May 1787 it 
net Hail, Phillip hoisting luH flag on tueSiriuH. 
BiuigerH began early, for befon^ tJiey (deared 
the Chainml the <!onvielH on the Scarborough 
had formed a plan foraei/ingthe Hhip, ^Mak- 
ing hIow progreHH by way of Teneriire and 
Uui Janeiro, the fltmt left the (kipeof Good 
Hope, wlu^re t.he last BupplieB were talom 
in, on 12 Nov, On the ^bth Flnlhp went 
on board the Supply, and pimhed on to ibo 
new land, reaching Botany Bay on^ IB Jpin. 
1788. Not HatiHlied with tluH situation, 
Phillip HCt out on 22 Jan, to examine Port 
JackKon, a harbour mentioned by Captain 
I Cook, and here, ■ without hesitation, ho 
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pitched the new settlement. On 26 Jan. 
1788 he founded the city, which he christened 
Sydney, after Thomas Townshend, viscount 
Sydney, the secretary of state [q. v.]j on 
7 Feb. he formally inaugurated the new 
government with such pomp as he could 
command. But anxieties soon tested 
Phillip’s capacities ; the supply of food was 
limited, and before the end of February a 
plot for a raid on the stores was discovered. 
It was of the first import, ance to make the 
colony self-supporting, and the soil around 
Sydney turned out disappointing. The un- 
willingness of the convdcts to work became 
daily more apparent, and it would be long be- 
fore free settlers could be induced to come 
over. In October 1788 Phillip despatched the 
Sirius to the Cape for help. The frigate re- 
turned in May 1789 with some small supplies; 
but even in January 1790 no tidings from 
England had yet reached the colony; the 
whole settlement was on half-rations ; the 
troops were on the verge of mutiny, and their 
commanding olficer was almost openly 
disloyal. Phillip shared in all the priva- 
tions himself; ke])t a cheerful countenance, 
encouraged exploration, and made every 
effort to conciliate the natives. It was not 
till 19 Sept. 1790 that the danger of starvation 
■was finally removed. About the same time 
Phillip’s eiibrts to enter into regular relations 
■with the natives bore fruit. On a visit to 
the chief, Bennilong, he was attacked and 
wounded by a spear ; but he would allow no 
retaliation, and his courage produced a good 
effect. Bennilong sent apologies. By the 
firmness with which he dispensed justice to 
native and to convict alike, Phillip gra- 
dually won the confidence of tlie former, and 
when he left the colony in 1792 the native 
chiefs Bennilong and Y eminerawanme asked 
to accompany him to England, To explora- 
tion Phillijj had little time to devote. As 
early as March 1788 he examined Broken 
Bay at the mouth of the Ilawkesbury River, 
calling the southern branch Pitt River, after 
the prime minister. In April 1788 he made 
an inland excursion, but did not get far. In 
J uly 1789 he explored the Ilawkesbury River 
to Broken Hill. In A})ril 1791 he set out 
with a party to explore the Nepean River, 
taking natives with him, and, not being suc- 
cessful, he sent another party in June 1791, 
which produced better results. The settle- 
ment of Norfolk Island was entirely due to 
Phillip and his lieutenant. King. In Sep- 
tember 1791 his confidential envoy, King, 
arrived from England, and brought from the 
home government formal approval of his 
policy. But Phillip’s health was failing, and 
in November he asked permission to resign. 


Ills government was still full of difficulties. 
In December the convicts made a disturbance 
before Government house by way of protest 
against Phillip’s regulations for the issue of 
provisions ; Philli o repressed such disorder 
with a strong hand . The home government 
begged him to withdraw his resignation. 
But his state of health compelled him to re- 
turn to England on 11 Dec. 1792, and final 
permission to resign was granted him on 
23 July 1793. 

Phillip’s energy and self-reliance, his 
humanity and firmness, made a lasting im- 
pression on New South Wales. He per- 
manently inspired the colony, despite the 
unpromising materials out. of which it was 
formed, with habitual respect for law and 
deference to constituted authority (Rfsden-). 

On his return to England Phillip’s health 
improved, but he lived in retirement on the 
pension granted * in consideration of his 
meritorious services.’ On 1 Jan. 1801 he 
became rear-admiral of the blue, on 23 April 
1804 rear-admiral of the white, and on 
9 Nov. 1805 of the red. On 25 Oct. 1809 
he was made vice-admiral of the white, and 
on 31 July 1810 of the red. He died on 
81 Aug. 1814 at Bath, and was buried in 
Bathampton church. 

Phillip published an account of hia ‘Voyage 
to Botany Hay,’ 4to, 1789, 1790 ; a portrait 
engraved after Wheatley is prefixed. 

[Naval Chronicle, xxvii. 1; Phillip’s Voyaire 
to Botany Bay, London, 4to, 1789 ; Therry’s 
History of New South Wales ; Busden’s History 
of Australia, vol. i. ; Gent. Mag. 1814, ii. 607.] 

C. A. H. 

‘ PHILLIP, JOHN (1817-1867), subject 
and portrait painter, the son of an old soldier, 
was born at 13 Skene Square, Aberdeen, on 
19 April 1817. He showed a bent towards 
art from his earliest years; and when be 
became an errand-boy to a tinsmith in 
Hutchison Street, he used to paint rude 
pictures with the coarse colours used for 
coating the pails and cans in his master’s 
shop. He was next apprenticed to Spark, 
a painter and glazier in Wallace N 00 k, Aber- 
deen, at the age of fifteen, and began to 
execute likenesses. He copied a picture of 
Wallace from a signboard in tbe neiglibour- 
hood, and himself painted a signboard for a 
basket-maker in Queen Street, a work which 
is mentioned as his first commission. 

A friend of his father’s, one David Benziel, 
master of the brig Manly, promised soon 
afterwards to take him some day to London 
in his vessel, but the eager youth could never 
induce him to name the day. At length, 
in 1834, he secreted himself in the Manly 
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ana Kpkwawny. (listvnan’y,., lit* wns 

$t)l tp wprk to panit tin* lipfttrt'-hfiul^ anti 
ariiTliin arrival ni lanulnn wan pliUj 4 ;t‘<l to 
aid in lliUiiK" I'nllnnU At, ltd’t iVi*o 

for oiw initirv day, litynmdt* H(riii)rht, for llu* 
Royal Ariultnuy, waitiuj^ two lunim till ilH 
dodi’H opontal; * I wna tin* tirnt in,’ ht* natal to 
ttsiy in tilling’ t.lio utory, *imd thry awt'pt 
luo out witli tht^ nawduHt in tin* <‘V('nin^;V 
and that rianu* niglit In* atarttal In tlio livi^ou 
luH nhurn to Ala'inhM*n ( BAUi,ow,|Kix ; HotR 
grnvti Htatt'H that In* Hpi*n1 a w<M*k in lani- 
({tniV Am a nnunttrial of tin* voyn^p' In* ; 

n pioturo of tln^ nhip, a work at ill pivn«‘rvnd, ; 
nml tin* rarlit'Ht of Ida protlui‘1 iona of which , 
the (lat(* m dt'liniti'ly aHcertutned. 

Stinmla,tt‘d by what. In* lunl Hc«*n, ho rc- 
tunuKl to Ilia art with rtaloidihnl t‘nciw, and ' 
ntmlied umha* Jann*M Korhi'H, a local por- 
trait -paint.tw, producing in the hcginning 
of IH.'ha a, g(*nr(* picture, ‘ The IN*(llar tir 
Nt‘W8V(*ndor,‘ nn intiu'iorwithtwtdvc tigurt's, ' 
which nhowi'd ch*ar tract's of the matun*r 
of Willtit*, whoso works wt'o*, at. this tiun*, ; 
prohahly only known to the young puintt*r 
through tnigrnvings. It- was pnrchustal hy | 
Lortl lhininur<\ who aftt'rwards |na‘Hi‘n(t*d ; 
it, along with ridllip’s Mtirning of, 

Binnotdtburn/ IHltl, and two of his cattle.-' 
HahjeetH, to the Mochanics* Instittithm, lln^- 
cliiiu Ut' was also occasloually oniployctl 
at t, his time as a setme-painttw in the Aber- 
deen Theal ra, But his main occupat ion was 
alitl that of a house-painter and a glajiiier, 
nnd<*r Spark. 

One morning he was st'ut to tlm house of 
]\Ia]or Fryse Lockhart Oordon, to rt'pair a 
hrokimpane of glass; l)ut the]hciures on tln^ 
walls, which were of an artist, ic- {pialily 
hitlumto quite unknown to him, fa.scinateil 
liim, and he cotdd do no work. 'riie. major, 
wdio had a line taste in art, became much 
interested in the young glazier, and brought 
him under the notice of Lord Fanmnre. 
.Panmure generously wrote to (Jordon : ^ I 
will beat the expense of your yout.h’s e.dima- 
tion as an artist, and wilf more readily adopt 
any plan you may Bug}^(‘Ht for that purposi^ ; 
80 strike while the iron is hot ; be prompt and 
spare no expense; ’ at tin*, same timeLae en- 
closed a cheque for 50/. In iHWi IdnUipwent 
to Loudon imderthoanspiccHof Panmure. At 
first lie studied under Inomas Musgmve Joy 
[q. v.“:, but in 1857 he was admitted to the 
Bchoola of the Royal Academy, to whose ex- 
hibitions he began to contribute in IBSH, 
showing a portrait of a young lady. As his 
name a]>pears incorrectly in the catalogue as 
‘ J, Phillips,’ it has generally been stated that 
he did not begin to exhibit till the following 
year, when he was represented by ^ A Moor ^ 


and a portrait t»f W.LIcrihew, In iSlOhe 
returned to Aberth'on, and there executed a 
number of portraits, including an admirable 
oval liki'uess of Idmself, and a fulldcngth of 
James Blatkii* of (*ruigielmckh*r, provost, of 
the city; but, in 1 he was again in Lou- 
<lon. lie at tir.-«t mainly oecupied himself with 
portrait ure ; but in IHpJ he exhibited an his- 
torical suhj(*ct, * Wnllact* and his Sclmol- 
felhnvs at Dnmlee^’ followed in I'^IT by Ids 
lim* * Presbyterian LalecJiisingd in which 
tin* intlm*uct‘ of Wilkie is still apparent, as 
also in the other Sc<utish subject s, * Bap- 
tism in Scotland^ iHoO, and' 'rheSnm'-wife,^ 

* \ SiMittish Wnslung/ ami ‘A, ISunlH*am/ 
all shown in iHfjL 

His health had always been delicate, and, 
luUing on medical advice, he spent tln^ winter 
<){ iSol in Sevilha Tin*. rf‘Hull, was a 
couqdctt* change in Ids art. Inllueiiced hy 
tin* works of \h*ln.s(picz, ami still more 
strongly hy tlu^ vivid smdiglit. and tlm 
pntt*ut colouring that he saw around 1dm, 
Lis work gaiiK'il in decision of touch and 
in chromatic sidcmhmr, and h<^ spt*e<lily 
adopteil tin* Htyle which cliamctcrisiHl his 
linest proihu’t ions, and with which his nnim^ 

J is associated. His work of tins p(*riod 
having attracted the attmition of Sir I'klwin 
Lantlseer, it. A., In* brought the painter under 
the notice of Her Majesty, who purchastMl 
^The Spanish CHpsy Mother,’ lHr>;hand com- 
missioned *Th<^ L<*tt(*r-writtw of Seville,’ 
IHoL In 1H55 Phillip exhibited a Scoitish 
pit*tnre, Hkdh*ction of the (Hlertory in a 
Scotch Kirk,’ •wldu'h mark(*d a distinct ad- 
vance upon hiH previous renderiugs of 
similar suhjecls; hut in lHo(5 7 he made an 
, extendetl umr through Spain with Mr. 
Richard Ansdell, R.A., the chief results of 
whi(di were Ids * Prison Window’ and 
^ Lharity,’ winch were much admired in t ho 
academy of IH57, Th(*ir exhibition^ was 
followed in the same year hy the painter’s 
ebH*tion ns assmuate of the Royal Academy, 
and he became a full member in 185P, the 
i yiutr in w'hicli he «>xhihit(sP A Hidf,’ a re- 
I marUably successful rendering of rich female 
i beauty, In IH5H he was comraissioned by 
Her Majesty —who had previously added to 
. her BcrioB ‘of his pictun*s the powerfully 
<lrnmatic * Hying (’ontrabamUsta — to ptimt 
*The Marriage of the Princess Royal with 
the Grown I’rinco of Germany,’ a Inirassing 
ceremonial work, which he undertook re- 
luctantly, and carried through in a manner 
much more artistic and successful than is 
usual in productions of this class. 

In ’IBOt) Spain was again yisited, and the 
six months that Phi 11 i p spent there wms a time 
^ of prodigious artistic activity. During this 
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brief period no fewer than twenty-five im- 
portant pictures, twenty snaaller subjects, 
resides forty-five sketches in water-colours, 
and many pencil dravvings, -were begun, and 
most of the paintings were afterwards com- 
pleted; for Phillip had now obtained full 
command of his brush, and worked with a 
decision and a speed that have been rarely sur- 
passed. The productions of this period in- 
clude several spirited and telling copies from 
the works of Velasquez, made in Madrid. 
It was to this visit to Spain that Phillip’s 
masterpiece, ' La Gloria,' shown in the 
academy in 1864, is due. This great work 
depicts the strange Spanish custom of cele- 
brating the death of an infant and her en- 
trance into paradise with dancing and music ; 
and, while it shows considerable dramatic 
feeling in its contrasts between the gaiety 
of the merry-makers, the silent grief of the 
mother, and the still, white face of the in- 
fant, it is still more remarkable as a singu- 
larly powerful example of splendid handling 
and gorgeous colouring. A small picture, 

* 11 Cigarrillo,’ painted in the same year, in 
the delicate refinement of its green, white, , 
and rosy tones, and in its exquisite render- 
ing of light, marks the high-water mark of 
the artist’s technique. Another exquisite 
technical triumph is ^La Bomba,’ a girl 
pouring out wine for two muleteers, painted 
in 1862-8. In 1868 Phillip had completed 
and exhibited a work of a very dillerent 
class, ‘ House of Commons, 1860, during the 
Debate on the French Treaty,’ a work firmly 
handled, and successful in the portraiture 
that it contains ; but in 1 860 there appeared 
another important Spanish subject, ^ The 
Early Career of IMurillo,’ who is depicted 
sketching in the fair at Seville. 

In 1866 Phillip made his last visit to the 
continent, residing in Rome and at Florence, 
where he devoted himself to the study of 
Titian in the Pitti Palace; but soon after 
bis return he was struck down by paralysis, 
in the house of Mr. W. P. Fritli, R.S., and 
he died at Campdenllill, Kensington, 27 Eeb. 
1867. 

In the London international exhibition 
of 1873 over two hundred of his works were 
included, the catalogue being compiled by his 
friend and executor Mr. T. Oldham Barlow, 
who had engraved so many of them, and 
who caused photographs to be taken from 
fifty-six of the wor^s left unfinished in 
his studio, prints of which are in the pos- 
session of the British Museum and the Royal 
Academy. Some thirty were shown in the 
Aberdeen exhibition, and fourteen in the 
Manchester jubilee exhibition in 1887. In 
addition to his subject-pictures, Phillip pro- 


duced many forcible portraits of distin- 
guished persons, including Sir J. E. Millais, 
R.A., 1843; Richard Ansdell, R.A., 1856; 
Samuel Bough, R.S.A., 1856; T. Oldham 
Barlow, A.R.A., 1856; the prince consort, 
1858; and the Princess Beatrice, 1860. He 
is represented in the National Gallery of 
Scotland by portraits of W. B. Johnstone, 
R.S. A., and his wife, by eight studies and 
unfinished works in oils and water-colours, 
and by his copy of ^ The Surrender of Breda ’ 
by Velasquez; and in the schools of the 
Royal Academy, London, by copies of the 
same artist’s ^ Velasquez painting the In- 
fanta,’ and of his portrait known as ‘ Alonso 
Cano,’ which was purchased for 1,080/. 
at his sale, Phillip frequently oaiuted his 
own portrait, but the best and atest like- 
ness is that executed in 1867 by Mr. C. E. 
Cundell. John Thomas produced a bust 
in marble in 1860. 

[Atheiiseum, 1867, pp. 204, §23-4, 356; Art 
Journal, 1867, pp. 127, 153. 157 ; Leisure Hour, 
xvii. 629 ; Clement and Hutton’s Artists of the 
Nineteenth Century; Ruskin’s Academy NoteSy 
1855 ; Palgrave’s Essays on Art; Cunningham’s 
Lives of the Painters, ed. Heaton, I88O ; Bar- 
low’s Catalogue of Phillip’s Works in Interna- 
tional Exhibition of 1873; Armstrong’s Scottish 
Painters; Redgrave’s Dictionary; Bryan’s Diet, 
of Painters and Engrav^ers, ed. Graves and Arm- 
strong; Royal Academy Catalogues.] J. M. G, 

PHILLIP, WILLIAM {fi. 1600), 
translator, made several translations, chiefiy 
of books of travel, from the Dutch. His work 
is not very accurate. The titles of his books, 
all of which are rare, are: 1. ‘The Path- 
way to Knowledge, written in Dutch, and 
translated into English,’ London, 1596, 4t(). 
2. ‘The Description of a Voyage made by 
certaine Ships of Holland into the East 
Indies, with their Adventures and Successe ; 
together with the Description of the 
Countries, Townes, and Inhabitants of the 
same : who set forth on the Second of April, 
1595, and returned on the 14 of August, 
1597,’ London, 1598, 4to, dedicated to Sir 
James Scudamore ( Cat. of Grenville Library ) ; 
reprinted in Hakluyt’s ‘ Col lect ion ’( vok v. new 
edit.), and in ‘ Oxford Collection of Voyages 
and Travels ’ (vol. ii.) The original is by 
Bernardt Langbenez. 3. ‘.Tohn Iliiighen. 
van Linschoten his Discours of Voyages into 
the East and West Indies. Devided into 
foure Bookes,’ London, 1598, folio; illus- 
trated with maps, plans, and views copied 
from the Dutch. 4. ‘ A true and perfect 
Description of three Voyages to the North 
Pole, performed by the Ships of Holland and 
Zealand, fjo strange and wonderfull that the 
like hath never been heard of befoie,’ Lon- 
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dun, lt'0‘d, I to, drdit'Htt'd tt) Sir I'liunniH 
Snuth, f.ptvornor td‘ th<\ Muhimivv rninpiuiy : 
nbrulg'ud in M^ir^dnis liw Pilgriitu's’ ^vid. 
iii,),and ndilud by C\ Unk(' lur t liu IIalvtn\ t 
SucuMv, Lundnn, lHr>H,HvtK Thn «n’iginnl in 
hy (n iln Wmt. f». * Unlationuf a \Vtnt« 
cb'rfui Voingn nnuln hy WilHtitn (’nru*diMnn 
Sidnnittni llcirnr. Slunvini,^ how Sonth 
iVoni till' StrniglitH uf Mngtdiuu inTurra nid« 
fuogu, liu hnind and dinpuvurud a umn Ikni* 
wigv thruugli fln‘ grunt Sunth Sun, and that 
wnv Huylud nnunl nbutit tin* World* l>u- 
f^uvduug what Ihlniuhg ( 'uutit Hum, P(ni|d«% and 
Strnngu Advuntnn'M ln' found in tln^ nnidu 
rnnsagns’ Innnluu, ItSH), Ito; d(*di<’ntu<l (<» 
Sir 'r* Snuth, gtu'uruor of tin' I'innl Iinliu. 
(hnnpany* h. ‘ Niovuh from Bidjumia. An 
Apologiu nnnlu hy tho Status id' th«" King 
doin of nohunun, Hhowing t liu UuaaouK why 
thosu oftliu ludhrmud IfuHp'ion wuru tnovod 
to t.nki‘ Arnu‘s, for tin* Ih*funuu of tlio King 
and th(‘nis»'lvu8, i'Mpuuially against thu 
dmigurouM Sui't of Juaiiitua. TriiiiHlntud out 
of Dutch into Datinu, and tliunuu into Kng- 
lish, hy Will IMiiltp jmr*]/ London, lOlh. 
Thuru itru copit'H in t hu. Ihatiah MuHintnn 

I Itrit. Mum. (tat,; Ann'MH hi hi hvit.; LtoviuluHM 
Bild, Main; AilihonuH Diet* of Lag!* Lit | 

K. a, M* 

PHILLIPPS. [Sun alao VnmAi% Pin- 
PiiiiJias, and IhtininuH.) 

PHILLIPPB, J A M KS OIB dl I A UD 
UALLIVVKLL- (IHiH) l8HD), iudi(|UHry. 
[S(tu IIaijjwhiu.,] 

‘ PHILLrpPB,SAM DKI.M AUXdf ( irst) 

IHDlDi L,'((id writer, wtuoml hou of 'rhmnuH 
iMaroh ol More (lrit*lud, Doraut, \vhh Iwnni at. 
rttoxuttn* on 14 July 17H0, ILh father an- 
Kuiuud th(' {ulditioual Htirnumt^ of PhdlippM 
on HiuH'ouding in l7Dhi<» the e.statu of ( lareiw 
don Park, lawv*HterHhire,itndur ( he will of his 
ooiiHin, Samuel Pldllippa. ILh moth(*rwHH 
SuHjm, fourtn(*n1h dangljterof Kdward Liah* 
of (i^mx-PuHton, HampHhire. H<* wan e(iu- 
(uited at th(^ DhartnrhouBe and Sidtmy-SuMw^x 
<k)llege,^ Cambridge, wlnu'u he gm<iuate<! , 
liA., h(nng eightlt wrangler and (dianeellor’a ; 
medallist, in IHD2, and jiroeeuihHl M.A. in ■ 
iHOf), He was called to t.he bar at the Inner 
Temple in 180(1, but did not ])nietiH(\ I Pm 
loiHure. he demoted to reHearcheH in the law 
of evidence and the Htate t.rialB* In 1827 he 
aeeepttvl the pOHt of permammt. imder-aecre- 
t,ary for home affaira, whi(di h(^ ludd until 
1848, wh(*n lie retired, atid waa aworn of the 
privy council lie died at Groat Malvcim 
on 1 1 March 1862, 

Phillippfi married, on 16 Oct. I812,Charcv 
medle {d, 1825), second daughtcu' of Charles 
Grant, and sister of Charks GranL krd ' 


I Glunolg (j *v*,. by whom ho hml immuc two 

; sons. 

Phillipps fnki’H high rank among legnl 
authors hy hth * Trent Isi* on the Law of Hvi- 
dunuuj London, 1811, Hvo, whieh, though 
now Mujiernudud, was iu its day a .standard 
t«*xtD.ook both in Knglnnd and Amm-iea. 
Thu right h and last KnirHsh edition, in the 
: preparation <if whirli he was aM.Hiated hy An- 
j drew Amos, appuajvd at. Loudon in'indS, 
: 2 voha 8vo. Tlu* fifth Amunuan edit ion waa 
uuldishrd at New York in 1868, 6 vola.Hvo 
j (n 1826 lu* edited* Sf ate 'rrinls ; or a PoUec- 
tiou oft hr moat intetrat ing Trinln prior to the 
Unolution of l() 88 j Loudon, 2 voIh. Hvo, 

jNirhol‘i\ IriurHiiMsJdre, lii. Htpt, 11 * 61 ; nilt- 
: rluana DirUHiU. rd. IKiUH, in. \iu ; Ihirku’s 
( Landed (irutry, * La Lish' ; ‘ (ivnd, Lnntahr,; 

Caadtridge I'aivrrHly Saleadnr, 1HU2: (JenL 
j Mag, 1H12 pt. ii. p. 1H25 pt. ii, p. m, 

I isa;; pt, i, p. 6y,o; Amu Keg. 18(J2, App. to 
A’lu'ou. p. amp. Law Ikmes, 20 l\Iureh IHtOi; 
Hnyduh Hook of Digail ira, ed. ( lekrrby ; Marvia’a 
Leg.nl lUliIio|xraphy.| ‘j. M. U. 

!»HILi;iPPS,SiuTnGMAS(l7D2 1872), 
haroarl, antiquary, atid hihliophile, hoioi at 
6;,t Cannon StrnU, ManrhuHter, on 2 July 
1 762, enmu of a family long sel.t hnl at Broad- 
way, WorueHturaluru. He wa.s liaptiHed at 
the collegiate eliurch (now the cathedral) 
of Manchester, wlau*e the entry runs * 1702, 

, July 22, Thomas PliillippH, hou of Hanna 
\VultotiJ lliH fat Iter, Thomas IddllippH, hou 
of William Pldlli{)nM, was horn in 1742, was 
a magtHtrate for WorceHterHlure, luid was 
appointed higli aheriirfor thetsmnty in IHOL 
1 A man of conmderahle ludture, he acquired 
a largt^ property a rmmd Broadway, includ- 
■ ing the (ihildh Wickham, Buckfaad, and 
, Middlt^ Hill eHlateH. Sir I'homaH succeeded 
to the whole of the property <m the (hnith of 
Ids fathi'r In IHlH* 

ThoinaH was educated at< Uughv and Uni- 
verHity College,! )xfon!, malricnlutiug 10 Oct* 
18I Land gradual ing B*A, in IHIoandM.A* 
iti 1820. Krom lus earlie.st- years he showed a 
love for litm*atnre, and wliilo at Ilughy col- 
lected a ntutiher of books, of wddidi iho* cata- 
logue is still (uxtanL 1 1 is father (*iK:ouraged 
hisstudiouH tasters. All his poc.ket-money wais 
spent in hooks, and he passed his holidays both 
in and out of doors with a, hook as his constant 
companion* While at ( )xford his taste for old 
books and manuscripts incToase.d, Within a 
year of his fai4uu*V death he nmrried, and 
soon afterwards cnBirud on tlu^ main buBiness 
of bis life, the collection of rare manuscripts 
of all ages, countries, languages, and subjects. 

* In aniasHing my collection of manuBcriptw/ 
ho said later (f/n:/. 'pref*)/ I commenc(«lwith 
purchasing (^very thing that lay within my 
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reach, to which I was instigated by reading 
various accounts of the destruction of valu- 
able manuscripts. . . . My principal search 
has been for historical, and particularly un- 
published, manuscripts, whether good or bad, 
and more particularly those on vellum. My 
chief desire for preserving vellum manu- 
scripts arose from witnessing the unceasing 
destruction of them by goldbeaters ; my 
search for charters or deeds by their destruc- 
tion in the shops of glue-makers and tailors. 
As I advanced, the ardour of the pursuit in- 
creased, until at last I became a perfect 
vello-maniac (if I may coin a word), and I 
gave any price that was asked. Nor do I 
regret it, for my object was nut only to secure 
good manuscripts for myself, but also to raise 
the public estimation of them, so that their 
value might be more generally known, and, 
consequently, more manuscripts preserved. 
For nothing tends to the preservation of 
anything so much as making it bear a high 
price. The examples I always kept in view 
were Sir Eobert Cotton and Sir Eobert 
Harley.’ 

The earliest of his large purchases of manu- 
scripts Phillipps made while on a prolonged 
visit to the continent, between 1820 and 
1825, when he visited Belgium, Holland, 
France, Germany, and Switzerland. In 1824, 
at the sale at The Hague of the famous 
Meerman collection of manuscripts, Phillipps 
was the chief buyer — in fact three-fourths of 
these valuable manuscripts passed into his 
hands ; but, owing to his unwillingness to 
bid against Thomas Gaisford, dean of Christ 
Church [q. v.], the Bodleian Library was able 
to acquire a few important volumes. In the 
same year another great series of manuscripts, 
dating from the ninth century, Phillipps pur- 
chased privately from Professor Van Ess of 
Darmstadt. Most of these were formerly 
in German monasteries, and, though chiefly 
theological, were of importance for the study 
of old German dialects. In Belgium he ac- 
quired large hatches of early manuscripts on 
vellum, coming from the libraries of famous 
monasteries. At the Chardin sale in Paris 
he obtained upwards of 120 manuscripts, and 
at the Celotti sale more than 150. 'In 1827 
Phillips persistently outbid the agent of the 
Dutch government at the sale of the Mu- 
scbenbroek collection of charters, chronicles, 
and cartularies dealing with the history of 
Utrecht and other provinces of Holland. 

When again settled in England he was 
in constant communication with the most 
important English and foreign booksellers. 
From Thorpe, whom he first commissioned 
to search for manuscripts in 1822, he obtained 
some of his largest and most valuable col- 
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lections. In 1836 he bought of him upwards 
of sixteen hundred manuscripts. Before 1830 
he acquired many important classical manu- 
scripts from the Drury collection, the Lang 
collection of French romances, the Battles- 
den library belonging to Sir Gregory Page 
Turner, the Williams collection which in- 
cluded Bishop Gundulf’s celebrated bible, 
the Craven Ord collection, rich in chronicles, 
cartularies, household hooks of kings, queens, 
and nobles, and the Earl of Guilford’s splendid 
collection of Italian manuscripts in more 
than thirteen hundred volumes. At a later 
period he secured the manuscripts respecting 
Mexico belonging to Lord Kingsborough, 
whom Phillipps had first recommended to 
study Mexican subjects [see King, Edwaeb, 
Viscount KiNGSBoitotrair]. French Revolu- 
tion papers (in some eight or nine hundred 
volumes), the Hanbury Williams, the Ker 
Porter, and Eoscoe correspondence likewise 
fell into his hands. In 1836 he obtained over 
four hundred lots from the Heber collection, 
including valuable volumes of early English 
poetry and French romances. He also ac- 
quired the historical collection (in ninety- 
seven volumes) of charters, grants, rolls, to- 
gether with the original cartulary and other 
evidences relating to Battle Abbey since its 
foundation. 

Among manuscripts relating to Ireland 
that found their way into Phillipps’s library 
from the Cooper, O’Reilly, Betham, Monc'k 
Mason, Todd, and other collections, was a 
far-famed manuscript of Giraldus Oamhrenais 
of the twelfth to the thirteenth century, 
illustrated with spirited contemporary draw- 
ings. 

in the history and literature of Wales 
Phillipps took peculiar interest, and his large 
collection was rich in old Welsh poetry. 
Among the Welsh treasures was one of the 
four famous books of Wales, i.e. Aneiirin’s 
‘ Gododin,’ a manuscript of the twelfth cen- 
tury, on vellum. 

Of oriental manuscripts Phillipps owned 
some four or five hundred volumes, and 
among many valuable Greek manuscripts was 
a splendid manuscript of Dioscoridea of the 
tenth to eleventh century on vellum, beauti- 
fully illustrated. Phillipps’s illuminated 
manuscripts were of rare beauty; some of 
them had been executed for the Medici, 
Charles VIII of France, Pope Nicholas V, 
Ferdinand and Isabella of Spain, Mathias 
Corvinus, king of Hungary, and other im- 
portant persons. The gem of the library 
was a thirteenth-century volume of minia- 
tures, representing numerous incidents of 
bible history beginning with the creation. 
Another important feature of Phillipps's 

o 
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gr(*al HtiH-olifniHt' win’r tin' liuuuiHtMMplM )Kmtul ('liM’liiui ttt 'liilxiii ilH'frnnmd 

ii\ (H’unmi'ittal mt‘tu! nnU Ktuddnd with rrys- that they (li»l tit>{ puldiMh suiru‘i<nd ly im- 
tals or potpH, of whii’li than' ara not two , portant worha. I la was ono of tho, (‘arlkst 
hundnMl known spaaimanH throui^tnntt- ' nianthars of tha Alliatnauni (Mnh. 

Ktiropa. I'lia whola of IMuHij^p.s’s inanti'- Phillip'-* diad at- d'hirlast ;in(’! Ilotisa on 
sariptH uUiinataly nuiuharad iihinit Htxty <> lo-h, Isip, nn«l was hunin! at. tlio old 
tIuHisnntl. 4’hnn‘h. Po’oulway, Whsraa.^tarshin'. 1[o 

PhillippH at, tha sntna lima puralmsad nuirriad, tirst^ on 7 ISPJ, (larrii't., 

prlnttal hooks (d’ all alassas, hot h anaiatjl and ’ tlaup.htarof 1 aoiiianaiii -p'anand Sir 'riioniUH 
niodanu Wdth Van IWs mnnnsaripts In'’ M*dynau\» hart., of (kistla Uilhm, an, 
houp-lit a fina si'rias of in ahoat a Arinaph, h\ whom Im hu*! thraa daujuiitors, 

ihousaad volmiu's. Ha .soup'lit tha oriphnul | d’lia (dila;4, flauriatta, hhi/,ahath Molytiaux 
priutad aditioasof tin' ahissias, ami saaurad i {d, lS7td, who tuarrii'd .lamas Oraliard Halli- 
K('varal of tlii'iu printt'd on ?alhun. Ha * wall, tha Shnka maaranti saholar,sU(‘(s‘ad(Hl to 
owtiad a (’opy of (’avtonV* Uaauyt'U of tlu' thaantuilad Mi«.<Ua Hill ast at as I si'a, ll.\i,ia- 
llistoriasnf I'n^vafatnl mimarons ran' works w in.u nflarwjinls H vta.iwitM.-PinLLH'rs, 
0 !t Attiariaa. IMdlHpps also htnm'd a lina aol- ^ d .vMi-ts OitottAlU*!. d’ha sarond datifj^'htm*, 
laatioii of <'oios aad of piaturaa, inaltidiup; a : Marta S>i dda, marih'*! tha ltav..hdm Walctdi 
nnitdtar of {Irnwinp's (Millaat atl hy SirldtotojiM of Pittar av (katrt, Shropshirammd ditul on 
Lawranat', ami a larip' (‘tiUaation of pit'tttras i h‘ala Is.kH, 'rh(‘ third dnnp,htor, Kathi'- 
hy Hi'orpa ( 'at Un^ dlnsl rat i \ a j)f tha mannars rifiaSitnian at \\\ t tmdmtdi, married John Idl- 
aitid ansioinH of I lu' Nort h Amari(‘an Intlians, wnr*l Ad«h *01 hVawiek, fortmady viear of 
Ihilika most aolli'otors, Pldllipps lumpht Nat'«!wood, Statfonlsldra, and is still living. 
hi.M manuscripts for wmrk. Kaw vidumaa warn Sir 'riiomns marriail, seaojidl} » in IS Pd, Kliza- 
Avit hont Honit' t ra<‘a i hntdii' had stmlied 1 Itain, hath, duup, liter of thi' Ih'v. N\h ,1, iMauHclh 
Avldli' hundreds of mU('ho«dva arc (illad with A line portrait of (he eidhs'tor, hy 'fhomuH 
his own (opopraphiaah hisloriaah t^anenlop- Phillips, ILA, (1770 ISld) 

<‘nl,aad ndsai'daiieouH notcH, In IHIO hapri* d'hirh'stnna IlnuHa, 

vatt'ly printed, at Snlishurv/ Hidha’tionH for Hy Ids will PhlUipps h'ft ThirlcHt-ane 
Wiltshire, ’and in lH2t),ut hlvcsham.hAat'ount Utms**, tojp't har with ld,n hoidos, inamiscrijiis, 
of tlic Kundly of Sir 'riiotnus Molynt'UK* pint nras, prints, mins. to his young't'st 
(his first w'ifa’s fatlu'r). With a vdi'w t,o danpfhter, Mrs. Kanwiek, A portion of tho 
inaktiifj;’ soma of his mannm'ri'ds inort' gana- nmmisariptH huH sinca hi'an dispersed hy 
rally neeesaihle, he ('stahlislnal uhout. It^dda ]trlvalt‘ treaty or hy anrtl*m at. vSotlndiyV 
privatf' print! nu'-press in a tower .situated on (July iHOl, July iHOd, June iSU.’knnd March 
tha. Middle Hill eHtale.nml known an Hrond» IHUd), 11ia ( h'rinan j^ovarumatit purehased 
way Tower. A vignette of this lower is to tha gn'atar part of tha Maarmnn (adlection; 
be fouml on some of the tit la-pugaa of tha the Ihdi'h goviummant tln^ manuseriptHre- 
genenlogienl, topogrirphienh ami other worltH lating to Uotland, and (ha Haitian govern- 
iVotn time ti> lime Lssua-d from t.hih pn'SK (see uiant tlmse t'tuulng from or relating to their 
infra), country, while A Isaac- Lorraine natiiurml the 

In IKtId PhillippH (hs'ldtsl to raanovii both lairttdunas, ahnrterH, ^Ve., relating to Met/., 
bin library and print ing-prenn from Mtildle Struahurg, and otlu'r plaees in tlmwe pro- 
Hill to a larger and more eonmnnlious build- vincas, Hut tlia most, vahmldi' mamiHcnntH 
ing, Thirlestane House, Hhedtenhum, wlucli si ill ri'iimin at Thirlestaiie House, Tim 
purehased of Lord Northwiidt, His col- printi'd hmdis in IddUipps’.s lihrury went sold 
led ions n'plaeed in tlie gal laries the North- at Sotlu'hyV in three portimiH, in A.ugimt 
Avick (!(d lection of pict.uras, ( knit inually cor- iSHlt, Janimry ISHt*, and Ih'camhar I HO I re- 
responding with literary men in all parts of gpe.etively. 

the world, luy was always glad to Avelcome An Incomplete cnunnuaition of the works 
HtudentH to Middle HUl orThirleatane Houso. issued from lHnllippK*H privatepresH at Middle 
PldUipps was asHiduouH in the re,gulation Hill (‘TypisMi'dio-Montnnl'P) occ.upies some 
of hiH estatcK, and aa’^rh fond of aport. In fourteen page's in !a)wudi'H’H ‘ HihliographePs 
1820 he uttsuccesKfuIly contcHted the parlia- Mannal*(pp, 1H50 8, and appendix,pp.225“ 
nnmtaryrepre.stmtation of Hrirnsby. lleAvan 2d7), Many of these issuaH were edited by 
created a harouet on 27 July 1821, and AAni.H HhillippH hiluHelf. Hut some are mere ieat- 
lughsheriiLfor Worce-stewlure in 1825. Iln lets, camprising extracts from registers, visi- 
was^a trustee of the British Museum, was tationg, genealogies, cartularies, and brief 
admitted a fcdloAv of tluj Royal Society in catalogues of inanuHcripls in private and 
1819, and was fellow of the chief learned ; public librarit's, hot li in hlnglund and abroad, 
societies at home and abroad* He declined 1 'besides a number of complimentary and other 
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verses, lists of inscriptions, .prospectuses, 
squibs, and other trifles. 

Among the more important of Phillipps’s 
private issues are: 1. ' Institutiones Cleri- 
coriim in Comitatu Wiltonit©, J 297-1810,’ 
2 vols. fol. vol. i. Salisbury, 1822 ; vol. ii. 
Middle Hill, 182«5. 2, ‘ Slonumental In- 

scriptions in the County of Wilton,’ 1822. 
3. ‘ Catalogus Librorum Manuscriptorum 
Antonii a Wood ’.(in the Ashmolean Library) 
[by William Huddesford, Oxford, 1761], 
1824, fol. 4. ‘ Catalogus Librorum Manu- 
scri[;torum in Bibliotheca Phillippica,’ 1824- 
[1867 fol. ; the second sheet describes the 
manuscripts of Dr. Van Ess, and the fifth 
the Meerman MSS. Succeeding supplements 
describe a total of 17,872 manuscripts, and 
other manuscripts were roughly catalogued 
up to 34,316 {Notes and Queries^ 4th ser. ix. 
201). 5. ^ Itinerarium ad Terram Sanctam : 
per Petrum de Suchen A.D. 1336, scriptum 
A.n. 1350,’ 1825, 12mo, pp. 5-78 (incom- 
plete). 6. ' Marriages, Baptisms, and Burials 
in Somerset House Chapel,’ 1831, 8vo. 

7. ‘ Catalogus Manuscriptorum in Biblio- 
thecis Anglioe,’ pts. i. and ii. 1833-9, foL 

8. ‘Index to Cartularies, now or formerly 
existing since the Dissolution of the Monas- 
teries,’ 1839, 12mo. 9. ‘ Aubrey’s Collections 
for Wiltshire, printed from the original Ma- 
nuscript under the Inspection of Sir T. P.,’ 
London, 1839, 4to. 10. ‘ Sir Dudley Carle- 
ton’s State Letters during his Embassy to 
The Hague, 1627, now first edited by Sir 
T. P.,’ 1841, 4to. 

[Times, 8 Feb. 1872 Athenaeum, February 
1872 ; Bibliotheque de TEcoledes Chartes, 1889, 
pp. 68, 180; Book Loro, iv, 141; private iu- 
forination,] 

PHILLIPS. [See also Piitdlips, Phi- 
lipps, Philips, and Phillippb.] 

PHILLIPS, ARTHUR (1605-1695), 
musician, son of William Phillips of Win- 
chester, was born in 1005, and matriculated 
from New College, Oxford, on 15 Nov. 1622. 
In 1638 he was organist at Bristol; in 1639 
organist of Magdalen College, Oxford; in 
1640 he graduated Mus. Bac., and from 1639 
to 1656 was choragiis or professor of music 
at Oxford. He became a Roman catholic, re- 
signed his post at the university, and served 
Queen Henrietta Maria as organist in France. 
On his return to England he became before 
1670 steward of John Caryll the elder of 
Harting in Sussex. He died on 27 March 
1695. His will was proved by his nephew, 
Hugh Phillips, who succeeded to the steward- 
ship, and died in 1696. 

Phillips composed music in several parts 
to poems and hymns by Dr. Thomas Pierce 


[q. V.], including ‘ The Resurrection,’ 1649, 
and ‘The Requiem, or Liberty of an im- 
prisoned Royalist,’ 1641. A fancy, upon a 
ground, by him, is in British Museum Addit. 
MS. 29996, fol. 193 b. 

[Wood’s Fasti, p. 283 ; Bloxam’s Registers of 
Magdalen College, ii. 191, 233 ; Hawkins’s Hist, 
ii. 584 ; Grove’s Diet. ii. 705; Caryll Papers, 
Brit. Mus.; Addit. MSS. 28240-28253, passim; 
Brit. Mus. Charters, 19024, 19027.] L. M. M. 

PHILLIPS, CATHERINE (1727-1794), 
quakeress, daughter of Henry -Payton of 
Dudley, Worcestershire, by his wife Ann, 
daughter of Henry and Elizabeth Fowler of 
Evesham, in the same county, was horn at 
Dudley on 16 Jan. 1726-7, Her parents 
were devout quakers, and, her gift of pious 
oratory becoming conspicuous at an early- 
age, she entered the ministry in 1748. 
Thenceforth she went on annual preaching 
tours among the Friends, visiting Wales, 
Cornwall, Ireland in 1751, and Scotland in 
1752. In 1753 she sailed from London to 
Charlestown, traversed the whole of Caro- 
lina, and prolonged her stay in the New 
England colonies until 1756. In the fol- 
lowing year she sailed from Harwich on a 
missionary tour in Holland, preaching to 
the natives by means of an interpreter. Her 
marriage at Bewdley, on 16 July 1772, to 
William Phillips, a widower, in the copper- 
mining business, proved no impediment to 
her itinerant preaching. After her husband’s 
death, however, in 1785, her health declined, 
and her faculties seem to have decayed. She 
died at Redruth in Cornwall on 16 Aug. 
1794, and was buried at Kea. Her son 
James was father of Richard Phillipps(1778- 
1851 )[q.v.], and of William Phillipps (1775- 
1828) [q. V.] 

Two years after her death appeared the 
aiitobiogra fiiical ‘Memoirs of the Life of 
Catherine Phillips, to which are added some 
of her Epistles,’ London, 1797, 8vo, a strictly 
edifying work, testifying to thewritex-’s con- 
viction of divine guidance in every circum- 
stance of life. These ‘ Memoirs ’ were re- 
printed in the ‘ EViends’ Library,’ edited by 
William and Thomas Evans of Philadelphia 
(1847, vol. xi. pp. 188-287), and abridged 
by the Religious Tract Society in 1835. 
Minor works, in addition to printed ad- 
dresses and letters, are : ‘ Considerations on 
the Causes of the High Price of Grain . . . 
with occasional remarks,’ 1792, 8vo ; ‘ Rea- 
sons why the People called Quakers cannot 
so fully unite with the Methodists in their 
, Missions to the Negroes in the West India 
Islands and Africa as freely to contribute 
thereto,’ London, 1792, 8vo; 2nd edit. 1793; 
and ‘ The Happy King, a Sacred Poem, -with 
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otM’nsHuinl rtMuarks* Ut'sia'Ct fully 
1(t IH*' urivutaly pruth'^l, ITPl. Mr-u 

PliilUpM iH to hav(» hud con hih’vahh* 

hnowhHl|,;*u in nnulit’ino lunl botany, and I o 
1iav<' ‘uuhlishiMl sonn'thilhf on plant uyn and 
boautilyinp'wuslo pToundu,’ but noaui-b work 
appotu'M to bo known. Sojao oi Jo*r di.*' 
(UMiraoH aro ap]unidoil to thoso of l^anund 
Fotborgill (q, v. k]uiblisbod in I Wh'hundstiinr 
It'tUo’H an' priut^nl In John lunnlaUV Ijot (ora 
<m Holi|:^'ionn Subjt*o,ta,' iSOd, v<»k il. 

I Mtnuoim of Info of (’at lun-iiu' bhillipH, I7i)7 : 
(lout. Mujj;. ITlh), i. UoaHU and Pourlnryn 

jhbh ('oruub. ii. 47f>; lhanr. Ibrt. <»(' luvinp; 
Aitihoi'H, IKUS. p. 27 1 ; v'^inilcsu lavi’U of Ihudout 
; Smith'Hi ntnh'p.ui'of Krirndn' 


(dronit, and . pajulih made a rf'pututiou by 
fna llond tonitun, uluoh. t hoindi oniidtntuu'tl 
b\ tbo bar, wa < Vary atraotira with jnritNS. 
Ho w’l'- ainphwi'd in itiosl ot’ ( In* * oidin, ('ou.’^ 
on '.aa oft ha partnd. atid Mono of hi u'Xtrava- 
p'atU Nproahf. uori^ pnhli .liad in Hopnrnlo 
form. Ha took a oon adarnbh' part in tin) 
a;,', it at ion (’or liomati outliolio (ouanaipnl Ion. 
In iJ^ld lia was pra ant ad witli n national 
' tf' tiinonial, and was pnblioly thnido'd by 
tboHatlioho Board, t H 'onnoU ouInM'isr'd him 
wntmdy, and Phillips uhnost axhuuM<d tho 
' ^o(^a}allnry of pm i a* in hia piihllo raf‘ratiO(‘a 
! to hi * pana,«: \ rt;»(. 

In l^'i’l ao wfih onllad to fha I'inylisti bar, 
I wltara hi s fmnan » »i plaudar Innl praoadad him. 


and Watt. p. 11..* . r» : . t " t . a , t 

HooU ii. ‘KH li (with full hd.lnMn'uph.v ) ; Pr“V' ; ht a oompnrat ividy idun't tuna ha was loudar 
tioUl'H Manioira of Siuiond PotUarpjU, Ih.o . ‘ »d' t ha ( ltd Bailo) h;u\ I .ord IvronyhHjn pro- 
pp, ‘t to I ; that. Muh. pa!.) 'Ik S. I fa-.^ad atlmiriition for bio nhdtiit'w, althoup;h 

FHirxins,(:nAiu,KS(yA 1770 i7K0t. i i>;' 

.mumvci', w«H liorn 1.. 17:7, 11,> NvorK.O; ■lnT..u,.h,.r Nurlh, « lul. mlimU uur I hnt m 
.-.hhllvin m,.w.atiut, afOM- the 0.1 mnMt.T,; 1 Iwv.l hutll.. vv.,. ,0 yn.u.m ll..,t h.My»s wnr h 


Sir Jamas Maokintooh d('- 
wn.s 

jntifn! to tlia last dapriu'. Ha oiipdit. by 
('ommon oon -ant to ba drivaii from tin' bar/ 
Ho wua nioknannui ‘ t 'onnsi'llor i f( {urninb,’ 
tnnl hia oondnot of t In* di'famu' of< lourvoiaior^ 
a vidat obuff^ad with tbo murtlar of Ins miw- 
tar, Hord W'iBium Kbissalh in IS It), vva.sp^’otn*- 
rally o<mdatnm'il, It in anid ibaH thonp'h 
fully awnro of his abantS ^(utll, In* pli'dg'oil 
his \vnrd tliat lia was innooont, and sonf.t’ht. 
to fa.Son tin* oritno on nmohar. lb* was nt- 


.m.l his ,,lal,-s.,f (h«t Uiu.l, wUl.-h .uv few j ' jt .1.. N .■UM. ' U, • 

hut, (If ..k'Ole.tt .i.iMlilv, .01 |.ul,lish,Ml ehin-a. .m th.' ..th.n hun.l, that lu.<Ntyl. 
heUvreu OCO »n.l 177(1, H.mi.. hy Ileulrll, I ‘ intilul I.. il..’ h.M .!.•}, 'T"''- ll>‘ 'micli 
and othf'i'H by Phillip.s hlmNolf. 'Hio^ mo.st 
itiiportaid. aro; ‘Boy with Pifp'»m,' nftar K. 

,M<da; ‘Virgin and Hhlhl, with St. John 
and dhvo AngoLs,’ aflar Pnrmtginno; * Holy 
Family,’ a ft or S. (kmra. ; ‘ Isano IdaHHing 
J anob,^ affor SpagnohO t o ; ‘ 'fba PUilosophor/ 
after Urmbrandt.; llubt'UM with Ui.s wlfo 
and nbild, aft or Bnbaa.s; Mr. Wti.Hton in 

tho (diarnx’tnr of 'ryoho, aft(T Hn Lontln*r* . t » a j ot t 

Im.iw; NellvO’ltri.'it.aro.r l!..,vu(.ia« ; ami I’"''!''.'* "'H' 

1, V, lia lion..;. U'terN. Hum.. Tim lust is a oOmml ui.p.aMn.mni in ( nlmilh^ hut m IK-U 
rulnarUalilv lumin.ms ami i)uw..rl'nl wm-h. I nmulmm aiii.mn<...l lu.ii .•ummissmm.r 
Sum,, ul' tV.su I'liillinH ,..xUil.it...l with Urn t*'v..|.iiuul. In IK (1 

,Fm, S(K,i,.tv, (u wlii..h Inter, ami an tu 17 k:!, I"' -|l•t.um•,l (tie pust „ emuiiu.s.mner ul llm 
lio Hont Momo plab'H in tho didtod manner jnsolvont. dobtorn imnrt oi Inmdon.^ ! 
after Dc Luutlmrlnmrg and uthers. I'"U. ua, nn !■ eh. iKu.i, 

, , Jv . . , a, * . ‘'^‘‘d H), atnl wa.s bnnod in Iligligate nemo-* 

lOhaloimr Smith h Iiritisli iMo/.ymtmto Per- 

trmts; R,«lKr,iy,.V l)u.t.<ir Art^ posHessed of real 

ol tho hroo Sooioty at ArtisiH.] K M. <) H. ,,,, I |i,s,ml,IiNh,.d 

PHILLIPS, (UlARLKS ( 1787 F ■ 185(1), , spi.eelmK ounluiu many pa.ssage.H ut line mid 

biumter ainl iniHColbiruMnis wri tor, horn at. fervent oratory, but the vim' of overntate- 
Sligo about 1787, wan non of (JharleH i'ldl- niont was habit tml to 1dm. A portrait ji])- 


lipH, a counedllor of iJio towm, who waa eotv 
nected iti Homo wniy with (loldHmitb’H family, 
"vvaa a Boman catholic, and died in 1800 
{European Magazine^ lx)£. HDO). After re- 
ceiving a fairly good educatitm in BHgo from 
the Rev. Jamen Anirntrong, ( IharloH wan Bent 


neara in the ‘ Pantheon of the Age,’ 1825, 
lii. BH. Ill' wu.H a clever writer, as is hIujwh 
by hi.H ‘(turran and his (JontemporarieH,’ 
IHIH, and many of hin productiouH ran into 
ttcvtwal edit ions. 


Tho hdloNving ih a Tmt of Iuh more impor- 
ntwrilingHt L ‘A I setter to tho Kclitot 

dim Hdinbnrgli Review/ Hvo, IHIO, 

the following year he'enbTod the Middle CouBolationK of'Frin: ap^hdogy/ 4t 
Temple in London, and wae called to the 3* *The I'^ovch of CelcHtine and Bt. , 

Irish bar in 1812. While in London he en- 2 vols. I2mo, IHI 1. 4. * The Kmart 


in 1802 to Trinity Oolle.ge, Dublin, at tJm age tant writ ingn t 
of fifteen, and in 1800 graduated B.A. In oftlm Kdinbnrgli Review,’ Hvo, IHIO, 2. ‘The 
“ ‘ ^ ^ • a Knlogy/ 4to, 1810. 

* le and Bt. Aubert,’ 
The Kmerald Isle/ 

gaged in literature, which thenceforth omi- a poem, 4to, IH12; ‘iml edit. 4to, 1812. 
pied hia leiaure. lie joined the Connaught ^ 6. * A Oaiiand for the Urave of It B. Sheri- 
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dan,’ 8vo, 181(). 6. ‘ Speeclx on the De- 
thronement of Napoleon,’ 8vo, L81G. 7. ^Tlie 
Liberation of John JMagoe,’ a poem, 8vo, 
1816. 8. ‘Two Speecliea on the Catholic 

Question,’ 8vo, 1816. 9. ‘ lliatorical Cha- 
racter of Napoleon Bonaparte, with a curious 
and interestinp^ Letter of his,’ 8vo, 1817. 
10 ‘An Klep^y on ILR.Il. the Princess 
Charlotte of ales,’ Kimo, 1817. 11. ‘The 

Lament of the Emerald Isle’ (a poem on 
the same occasion), 8vo, 1817. Pi. ‘The 
Speeches of Charles Idiillioa,’ edited by him- 
self, with a preface by J. Einlay, 8vo, 1817. 
13. ‘Recollections of Curran and some of 
his Ootemporaries,’ 8vo, 1818; hthedit. en- 
t it leal ‘ Curran and Ids Cotemporaries,’ 
Edinburgh, 1857, 8vo. 14. ‘Two Speeches 
in defence of tins Christian Iteligion,’ Txth 
edit, 8vo, 1819. 15. ‘ Specimens of Irish 

Eloquence,’ with biographical notices, 8vo, 
1819. 16. ‘The (iiuam’s Case stated,’ 8vo, 

18i0; over twenty editions publisluid in that 
year. 17. ‘ Correspotuhmee between S. 
"Warren and 0. Ih r(dative to the Trial of 
Oourvoisier,’ 8vo, 18*19. 18. ‘ Historical 

Slcetch of Arthur, Duke of Wellington,’ 8vo, 
185i. 19. ‘Napoleon the Third,’ 3rd edit. 
8vo, 1854. 20. ‘ V acation Thoughts on Capital 
Punishment,’ 8vo, 1857 ; this work was re- 
printed by the quakers for their own use. 

[O’Rorko’s Hist, of Sligo, ii. 511-21 ; Diet, of 
Living Authors. 1810 ; Alliboric’a Diet, of Engl. 
Lit.iii 1581-2 ; Burke’s Connaught Circuit, pp. 
188-94, 194-202; O’Keotfe’s Life of O’Connoll, 
i. 854, 359 ; Brit. Mus. Cut. ; European Mag. Ixx. 
387-90 (porfrait) ; Public Characters, iii. 134-5 
(portrait) ; Belgravia, vol.xxi.; Annual Reg. 1859, 
pp. 4G8-9 ; Georgian Era, ii. p. 552 ; Notes and 
Queries, 8th sor. ix. 264.] D. J. O’D. 

PHILLIPS, EDWARD (1630-1696?), 
author, and nephew of I^Iilton, born in 
August 1630 in the Strand, near Charing 
Cross, was son of Edward Phillips, secondary 
of the crown ollice in the court of chancery, 
by Ann, only sister of John hlilton the poet. 
The father died in 1631. His first-born child, 
a girl, died soon after birth in the winter of 
1625-6, and was the subject of Milton’s poem, 
‘ 0 fairest flower, no sooner blown than 
blasted,’ Edward was the second child; 
John (1631-1706) [q. v.], the second son, was 
born posthumously. After 1633 their mother 
married her first husband’s friend and suc- 
cessor in the crown office, Thomas Agar, by 
whom she had two daughters, Mary and Anne 
Agar. 

Edward and his brother were educated by 
their uncle, the poet. On the latter’s return 
from Italy in the autumn of 1639, Edward 
attended daily at his lodgings, near St. 
Bride’s chimchyard, Fleet Street, to receive 


instruction, and when Milton removed to ‘ a 
pretty garden-house,’ in Aldersgate Street, 
Edward was sent to hoard with him. He 
remained till he was more than twenty a 
member of his uncle’s household, which was 
stationed in the Barbican from September 
1643 till 1647, in High llolborn for a short 
time in that year, and subsequently at Char- 
ing Cross, near Spring Gardens. The course 
of study through which his uncle conducted 
him included a very liberal allowance of Latin 
and Greek literature. Besides the acknow- 
ledged classics, he made the acquaintance of 
such writers as Aratus, Dionysius Afer, and 
Manilius; nor were the Italian and French 
tongues neglected. Many branches of mathe- 
matics were seriously attacked, and the youth 
])lougli(xd through masses of divinity. At 
Michaelmas 1650 Edward went to Oxford, 
and matriculated at Magdalen Hall on 
19 Nov. He left the university after a few 
months’ stay in 1661 without a degree, and 
sought a livelihood in London in private 
tuition or m work for the booksellers, which 
he looked to obtain either by his own abilit y 
or his uncle’s Influence. Although his views, 
religious, political, and moral, took, almost 
immediately on his leaving Oxford, the op- 
■xosite direction to that in which his uncle 
had trained him, he maintained affectionate 
relations with Milton until the latter’s death, 
and often stayed under the poet’s roof. In 
1662 he spent much time with Milton in 
Jewin Street, and read over ‘ Paradise Lost ' 
as it was composed. 

Ilis first publication was a poem prefixed 
to Henry Lawes’s ‘ Ayres,’ 1653, and verses 
by him ‘ to his friend Thomas Washbourne ’ 
preface the latter’s ‘Divine Poem,’ 1654. In 
1650 he published two novels in separate 
volumes, ‘ The Illustrious Shepherdess ’ and 
* The Imperious Brother,’ translated from the 
Spanish of Juan Perez de Montalvan. The 
first is dedicated to the Marchioness of Dor- 
chester in ‘ an extraordinary style of fustian 
and bombast ’ (Godwin). Presentation copies 
of each to Bishop Barlow, then the librarian, 
are in the Bodleian Library. 

In 1064-5 Sir John Scot of Scotstarvet, 
brother-in-law of the poet William Drum- 
mond, brought to London some of Drum- 
mond’s unpublished manuscripts, and Phillips 
edited some sixty small poems from the 
collection in ‘ Poems by that most Famous 
Wit, William Drummond of Hawthornden.* 
He contributed a ]'jrose preface, signed E. P., 
in which he sensibly criticised Drummond’s 
poetic faculty, and may have incorporated 
the views of his uncle. He signed in full 
some commendatory verses. 

In 1658, after many years’ labour, he 
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SiMiiiHf ssii, nii«l litr •\ -'! f si^Mi .) 

i aiit’»iln*'thtr»*, }s»'4»i<*i nti ,? js..^ ;; '' 
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i Ini'tilalhfiiuitiiMl !ti li'illtN’Jsl 4 144 

'• Mr. 1‘nU‘riti‘r' l<tr h -hmr . t*l ,h\x\ 

ihnl I luUiii » !\ |4a, is5^ »4 I i'. 

M ni|s!n!i,' 1 «(<>*', m Ui?. Hr' i t .‘;4 oil, suisl 

Avroto t<» \V t*'s4 ill 1«V/U lA-ti 

I4ii|li|»;'. Wii". un* u rsu.l nn lirs u»'V^U 

|mhli’sh«'»l * l.fiw I >is*5 issHHiw / in »'r»!s'r !•» uii'^ 
jtrnvi" it iorUn’Mininj.^ rshlusn nf flu- * N»’W 
n'lsiisl tif \N ur4rt,* lu ati|i|»4ii s4'! jm >»- sAiur^tn*'; 
Hlnitiit ifsMiiinl in *A WArltt ♦*!' 
<liHt»<iVfr«ni iullu»*‘XiWv W ut'lti f»l‘ \\«»r4M,‘’* 
St«^|»h«it Skiiiiirr, in ' 14 v ni<4ur.:n’Hn/ 
ptmnnl «nntiil m’nru tnt IliiUip'Xt imArfH in 
plu!s»lo|,ify. l*hilli|ri tV«'»4y hurii'<i\vr4 w ii hunt 
ticknnwliul|,(ntrnt hiniH tV<nn sktnni^rV wstrl* 
in Intt’r in.’^urH »»t‘ ht:i tnvn \'u}tuni\ Mf^nn- 
wiiiln, in Auf^twt nynin ttn4rr iln* 

<4 Nnthnninl lIrntiln’M, tltjllip** |>nl> 
li«hn4 a lutinnriittn \'olninn, railt'4 * 

<if Ltivn ttiul KUH|nnn<M% nr thn kfin ttf 
'Woninif anti (Vimj'limfntini^ ua tliny am 
mannpt‘d in tint Spring C«ar4t‘n, llidn Vitrk, 
and nilmnntttnnnt phunm.* 'llin pfi^atn^ ia nd«* 
droHHnd *Tt> thn ynuthfnl gnntrv/ I'tirrn 
inllnw imiiK inary nonvnraatnniH for li»vnrn, 
with yrindnlH (jf* Intlnra^ an an of In^nr, a 
rhyming dintmnary, mprinl.a of pm'inH and 
umigK^ a tlnarriptitm (d‘a fnw pnrhmr ganma^ 
and a votythniary of npiihntH. Tim w'holn m 
TOtfirtaining, hnt oftmi linnntioim, and idfaw 
a <mriou« mmnmitt\ry nii tln^ ntritit training 
to wliich Ida nitela "had anbjantiai him in 
ycnitln A ntw mlition, in fdtMh horn tkn 
titlo of ^ Tim lit^auV Aeadomy.’ 

'riiia nndnrt.akiiig provad tmlya tompirary 
ahermiion from virttumn paUtH. I1in mat ctf 
PhilUpaM litnrary Ufa waa do voted la at^rtona 
tuldactB. In KfdOha publmhod a now edition 
of Bakar’ft ^CJhronieh*/ nnntrlhnting a (um- 
tintiatirm from lOhO to HlhH, into which ho 
imported a strong royalist bias, Fora fmirtk 
edition of Baker, in lOOil, he hrougUt the 
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*0 t hf U* '0 n \ >u\!h s'slilittn iippcan'd 

>n h 14 in jind an eighth in 

io A, 

1*14 'M lo.i.;; r!i4j»|v, hrs'niin* (utsirat 

A iaj'i'iArd, ni a yi'iir, 

th* ■ .4 I '.w-{us A ln‘ dinri'4. Mlo 

w s4 . tnO,* MvAr, f\r'!us» Alt all iidVrfinl by 
h' . nra'lf’A pros* sp!« , fhMii-h InAvinAirnught 
tip hv hoa ’ f.U'iui 4ru*nh»‘a lldllipHiiHAl 
1 I Hit' 4 hnniih': ppr'ain, a little 

>mO'V iu I - . tsnhf n tunlrnOundiug many 
ht’u, * n ♦ lit*' }mi 4 «*rn/ Ih'lelt 

I ,v<4t, sA. tn t's li4A hto lii‘i‘iinio 

fiiUi'.' lit 14. ' !p t ntf rj w )»mI . .'.»o mil h t'Jirl of 
r< ;{4 n 'ii <it mS rhjsp 1 1» rlitol, dfth oiu’l. 

In h»' wsv's <441 of S\ litmu w lu‘ri* lim 

P‘ip,j'-i t»s!,«*ri }M‘>'.*r4nn< lo I'ArlAO nnuio 
'n «' «tl tiOn I" uii*'ipi»i 'imM' ot tlnAlVu- 
Onot' p!i4 'plv> t'l niy'.tio tloMilogy 

flu* fit A Wfirtinofh miiiH'Od.* lit* atn^nih to 
hint-l’M Wiltttn iU IS* A I'mlor the will 
«4 hrs Mffptaftjrr, \ini{\ prttVftl on o Nov, 
1474», hi’ n'OiiVml 'Hm/. fti lir liiitl mit in tllO 
piM't'ioi I' »4 an nniool) for hr-t lib* or soinn 
|..ihii‘r ui I’mpbo nniii tAr lu.'» lH*ttnr snhHiHt- 
fvo’o* S'vhn'hrA'f .ilnoihl ?srom mo:vi Inr lllH 
hi-n« 14' 

hi |t.'SA Im hoondit ‘Oit a inwv odirnni (tho 
M'Vrnti’i'ioh t of ‘*hninnif« Ihmhlori Simrarmu 
|'i‘Mfooui'onu|oo lljrsronm Fsh'I iruruny The- 
rniinn/ 'h* il !o^ uppAoltHl twn original 
' '‘’iVft in loiiui toio n ^Ino'i tronliKt* on the 
. * \ (V'to i»f fhr ItTOtmifu’ Ikiol.'s’ the otlit<r a 
I * rtmtpmn-liitnH IhumuTntion of the IMots, 

' hitlinn, tlormaii, Kmgliidn N:m» t!m most 
famoim, »*r fhrtn, m It-md, win* have tlourlHlind 
) from I ho linn*' of hunto Ahghiori lo^ tbs 
' \irt*fimn ago.^ In tin' j^rrond essay I‘liiHip» 

: bi'Aowed on .MillouVi * Farad ise Loat^ the 
’ ftrA printed wonk of prnmo that it reeeived. 
dim work a.h repnied/ lirt wrotis^Mo luiyn 
, reaebml thepmToetion oflldnkindof(i.mepicJ 
' poetry/ 

After resnitiiitg Idfilifeas a hack-writer m 
Loudmn he obhuned^ on 14 Soph 1474, wliils 
; Milton was on his deathb«Hha UcenwAfi imk 
’ iinh,aini in ho A In' pnblkhcd, his*Thetitrum 
Foetarnm/ an index of t lie namcH of jioetH at 
■ fiU coniitries and agen, but ebiedy hiigUHh, 

' arranged alphabet ically, wdtJi ocwtHumal brwt 
: critickmH. An introdm^tory ‘ UiHCourrie cm 
’ IbietH and Poetry' (addressed to Ids friends 
i Thomas Sfanlev of (hunherlo (Ireen, Hart- 
I fordshire, and l^dw'ardpSller^mrn,ch(rk of tM 
'' ordnaneip) embodies critickin couched in suck 
' dignified languago that a long »erius of critics 
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liaa iraccHl in it the hand of Milton. Milton * Letters of State,’ with a short but valuable 


is also credited with supplying his nephew 
with the enlightened criticism that ligures in 
the volume on Shalvespeare and Marlowe. 
Phillips excuses himself for mentioning his 
uncle’s name without any elaborate tiotico 
because it ^ did not become him to deliver his 
judgment,’ but he compensates his readers 
'for the omission by inserting a very high- 
liown eulogy on his brother John. In the 
Podleian Library is Idiillips’s presentation 
copy to Bisho 0 Barlow. WilliamWinstan ley’s 
‘Lives of 1 he ihiglish Poets,’ 1 087 , largely pla- 
giarises Philliiis’s ‘ Theatrum.’ Sir S. Lger- 
tou ]h*ydges reissued in 1800 vol. i. (only) 
of a In^avlly annotated reprint of Phillips’s 
notices of ihiglish poets. A copy of t lis, 
with manuscript notiis by J. P. Oallior,is in 
the British Museum. A third editioiy of 
Brydg(».s’s reprint appeared in an edition 
limited to one hundred copies in 1824. 

In September 1(577, on Lvelyn’s recom- 
mendation, Idiillips entered the service, ap- 
pavenllyat Buston, Sutlblk, of Henry Bennet, 
earl of Arlington, lord chamberlain, who 
wanted ‘ a scholar to read to and entertainhim 
sometimes.’ lie also instructed in languages 
the earl’s nephew, ITenry Bennet, and the 
earl’s daughter, a girl of ten, who was already 
married to Henry Fitzroy, duke of Grafton. 
Phillips dedicated the fourth edition of his 
^Wor'd of Words’ to the youthful duchess 
in 1678. Before November 1679 he was dis- 
charged of the duty, and thereupon, according 
to Wood, he ‘ married a woman with several 
children, tauglit school in the Strand, near 
the Maypole, lived in poor condition, though 
a good master; wrote and translated several 
things merely to get a bare livelihood.’ 

In 1676 his geographical and topographical 
supplement to John Speed’s ‘ Theatre of 
Great Britain’ saw the light, and he probably 
edited the Latin edition of Milton’s ‘ Letters 
of State.’ In 1082 he issued his ' Tractatiihis 
de modo formandi voces derivativas Linguae 
Latinae ; ’ in 1684 his ‘ Enchiridion Linguae 
Latinae,’ or a ‘ Compendious Latin I)ic- 
tionary ... for all learners,’ and his ‘ Speculum 
Linguae Latinae.’ Both the latter were, accord- 
ing to Wood, *all or mostly’ taken from 
notes prepared by his uncle Milton for a 
Latin dictionary. Milton’s widow, accord- 
ing to Aubrey, gave all her husband’s papers 
to Phillips before 1681. There followed in 
1 685 Phillips’s ^ Poem on the Coronation of 
his most Sacred Majesty King J araes II and 
his Royal Consort,^ fol . ; an historical ro- 
mance, * The Minority of St. Lewis,’ dedi- 
cated to the Duke of Norfolk; and an English 
translation of his own * Tractat ulus ’ of 1682. 
In 1694 he published a translation of Milton’s 


memoir, which has been liberally utilised by 
later biographers. Godwin reprinted it in 
his biography of Phillips and his brother in 
1815. The fifth edition of his ^ World of 
Words’ is dated 169G, and he doubtless died 
soon afterwards. 

On 4 July 1696 died ‘ Mr. Phillips, philizer 
to the county of Middlesex, a place worth 
400/. a year’ (Luttkell, iv. 81); hut it is 
im])robahle that this ollicer is identical with 
Milton’s nephew. 

[Wood’s Atlieutr Oxon. iv. 760-4 ; William 
Godwin’s Lives of Edward and John Phillips, 
1815; Masson’s Life of Milton; Evelyn’s Diary.] 

S. L. 

PHILLIPS, EDWARD (Jl. 1730-1740), 
dramatist, stated by Baker to be of Cam- 
bridge, was the author of the following 
pieces: L. 'The Chambermaid,’ a ballad 
opera in one act, based upon the ‘Village 
Opera’ of Charles Johnson (1679-1748) 

I ep V.], and produced as an after-piece at 
)rury Lane on 10 Feb. 1729-30, ,.jondon, 
1730j^8vo. 2. ‘The Livery Rake and Country 
Lass.’ This comic opera, with sprightly 
songs, was repeated several times at the 
Haymarket and Drury Lane, where ‘first 
Phillis’ was played by Mrs. Pritchard, Lon- 
don, 1732. 3. ‘ The Mock Lawer,’ a musical 
farce produced at Co vent Garden on 27 April 
1733. The libretto, printed at Dublin in 
1 737, is scarce. 4. ‘ Britons strike Plome, or 
Sailors’ Rehearsal,’ London, 17 39, 8vo. This 
musical piece was, according to Genest, de- 
void of unity and ‘ full of cla]3traps.’ Never- 
theless, Macklin and Mrs. Ciive appeared in 
it wlieii produced at Drury Lane on 31 Dec. 
1739, and it was revived on 27 March 1779. 
A scarce satirical poem on the condition of 
the stage, with a prose introduction, entitled 
‘ The Players’ (London, 1733, 4to), is doubt- 
fully attributed to Phillips (Lowe, Bidl Ac- 
count of Theatrical Lit, p. 266 ; cf. Intro- 
duction to The Players, ad fin.) 

[Baker’s Biogr.^pllia Dramatica, 1812, i. 571 ; 
Thespian Diet. 1805 ; Genest’s Hist, of the Stage, 
vol. iii. passim ; Brir.. Mus. Cat.] T. 8. 

PHILLIPS, GEORGE (/. 1597), divine, 
was matriculated as a pensioner of Trinity 
College, Cambridge, on 2 Dec. 1579. He 
graduated B.A. in 1682-3, and commenced 
M.A. in 1687 (Coopeb, Athence CantaOr, 
iii- 18 )' n 

He was the author of: 1. ‘ Ewe Sermons : 
(i) A Recreation for the Soule, on Col. iii. 16 ; 
(ii) The End of Vsury, on Habak. ii. 9 ; 
(iii) The Armour and Patience of a Christian, 
on 2 Tim. ii. 3 ; (iv) The Mirth of Israel, on 
Psalm 3 £xi. 1-3 ; (v) Noah his Arke, on 
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IS, * A l^'r^l ni' !h<‘* riinrrik, u st’ini'4j nti 
Arf't ! '/ I®*/ '"'iM. i " I liii'* 

I'itl'iHi t»r ill*' Iiii'mI Ua!«\ hj I-tfui t»\ 

|i\innr4{ t rn'MliuninriU*-, !tn*i f'i’uAs hr4/ U 

i'lnusnl t«» Wilhuju Ift’iik**, It, ' I'Pr 

I’ltuhji iM' nf t knl;' 4 »tU \«i?« 

' A rr4|*nr4(i\*' P» fhr Lor-lf*. A*U|*|i«'r, if U 
lUi t hk’t'rttf/ ''•'*'4' f*‘ 

Uuh.Nniu ids** t'> \\ lUijUH 

I \in»'p‘‘s Typup;i- \5iit!|, ilPrS'rrfh pp 
\:vMK iHrn. f:r;i ; thvisu-'M t apiI**p!u\ pp a. f*A 
l;’t*, iiup tipi. !*.ti I V {\ 

rHHildrHJtl'niiUKi I.vjif 
(Hml’ortsthkl dntiUMtnti poltnii-.f, i^^nw l*“ru lu 
Haiiihatu, NorlAlK, ‘if MaMifsi pntrnf m 
luPIS. untl wmt hi ( 'nitril 'iuukn-lip% 
ill ItSlP* Afli*r priMluHttiL.* T^A. m 
laa'tuni' a eurnh' at Hii\!«mI in Iv.'fV. (in 
lIV April IhlSO hn autli'tl tPr Ma-* iK'liusi'il v«»u 
tilt' Arata'lla uiulnr W'iiit hr«>p' ' atiMpirt-M. lln 
Inatli’tl in Jmii', Dn flu* \*i\ap.a i»itl h<‘ atiU- 
Mrribt'tl hin uutup with olUent tn n hift-r t»f 
wlm tv4in*tu it ail liniitttir tn rail tin* 
('hurrh of l'hip:luntl, frniii wlirnnn vw rim*, 
<Htr <!t*nr innthnr** l»iU !tt» |a‘fa«mnHy m 
cliuftl to tfif* idnn t‘f rhtih'h 

g'ovi'riunt'iit* *l1n'rt' w rosim o\i*r/ r.aya ti 
oorrrHpoiuh'Ut of loivtooittr Hrmllortl, ‘ uno 
Mr. “F iUlt|w (a SitHolk jaitp iiuni} who hath 
told int* ill jiidvato tlint. if flow wilt Imv** 
him Htanil mmlMtor liy that whirh ho 

roct'ivt'tl from th»* |ir<‘lntt'a in Mni^lamhht' will 
loavo thorn.’ Tti thin litiitudi' ho dhl not 
lidhortn 

In aompiitiy with Sir ISchard Saltomifall 
ami othorn, I*itillipH| on ilinmuharkinf.^, forinod 
a Hottlmnont on tlm (linrloH Uivor, whioh 
tht'V nfumal Watmlowm Thon‘» on IH) July 
IGdO, tlioy * oh.Horvod a day of nolomn fuMl- 
and prnyor . , , organiHod thomaolvoa 
into a cdiundh and htillt a Imnno of Uod ho« 
foro tlmy oottld Imild many liottMoH for tlionm 
nnlvoHd On Anpf., at tJm tirat- nmirt hold 
at CluideHtowiit tlm firat IniMintw worn to 
arranf^n for huilditp^a Inmao for thn miniator 
and to yotfi l*hilli|w a «ti|mmi of WL a 
yoar tm from I Soot, 

At. Watertown rhillipH remainod a« pant or, 
dBcrming an oiler of pndVrnumt in Virginia* 
A man of ilocidod torco of olmniotnr, ho 
jirovod a hiarnod Hoholar and ahhHliHpntant. 
^In lOdl a deputation from llm clmroh at 
}'kiHton came to oxpoHtuIale with liim and 
liift older for diaHominat.iniJi certain opinionn 
friendly to the eluirdi of I tome. 1 1 is know- 
ledg’id of die script urea w'as profound j Im 
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vrit,-\ f IjMju f hr' tiiph •n\ i uof-i w»arl\ . He wua 
jrOh*‘rMf!i tr.MO o» 'lidhnf'Unpfi'mi.’pul)- 
*' .h* d npp.ivr'iPf'i pM ihitnit'ieilt fldSdp Ih^ 
do d -m I dufi, Id II. IP* jiKuh'ti'd in Ihp;- 
liunl. hnf 1**'0 hn id* s.i.m jtdrr \m nrrivjd 
tn , ndtn'.r'f f 's llr* oldi'-t ‘*on, Siuinicl 
rhildp !..d*tnin*'d' ««mt* ropnlnli. m n '-i n dtxinr, 
an*l h' th'M’j ndanf - nn’lndrd mnny imni (Hh- 
fin-so In-d in \mrs n-n ** !>\ f Irnr ciul HtatiniiH 
cud nrimfu^td paf r«*nHjp' uf inelituthmH of 
hMrmnp' nnd hrn<*^.«h‘nr»\* 

1 1 *mP* !'*' 'M icRi s»f M.k 1 '^.irhu'.rf f Htsfm'ind So- 
torn, K..pf.’.uiU W'imIuHpV .tuuniahj 

i\ A. 11. 

riiuddrs, tndiiitJK^ tisoi isiiid, 
Ml irnf nl ududov* ttur*t '-tm of hVnnris riullipH^ 
turnirr, vuti h«*rn nf Ihmuirli in Sntrolk 
on 11 Jiin,. an»! haph <nl of Wesiloton on 
d l‘f*h I'oii, liiH hifhrr roiinn od .Htmn after- 
war*l’* h* tPh'), u InT*’, in PhtllipH 

phu'K d a eh*, k^ fo hr kOtUed ‘the I’hiUtpH 
rOoek/ in flir tMWrr nf f hr pari.sli I'Uuivh, 
in rMiootitoanei* *»f tin* ror!} xear.H of hiH 
htr, \Hrr “prndusp fUlS eurl_^^ yrncM in hirin- 
Mork, (Old ue‘|nn'inp n km*w Irthp' of nuitlu'- 
m.'itirs in lur> |rt-inr«‘, ln' Ihhouiu' a mmdt'r in 
the gnnnnnir whool of \\ ooillnmkPh whem*o 
hr remo\rd to th»» pritmmur jadmol of Wor- 
fivter. While af W'orer'Oer lie pnhlishi'd 
’ V hri»-f ’ris'ufirr on the r'".e of a (hiHe of 
lurUrnnients/ iM'd, and ‘ V t ’ompendium of 
Alpehrad lM!h In l.^pi he neapnetl tun np- 
point tueut at U'orer-ier in onler to enter 
Atiup'lulrn Hidt» i}\ford» on Id Jtiin* iHiJl, 
hnt after n ?dinrt reridrni’e mip, 'rated to 
(^hieemd 1 'olh'KoM 'Hinhridpe, on do ( let. 1825, 
and matrnodnted on 1 1 heh. ISP'ti iw a pen- 
aioner. He prndimletl H.A. l8:!lk when he 
wn-'i eighth wranpler, M.A, I81>:h Hdh^lHlSlk 
and HJt. ISdtp In |.‘^dh lie wan elected fellow 
of hih colh'ipMmd took holv ordera. Behjre 
loni^ he witf* invited to awm! in the tutorial 
wotdi, amt mih''ie»pient ly hecnme .senior tutor. 
In Isiti he win* p-n'sented hy tlie college 
to the livinfii of Sandon in Humcv. lit* proved 
himself alt eiiefppS ic parifdi prient : h«* huilt a 
achool and aclioollumw*, restored Hie church, 
and improved tlu^ parwmnge, ileheldthia 
living until lSo7, wdteti, on the death of Dr. 
JoahuH King, he wan elected prenidmit of 
Qnecna’ < ’ollegty and returned to ( kun bridge. 

In IHtll 2 PhtllipH was vice-diam*elIor, a 
yiair mcmoralde for the prcHencc of the 
Drineo of \Valt*s m a at udent, and for the 
installation of William HavemlLsh, Hcveiith 
duke of Devoiwliire, as cduunndlor, _ On the 
latter tau’iwinn lie entertained the duke and 
the retnpientHof honowiry dcgreeH at dinner 
In lhf‘ nreaid*mt^» lodge, 

X*hU[ip.H began to wmrk at Oriental laa- 
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i^’uag’iia at a time wlion matJio.matica still 
thoir supn'miicy iti tlio university, and 
he met with slif>’ht encouru}j;’eimint. In the 
lirst instance he taui>’ht Ih^brew to men of 
his own college; and, betroming- convinced 
that lor its rig'ht underst anding a knowh^dge 
of the cognate la,nguagt\s was nectassary, he 
])uhliahed in 18117 a Syriac grammar, which 
reached a second edition in 18-15. In 1846 
he published an (duborate ‘ Comnuuitary on 
the Psalms,' in 2 vola. 8vo (2nd edit. 1872). 
After his return to (lamhrldge he took a 
leading part in the establislimmit (in 1872) 
of tile Indian languag(^a tripos and tlu^ Se- 
miti(‘< languages tri))os, iv.vnmiunti(nis for 
which w(*.re lirst held in 1875. Though a 
staunch conservatiivih he was by no means 
in favour of restricting univcuvsity staidies 
within narrow limits. Jbit, on the other 
hand, he was unwilling to aiaiept t he canons 
of tlie new critiinsm of the Old 'restaraent. 

As president he exorcised a genial hospi- 
tality, and (lid all in his power to promote 
tilt', welfare of his college. In 1887 he gave 
1,000/. to found a sc.liolarshi]) ; and made a 
liberal dona, t ion t.o the fund for building the 
new chapel in 1801. .He died at Cambridge 
on 5 hob. 1802, but was buried at Mullingar, 
CO. Westmeath. Jlis port.rait, painted by 
Hubert llerkomor, U.A., in 1889, is in the 
gallery of tlu^ lodge. lie married, on 10 Aug. 
J848, Emily Frances, daughter of Henry 
Ihlkington, esq., of Tore, co. Westmeath. 

Besides the works mentioned above, Phil- 
lips published : 1. ^ The Elements of .Euclid,' 
1826. 2. ^ Summation of Series by Definite 
Integrals,' 1832. 3. ' Short Sermotis on Old 
Messianic Texts,’ Cambridge, 1863, 8vo. 
4. ‘Mar Jacob’s “ Scholia,’" London, 1864, 
8vo. 5. ‘Mar Jacob on Syriac Accents,' 
1869. 6. ‘ Doctrine of Addai the Apostle,’ 
1876. 

[Cambridge Eoviow, xiii. 192 ; Cambridge 
Graduati, ed. 1884; Foator’s Alumni Oxon. hi. 
1117; Burke’s Landed Gentry, ed. 1894, ii. 
1614; private information.] J. W, C-K. 

PHILLIPS, GEOHGE SEARLE (1816^ 
1889), miscellaneous writer, was born in 
1816 at Peterborough, and educated at Trinity 
College, Cambridge, where he is said to have 
graduated B. A., but his name does not appear 
among the ‘graduati.’ He then went to 
America, where he became connected with 
the ‘New York World’ and the ‘Herald.’ 
In 1846 he returned to England, and under- 
took the editorship of the ‘Leeds Times.’ 
In the following year he was appointed 
secretary of the People’s College at Hudders- 
field, and in 1854 was made lecturer to the 
Yorkshire Union of Mechanics’ Institutes 


and Literary Societies. A few years later 
he again went to the United Stales, and was 
associated with Charles A. Dana on the 
‘ Chicago Tribune he then became literary 
editor of the ‘ New York Sun.’ In 1873 he 
lost his reason, and W’as confined in the 
Trenton Insane Asylum. Three years later 
he was removed to the Morristown Asylum, 
New Jersey, where he died in January*1889. 

Phillips was a ‘ prolific and graceful writer.’ 
His works, most of them published under 
the pseudonym ‘January Searle,’ are: 1. ‘ A 
Guide to Peterborough Cathedral,’ Peter- 
borough, 1 8-l'3. 2. ‘ The Life, Character, and 
Genius of Ehenezer Elliott, the Corn-law 
Rhymer,’ London, 1850. 3. ‘Chapters in 

the History of a Life,’ London, 1850. 
4. ‘ Leaves from Sherwood Forest,’ London, 
1851. 5. ‘The Country Sketch Book,’ Lon- 
don, 1861. 6. ‘ Memoirs of William Words- 
worth,’ Jjondon, 1852. 7. ‘ Emerson, his 

Life and Writ ings,’ Jjondon, 1 855. 8. ‘ Gypsies 
of the Danes’ Dyke,’ London, 1864. 9. ‘ Chicago 
and her Churches,’ Chicago, 1868. He also 
puhlislied various pamphlets and some verse, 
edited, among other books, ‘ The Memorials 
of Pel. Verjuice,’ by Charles Reece Pember- 
ton [q. V. 1, and was a voluminous contributor 
to periodical literature. 

[Works in Brit. Mns. Library; Times, 2 Feb. 
1889; Allibono’s Diet, of English Lit. ; and seo 
Notes and Quorios, 8th .sor. ix 264.] A. F. P. 

PHILLIPS, GILES FIRMAN (1780- 
1867), landscape-painter, horn in 1780, had 
some rojiutation as a landscape-painter in 
water-colours, his favourite subjects being 
views on the Thames. He was a member 
of the new Water-colour Society and also a 
Irequent exhibitor at the Society of British 
Artists, and occasionally at the Royal Aca- 
demy and other exhibitions from 1830 to 
1858. Phillips published ‘Principles of 
Effect and Colour, as applicable to Land- 
scape Painting,’ which ran through three 
editions; and in 1839 a ‘ Practicaf Treatise 
on Drawing and Painting in Water-colours, 
with Illustrative Examples,’ &c., with illus- 
trations by himself. Phillips died on 
31 March 1867, aged 87. 

[Redgrave’s Diet, of Artists ; Graves’s Diet, 
of Artists, 1760-1893 ; South Kensington Cat. 
of Books on Art.] L. C. 

PHILLIPS, HENRY (1775-1838), horti- 
cultural writer, a native of Sussex, was 
originally a banker at Worthing. He was 
living at Queen’s House, Bayswater, in 
1821, and at Bedford Square, Brighton, from 
1823 to 1826. His ‘ Sylva Florifera’ (1823) 
is dedicated to his wife, to whom he had 
been married twenty-five years. He was 
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i ' ''' % i ■' i ' fr, » I'i.-Jrltir li ,,f it. lu 

^''' prt'inlly ;uj(T(*.SH*' 

i (• f.i }H;s!u of 

\ V“"' ‘ ‘ ‘fho licw of 

' ' ' * i i ‘ /4i.4! H wnwviigo 

^ uii4 lk‘i',sonid 
' ' ' ' ' ’ ! I I'il at Vijsiry,’ p VidM., 

I “ ' 1 -I, H, I w ;uH romuinH smudi 

*■'' '■ ; »> H*' u! . * a r.4o ‘ llmin 

t* l‘ ; L 1.1 imd *Tlm 

I ' '■ i ■' '* 0 . ioi,' / { *‘ aoluii* IH Id, 

"'•• - 1 1 u ' A't' ‘*J '* stMjoui'MdiMvr; 

i.. ' , M niOi^'O' IAHW IltcU 

rUUJ.IHH. HIAHV \V\ MHIAI^C 

tl''*''* H'’"", |"Wv^o! |Mra*«‘r ^Soo undor 
H<f w > ;po rO'a.j la |4.| 

nmjjiA, i‘Hii4Hs,Mr nniJivi'B, 
d*H| '» ' o I aVl *, Olll lun*^ who .Nliuuld 
ha ||“.oo Jahn Hulij) { fl, 

-y ''a , a •• «'4i»rnlr4 al iihifoiiH* 

t H '/oohri'b'o I f * Vimrirh^fttfitui iijWttt'* 

I ' OO'; 'ff' /u‘;00M, loH*in l»Ut look 
Oh 4» ^:'n' ti#' wa‘> Ji ;4ii4rtif f fi‘ tlio idua-drH, 
tost UI oio- I lar'- hr 4*'"tt*r4n*H Isint;u'lf tlH 
tu ikuniiio* titol in lutothw* an 
* pr^ 10 f #’ V ‘ 1 1 lo’ \\ io'4 »#f I »f .ti .* Ill* iii'iduu'd to 
pout <oo on, onii tt H'> |oit n mn-f'tl h\ noidf ladit*n 
♦ 4 kn-'Wft punt ‘ill |ir»**'lii n it*;*, It in doubt- 
ful »f iio w»'iro a bt’iirlirod rli'i'iiynnui. llii 
I'tifiMit odtbotitto'y puidit’al toii^‘ woro • 1, *A 
iVootdIy loirtim or Fa\tbftill Warnyugf* to 
tboTrno tuulod 8lobi>Hi'«aiof Knglnnd* Hia- 
rom’-ryng tbo Ario'i mol Alaiioittna I\Ivinlf‘H 
of lb M»o' tdotiiniift* Hrtpi llnit liopi* (artthry 
i»’s'm If I to bam* lb«')r ibddon Ibty, llyj. 
I*bit, |,on4#tn |, by* Wilimm How for 
Kyobm*4o dobno'A ;lA7ili7 nob Hvo, Tliis 
wan dt'dirntr#! to liiiilioriim Ibnlio# diuduM 
of Hntbdkj nopira aiv til faunbotk wHiintlio 
iinfb Library, * A llalinl intitulrd A 
robl l*yo fttr ibo PapiatttH.'^ , . , Finia 
lobn Hbilliia* Lomloii |hy William liow 
for UirbardJfdinw), lirfanHitloj tbooidy copy 
known in at Hrilwodb 4, WV Fryilfujl bk- 
bortiaioii givoii to nil (todlywid Faithfull 
CfbrmtlaniH,^ Lmidoii (by Thomiw Hawiwn), 
itol, J ditslinatod lo iVtiims imtintoMS of 
Jasinwtor. 4, *Tfm WoiidfrfuU Worko <if 
(bnl abiwvHl npoii a lliyldo, wliofto Name 
m Wiliiiiii* \Vitbf*rH» bfdiig in tJm Townttof 
W'almm . , # Hiillblk; wbo, being lileimu 
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line stanzas; copies are in theBritisli Museum 
and at Britwell. The countess’s ghost intro- 


solemnized in Paulea Churche, where he 
lyelh interred; with the whole Order of the 
Moiirnrull Sliewe as they marched throwe 


Yeeres of Age, laye in a Traunce the Space 
of Tenne Days . , . and hath continued the 
Si)ace of Thre (3 Weeks/ London (by Bobert duces into her biography an elaborate pane- 
Waldegrave), ir>8l, 8vo, with a long prayer gyric on Queen Elizabeth. ' The Life and 
appended; dedicated to Edward Denny (Brit. Death of Sir Phillip Sidney, late Lord 
Mas.) 5. ^The Perfect Path to Paradice, Cfouernour of Flushing. liis Funerals 
containing divers most ghostly Prayers and 
Meditations for the Comfort of Alllict.ed Con- 
sciences , . . also a Summons to Repent ance,^ 

London, 1690, l^mo ; diulicated to the Earl the Oitie of London on Thursday, the 16 of 
of Essex ; an edition, dated 162G, 12mo, is at February 16H7,’ London (by Robert Walde- 
the British Museum. grave), was dedicated to the Earl of Essex. 

To ‘A Sermon of Calvin . . . upon ITeb. The poem, hi seven-line stanzas, is somewhat 
xiii. 18’ (London, J6H1), Idiillips aiiiumded uncouth, it opens with the line (Sidney’s 
< An Answei‘i3 to the Sla,nd(U*s of the Pa])ist,es ghost is speaking) 
against Christe’HSylli<3 Elock . . . quodJ.P./ 
and to George (hiscoigne’s 'Dromme of 
Doonuvs Daye,’ ho adikal ‘ A Private Jjetter 
the Avhich doth teadi Remedi((S against the 

bitt(uiiease of Death, by 1. P. to his lamiliar 1 7 • ■ r 

Friend (1 E.’ ChristopherTlatt()n/niaix-hnestanzfis, ap- 

()nthe‘St.ationora’R(‘gistershippear entries pear(‘d m 1691, Jjondon (by Edward White), 
of two books by Phillips, not otherwise dedicated to Sir \\ ilham Hatton, 

known : ‘ Precious Ikuirles of perfovJo (^odli- The only copy known, formerly at Lamport, 
nes to bo used of every fay t hfull Xpian, be- in the possession ot bir Oluirles Isham, is now 
gouno by tho Jmdy Fniuiunvs Abnrgav.inny, at, ] ritwcdl It .yus reprinted m ‘A Lamport 
and fiui,4ed by Joliu Wiillip ’ (7 Dec. 17,77) Garland ’edited lor tbe Ko^bur^he C ub by 
(Ijady Abergavenny was linst wife ot Henry (/liarlo.s Edmonds, IbSl. A slightly less lugu 
Neville, lord of Abergavenny, and daiigliter brious romaiice m lonrteen-syllable baUad 
ofThonias Manners, tirst, earl of Rutland); metre by I’lnl ip.sis A rare, and strange His- 
and ‘The Rudimentes of Reason gathered toricall Noiie l ot GRomenesandbophomsba 
out of the I’receptos of the wortliie and -Tel'et-- Verv nleasnnt to reade. 

learned Philosopher l^erituider, by John 
Philips, Student in Divinitie’ (26 April 
1578). Abraham Fleming [q. v.], in his 
Mlright Burning Beacon’ (1680), mentions 
^John Philiiipes’ among those who wrote 
the eartluniake of 6 April 1680, but no 


You iioblo brutes, hedockb with rich renown 

(brutes = Britons). A unique copy is in the 
Ih-ilish Museum. It is reprinted in Butler’s 
* Sidimiana.’ A like ^ Commemoration of Sir 


siirnamed Juliet. Very pleasant to reade/ 
London (by Hugh Jackson), 1 677, 8vo ; dedi- 
cated to George Fiennes, lord Dacre.^ Arthur 
Broke had ])ublished in 1662 his ‘ Hist or ie of 
llomeusand Juliet/ in which the name Juliet 
is first introduced into English literature. 

Another John PniiLirs (d. 1640), who 
graduate of Cambridge and 


was a 


book by Phillips on this topic is accessible. - ^ 

Phillips wii« equally onergutic as a writer \ rlfr ^ l 

of elegiac verse, and ho is responsible for the J W)6 till hia death m 1640, published m ^ 
four epitaphs, published in single folio sheets. The Way to Heaven ^ ® 

all extant in miique exemplars, which re- 7?^ an expansion of a fuiierM discourse on 
' - ■ ' ’ vifc(r7 7 July 1570) friend, Edward Lapworth, M.D., a reputed 

under Lapwobth, Edwaed, 


spectively celebrated the wife {d. 7 J uly ],570) 
of Alexander Avenet, lord mayor of London ^ 

(liondon, by Richard Jolmes), in the Iluth 1674-lbduJ, 


Hunter’s MS. Chorus Vatura in Brit. Mus. ; 
Adhit. MS. 24488, f. 69; Cooper’s Athenai 
Cantahr. ii. 99; Collier’s Poetical Decameron, ii. 
60-2, 126-6, his extraers from Stationers’ Regis- 
ters, 1557-70 pp. 148-9, 1670-87 pp. 48-52 and 
his Bibliographical Accounf, ii. 155-9; Hazlitt s 
Bibliographical Collections; information kindly 
given by B. JE Craves, esq.] S. L 

were modelled by Phillips on the poems in PHILLIPS, 
thefMirrour for Magistrates;’ in each the bishop of Sodor and Man^, was born m Wales, 
ghost of the person commemorated is made probably about 166o. He was educat^ at 
to relate his or her own achievements. The St. Mary HaU, Oxford, 
title of the earliest is * A Commemoration of on 19 May 1679, M.A. on 26 May 1684. in 

Margaret Douglas, Countess of Lennox/ Lon- 1679 he became rector of Se^ssay, JNorth 
don (by John Charlewood), 1578, in seven- _ Biding of Yorkshire; and in 1683, rector ol 


Library; Alderman Sir William Garrat (d. 
27 Sept. 1571), London (by Richard Jolmes), 
at Britwell ; Margaret Douglas, countess ol 
Lennox (d. 9 March 1677“8), London (for 
Edward White), at Britwell ; Henry W rioth- 
esley, earl of Southampton {d. 30 Nov. 1681), 
in the Huth Library. 

More ambitious memorials of the dead 
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'rhoriH^-rnus.M'tt t Uidin^ii' \ ovIvnIuv**.^ 

In 1/}S7 ht' was apiinintmi uralulaurDii of 
Mail, aiul riM'tor ol’ An<ln'uH, lala (tf Man; 
in la'H) lin iHuninu' rluiplulu In lltnir) Stuti- 
l(‘y, timrtli nnrl of Uorby. In Marnh 
Ini iinnajnn nn’tornf vSlin^HUv, Nnrih Knliiij^ 
of ^'orkahin^ vvan pmainil at tin* ^lnn^ 
cnuvfu'utlou in Inl)?, In April U»0l ln» wns 
appointtnl an'hdniinon td' ( 'It'valand, In 1<»0I 
li(' took purl in a consistory court in Man. 

On tin' translntion of (Jcorpv Lloytl j(p v. j 
to(Un'Ht(n*j in l)cc.cinhcr ItlOl, PluUip'- wan 
Xiominntcd (ikl Jan, Hithh) his MUciM‘;->or us 
bishop <»r Sodor atnl Man, and couw'cratcd 
<ui lO lA'h. ItiOd. In the sann* year In* v\n.M 
made D.lh lie retained A/ cow tin' 
aiH'hdeaconry of Man and his Knpjish prc" 
lenui'Hts; tlu' income tifhissei' did not ex- 
<'<*(‘d 140/, Ik' was prt'St'Ulcd hy t he i'larl id’ 
jlerhy in U!0d (wheit lie resip'iu'd 'Ohorp<0 
1(1 the rectory of I la warden, Mintshtre, 
xvhieli hi' held till his death, In UOO he 
ri'sijLt’ui'd Slin^siiy (where he was sui'ceedeil 
hy his son Samuel in January ltdO) nml the 
arehdoucoury of t levelaud i in which Henry 
'riuircroHs sms'i'i'deil him on ‘J Aup'. ItllOi. 

Ah hlsltop of Man, IMiillips wan exem- 
plary in many ways. Ik' made a visitation j 
of his diocese in the autumn of food, lie i 
was rchident on the island and ntteiUive to * 
Ids duties, He had learned the Manx hin- | 
puH^n ‘HO exactly that he ordinarily diil 
preach in it,’ Hy 1010 he had (‘ompletrd ' 
‘ d'he, Mannish Boidi of (’onunoti Braver liy 
me translated/ and in the eonxoeation of' 
that, year lu' yumpo-sed that it slionld la' j 
pi'rnsed hy his clergy, ‘ so with one uniform | 
consent, to have it ri'ndy for print injirJ In 
the Manx eon vomit ion of lOlO, lu*hl in (he 
churidi of St., I’eter-in-Holme (Bed), some 
important reforms were carried undi'r Ids 
presidency. 'the ecch'siaslical statuteH, 
hitherto only trauHiidl.led orallv^ were re- 
duced to writing hy Norris anA Crow, the 
vicars-j^em^rai. Barochial registers were i 
made imperative ; catei'hising was intro- 
duced; rectors xverc nHpdred to preacli or 
provide sermons six times a year, other in- 
cumbents fotir times a year; for the first 
time the duldren of the eJergy were for- 
mally higitimiHed, a fact wldcliidhst rates the 
re.tentioiL in Man of many pre- Reformat ion 
customs. 1’he bisliop's ])lanH wen^ received 
with considc^rahle jealousy ; lie was taunt (*d 
with his nationality, and in the governor, 
John Irtdand, he had a strong oppommt, 
Ireland, whose humings were puritan, tohl 
1dm that, ^ being a Welsliman, lui coulil 
never do any good.’ Their first diflerence 
was caused by Ireland’s a<;lion in ahrognt- 
ing (ibODJ an iixsular custom according to 



w hichchdm'^nn t he«'si at t*uf n deceased p('rson 
wer(' pro\('tl hy tlie chdimint making oath, 
l\ing up<»u Ids hnelv on tlu' grave with a 
hilda im Ids ho'ii;-.!, in thi' pi’i’sems' of com- 
purejators. Bhilhp-^ nhjrrtrd to interfereiu'e 
vxith this cu;4«>m. wldeh iu fm't. survivs'd the 
uhrogntetn. Bhillips imw eomplaiueil that 
lri'lunds('t ‘a hi\man in the chaplain’s place 
to rand ici' to tlio p:arr5Ntm in a hi'uu- 
duhnes maunor, ve/. in hi^i duhl«'ft and hosip 
nml Noumt ime in his lixrry ct»n! ; yen, wht'U 
a nduiator or two finvi* ht'rj; pn'.seutd Ire- 
land nl'a» iu'.'vttnu'd tfu' rip, hi of issuing 
! Ucfusi's to oHl th*;di lu I a'ul ; lined parish 
eheks on tlu-ir enO'riiu.' oflico ; and conlis- 
(’utt'd tie* hlshop’fi t urharv. The disjmte t*iik 
ndnatt'd in a .slriu'gh* *'U tlu' (jut'Htiou 
wlu'ihrr thi' parri.-.ou was suhjeii, to ilu^ 
hi,'de»p‘s spintnnl juri -diet ion, ami on this 
|ioin( the ki’JiMp wu.-; uliiumtoly worsted, 
thoui'h for « rhort tiuu' nft<‘r Irehimrs re- 
moval hi' sueerrdf'd in mnintHiniuj'; his elaim. 
d'u pH'Vi'nt an rippt-nl to higher aullmntieH, 
Iri'laml ri-fte*i'tl Bhillips a pm-sport to Bng- 
himl; his fitomls ‘weis' tddigrd tit forhure 
I his letUM' ami Ids ('ituipany tor h'ur of the 

giUi-rmu'/ 

hi RU 1 I hi' vicars gi'Ueral ri'ported on tim 
hiHlmp’s t raiifdat etn of ( In^ pi‘ny»'r-hoo!v, 'I’lu'y 
uppi'ur ti» luivi’ hcon ullVimti'ti that Mho 
hislmpluul ma neumdutinl tlu'Uiwith Ids in- 
tent ion iif making n tnuedat iom’ 'I'he I'listom 
of thi' Manx i'h'fg'.v was |»i comluet public 
Wiuaddp liv I'xti'inporiMing trumJatiims oftlm 
pruvi'i's ami h*Mst»ns, Of BhiUi]iH’s version 
‘Sir’ Wdllinm NttrriM nllirim-d that. * ht' emdd 
mtt fi'Uil (h«* sami' hoitK p'*rfcetlyi hut Iiere 
umltlu're a litths’’Sir’ William Orow said 
* he could upon th'dljcrati* pi'rusid t.lu'n'of 
reml .smm* part of it, and thith vi'rily (liink 
that few else of tlu' ehTg.v can n'atl the 
saim'hoitk, fijr that it is sp«*li<'d with vowidls 
w heri'wit h none of t ht'Ui art' aeipudnt I'd,’ The 
proji'et id' printing it W'us (h*»»pfMnk ami the 
munusiu’ipt lay m'gh'tiisl. WtlUnm Saehiw 
verfdl Hpokii <»f it (ITIW) as ^seare*^ iuti'lli- 
gihli' to tlu'chi'gy th<»mHi*lves, wIuj translate 
It. (dfhaud nmn' t«t tlu' umh'rslamliug of the 
piMtple/ Similarly I lu' gn'at Bishop WiIhou 
ri'garded it. (appim-ntlv with litth'. examina" 
tiiui) UH^ of no usetiMlie |m'S(mt gmmration,^ 
ThemihHe(|m*ut tramdation (ITdhb exiH'utcd 
umh'f tlu' superinti'iulence of Mark llildi'S- 
ley,l)Jh (tpv.L was nituhi witlumt. referi'uce 
to it. Bhillips s Vi'rsion was iimt pinuted by 
the Man.v Hoc'udy (‘vids. xxxii, and xxxiii. 
IHBH 4), undi'r tlu' e<ittorsldp of Mr. Arthur 
■ W. Mimri^ ami Broft'esor Uhys, Mr. Moore, 
who di'Wifibi'H tJn*, spi'lling as plmmitic and 
the trauHlation as ' nimple and direct,’ Hays 
that It ia ‘ for the moat part easily under- 
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stood by tliosc wlio speak INlanx at the pre- 
sent day.' 

James Chaloner [q. v.] i.s authority for 
the statement that Vhillips translated also 
the whole llible into Manx, as the result, of 
twenty-nine yt'.ars’ labour, with help from 
otlrers. Of tliis work tliere is no trace. 
Bishop Wilson doubtiul the statement, and 
his doubt is endorsed by Mr. Moore. It is 
certain that in 1()5S Chaloner, then governor 
of Man, gave to Osir ' Hugh Cannell, vicar 
of Kirk Michael, an addition of 14/. to his 
salary on this ground among others, that he 
had been ‘ assist.ant t.o the late rovenmd 
father in ( led, John Phillips, Bisliopp of this 
isle, in translatinge of t.he Bible.’ 

Pbillips diial on 7 Aug, l().‘b4 at Bishop’s 
Court, in the parish of Ballangh ; he could 
not have been less than seventy-three years 
of age. lie was buried in St. (hinnans Cathe- 
dral, Peel; a latm’ bishop, IPudiard Parrot 
Parre [q. v.], was biiricul in the .sann^ grave, 
hut the site is unknown. His son Samiud, 
horn in Yorksbin^ in 1589, matrie.ulatid at 
St.. John’s Colh^ge, Oxford, on It) Nov. KUO, 
graduated B.A. on 22 Nov. UilO, M.A. on 
() July 1()17, and snceeed('d his father as 
rector of Sliugshy in UiU) (see above). 

[Wood’s Atliome Oxon. (ed. Bliss), ii. 883; 
WooJs Fasti(i!tl. Bliss), 1.212,226,341, Foster’s 
Aliuani Oxonion.ses, 1801, iii 1157, 11 59; Moore’s 
Biocosan Hist. ofHodor and Man, 1803, pp. 123 
sq., 135 sq., 140 .S(p; information from t,h(‘ Rev. 
I). P. 01ia.Mo, D.l)., principa-l of 8t. Mary Hall ; 
fx’ora the Rev. K. W. Kissaek, Bn.llaugli ; from 
John Q,uine, esq., DoiigUis ; and from the Rev. 
S. K. Crludstono, Hawardon.'] A. (>. 

PHILLIPS, JOHN (1631-1706), author, 
younger brother of Fdward Phillips (1630™ 
1696 P) [q. V.], was born in the autumn of 
IGBl, after the death of his father (Edward 
IdiilUps, of th(^ crown ollico), and was godson 
of hi.s mother’s brother, John Milton, the 
po(it. From infam^y he lived with his uncle, 
from whom he derived all his education. He 
became a good classical scholar and a ready 
writer, llti obtained a lic(mse to print, on 
31 Dec. 1649, at the ])Tcco(iious age of eigh- 
teen, ‘ Mercuriiis Pmd., or a short and sure 
way to the Latin Tongue.’ In 1651, when 
his uncle became Latin secretary to Crom- 
well, he was in the habit of reading aloud to 
him, and acted as his assistant secretary. In 
1652 he di, splayed a keen controversial spirit 
and command of coarse wit in his ‘ Joannis 
Philippi Angli Responsio ad Apologiam Ano- 
nymi cujusdam Tenebrionis prorege et populo 
Anglicano infant iasimam.’ It is a defence 
of his uncle, written under his uncle’s guid- 
ance, against the ' Pro Rege et Po;)nlo Angli- 
cano,’ an anonymous attack, really made by 
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John Uowhind, but Avrongly ascribed by- 
Milton and Phillips to Bishop Bramhall. 
Next year Philli])s contributed a commen- 
da.tory poem to Henry Lawes’s ^ Ayres.’ In 
the spring of 1654 he was in Edinburgh, 
seeking informal.ion concerning crown lands 
in Scotland, at the suggestion of Andrew 
Sandelands, Milton’s friend, lie was appa- 
rent, ly in hope of securing regular political 
employment (Tiiurloe, ii. 226-7). The 
mission proved abortive, and Phillips re- 
turned to bis uncle’s roof, lie soon chafed 
against his uncle’s strict discipline and priii- 
ci])leH, and, abandoning all pretence of ac- 
quiescetice, he made a reputation, late in 
1655, by a scathing satire on puritanism, 
entitled ^ Satyr against Hypocrites.’ It is a 
snuirt attack u])on the ndigion of Cromwell 
and his friends, almost worthy of the author 
of ^Hudibras.’ It is sometimes wrongly as- 
cribed to the brother Edward. A now edition 
in l()6l bore the changed title ‘ The Ibdigion 
of the by])oeritical Presbyterians, in meeter.’ 
Other e.ditiona^ are dated 1674, 1677, 1680, 
mid 1689, and in 1700 a piibli.sher reprinted 
it as ‘ Mr. John Milton’s Sntyre.’ 

Phillips, having once broken bounds, deve- 
lo'ied in his literary work a licentious tem])er 
w lieh allbrds a suggestive commentary on 
the practical value of his uncle’s theories of 
education. On 25 April 1656 the council 
of state summoned John Phillips of West- 
minster, with Nathaniel Brook, his pub- 
lisher, to answer a charge of producing a 
licentious volume called ‘ Sportive Wit : The 
Muses Merriment. A New Spring of Lusty 
Drollery, &c.’ Phillips edited the book, 
copies of which are in the Bodleian Library 
and at Britwell, and it was ordered to be 
burnt. But Brook and Pliillios lost no 
time in siroplying its place wit.i a similar 
venture called ^ Wit and Drollery: Jovial 
Poems never before ]3rinted by Sir J[(>lin' 
M[ennes], jrames] Shnith], Sir W[illiam‘ 
D[avenant", J. D[onne], and other admirable 
wits,’ Lone on, for Brook, 1656. J. P. signs 
an ei)istle to the courteou.s reader. This 
catchpenny colhiction of indelicate verse 
largidy yilagiarised the ‘ Mnsariim Delitiie’ 
of Mimnes and Smith of the previous year. 
In 1656 Phillips also issued ‘The Tears of 
the Indians . . . from the Spanish of B. de 
las Casas,’ and contributed a good ‘song 
on the Tombs in Westminster Abbey’ to his 
brother’s ' Mysteries of Love and Eloquence,’ 
165B. At the end of 1669 he published, 
in ridicule of the antimonarcliical view^s 
and the astrological almanacs of William 
Lilly [c. V.], ‘Montelion, 1660; or the Pro- 
phetica'. Almanack : being a True and Exact 
Account of all the Revolutions that are to 
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htvmm in tlu‘ lUu. |uv4 uf l|> »»* 
til'. llitK tilin' t M»‘nf 

hw^\\i iy( thn iknAr, w*-ll tn \Ur 

Mnthnmatii'U* 1**^ PlnUt|»N »! ..> suv 
«ltinb1 fully mnutftu'd 

for lt»tU tuni ^ Mou*« Iroi :» 

* liUroduiiioti to A;>ff‘4M|»y , lool, su»*l ' 

JuHti LnujInTlo, or H t'ltnucn! Ili’4t»r) >4 llo’ 
lato Timos; nml t!oo mv nW 

clovnr HproiinoiiM of v«y\nli*4 , loif 

uro inferior to iliilUi'fAH ju’loMoUe.Uo'd wyrl, 
tunltirtMloulii loM.’i fi’^on t he pruol I hoin,*,-' I htf •■ 
ninnjti.v.l P('|iyn fonnh th»»’ M‘»nt»‘UMn t**r 
UJtU so inferior to itslooenmner tiuu hetoirnt 
his t^Hiy of it i U) Nov, ItinOi. 

Jf^hn saw lilth* of hm unrh* Irnu’elortti, 
atnl whihly (le|itnnhMi for n ii\»'liln'oit on Uoi 
labours ns n Inn’kovrlferatnl Iran laior uinl a 
scumlousront rov(»rsinU.\l . t Inooflu'’. wit t n u 
•works wiiH * Maronitlrs, or Viri^h Trav e u \ » a 
Uudibrnstic burlesque <d' the liilh ntol fo\fh 
books of the /Knei«b dfsrn*nte»l tr» \ uleutuu' 
OldyH (in two parts, U»T- Hinl KbAb tnwv <sht. 

Ati aUark by him onHuminsSnlnnui 
{iL I70b) |(n v.b called' Unellum M ntoenuu' 
was ap|icnde,d to Matthew I work’s ‘ IVowrnt 
Ib’acAiw' of Musiek vlsulicnttsl,* \(\7X Uii 
other produntionH of the period were ; ‘ M»n- 
curiuB Vorax, or the PrisonerH* lh’Of,,quyUn’a- ■, 
tiona for the year 1(175,’ mnulier Hulin* *01 ' 
astrolof^y ; a coutinnntlon of Heath s ‘ (*Uro» 
nude’ (1117(5 and U57b)» (ttul a broadude^ 
Moekey’H Hown-fnll , . . a pnetn on the late, 
fatal defeat giventothe Seottish eoviuuintera , 
luau" Ilanillton Park, t2 Jniu* l(l7tt/ \ 

In 1078 Phillips fell in with Titus (hues, , 
who (^mployiHl him to pen Hnuny lies and 
villainies.* Per this dlsreiuitable nalroti j 
PhillipB wrote in IhHO < Hr, Oates’s ,Narra« 
tive of the Pcqiish Plot vindicated.* 'rhere 
followed in 1(581, in the Harne interest, ‘The 
second part of the (JharacAer of a Ikqiish Hue- 
ceaaor,’ an attack on James, duke of Y<n*k. 
The drat part of the work was by I'llkaiiah 
Settle. A ‘ reply ’ to Phillips’s patnphlet was 
issued hy Sir lloger L’Hstran^e fo. v.], who 
had already answered Settle in ‘Tim tlha- 
racter of a Pa,]iist in Maaquerade,* PhilUtm 
followed up his attack on L’KstranjXH m 

* Horse Flesh for the Observator, bolntt a 
comment upon Gusman, chap, v. vor. 5, ludd 
forth at Sam’s Ooftee House by T, 1)., B.lb, 
chaplain to the Inferiour Olergiea Guide,’ 
1682. Another attack on the tory clergy, 
largely borrowed from Eachard’a < Grounds 
and Occasions of the Contempt of the Clergy,’ 
was written by Phillips under the title of 

* Speculum Crape*gownorum, or an old Look- 
ing-glass for the young Academicks,’ 1682. 
Buriug^ James IPs reign he published 
Pindaric Ode to the sacred memory of , , , 


I’hillips 

(1;arb' ' 11/ !'•■"'»■ nu ai!tii\*‘r.'4irytohisma- 
‘p ' 4 ^ , diun*- . n, '',>‘1 fti wu'hv' hy Hr. Plow; 
n -I but iuul unfuithful truusla-' 

t:*.u ,u ' H''U H’o7, flu‘ siH’tmd that 

uU»‘mp*' il !u I'hu'bmd. Sludf lubs Irhug 
U: f , ‘Th«' rurki .b Siawi'isiry, routntning 
fb( S?f m|‘ lApi’» ‘un|M tuf*’’- I'houyJU withtmt 
ill/, -P'mKuu^ »‘r unfin^; tu duo nnuthi'r,’ 

Hu, tV.uu tbf Knuudi : and nn nttuek 
ouAinnirl PfuT*'r, ftu' iulidrr.uit hishnp of 
( t\f »r,b rntif h*d ‘ Ld, Bp. of (5\ou. lus 

u»'h lo'.H-'d sajr'Ur. tu' {itiroiiNU inp; tlu‘ J’t'St 
tuol \Mh»»n t.»f MoIu*!'\ suruvorod hy Samuel, 
Arrlid^-iOMt} nf ( ‘auH'vhur\ / ll»S^, 

MrjMuGulo Phdhp'i ‘Hotrju a mure ri'gulnf 
iuu.*m«^ irum a p».ru»do'ul «uUorpns«‘ vvhitdi he 
uuiiHf'd ' M' '«h-rii Hi tuin.ur a Monthly Ae- 
umuiH mI' all e*madrvahb< ( leuiirroneoa, ri\ il, 
leal, and mihfufy/ H was started 
in m ei\pinay part ri, u hhdy u or<* (‘ol- 

h'otrd ma^olume'nf the end uf^tlie year. 
lt» AugU'A H'Hit h«* abandfined t Ids venture 
m favour nf « Uie Pro .mit Stato of Huropis 
lU'ivn HuAurioal and PulUreul Mereurv/lrans- 
Intoil from a Promdi jiutrunl puhltMtied in Hol- 
lund. T)u*» tio euudunodfill hi,Hilouth. Hun- 
tun ito-evdwd it as ibo tiuost journal of the 
kiml ilm wurhl tiad out .M*on. Its riTepHon 
VVU'I fnvunnildo, and in lB*d*d Philliiw i.ssned 
an introdmAuiT or rotr(H|H‘etive volume, 
‘TboGonera! lli-Aorvof Knropo from Novem- 
ber PtHStoJnl) iBHft; In H5‘dA laGirouglit 
out an elepv <m, ijuoon Marv,iuul in l(Slb 
* Attun dus Untiumjeus/ a poem on the neace 
of Uvswiek, and in t7(H» he umfrilmted |>re- 
fatory verso to the ‘ Ampluon Anp,Tu‘.uH*^of 
tuH friemb Hr. Blow. In I VHd uppetmMH'rim 
I'higlish k’ortune d’ellorn hy J* Pp uHtude.nt 
in aMtroh*gy/ a whimmeal eulbadicmof aHtro- 
logieal tables and ImutowiwI verse; and on 
6 May ITBBfUe lnte:U work iiHSiudated with 
j hl.H name, ^ \’iHton ol Mona, (’hamtllaru con* 
i cerningtim Battle of llamtliteq by a nephew 
of the late Mr, J«diii Milton/ dedicuted to 
, Lord SomerH, The. laati work in noticed m the 
! * VVorksof the Learned’ for August 1706, and 
' it has been auggeMtal that PhtUipH wan an 
editor of or a contributor to that worL It 
m puHHible that an apology for delay in bring- 
ing out the number for AuguHt^l7H6» uu the 
ground of tim mdiHpoKition of one ot the 
HUtiiors, may refer to the last illness ot 
Phiirum. Ho uTtainly dhHl a month or two 
later (NatfH find 5th ner. v. dho). 

In his lust years PhillipH was a martyr to 
the gout. In tuw nutnber of hiH monthly 
^Mercury’ Phillips apologiMod for the de- 
ftciency tif its predeeesHor, b^cauHo^he was so 
violently afflicted with the gout both in hands 
and feet tlmt it was w much as Im could do to 
oontinue the seriea. John Dunton in J /On 
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cli‘scribed liim as a gentli'man ot good leam- 
iii.r and woU born, who will ‘wrilo you a 
doslgu off in a v(u-y littlo Uine if Ao gout 
and olaro.t don’t atop lilm.’ Ilia brother bd- 
■svard, inhia ‘ I’lieatnuu I'octarum,’ saysoUiim, 


useful information on the canals at that time 
completed or in process of construction, the 
cost of construction , freights, &c* 3. ‘ Croshy's 
Builder’s New Trice Book, containing a 
correct Account of all the present Prices 


h3oiichlV,“tUar'hrwaB‘i;^;^ 

of the exacteat of heroical poets, either of ^oth i 


1 edit. Loudon, 1817, 8vo ; corrected hy 
of the exacvosii ui nrjiriui^, __ i v-vi u. , , , 

the Ancients or Moderns, either of our own C. Surman, surveyor. 

or whatever other Nation else, having a I [phillips’i. Wovlvs; Watt’s Eibl. Brit; Cun- 
indicioua coinuumd of style both in proso niuglnim’s Growt.h of English Industry and 
and verso. " But. his chiofo.st vein lay in bur- | Commorco, ii. 379.] W. A. S. H. 

iosinie and fnc.o.tious poetry.’ Edward re- 
n-ri'ttod that little of his serious work was 
vnhUsUed, and declared it to be ‘nothing in- 
ferior t.o what he hal.h, done in the other kind. 

Wood less respectfully remarks that he was 

1 ntvrl L 


a man ol‘ very principles and atheistical, 
who forsook his wife and children, and made 
no provision for tlnan. _ 

ikisidos the works rmmtioned, Phillips 


PHILLIPS, JOHN (1800-1874), geolo- 
gist, descended from a Welsh family, was 
horn at Harden in W^iitshire on 25 Dec. 
1800. His ancestors had possessed some 
landed property ; his father held a position in 
the excise; his mother was a sister of W7il“ 
liam Smith (1769-1839) [q. v.], the geologist. 
When about siwen vears old he lost his 


wS si arairo? - 

]SL“Lir;;r“,li."KS5 

Almnhulc, fj. <Six I at. Holt Spa in Wiltshire. Here he was active 

Vuy“gna’of'lWnai-un-’s‘ VoyiigesiAtheEa<J iii_ghme..s an^^ 

1B7‘7, fob; Orclol's' Voyage to Oonstanl.inople, 

1688; Liulolplius’a ‘ History of Ethiopia, 

1682* ‘Nine l^lssays in I’lutarchs Morals 

from ’the ;;‘ctre:Mi;ectrnieS: mnextye^ 

‘"n Court of S ’ wH-h Benjamin Kiclmrdson rector of tar- 

Sm 's i. Sii .0 s,.v. .i« i;,?. V , 


in gamcM nuu ha v«.. — 

left, some four years later, he carried away a 
fair knowledge of Latin, French, and mathe- 
matics, with the rudiments of Greek and G er- 
man, and a certain proficiency in drawing and 

.• ''PP/ti novf. TTfinT Wfl.S RTTGUt 


lisU version of Lucian’s works, 1711, and to 
be author of a pamiihh'.t, ' Fstablishod Go- 
vernment vindicated from all 


an ardent geologist, to whose good influence 
he always expressed himself deeply indebted. 
Then he ioined his uncle in London, just 
about the'time when the latter published his 


Republican Principles’ Ulaveb C« . 1096 ■ -XMcaVraVorEnglandVlna^ undei- 
Verses hy him appear in the HcntlomMS , conntv mans 

Journal,’ 1691, and Tatchin’s ^bearch alter 
Honesty,’ 1697. 

[Godwin’s hives of Edward and John Philips, 


ISiri; Wood’s Ablisme Oxon. ed. Blias, iv. 76u 
seq. : Masson’s Life of Milton.] S. L. 


taken“.to prepare a series of county maps 
similarly coloured. Smith, in fact, had now 
devoted himself to that study which proved 
‘ 60 fatal to his prosperity, though so favour- 
able to his renown.' Of this epoch m his 

1 - . - life John Phillips afterwards wrote In all 

PHILLIPS TOXIN ( fl. 1792), wi-iter on this contest for knowledge, under dithcuttiM 

schemes for tiie construction of canals. His never separated m “I’ , 

interest in the .subject was aroused by atom f in the 

‘ partly on business, partly on pleasure, while a *jn\iie spring of 1824, 

£si2i“£puSl:“ l^T£lr; 

.'“S’" 

don, 1792, 4toj this work contains much ^During his residence at XorK me m 
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wiis traiisfcmMl to itw proHtait ouart in’H in Iho. 
gpouiidsof St. Mary’s k»‘op(M*'s ro- i 

sidexice being' on tiu\ sitt\ ol tho goitelunirio. 

In 18J.U the British Assoeiaiion lu'ld its , 
first meeting at York, and PhiUi]vs took l.he 
leading part in the work of organisal ion. I n 
the followmg year he became its aHHl.stniit 
secretary, and held thin oHice tor t,wen(y- 
aeven years. Tn 1 88-1 ho was ap])(ntit ed j)ro- 
fessor of geology at Ring’s Ooll(‘ge,, hotulon, 
where he delivcnaul an atuuial com*H(‘ (d' Itu*- 
tures, but continued to reside at York t ill 
1840, when he reeei’ve.d ati appoiutxtunxt* mi 
the geological survey. This lu^ lu'hl till 
]844,whenhe (luitted Lorubm for Utiblin, to 
become -professor of giadogy ar 4’rinity (til- 
lage. Il.ere he remained till 1858, whon lu^ 
succeeded Hugh Strickland |<p v.J as th‘puty 
at Oxford for Prolesaor William Biuhlaud 
[q. V.] On the dcatli of the latter in IHbit, 
lie became ' reader in geology, hind at a lat(n* 
date was constitued professor. Wluvrt tlu^ 
new museums were built at O.xford in 1857, 
he was appointed curat.or, and oecupl(‘.(l t*he 
official residence. He was ke(‘])('r of t.lu^ 
Aalimolean Museum from 1851 to 1870. 

Phillips was elected RG.W. in 181^8, re- 
ceived the "Wollaston medal from that socitdy 
in 1845, and was its pr( 3 aid(mt in 1850 and 
1860. He was elected in 1884. He 

presided over the sia lion of geology at t.lu 3 
British Association in 1864 and 1878, and 
was its president in 18(55. He was also an 
honorary member of varioms British and 
foreign scientific societies, and was admitt(‘.d 
to the freedom of the Turners’ (Company a 
few days before his death. He receiv(al an 
honorary LL.D. from Trinity Colh^ge, Duhliu, 
hi 1857, and the same degree from Cambridge 3 
in 186G; Oxford gave him the honorary 
degree of M.A, in 1858 and of D.O.L. in I 86 (h 
He was also an honorary fellow of Mag- 
dalen College. Still in the full vigour of 
mind, and with hut little loss of bodily 
power, he died on 24 April 1874, from the 
result of a fall on a staircase at All Souls’ 
College. He was unmarried. 

Notwithstanding his heavy official duties, 
Phillips contributed largely to scientific 
literature. Rather more than a hundriMl 
papers stand under his name in the Royal 
Society’s ‘ Catalogue,’ the majority of which 
appeared in the ^ Proceedings ’ of the Royal 
Society, the British Association Reports, the 
iDublications of the Geological Society of 
Bondon, and the ^ Philosophical Magazine.’ 
The variety of subjects shows the wide 
range of his knowledge ; they include magne- 
tic and electrical topics, pendulum experi- 
ments, questions meteorological and astrono- 
mical, especially in relation to sunspots and 


to tlm ]d.nm'1 Mnrs, n^si'nrrbos in \vhl(‘li h's 
nuM'ltaiucul idull slotid him in goinl slcad; 
and in tM*'‘hu.i,y ho wroii' ott st rn,t igruphy, 
]iiil!nouliiliigy, nnd (ho physioal ^ith* <»f the 
Hultjool , oonirihut ing uniong otlior pnptTs a 
most valuablo report to tiio r»riti.Mh As- 
Kotnntion on llio .snbj<'<*t of slaty clonvugt*. 
llo <*out ributod to tin* pubhuait ions of (ho. 
(h'ohadiml Snrvoy * h'ignros and Di'sorip- 
Tnm tlu' t’nhoo/oio h'ossits of (hu'nwail, 
I)<*von, and Wosf Somorsot. ’ ( 18 U ), and a 
‘ Mtnnoir on (ho Malvorn 1 liils,’ { IS tp) ; 
ni\d to tiio Fahoontog’raphioal Sooioty * A 
Monograph oftlu' Uolomnit idio ’ (bdl un- 
finislnal). Uosidi^w t Invso, ln‘ was 1 1)(‘ n,ul hor 
of tlio following sf'|i{ii‘ut(* works; ‘Tronlisi^ 
on (1 oology,* 1887 (two oditionsU (1111(1(3 
t-o ( h'ohvg'yd !88i (liviMslh iints) ; ‘Uinstra- 
(ion of Hu 3 GiMilogv of ^'orkshin',’ vol. 1 , 
f 1821), vol, ii. 1 881) tat th(‘ (inn* ofliis (lr*atU 
la^ was tntgngi'd on a n('w iHlition. of whioli 
th(3 first. V(tlutn<* was aftorwards pnhlislual); 
Mbudogioal Map of I la* British Islos,’ 1 8 12; 

* Mtunoir.s of Whlliain Smith,’ 2 vols. 181. 1 ; 
M 45' (III tlu' Barth, its Origin and Surot*;.- 
sion ’ (tlu3 lvod(3 b‘(’tnri‘ d(4iv(U'i'(l t.o t<lu3 
univin’Hity of Cainbridgo in 1860); ‘ Vi*- 
savins,’ 1861); and ‘ I’lnO Joology of ilxford 
and tho Valh'y of (In* 'rhanio.s,* 1871. Mor(3 
tluvn ono of tlnw* books still hold a high 
plaoo in gonlngionl liloraturt'. 

Bbillips was an att raotivi* siM'akm* and loc- 
inror,. an oxoRtmt orgauisor, ‘ oininontly 
judicious, cv('r court (‘ous, gi'uial, ami con- 
ciruitory*’ I’hon' is a |)ortrait in oils at tho 
Gi'ologmal SocjVty, Bondou, and a bust in 
tho nmscnim at ( hxford, 

[Obituary Notion in Quart., dour. Ocol Soc. 
1875 , Prac. p. xxxvn ; lS(;olop;it'u,l Magaziiu^, IH70 
p, 801 (portrait), anil 1871, p, 210 ; Naluro, ix. 
510; Notes and Quario.s, Hth .sur. lx. 2(51.1 

T. th B. 

PHILLIPS, JOHN ABTin-n. (1822»- 
1887), geologist., born at. Polgooth, Tn*ar St. 
Austell in ( lornwall, on IH h'eb. 1822, was 
son of dohn Plullips, who at om linn* was 
occupied as a miiuu-nlagi'nt., and of Pnuh'nco 
Gaved of Tregian St. Bw(i, A ft«3r an (‘.duca- 
tion at a privat.(3 school at St. Blazt^y he 
was ])lac(Hl with a Hurvi^yor, but soon tnnnyl 
his attention to im^tallnrgy, espc'cially in 
connection witlu'lemaacity. Rseling the want 
of a more, exac.t scientillc t ra,iiung, be entered 
as a studtmt at the .Kc.olt^ di3H Mines, Ihiris, 
in Deccmlasr 1844, and gradnati^d in IHKh 
For about two years he. held a post at a 
French colliery, but returned to .Bnghmd 
in 1B4B. Here, after serving as chemist to a 
government fsommission on the qinjation of 
coal for the navy, and as manager to .some 
, chemical work.s, he started on his own 
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aoooirat as a mimng' angmaer Mi‘\co'isuUing 
metallm'K'ist in London, irom 1848 to I80O 
he waa also ])rofcasor of metallurgy at the 
college for civil ouginoors, I’utney ; and 
again, later in life, hxturud at the dv.oyal 
Naval College, Croenwicli, ni 18/6 and _IH/ /. 

In 1858 lie wont to California, remaiumg 
there twelve months, but returning thither 
in 1805, and again in 1806. During those two 
visits he mado a number of observations on 
the connoction botweon hot springs and mine- 
ral veiu-dupo.siis, which were embodied m 
an important paper, published by the Geo- 
lo'Tical Society of 1 jondnn (Jounial, x-vxv. 
8!K)). Ho contiiniod to reside in London till 
1 863, hut made fro(inentprofes.sional,ioimieyB 

to variout^ partiS of Europe atid to Wortli 
Africa, besul(VH thorn already named. In the 
latter year he went to Liverpool to hiiud 
and manage iho works ot the ri idnes metal 
Company.' The niidortaklng proved to be so 
■prosiierous that ho was able to return to Lon- 
don in 1877, and afterwards to retire from 
business. He married Mary Ann Andrew, 
daughter of George Andrew ol Larne, bt. 
hlowaii, Cornwall, on I Jan. 1850, and died 
suddouly on 4 Jan. 1887, at 18 hopstone 
Koad, S.W., leaving a son and a daughter. 

lie was cdected a fellow of the Geolof^ncal 
Society in 1B7“2, and was a vice-president at 
his death. He became F.U.S. m 1881, was 
also F.C.S. and member of the Institute or 
Civil Engineers. Of all these, his extensive 
and accurate knowledge, always at the ser- 
vice of his friends, his sound judgment, and 
sterlino* integrity, made him a valued member. 

Ills scientific papers were numerous, and 
exceptionally valuable because of bis scru- 
pulous accuracy, his excellence as a chemist, 
and his wide and varied experience m the 
field. In addition to these qualifications he 
was one of the first to devote himself to the 
study of the microscopic structure of minerals 
and rocks, sections of which were prepared 
by himself with remarkable skill. Among 
his more important papers were two on the 
* Greenstones’ of Cornwall, one on the rocks 
of the mining districts of Cornwall, with 
others on the chemical and mineralogicjd 
changes in certain eruptive rocks of North 
“Wales, on the constitution and history ot 
grits and sandstones, and on concretionary 
patches and fragments of other rocks con- 
tained in granite— all published mthe ; Quar- 
terly Journal of the Geological Society ot 
London.’ He also contributed to the Fro- 
ceedings of the Royal 800157,’ the ‘ Ftiilo- 
sophical Magazine,’ the ‘ Chemical News, 
and other scientific journals. Besidespundry 
pamphlets, he also published a work in 1867 
on the ‘ Mining and Metallurgy of Gold and 

VOL. Xi.v. 


Silver; ’ a ‘ Manual of Metaltogy ’ in 1852, 
on the fourth edition of which he was en- 
gaged, in collaboration with Mr. Bauerman, 
at the time of his death ; and a ‘Treatise on 
Ore Deposits’ in 1884. 

[Boa&o and Courtnoy’a Bibliotheca Oornubi- 
onsis; Royal Society Cat. of Scientific Papers ; 
obituary notices in Quart. Journ. Geol. 80c. 
Proc.xliii.41; Geol.Mag. 1887, p. 142 ; Tunes, 
7 Jan. 1887; Boiise’s Collectanea; private in- 
formation from A, G. Phillips, caq. (son )0 


PHILLIPS, JOHN ROLAND (1844- 
1887), lawyer and antiquary, was the only 
son of David Phillips of Cilgerran, Fembroke- 
shire, where he was born in June 1844. lie 
received no regular education, but at an early 
i age entered a solicitor’s office in the neigh- 
bouring town of Cardigan. His legal studies 
led him to take a great interest in the history 
and antiquities of the distri^j mid in Ai^ust 
1866 he won the prize offered at Garcugaii 
Eisteddfod for the best essay on the ‘ History 
of Cilo'erran.’ The publication of the essay 
in an enlarged form early in 1867 (London) 
was followed by his settlement m London. 
He entered Lincoln’s Inn in November 186/ , 
and was called on 10 June 1870. Literary 

work still took up 5 

employed by the Duke of Norfolk to put the 
Howard muniments in order; m 1874 ap- 
peared his ‘ Memoirs of the O15I War m 
Wales and the Marches’ 
mans), and, in conjunction with Mr. J- / • 
Firth he was also employed m acciimiuating 
the evidence with regard to the history and 
management of the city companies ■which led 
to the appointment of the commission of 1880. 
He was the first secretary of the Oymrodorion 
Society, when revived in 1873. Oiitheforma- 
tion of West Ham as a separate-policedistnct, 
Ks appointed (22 June 1881) its first sti- 
pendiary maffistrate. To tlie second volume 
of Cobden Club essays on Local Govern- 
ment and Taxation’ (1882), I'® 
that on ‘Local Taxation in England and 
Wales’ He died at South Hampstead on 
3 June 1887, after a lon^ illness. . 

Phillips’s chief work is that on the civil 
war, which comprises one volume of narrative 
and another of illustrative documents. He 
also wrote an outline of the history of &hi 
morgan (privately printed), and a pamphlet 
on the Owens of Orielton, Pembrokeshire. 
His work was thorough, but of no marked 
originality. 

I'Times, 4 June 1887 ; Bygones, 8 June 1887 ; 
Law List for 1885 ; information kindly furnished 
by Kr. W. Cadwaladr Davies and^ ]\^r. ^vot 
J ames J * * 
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PHIIJilFS, SiE lUCniAUF^ ' 

IB 10)* ant-iior, hookapllw, and pnhliah^'f, tin* 

Ron of a Loiooatorfthiro farno’r* wim horn m 
London in I7il7. By liin nmdo. n Urrw<<r m 
Oxford St root, ho %vu«««‘nt {i>HohoiUH in Ndto 
Sniiaroandal Ohiawirk, but Ida homo aur^ 
rounditi|(H woro dintuatidul to lunn and tu 
178d lin on Ida own urrotmt ua wAiw 

in a Hchool at (Mioator* Thomas in I 
moved to Loioontor* wln^n* jn* Invontod hm 
Binuli moauB in a commonnal noiMlomv in 
Bond St root. A year lator ho * ttirnod to tho 
ordinary truths <d' tho md niannal a 

hoKiers’Blinp, wliiohht'HtookodwithhmTowod^ 
oapilal ; hut It wan n(vt. until tho muumor of 
1790, whan ho cominono(*d huainoHa an^ a 
Btatlonor* htiokmdlor* and paoun tnodhduo 
vendor, thal ho found hiK propor uamtinn. 
lie soon added a print lnf("proHH, anti, when 
hlB already hidero^vnooUH hn^lnoaH hopan t<» 
proaper* he essay tul furt-lnn* doyohjpntojita hy 
tho Rah* of pianorortoH, tnnmo, oariontnr**^, 
and print H, and tho oondnol of a oirotilnt iu^t 
library, lln htdd orlf^lnal opiniouH in matters 
of literature and wihnico; lu^ early o<moidvod 
a rooted Idea that the theory of ftravitutiou 
had no foundat bin, and lu^ diwolopoel stronR ; 
radical and n^pnhlican viiWR In poUtioH, IHs ' 
shop beeame a depot for tlie advanced <lo- j 
mocratic litnvat uro of the rovolut ionary (*poc.h, ! 
and, to jtive further (^xprossion to his yiewa, 
PldlllpH foiunhal in May 1792 the * LeiccHter 1 
Herald,’ he lumHtdf aotiupf as (alitor, and ■ 
upholding tlw ri^ditH of man in no nn‘n,sur(Hl j 
terms, ilis paper proved a auc(n‘HH, and ln( ■ 
showed conHiderable Hklll in avtfiding pro- 
secntiona; but in January I79d, upon tho j 
evid(ince of a paid iiiformiu named Ja(’hMon, ' 
be was found guilty of selling Baine’fl * UightH 
of Man/ and waa atmttmced to (nghtetm 
months’ Imprisonment. From L(nc(sHter gaol, 
then under the control of Daniel Lamb(*rt 
Fc. V.], he continued to edit the * Leicti«t(w 
Il'erald/ and succeeded in obtaining the co- 
operation of l)r. Priestley of Birmingham. 
In May 1795 be added to hiR other v(mtnreH 
a fortnightly magazine of a senii-Hcumtihc 
nature, entitled ‘ The Museum;’ hut a disns- 
troLis fire brought h()th this and the * ILtrald’ 
to a conclusion. With the funds derived from 
his insurance policy Phillips betook himstdf 
to London, and opened busmeaa in St. Paurs 
Churchyard. He soon turned his lonrnarmtic 
experience to account hy establishing tlie 
‘ Monthly Ma gozine/ the firstnumher of which 
apoeared on i July 1796. It was edited by 
John Aikin (1747-1822) [c^, v.], and among 
the contributors were Peter IMndar ( Wolcot), 
Capel Lofft, and Dr. Mavor, while Phillips 
himself wrote trenchant articles against the 
government, under the signature ‘ Common 
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In iMMl h»* i|unrr»*l!«Ml wlili Aildn, 
wltoM* phm*' wuH fnk*ni by (hnirgo (ircgory. 
'I’bu * A ntii|nnryV Nlnipn/hn*/ httirpnl in the 
I’.tlbu^tUi: ‘tcnrct’lv nnttiv«Ml tin'(|uanTls 

winch atfrmhMl uMniih, In tin* nmnntline, 
in Npitc nf In'* prcnltHcisn*n ntnl IraHclbb* tem- 
per, t’luHip'T Im .lncHH pn*-.pcrnih and In* ri'- 
nnw»'il in iHHl tu Inrpcr pr<‘nuM'B In Little 
Briflpn Sfivtu. Blnckfrmw. Hw imhlicutiotw 
ini'hidcd vn.'d nnmbcr.B uf Momentary class- 
hnokn and clmnp inannnl'-*. i:«m*d muler a 
variety (»f ‘c.cndMtiynnt. French, Italian, and 
laitin WMnLbtMhHainl phrn ‘C- bmdiH appeared 
iv\ hs Clu' Abbe Uo^nnit ; pvtn, graphical and 
Hcinntitic vvurka by the Ucv. J. ( inldsnutli ; 
nml olhnrH by .lames Aitrnr, Lev. S. Barrow, 
Bev, Ibuntl Hlmr, Uov* (\ (k Flnrlns Kev, 
,bdm liobiu'^iun and Mra. i>r Miw hcllmm, 
Some t»f tlir\n worlvH wci'c compilctl bv Mayor, 
Wat kino, tirc^pirv, and otbers nf Pliillips’s 
a>«nr4nntH; in uthers, Imwcuu', Mich as * A 
pMpnlar Dicthm of FactH anil Kmnylcdgi*’ 
llM27t b*A IHiniimarv of t In* ArtHofLUcniid 
( bi.iUfMit nm,’and’ A M dU«m oi lAicl s’( 
ho him.Hclf mamiH to have bad a principal 
Hlmrc. ScvtU’iil of then** works have piiRsed 
through from one linndrcd t(» ftvm hnndiyd 
mUtionn. At. midMunmer IM)( BhiUiim 
wuH I'li'cttal a HluTitr of Loudon, and as the 
heuriw of an addrcBH from the (♦orporation to 
IH, he wan knighted by the king on 
m Mandi iSClH. During Mlnhivalty 
PbilUpM cmI nhUslmd the MhcrllFa tuml tor the 
relief of poor debtorw, and phun’d^ tin* Hpong'* 
ing-bouHeH nnd«»r belter rt‘p:nlHtionH. Snb- 
mnpiently bin atlhirB hm*aun* nuudj (*ml)ar- 
mHsed; 'but tbnmgh the generosity ot a 
fonm*r appri'iitlm* Philli;m was enabled to 
repurchase the ‘ Month y Mnga/.lm') ^ and 
many of bis bent copyrights, and ('ontmned 
his pnbliHheFH bimim'sH on a Homewhnt more 
r(*stnc4ed scale, until in l82H he t'^dhyd to 
Brighton. There he died on 2 April 1 840, 
lie inarFn^d, in 1795, a Miss (iriillthH, a 
millim^r’H iiHsistant, bv wdiom Im hdt t.uv(‘o 
mm • Uuduml, Alfnal't vienr of KilnuM'sthm, 

; BomerH(‘t ), Horatio ta bookM*lh*r in Pans) ■“ 
'mul four (laughters. A portrait by James 
Saxon is intlie Nnlional Portrait (bulery. 

(Hmstopln^r North (udhul PhillipH Hi dirty 
little Jacobin,’ with mj litiwary ability and 
absurd aciimtidc vitwa ; but he aiterwanls 
allowed him tho virtrn^ of i:)oUtical eonsis- 
toncy, and cotdesHod, the ^ Monthly’ t<> ’1 
valualdo porioditml. Tom Moore consuhned 
him a bore, and langbod at Ida ^ Pythagorean 
diet;’ for from an early date PhUHpB prac- 
tised strict vegetarianism, and his devotion 
to its tenets is depicted hy (Icorge Borrow 
in his * Lavengro,’ I)e ^ Morgan crtalita 
, him with honesty, sseal, ability, and courage, 
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but adds tlmt ‘ he applied tliein all in teach- 
ing matters about wlaich he knew nothing/ 
and so made himself ridiculous. Phillips 
was a friend of Priestley and of Orator Hunt, 
and a patron of Bamford and other radical 
contemporaries, and it was he who, after 
hearing Coleridge talk at a dinner-party, 
exclaimed that he wished he had him in a 
garret without a coat to his back. Ilia chief 
importance was as a purveyor of cheap mis- 
cellaneous literature designed for popular 
instruction, and as the legitimate predecessor 
of the brothers Chambers and of Charles 
Knight. 

The following are the chief of the works 
which are attributed to Phillips himself: 
1. ‘ A Letter to the Livery of London rela- 
tive to the Duties and Office of Sheriff,’ 
1808, V2mo, 2. ‘Treatise on the Powers 
and Duties of Juries, and on the Criminal 
Laws of Lngland/ 1811, 8vo. 3. ‘Com- 
munications relative to the Datura Stramo- 
nium as a Cure for Asthma/ 1811, 8vo. 
4. ‘ A Morning’s Walk from London to Kew/ 
1817 (1819 and 1820), 8vo; in this he airs 
original -political and philosophical views. 
6. ‘ The J,h‘Oximate Causes of Material Phe- 
nomena/ 1821 and 1824, 8vo; a preten- 
tious volume on the principle of universal 
causation, which provoked De Morgan’s 
anger. 6. ‘Golden Rules of Social Philo- 
sophy,’ 1826, 8vo ; this is dedicated to Simon 
Bolivar, and includes ‘ Golden Rules ’ for 
sovereign princes, for legislators, electors, 
sheriffs, jurymen, journalists, and others, 
be.sides ‘ The Author’s Reasons for not eat- 
ing Animal Food.’ 

[A paper entitled ‘An Old Leicestershire 
Bookseller’ by F. S. Herne, in the Journal of 
the Leicester Literary and Philosophical Society, 
contains much useful material for a biography 
of Phillips. See also Memoirs of the Public 
and Private Life of Sir R. Phillips, London, 
1808 (published during his shrievalty, upon ma- 
terials ‘ drawn from headquarters,’ and conse- 
quently far from entirely trustworthy! ; Gent, 
Mag. 1840, ii. 213-U ; Biogr, Diet, of Living 
Authors, 1816, p. 271 ; Moore’s Diary, iv. 296- 
297 ; Wilson’s Noctos Amhrosianse, eel. Mac- 
kenzie, i. 133, 266, ii. 420; Conway’s Life of 
Paine, ii. 27 ; Bamford’s Passages in the Life of 
a Radical, 1893, ii. 213; Fox-Bourne’s English 
Newspapers, i. 299 ; Allibone’s Diet, of English 
Literature; Nichols’s Lib. Illustrations, viii. 
012-13; Southey’s Life and Correspondence, 
chap xv.] T* S. 

PHILLIPS, RICHARD (1778-1851), 
chemist, born in 1778, was tbe son of James 
Iffiillips, quaker, and a well-known printer 
and bookseller, of George Yard, Lombard 
Street, London. Catherine Phillips [q. v.] 
was his grandmother. Richard was educated 
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as a chemist and druggist, under William 
Allen (1770-1843) [q.v.] of Plough Court, 
hut received his first instructions in chemis- 
try from Dr. George Fordyce [q. v.] With 
his elder brother, William (1775-1828) [q.v.], 
the geologist, William Allen, Luke Howard, 
and others, he founded the Askesian Society. 

In 1817 he was appointed lecturer on 
chemistry at the London Hospital, and he 
also delivered several courses of lectures at 
the London Institution. Soon after he was 
appointed professor of chemistry at the Royal 
Military College, Sandhurst, and lecturer on 
chemistry at Grainger’s school of medicine, 
Southwark. He was elected a fellow of the 
Royal Society in 1822, and was offered the 
presidentship of the Chemical Society on its 
foundation in 1841, but declined it. He be- 
came, however, its president for 1849-50. In 
1839 he was appointed chemist and curator 
of the Museum of Practical Geology, Jermyn 
Street, and he held the post till his death on 

II May 1861. 

Phillips first attracted attention by his 
publication, in 1806, of ‘ An Analysis of the 
Bath Water’ (cf. Tillochh Fhil. Mag.) His 
labours in mineralogical chemistry were 
characterised by great neatness and pre- 
cision, and he discovered in 1823 the true 
nature of uranite; but it was in pharma- 
ceutical chemistry that his services to science 
were most conspicuous. His acute powers 
and the perfect familiarity he possessed with 
the processes in use enabled him to detect 
the errors into which the compilers of the 
‘ London Pharmacopoeia ’ had fallen, and, 
though the keenness of his criticisms created 
much soreness, their justice was admitted, 
and he was specially consulted in compiling 
later editions. 

He was the author of some seventy papers 
on chemical subjects. The;^ appeared in 
various English and foreign journals, prin- 
cipally the ‘Annals of Philosophy/ which 
he edited, in conjunction with Edward Wil- 
liam Brayley [q. v.], from 1821 ; and the 
‘ Philosophical Magazine,’ in which the 
‘ Annals ^was merged, and of which, as well 
as of the succeeding series, the ‘ London, 
Edinburgh, and Dublin Philosophical Maga- 
zine,’ he was one of the editors. He was also 
author of all the chemical articles in the 
‘ Penny Cyclopiedia.’ 

His separate works were, besides the hook 
above mentioned: 1. ‘An Experimental Exa- 
mination of the latest edition of the Pharma- 
copoeia Londinensis ; with Remarks on Dr. 
Powell’s Translation and Annotations,’ Lon- 
don, 1811, 8vo. 2. ‘ Remarks on the editio 
altera of the Pharmacopoeia Londinensis/ 
London, 1816, 8vo. 3. A translation (with 
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notcfl) of tlie * Wiarmactipwia/ Loiidouj Hvth 
is%k, lail, IS37, IHol. 

I PhigliKh CyolophMlia; Catofi’H Piet. H i* >!*!*, : 
Gent. Ma?>. IHol, ii. ‘iOH ; Brit. Muh. (’at. ; H.unl 
Soc. List, of Papers ; KonaUrH (’at., of Honks on 
Eloctrmty, &c., confuses Phillips witti ^Sir 
Itiehiird PhilUps l^q. v.]l H. H. W. 

FHILLTO, SAMUKX (IHiPlHolL 
journalist, horn on I2ti Poe. IHM, vvus^ ot 
Jowisli origin, and was the tliird stni ol IMuHp 
Phillips, a tradosinan (at tlrst. in St, Jniiiosa 
Street, and afterwards in Unpuit Stnau, 
Lond(ni), who dealt priueipallv in lamps and 
chande.liers. At an »airly age Samuel shnwinl 
so miudi talent for inimiery and nn'ilatimi 
that l'isparentswer(uUs})o.sed tot rain hiiu for 
the stage, lie attracted the at lent.iou of l lu' 
Duke of SuHSiix l)y an (W.ny (m Milton* and 
was invited to reclPi hidort^ the dulos when 
Mrs. Bartley taught him todeelaiui t’ollins.s 
‘Ode to the Passions,’ and lu^ renmvti'd the 
performance on tlu^ stag<^ of the llayniarket. 
Theatre. On June ISiH) a he.mdit was 
given at (lovent (hirden TluMilri^ to Isaues, 
a popular singer, and ‘ Master Plidlips, ouly^ , 
fourteen years of age,’ apniuuH'd in an aet of ’ 
‘Richard ilL’ Per a snort time ho was 
reading for tho university of London; he, 
was then sent hy his iiarcnts to the \uuver- i 
sity of Gottingen, where lu^ rtnuaimHl for 
more than a year, and on 12 Sept, 
was euterod as a ptmaioner at Sidney-Sussex , 
College, Cambridge, int(U\dingt,o t.aki^ orders 
in the cliiirch Pf Knglarul. AlPir Ul t.h^ mor(i | 
than one terra at Cambridge, he was o}dig<Ml, | 
through the death of his father In emharnissed | 
circumatauces, to leave the univt^rsity. lie . 
then endeavoured, in conjunction 'with a ' 
brother, to carry on tlie father’a busiiu^Ba, Imt 
they failed in their enterprise, and Phillips ■ 
was forced in 1841 to take to his jam lor 
subsistence. He was already raarrhul, and 
was moreover suffering from consumption, 
but he worked on with indomitable courage, 
though with little success. While living in 
desperate strait s at Ventnor, he began a novtd, 

‘ Caleb Stukoly,’ and sent the first part tx> the 
publishing firm of Blackwood at Edinburgh. 
Philli Ds had come to his last guinea, but after 
a wee i of suspense a kind letter was received 
with a remittance of 60^. He thereupon came 
to London to complete the work, and obtained 
temporary employment as private secretary 
and private tutor. In 1845, throii gh the in- 
terest of Lord Stanley (afterwards Earl of 
Derby), he was engaged on the * Morning 
Herald,’ and wrote two leaders a week for it 
for two years, chiefly on the subject of pro- 
tection, About 1 845 he obtained an appoint- 
ment on the staff of the ‘ Times ' as a writer of 
literary reviews, and this post he filled for 
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tho rost of hi.'^ lifo. Ho whm nl.sty appoiutod 
Hoiuvhiiry t»i .nu n^sooiip inti fnrmod ia iHtu, 
'muhu'tho pntriumgo nf tlio Dukt' of Kit'll 
mnud, fur tho support of tho lunmu's who 
luul boon iujurod tlirntipii (i-^oiil ohuugos. 

With tiio aid of Aldorninu StihmiouH lu^ 
uu nftorwurds purolui *od iIk^ ‘John Hull’ 
m'WNpnjtor* ami for littlo mnro than a your 
ho was lioth oditnr and priypriotor ; Imlthu 
H'.iorulation was iu»t \ory fu'n';p<‘ruus, tuul 
t'u^ labour ovortaxml hi,H Mtrouyth. I lo ptirti-il 
with tho pnpor in Huriiig Ids lust 

throo \oari hoooiitnhutod to tho ' lalorary 
Gar, otto ' hoMdou worKinp: for tho ‘’riuu's.’ 

( )n tho ostahlishiuout td't tio t ’rv.stnl Huhu'o 
iu iSAt Hhillipu was appoint od iia lihuauy 
dirootor, and for a timo ho wastin’ ootupany's 
t roHMuror, Ho wrototlu* pyuorul hanilhooklo 
lhopu,laoo iiud an aootuiid tif its portrait 
gulhuy (iNol). Iu Aufpist ISo'l ho Hu;o*:o,'<t(‘d 
tlio lortunftou of n Moiuoty for promoting 
Assyrian arohioologioal plornt ion, tind iaa 
Hhort tiino a stalVtjf slulhnl oporators was di’S- 
patohod to Niuo\i*h. lltMliod vory siuhlouly 
at Hrirjiton (ui ll()ot. ISdi, Howasimriod 
iu Syiionham olmroh ou 21 Got. His lirst 
with dual in ISHhnud Iu* nmrriod again Iu 
IHIA. His widow and llvo oliihlron snrvivod 
him. In wasorottiod LL,H. ofGiit- 

ungiuu 

IfiullipM.whn was tho most, gimial of com-' 
panious, was at hin laxst In puroly litmairy 
artitdos* whii’li woro uUva vs writ ton wit It 
vivmniy and kiam critioal poiH’optiou. Ho 
did m»i love novollio.s. It was said of him 
that h(' cunld soo mithing in ‘ Umdc Tom’s 
(!nlmi’ hut. a violation of tlu' riglits of ju'o- 
pi^rty, Ho was a st rong comuTvativc in poU- 
tioH*(cf. Kox-BtHUtNK, Neim}mpvn^ 

ill HIP HO). 

Tim uDvid of ‘ ( kihdi St ulndy ’ was publishod 
ammymtmsly in thna* volumos in Isi-l It 
%vaH alnn nuhlisimd without Ids murn^ and 
in a curtaimd form in lKri l,and in 1 Hi 12 it 
appeared in the * Uatlway Library,’ with his 
name on tim tith'-pago. Auumg t.lm artiedoB 
contrilmttHl by litm to tho ‘ TinH‘H’ was orn^ on 
tluH Literattirc of tlm Rail/ which appoiu’od 
on $1 Aug. IHo L and was puhlislmd w^parataly 
in the samuymir. IL^ was also the author of 
‘Literature for the INmiihH in tlnGTinu's’ 
of 5 F(d). IB54, 'rim first of tlmsa arthdoH 
suggested to Mr. Murray tlu^ BcriuH untit-hHl 
* Heading for tlm Rail/ and to Mt^ssrH. Long- 
man that (mtith*,d ‘Tim Jh*av(dlcSB_ library.’ 
Mr. Murray’s series started in 1851 with an 
anonymous volume of ‘ Essays from the 
Times,’ being a selection of literary papers by 
Phillips, and in 1854 it was followed, aUo 
anonymously, by ‘ A Second Series of Essays 
1 from the “ Tfimes.” ’ Both volumes were also 
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printed in Now York, and they were re-' 
published by Mr. Murray in 1871 as ‘by 
Wuel Phillips, B.A.,’ and with his portrait 
■'irefixed. Hi& ‘ Memoir of the Duke ot Wel- 
‘Auffton’ was printed in the 'Times’ on 
15 and 16 Sept. 1862, and was No. 31 of 
the ‘Traveller's Library’ of Messrs. Long- 
man. The criticism in the 'Times’ of the 
' Kickleburys on the Rhine,’ which deeply 
oflended Thackeray, is said to have been 
by Phillips (Maclise Portrait Gallery, ed. 
Tiates, p. 441; Vizbtelly, Glances Back^ 
i. 35()). A collection of his contribui ions to 
‘Vllackwood; entitled ' We’re all low people 
there,’ ran into an eighth thousand in 1864. 
One of them, called ' The Banking House,’ 
%va8 republished at Philadelphia in 1855. 

Three editions of his ' Guide to the Crystal 
Palace and Park’ were issued in 1854. It 
was again published in 1860, revised by 
P. K. J. Shenton, 

[Times, 17 Oct. 1854, p. 5 ; G-ent. Mag. 1854, 
pt. ii.pp. 635-6; LiloiMry Oazol.te, 1854, pp. 906- 
907; Tait’s Mag. January 1855, pp. 41-2; 
Bentley’s MiHC('llany, xxxviii. 129-36; Halkett 
and Laing’s Anon. Literature, pp. 299, 743, 825, 
2308, 2797 ; Notes and Queries, 1st ser. x. 336; 
information from the master of Sidney-Sussex 
College.] "W. P. C. 

PHILLIPS, TERESIA CONSTANTIA 
(1709-1765), courtesan, eldest daughter and 
second child of Thomas Phillips, was born 
at West Cheater on 2 Tan. 1708-9. She 
states, with every appearance of accuracy, 
tliather father was a cadet of an old Welsh 
family, and a captain in the army in Lord 
Langdale’s regiment, that is, the 5th dragoon 
guards. When he left the army in 1717 he 
brought his family to London, where he was 
for a time in needy circumstances, but was 
(eventually, aocording to Teresia, befriended 
by the first (dowager) Duchess of Bolton, 
■who had stood godmother to Mrs. Phillips. 
This patronage enabled Teresia to complete her 
education at Mrs. Filler’s boarding-school in 
Prince’s Court, Westminster. Beyond this 
looint Tercsia’s own narrative must be fol- 
L,owed with caution. It is probable that she 
commenced a life of intrigue at a very early 
age. ' Tlxomas Grimes ’ (as the future fourth 
Earl of Chesterfield preferred to be called 
in certain youthful passages) was, she says, 
her lover in 1721. She subsequently gave an 
account of ber relations with him, which was 
convicted of gross inaccuracy in a well- 
written ' Defence of the Character of a Noble 
Lord from the scandalous Aspersions con- 
tained in a malicious Apology,’ published in 
1748. To avoid arrest for debt, on 11 Nov. 
1722 she went through the form of marriage 
with a Mr. Devall, who had previously been 
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married under another name, and with whom 
she never exchanged a word. According to 
the ' apologist ’ of Lord Chesterfield, although 
her amours were soon ‘ as public as Charing 
Cross,’ she married, on 9 Feb. 1723, Henry 
Muilman, a Dutch merchant of good stand- 
ing. In the following year Mailman ma- 
naged to obtain from the court of arches a 
sentence of nullity of marriage, hut he agreed 
to pay Constantia an annuity of 200/. This 
was discontinued upon her cohabitation at 
Paris with another admirer (Mr. B.) Hence- 
forth the sequence of her adventures becomes 
bewildering. The notoriety of Con Phillips ’ 
was mentioned by Horace Walpole in the 
same breath with that of 'the czarina’ 
{Corresp. ed. Cunningham, vi. 112), and she 
is similarly mentioned in the first chapter of 
Fielding’s 'Amelia.’ After many experiences 
in France, England, and the West Indies, she 
determined to blackmail her friends by ]pub- 
lishing ' An Apology for the Conduct of Airs. 
Teresia Constantia Phillips, more particularly 
that part of it which relates to her Marriage 
with an eminent Dutch Merchant.’ A motto 
from the 'Fair Penitent ’ adorned the title- 
page of the book, which, in consequence of the 
difiiculty of finding a bookseller, was printed 
for the author in parts, subsequently bound in 
three volumes, in 1748. A second edition 
was called for at once, a third appeared in 
1760, and a fourth in 1761. The memoirs, 
which are written with a good deal of dra- 
matic efiect, are stated by Bowring, in a manu- 
script note to the ‘ Memoirs ’ of Bentham in 
the British Museum, to have been edited by 
Paul Whitehead [q. v.], whose services were 
remunerated ' in kind.’ They exerted a con- 
siderable infiuenceu'pon Bentham’s youthful 
imagination, especially their account of the 
chicanery incidental to law proceedings. 

The mercenary object of the writer was 
more plainly avowed in her ' Letter humbly 
addressed to tbe Rt. Hon. the Lari of Ches- 
terfield,’ issued in 1750 and appended to sub- 
sequent editions of the ' Apology. I^ this 
she assumes Chesterfield to he the author oi 
the 'Whole Duty of Man,’ and contrasts the 
moral therein conveyed with the pi'actice of 
a ‘highborn debauebee.’ The letter elicited 
a satirical vindication by ‘ a Lady.^ i 
this period Mrs. Muilman, as she still called 
herself, was deeply in debt, and more 
than once imprisoned in the Marshalsc^. 
Muilman seems to have done his best to bribe 
her out of the country, but he was not suc- 
cessful until 1764, when she finally removed 
to Jamaica. A correspondent of the Gen- 
tleman’s Magazine ’for 1766 states that she 
married in Jamaica a ' Mr. M.,’ an Irishman, 
who was a well-to-do land-surveyor at 
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Kingston. She inveigled him leaving 
her the "whole of his fortune, lunl, iiaving 
huried him, married a S(‘.ot, upon wluwo 
death she obtained a further incnaise ()1 her 
resources. Her last husband was a Frtmeh- 
man named Lanteninc, a lu'pluuv of v Jtu- 
dreuil Slio died on Keh. 1 7li5, ‘ unlanunU e<l 
hy a single person,’ A, mezzothit portnnU 
engraved by haber alter Higlunore, was 
prefixed to the ‘ A])olc^gy.’ 

[Apology for the (loudue.t of Mrs. T<'reHia (hm- 
staritia Phillips; Walpole’s (iorresp. imI. Outi- 
ningham, vii ir2.».ia; Ikul ham's hh-moirs, ed, 
Bowring, x. 77 sq.; thuil,. Mag. 17(15, p, 85; 
Nichols’s Anecdotes, hi. Oil ; Notes and Queries, 
4tli Hor, xii. 314, (Uh wsr. v. 178 ; J. (t Hmith's 
Mozzotinto Portraits, i. 410; Allhume’s (Met, of 
English Lit, ; Brit, ’Mus, Oat. ; hinls kindly sup- 
plied by J. Power nicks, es<p‘] T. S. 

PHILLIPS, THOMAS (Kido? Kion), 
military engiiu^er, is first nnmtioiUHl in a let- 
ter from JamcH, duke of York, appointing him 
in 1601 master-gunner (d’ the ship lk>rt.H- 
mouth. On 30 June I67d, aftnr paHsing a 
satisfactory examination hy the inusliu-- 
gunner of England, ho wan appoint »'d by 
warrant one of the gunners (d‘ the Towct of 
London. In tho following year he was s(,mt 
as master-gunner to Slieenu'.ss. In 1671) uiwl I 
1680 he was in the Channel Islands as a 
military engineer, busily engaged in mnltiug 
maps and plans of tho bays and probable land- 
ing-places,. and of the defences both existing 
and required. Many of these plans are now 
in the British Museum. 

In the beginning of 1683 Phillins was 
similarly employed in the Isle of "Wigiit, and 
in the summer he was sent to Tan gums 
under Major (afterwards Sir) Martin Beck- 
man’, with the expedition commanded by 
Lord Dartmouth, to demolish the defences 
and the Mole. Samuel Pepys accompanitid 
this expedition, and refers to PhilEDS in his 
correspondence, Phillips returned to ‘England 
in May 1684, having, in tbe]jrevioua March, 
been promoted to he his majesty’s third en- 
gineer, In August, at Lord Bartmouth’s 
request, he visited Portsmouth to examine 
the defence works in progress * against the 
coming of the king to that garrison,’ and to 
set in hand further fortifications proposed hy 
Sir Bernard de Gomme [q. v,] and approved 
hy the board. During the next year Phillips 
was in Ireland employed in making maps of 
the country and designs for defences. 

On 23 Dec. 1686 Phillips was appointed 
by royal warrant to be his majesty’s second 
engineer. During the remainder of the reign 
of James II, Phillips remained in London at 
the board of ordnance, but visited, as occa- 
sion required, Poole, Portsmouth, Chatham, 
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and Hluumtu'ss, witii tiu' niaHt or«g(*n(‘nil or 
survoyor-g<‘noml (iftho ordiiniu'o, to inspect 
and iulvisc an to the d(d<uuu\s. Ou iO Hoc. 
I()H7 ho wasapptunted r{i])iiuu of a company 
of miners. On H May 16HI) a rt>yul warraut 
of William and .Mary rmn^wed the appiunt,- 
ment.s of PlulU|m an Hec(Uid ougiiitum and 
captain of a company of numa\s; hut in the 
mimmer ho tbadined to join Stdiomljcrg in 
Indaml, atnl in I lia'cmltcr, on Sidnuub(*rg’H 
n'prcnimtatiotiN, ho waa dinmissed from both 
(dliccs. In H»iH) In' invented a new gnn- 
enrriagt', wit It which all t-lie gnnnof llu\ sliip 
Ihtyal S<ivoriU}.pi W(‘re lU'dtTod to ht'seppHi'd; 
and hi.HHiu’YJCcH vvondurenueatat Bortiotmuih 
and also in Ireland, where be was nn'.Htmt 
untler tlu' Earl of Marl boron ^dl an nin (‘u- 
gineerat tlie.‘^iegt*a of Cork am. Ivin.Hahh and 
ivns paid UK)/, royal bounty hy Lord Kam^- 
I lap;h I wet' JoNtw’, UKUtAuh, lirHt EAiti. oi'’ 

lhVNHl.AUH.| 

On H May UhH I*hillip.H was reiuHtattal 
a,4 Ht'Cimd engintMW. A proposal made in the 
lollowiug month to neml him to Nt'w-ronnd- 
land on Hpiudal duly ti> Hccure, ihe trade (»f 
.Kiigliah nu'rehauta against, the di'predat ion 
of the Kremdi was abandoned for tht^ time 
tut lu.Hadvice. A letter(»f Ulullips, deseribing 
tluMthjec.t of luH prttpoHiHl tnishion to Nt^w- 
fotimlfand, ia ]>rintetl in *(<eut. Mag.’ for 
IHU2 (pt. ii. p. IHH), 

I’hillipH was om]doy(d in the ordnance 
train in the Htinuuer ('Xpmlition of t licet 
agaiuHt the* coast of Kramn^ in 16012, atul 
again Ity royal warrant, of 1(5 May 1603, as 
chief engineer in tint train undty vSir Mart in 
Bec.kmiui, when In^ accompanied^ Captain 
John Jhmhow (1663 1703) [q. v.J in tho 
Norwich to the rtuideaivouH o( tluywpiadron 
in (lueniHcy road. '‘J'he squiulron, including 
a niunhe.r of homh-vesmds, sailtal on the 
morning of 16 Nov. 1603 for St. Malo, and 
anchonid btvfore the (iuint'o Channel tho 
same aftenioon. It bombardtal tho \)h\m all 
night, and hanltal out on tho morning of 
tho 17th, when lliiUlpB, who was in charge 
of the ^ bombs,’ fired about seventy. The fol- 
lowing day, the 18th, the firing was coti- 
tinued, and on the 19th a galliot calhal ‘ Ye 
Infernal,’ filled with powdtw and carcases, 
was taken by Phillips uims(df to the foot of 
the wall and fired, Phillips escaping to his 
ship. The explosion was a terrible one, 
shaking the whole town like an earthquake, 
damaging hundr(ulB of houses, and bringing 
down the sea-wall. ‘Whether PhillipB was 
hurt or became ill from anxiety or excite- 
ment is not known, but he died on board 
Benbow’a ship on the return of the squadron 
to Guernsey roads on the evening of 22 Nov. 
1693. 
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He left a widow, Frances, and a family in 
indillerent circumstances, as liis pay seems to 
liave been in arrear ; and the state papers 
contain a petition from her for 800/., part of 
it due for expenditure in works in Tangiers 
ten years before. 

In the British IMuseum are plans or maps 
drawn by Phillips of Athlone, 1685; Belfast 
and the design for erecting a citadel upon 
the Strand, 1685; Oiilmorb Fort ; the bay 
and harbour of Dublin, sheets, 1685 ; the 
fort of 1) uncannon ; a prospect of the fort of 
Dnncannon ; the barony of Enishowon, co. 
Donegal; numerous charts, prospects, and 
j)lans of Guernsey, Jersey, Sark, and Ilorm, 
dated 1680 (mainly coloured); and a de- 
scription of the several harbours, bays, land- 
ing-places, and castles of Guernsey, illus- 
trated by coloured plana. Macaulay refers to 
Phillips’s map of Belfast as ^so exact that 
the houses may be counted’ 1883, 

ii. 184 n.) 

[War Office Records ; Royal Engineers’ Re- 
cords; Stat/C Papers ; Cottonian MS8. ; London 
Gazette ; Charnock’a Biogr. Navalis ; Kennett’s 
Cornploto History of England ; Oampbell’s Lives 
of tho British Admirals ; Treasury Papers ; Life, 
Tour, and Corrospondonce of Samuel Pepys, 
2 vols. 1811; Porter’s Hist, of tho Corps of 
Royal Engineers.] B. H. V. 

PHILLIPS, THOMAS (1708-1774), the 
biographer of Cardinal Pole, was born at 
Ickibrd, Buckinghamshire, on 5 J uly 1708, 
being descended of a good family. His great- 
uncle was William J oyner [cp v.J His father 
wa^s a convert to the Roman catholic religion, 
in which he was himself brought up. At an 
early age he was sent to a protestant school, 
where he supplied the deficiency in religions 
teacliingby studying the ^ Imitation of Christ,’ 
the ‘‘ Introduction to a Devout Life,’ and the 
^ Lives of the Saints.’ His father soon sent 
him to the college of the English Jesuits at 
St. Omer, where he carried off the ])rizes in 
all the schools. When he had completed his 
course of rhetoric he entered the novitiate at 
Watten on 7 Sept. 1726, and he made the 
simple vows of the Society of Jesus on 8 Sept. 
1728. He was then removed to the English 
College at Liege to study a triennial course 
of philosophy. Soon after his admission to 
holy orders his father died, leaving him a 
fortune which ^placed him above dei)endence.’ 
He travelled through the Netherlands, Ger- 
many, France, and Italy, visiting the uni- 
versities, and forming many useful friend- 
ships. 

’Powards the end of the third year of his 
philosophical course, viz. on 17 July 1731, 
while still retaining the fixed resolution to 
abide in the Society of Jesus, he made a 


voluntary renunciation of his actual and con- 
tingent property iu favour of the college at 
Liege and of the provincial father, John 
Turberville, Being passionately fond of clas- 
sicalliterature,he subsequently, in the second 
year of his course of divinity, sought permis- 
sion from his superiors to conduct a course of 
humanities at St. Omer. The institute of 
the society enjoins indifference respecting 
employments, and his petition was rejected. 
The refusal piqued his vanity, and on 4 July 
1733 he withdrew from the society, though 
his affection for it suffered no diminution. 

He now proceeded to Rome, where Father 
Henry Sheldon, rector of the English College, 
introduced him to Prince Charles Edward, 
who procured for him the appointment to a 
canonry at Tongres (1 Sept. 1739), with a dis- 
pensation to enjoy the proceeds of it while 
serving the English mission. After his return 
to England he officiated as chaplain to George, 
fourteenth earl of Shrewsbury ; then to Sir 
Richard Acton at Aldenham, Shropshire ; 
and subsequently (17 63-6) to Mr. Berkeley of 
Spetchley Park, Worcestershire. Eventually 
he retired to Liege, where, at bis earnest 
solicitation, he was readmitted to the So- 
ciety of Jesus on 16 June 1768. He died at 
Liege in July 1774. Foley says ‘ he was a 
man of eminent piety, and always appeared 
strongly affected with the idea of the pre- 
sence of God, particularly in his last illness.’ 

His principal literary production is ; 
1 . * The History of the Life of Cardinal Pole,’ 
2 pts., Oxford, 1764, 8vo (reprinted 2 vols., 
Dublin, 1766, 12mo)j 2nd edition, with- 
out author’s name on the title-page, 2 vols. 
London, 1767. Phillips’s object in writing 
this valuable piece of biography was to give 
to the English nation a correct account of 
the council of Trent from a Roman catholic 
point of view. The work excited, on the pro- 
testant side, a general alarm, and elicited 
many replies from Timothy Neve (1724- 
1798) John Jortin [q.v.l, and others. 
William Cole’s * Observations ’ on the_ an- 
swers to Phillips’s book are in the British 
Museum(Addit. MS.6831, f. 117 h). Phillips 
himself appended to his * Study of Sacred 
Literature,’ 1766, ^ An Answer to the princi- 
pal Objections.’ 

His other works are : 2. Lines ‘ To the 
Right Reverend and Religious Dame Eliza- 
beth Phillips [his sister] on her entering the 
Religious Order of St. Benet, in the Convent 
of English Dames of the same Order at Gant,' 
privately printed, sine loco [1748?], 4to. 
Reprinted mthe ^ European Magazine,’ Sep- 
tember 1796, and in the ‘ Catholic Magazine 
and Review,’ Birmingham, March 1833. 
3. * A Letter to a Student at a Foreign Uni- 
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vorisity m tlio Htudy of Divinity, by T, 

8. c. fi.e. wimior oiuian of Tnngri’8), Lon 


don, 175(1, 8vo, pp* 1*<D, l75H;JP‘tl 

ioti, l7Ci5, Hvo. 'riiiw liH odition 


edit., .London, , .. 

in entitled *l'he Study of Snered Litemtiire 


fully stated and eoimideted, in a DirnMnu’seto 
a Student in Divinity.* 4. * Piulennuif pri* 
vately printed, ww /(jen, 1781, ^vo a pane* 
phlet suppressed by the autlior containing 
incddenta in his early 5. * (’i*uHum < \nn- 
mentarionnn Cornelii k I^apide,’ in Latin, on 
a single sheet, (i. A metrical (rannlatum of 
the ^J^auda Sion Salvatorem,* beginning 
‘ Sion,rejoico in tnneful Inys,* 

De Back(ir atkibutea ti/him ^ ft»r 

the Ib'peal of the Laws against tlu^ Da]>i,sts,‘ 
by JMr. Herkeley of Sp(4(ddt^y, 

Iliscorrijapondence with VVilliam Do1e,tIn' 
antitpiary, is in the British Museum { Addil. 
MS. r>83L,£ Wlb^mb). 

[Catholic Mag, and Hevlow, Birniinghana id. 
223, V. 150 ; Catholic Miscellany, October IH22» 
p, 443 ; Chambers’s WorccHterHlure Biivicr, p. 
436; I)e Backer’s Bibl de la Cotnpngaie de 
J4sus, ii, 1939 ; European Mag, Heptemher 1790 , 
p. 169; Foley’s Bocords, V. H55, vii. 09(1; 
Lowndes’s Bibl. Man. (Bolm), pp. 1H49, 18f>8 ; 
Martin’s Privately Printed Books, 2iid edit, p! 
68; Nichols’s Lit. Aimed vii. 319, viii. 38 -I ; 
Oliver’s Jesuit Collections, p. 166 ; WatCn Bdil. 
Brit] % Ch 

PHILLIPS, THOMAS (rt 1815), hinto- 
nan of Shrowebury, was a native of that, 
town. Ilia brother Kichard (r/, 1815) wais 
mayor there in 1,814. By the infiiumee of 
Sir William Pulteney Thomas obt,ained a 
nla^ce in the customs. He died in London on 
9 Jan. 1815. In 1779 he published, in (uiarto, 
with several plates, his ‘ History and Anti- 
quities of Shrewsbury from its Foundation 
to the present time, with an Appendix, con- 
taining several particulars rcdal-ive to Oasth^B 
Monasteries, &;c., in Shropshire.’ Thu book 
was, to a large extent, the work of a Mr. 
Bowen of Halston, Shropshire, It rcmaliuid 
the sUndard history of Siirewsbury till Owen 
and Blakeway issued their ‘ History ’ in 1825, 
with aclmowledgments to their predecessor! 
A second edition of Pliillips’s work foraiod 
the first volume of C. Hulbert’s ‘Uistory 
of the County of Salop ’ (lb87). ^ 

1 of Living Authors, 1798; Sa^ 

lopian Magazine, 81 Jan. and 29 April 1816 • 
Gent. Mag. 1816, pt. ii. p. 187.] G. JG® Q. N. ’ 

(1770-1846), por- 
trait-painter was bom at Dudley, Warwick- 
slure, on 18 Oct. 1770. His patents occupied 
a respectable position, and, after having given 
^eir son a good education, they encolr^ed 
ins inclination for art by placing him wnth 


i bHauds Kgintou, tlu* ghiBH^pninter, of Bir- 
■ mingbam. Townrdw Do* elo.st* of 17 P 0 
. entny H onion with an introdueDon to 

j Benjamin \VeM,\Uio found employment for 
1 bun on the paint ed-glnsn wiiulows of 8t. 
|(bHtrge’H rhapel at Wiud.Hor, In 1791 ho 
i beeutue a ^tllden^ of tin* Boyul Aeudemy 
! and in 171b? he nvt\i to the evln’bttion Ihm first 
; picture, a ‘ View nf Wiudsto’ (bistli*; Tbit; 
worn followfui in 1 71b; by *i'he I tenDi of Talbot, 
Karl of Shrewsbury, nt the battle of (?ha- 
tilbm/aml * Huth and her MiUhmMnDaw;’ 
untl in IVlU by * Chtpid tUsunued by Ktiphro- 
wyius* ‘ Klijalt ref lirntng tlie re(‘overe(l (’liihl 
to th(' Widow,* and a * Dortrnil of a young 
.■Vrti.Ht/ ID* soHji, howeviu*, (UH(^ovt*r('d that 
the scope tjf hiH talent lay itt port lant -pa bit- 
ing, hut emnpetition tn ‘thin brnneh of art 
WHM then sevt'vie Lawretun* waw in favour 
with the kitig and ronrt, and IloppmT wiDi 
tl»(* Brinrtyof WalrHund luseirelnat (kudlon 
llotimn wliib* Uraadiey, Owionnnd SIhm^ were 
rivalrt of r«*put«*. BhillipsH sittm’B wen^ at 
tlrnt rhanee euHtojnerH uf tw distiu(*tion, and 
iroin 171HI to iHDO hia exhibited worliH were 
childly port raitHorgenl Imnen and lndies,orten 
nunudesH in the ratalogtu', and hDII more 
nanudesanow. But a notabb^ ndvnnee hoou 
toitk place in llic social ptwii iotud* his aitbu’s, 
and in iHOl he was ehadtal an (tSHociattt of 
the Itoyni Academy, together with bin rival, 
WilHutn tlwein About tie* fcattu* tttttc bo 
removed to 8 tb'orgf^ Street , Ilatiover Square, 
formerly tbe rt«sidema^ Ibmry Tr«.*Hbnm, 
wher<^ he contiinnal to reside until biw 
death, forty-one yearn later. He l)(M*am(ui 
royal academieiim in IHDH, and pia^entcd as 
his diploma work * Vbmns attd Adonis,’ (*x- 
hibited in that year, the b(‘Ht of Itia creative 
HttbjtHdH, the * blxpulsion from Paradise' at 
Pot worth Hans(Uidmwnvc(qjted. Mf'nnwhilo 
bo roBo Btcndily in ptibH<’ favour, and in 1806 
bo painted the Prince of Wah's, the Mar- 
chnmoHH of Hinlford, the * ManpioHs of Slaf- 
■ford’a Family,* and Lord Tluirlow. Tn 1807 
lioHont totbe Boyal Academy the W(dI-kuown 
portrait of William B la Ion uow in the Na- 
tioijal Bortrnit (billery, which was engraved 
in lino by Ltilgi Schiavonotti, and afterwards 
etched by W. Boll Scott,. 

His contribnt ions to t Im exhibition of 1 809 
included a portrait of Sir Jostqih Banka, 
engraved by Ni(*colo Schiavonet.ti, and to 
that^of 181,4 two portraits of Lord Byron, 
one in Albanian costume, and the other, con- 
sidered to b(^ the best likem^ss of the poet, 
that which was painted for John AluiTay, 
andenjp^avad in ImebyUobertHravcBjA.ILA, 
A. replica of this portrait was in the posfi(^esion 
of Sir Robert Peek In 1818 he exhibited 
a portrait of Sir Francis Ohantrey, ILA., 



Phillips 217 Phillips 


painted in excliimge for his own bust, and 
m 1819 that of the poet Crabbe, alsox)ainted 
for John Murray. 

In he was elected professor of paint- 
ing' in the Royal iVcademy, and, in order to 
qualify himself for his duties, visit-ed Italy 
and Rome in company with William Hilt on, 
R.A.,and also Sir David Wilkie, whom they 
nn'.t in Morence. lie resigned the profes- 
sorshi]) in 1832, and in 1833 published his 
^ Lectures on the History and Principles of 
Painting,’ reviewed by Allan Cunningham 
in the ‘ Athenauun’ for 9 Nov. 1833. 

Phillips’s finest works are at Alnwick 
Castle, at Petworth, atid in the ])ossossion of 
Mr. John Murray of Albeniarh^ iStreet. The 
last-named possesses his portraits of Lord 
Pyron, one of his best works, Crabbe, Sir 
Walter Scott, Southey, Campbell, Coleridge, 
Hallam, J\[rs. Somerville, Sir Ldward Parry, 
Sir John Franklin, Major 1 lonham, the African 
trav(',ller, and Captain Cla))perton. Resides 
these he painted two port.raits of Sir David 
Wilkie, one of which he presented to the 
National Gallery, and the other is now in 
the National Gallery of Scotland; also, the 
Duke of York for the town-hall, Liverpool, 
DeanBuckland, Sir num])hry Davy, Samuel 
Rogers (now at Rritwell Court), Michael 
Faraday (engraved in mezzotint by Henry 
Cousins), Dr. Dalton, and a head of N apoleon I 
(now at Petworth), ])ainted in Paris m 1802, 
although not from actual sittings, yet with 
the connivance of the Emi)res8 Josephine, 
who aUbrded him opportunit ies of observing 
the First Consul while at dinner. His owm 
■portrait, exhibited in 1844, w^as ono of his 
!!atest w’orks. Phillips wrote many occa- 
sional essays on the fine arts, especially 
for Rees’s ‘ Cyclopjcdia,’ and also a memoir 
of William Hogarth for John Nichols’s edi- 
tion of that artist’s ‘ Works/ 1808-17. He 
was a fellow of the Royal Society and of 
the Society of Antiquaries. He was also, 
with Chan trey, Turner, Robertson, and others, 
one of the founders of the Artists’ General 
Benevolent Institution. 

Phillips died at 8 George Street, Hanover 
Square, London, on 20 April 1845, and was 
interredin the burial-ground of St.John’s 
Wood cha-pel. He married Miss Elizabeth 
Fraser of Ifairfield, near Inverness, a lady 
whose beauty and accomplishments were 
commended by Crabbe in his ‘London Jour- 
nal.’ They had two daughters and two sons, 
the elder of whom, Joseph Scott Phillips, 
became a maji'or in the Bengal artillery, and 
died at Wimbledon, Surrey, on 18 Dec. 1884, 
aged 72. 

Ilis younger son, Henry Wtnrham Phil- 
lips (1820-1868), born in 1820, was a pupil 


of his father. He also adopted portrait- 
painting as his profession, and exhibited first 
at the Royal Academy in 1838. Between 
1845 and 1849 he painted a few scriptural 
subjects which he sent to the British In- 
stitution, but his works were chiefly por- 
traits. Among them were those of Charles 
Kean as Louis XI, painted for the Garrick 
Club ; Dr. William Prout, for the Royal Col- 
lege of Physicians ; Robert Stephenson, for 
the Institution of Civil Engineers; and Nas- 
sau William Senior. He was also for thirteen 
years the energetic secretary of the Artists’ 
(General Benevolent Institution, and he held 
the rank of captain in the Artists’ volunteer 
corps. 

He died suddenly at his residence, Hollow 
Combe, Sydenham, Kent, on 8 Dec. 1868, 
aged 48. Ilis portrait of Sir Austen Henry 
Layard has been engraved in mezzotint by 
Samuel W. Reynolds ; ‘ The Magdalen’ has 
been engTavedby George Zobol, and ‘Dreamy 
Thoughts’ by W. J. Edwards. 

[Athenimim, 18-15, p. 417, reprinted in Gent. 
Mag. 1845, ii. 654-7; Sandby’s Hist, of the 
Royal Academy of Arts, 1862, i. 331-4; Royal 
Acad. Exhibition Catalogues, 1792-1846; Bryan’s 
Diet, of Painters and Engravers, ed. Graves and 
Armstrong, 1886-9, ii. 284; Redgrave’s Diet, of 
Artists of the English School, 1878. For the 
son : Art Journal, 1869, p. 29 ; Atbenseum, 1868, 
ii. 802; Times, 10 Doc. 1868; Royal Acad. 
Exhibition Catalogues, 1R3S-68; British Insti- 
tution Exhibition Catalogues (Living Artists), 
1845-9.] R. E. G. 

PHILLIPS, THOMAS (1760-1851), 
surgeon and benefactor of Welsh education, 
was born in London on 6 July 1760, and 
was the son of Thomas Phillips, of the ex- 
cise department, a WelslimanfromLlandeg- 
ley in Radnorshire. He went to school at 
Kempston in Bedfordshire, and was ap- 
prenticed to an apothecary at Hay in 
Breconshire. Pie afterwards studied surgery 
under John Hunter, and became a member 
of the Royal College of Surgeons. In 1780 
he entered the medical service of the royal 
navy, serving first as surgeon’s mate of the 
Danae frigate, and afterwards as surgeon of 
the Hind. In 1782 he entered the service 
of the East India Company, and went to 
Calcutta. In 1796 he was made inspector 
of hospitals in the new colony of Botany 
Bay. ^n 1798, when returning to England 
on leave, he was captured in the Channel by 
a French privateer, but liberated after being 
taken to Bordeaux. In 1800 he married 
Althea Edwards, daughter of the rector of 
Cusop, near Hay, and in 1802 he returned 
to India, where he became superintendent, 
surgeon, and finally a member of the Cal- 
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cutta medical board. Jn IS17 he ri'tonuMl 
to Hnglaud with a coiupelt'ut {‘ovlime. He 
took up hiarcaidcue.e at h UnuiHwi(‘k Square, 
wlicre M died oii Id .1 un«‘ hSol , iu Ills uiiu't y- 
fii'st year. lie waa buried in tlu^ eutaeombs 
of St. Pancraa Cluireh, beniih'. his wile, who 
had dual iu 1841. 

Phillips devoted hiiusidf tu works^ of 
homwolence on a W'ry la rgi' sen bn Pesides 
(lealiug liberally with his rtdiUivt's (be had , 
no childnui), ho for many years made Inrgt^ j 
and miacollaneouH purelmsi's of book.s at. the 
Loudon salerooms, and pri'siuittal Uiem 
freely to luanv ]nibUc llbrarii'S. Tlie majorit y ! 
ho scut 1.0 Wales, to towns Uke Hay ami 
Jhiilth, with vvbudi he was acquainted, to 
the literary society at lltnad’ord, and above all 
to the library of St. Lavid’s (ioUegt', Pam- 
piiter, to whieh he is wmqiuted to have pre- 
sented more than twmity tbmtsaml volumes, 
lie established six Heliolarshi])s, called lll(^ 
riiillips scholarshiiis, at. Si. David’s (kdlegt', 
and heqiieal lied by his will the suui of 
7,000/. to found a Idiillips professorship iu , 
natural science in that iustitutiou. In IS 17 , 
ho founded the Welsh lOduc-alional lust it u- I 
lion at Llandovery in (Jarmartlienshir(\ whiidi | 
has since become one of tliet wo most impor- : 
tant public scIiooIh in South Wales. Desuh's , 
an original endowment of 140/, a year, he , 
gave seven thousatul hooka to the lilirary at ' 
Llandovery, and left it about 11,000/, in! 
hifl will. lie deserves renimuhrance as the 
only Welshman of his day who made large 
sacrifices in the cause of tlio education of his ^ 
countrymen. 

There is a bust of Phillipa in the library i 
of St. David’s Gollogo, and a portrait is at ' 
Llandovery school, 

[Gent. Mag. 1861, i. 66fl-6 ; Oalciidinr, Ohar- 
ters, and Statute-book of St. David’s (kiUogo, 
Lampeter ; Bodswell and Milos’e Medical Oilicers 
of India.] T, L. T. 

PHILLIPS, SiK THOMAS (1801-1807), 
mayor of Newport, Monmoutbsliire, and 
lawyer, eldest son of ThomaB Phillips of 
Llanellan House, Monmouthshire, by Ann, 
eldest daughter of Benjamin James of Llan- 
gattock, Crickhowell, Brecknockshire, was 
born at Llanelly in 1801. From June 18:24 
till January 1840 he practised as a solicitor 
at Newport, Monmouthshire, in partnership 
with Thomas Prothero. On 9 Nov. 1838 he 
was elected mayor of Newport, and on 4 Nov, 
1839 was in charge of the town when John 
Frost {d. 1877) [q. v.], at the head of seven 
thousand chartists, entered it with, the in- 
tention of releasing Henry Vincent from 
gaol. While reading the Eiot Act from the 
Westgate inn he was wounded with slugs in 


Philli[)s 

the arm and hip. A company of the Ibth 
regiment then bred on the mein which was 
eouiplelidy nmted, :-*’veuteen being killed and 
iihuut thirty weumled. (hi D Dee.. Dliillips 
was kuightf'd to mark* the liigh .siuivst‘ tho 
qliefUl f'Ut erl .Him'd of the peiudiur merits of 
Dhillip.dn iiidividuid exeriiou.s iu maintuiiiing 
her maje;'4y‘N all! borily.’ On I'd b'ldi. ltS40 
he w aa vof rd the freedom t he city of liOn- 
d(ui, ntid Uilmitted on 7 April, 

Diiillipa w called to t lie bar at. the Inner 
'femple on lU June 1SP4, nitmi'd a tpu'eu’.s 
eouii'cl on 17 I'Vb., and a betudu'r of his 
inn on h May isd.b. Ilia principal prm’.tice 
lay in parliumeutury eomnntler.s, and many 
lawsuit:** were rtderred to liim for arbitration. 
In Moumontb biro he neiptired laiul-mim-H, 
and lieennu' n lart'A landi'd proprietor in 
' Wale.s, W'lule liviuc; In thi* plniuest mnu- 
m‘i\ hf' beat owed large sums iu ehnrit ies. At 
Oourt «y“bclbu near Ntovport, be built, mid 
mnlntaimal rcbools for the (‘ducnt.'mn of tho 
colliern. 1’o him wnn mainly owing the huc- 
e(*sa of Dreenn ( I It' was w<4l known 
a.s an eurm*'4, writer mi Wbdsh tslmait.iou, 
and a cluimpiou of ilu' W’elsh ebureb, mid 
his vtdmm‘ tin W'nbss, (hdemllng the prin- 
(‘ipnlity fr<un nitntdos mmle on it, is a stmi" 
(lard work. It. was tmtitbsl ‘ W'abw, the 
IjUuguagt'.Sot'iaU Oudit iivn, Moral ( ’bnra.cter, 
and ibdie'ious ( Ipinimis of the Dtaiple, con- 
Hidered in tlieir ndation to hldueation, with 
some account, of tlu' jinivisbm math' for t'duea- 
tion in other jiart.s of the kingdom,’ I8I9. 
lie was an aciivt^ mmuhm* of the goveniiug 
hotlie.s of King^s (killcgts Domlon, ami Dm 
(Ihurcli Inslltulbm, and prtssideutf of tho 
ctmncil <if the Society of Arts. In 1 848 ho 
hecame a mmulawofthe National Socitd.y, 
and devoted time atid labour tti the work of 
national education. He died of paralysis at 
77 (lloucisster Dlaeiq Dortmau Hqnartq Lfui- 
don, on till May 1887, and was buried at 
.Llanellan, He was not- nmrnt'd, H(^ was 
tho author of ^The Life of James Davies^ 
a Village Schoolmaster/ 1850 j 2nd edit. 
1852. 

[Morgan’s Four Biographical 8ketch(‘s, 1892, 
Sir’T. Phillips, pp, lf)9«79 ; Unwillc’s MomoirH, 
2nd flor. 1884, December 1839, p. 219; Masters 
of the Bencli of tho Inner Temple, 1BB3, p. 118 ; 
Gent. Mag. July 1867* p. 167; Law Times, 
1867, xliii. 4H, IJO; Times, 6 Nov. and 7 Dec. 
1839 ; Bristol Mercury, 9 Nov. 1839, p. 4 ; Ann. 
Kegister, 1839 pp. 314-10, and Chronicle p- 
128, 1840 pp. 203-19.] G. 0. B. 

PHILLIPS^ WATTS (1825-1874), dra- 
xuatist and designer, of Irish extraction, was 
bom in Novemoer 1825, his Christian name 
being that of his mother’s family. His father 
is vaguely described as * in commerce.’ Pos- 
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sessiTig some knowledge of the Elizabethan 
dramatists, and having ohtanied an intimacy 
with John Baldwin Biickstono [q. v.], Mrs. 
Nisbett [q. v.], and other actors, he con- 
ceived the idea of going on the stage, and 
selected Edinburgh as the scene of his debut. 
He had shown, liowever, a taste for cari- 
cature, and, yielding to the solicitations of his 
father, became a inipil, it is said the only 
pupil, ot (leorge Criiiksliank. After bene- 
iiting considerably by tuition, and forming 
ac(iuaintancG with men such as Phelps, Jor- 
rold, Mark Ijemon, thc^ Broughs, May hews, 
he went to Paris, where he rented a 
studio, took lessons, a,nd sought to sell his 
sketches. The revolution of lSf8 drove him 
to Brussels, but he returned to Paris, and 
does not seem to have dcsfinit.ely take n up 
his abode in London until 1853-4. Ho had 
become intimate with very many French 
artists and writcu's of ])Ovsition, and had ac- 
quired a knowhxlge of the French stage 
wliich afterwards sliood him in good stead. 
For David lioguo he designed the ^ History 
of an Accommodation Bill ’ [IBoOP], ‘ ITow 
wo commemced Housekeeping,’ ‘The Bloom- 
ers,’ ‘ A Suit in Chancery,’ &c;. To ‘ Diogenes ’ 
(1853-4), a not very long-lived rival of 
‘Punch,’ he supplied many (uirtoons, writing 
in it under the signature ‘ The Bagged Phi- 
losopher ; ’ and lie also wrote ‘ The Wild 
Tribes of London’ (1855;, an account of 
London slums and their inhabitants. This, 
dramatised by Travers, was given at the City 
of Londoti Thcuitre. 

In 1857 Phillips’s play ‘ Joseph Chavigny ’ 
was accepted by Benjamin Webster, and 
produced at the Adelphiin May, with Web- 
ster and Madame Celeste in the principal 
characters. Neither this piece nor ‘The Poor 
Strollers ’ which followed was very popular, 
though the merits of both won recognition. 
A complete success was, however, obtained 
by the ‘ Dead Heart,’ produced at the Adel])hi 
on 10 Nov. 1869, with Webster, Mr. Toole, 
David Fisher, and Mrs. Alfred Mellon in 
the principal parts. Charges of indebted- 
ness, in writing the ‘ Dead Heart,’ to ‘ A 
Tale of Two Cities ’ and other works were 
brought, with no great justice. The play 
held its own, and was revived by Mr. Irving 
at the Lyceum in 1893. Other plays, some of 
them even yet improduced, were written for 
and purchased by Webster. Phillips wrote 
at this period in the ‘Daily News,*’ and to 
‘ Town Talk ’ he contributed a novel, ‘ The 
Honour of the Family,’ afterwards issued as 
‘Amos Clark’ (1862), and dramatised later. 
Innumerable novels by him also appeared in 
the ‘ Family Herald ’ and other periodicals. 
After visiting Edinburgh, where lie supplied 


illustrations to Charles Mackay’s ‘ Whiskey 
Demon ’ (18G0), he returned to Paris, where 
he frequently resided, principally, it would 
seem, on account of financial difficulties. 

Phillips’s ‘ Paper Wings,’ a comedy of city 
life, was played at the Adelphi by Mr. and 
Mrs. Alfred Wigan on 29 Feb. 1860 ; ‘ The 
Story of the ’46,’ with Webster, Toole, and 
Paul Bedford, followed at Drury Lane on 
12 Nov. ‘Ilis Last Victory,’ a comedy, was 
given at the St. James’s on 21 June 1862. 

‘ Camilla’s Husband,’ Olympic, on 14 Dec., 
is noteworthy, as the last piece in which 
Hobson, who played Dogbriar, appeared ; 
‘Paul’s Heturn,’ a domestic comedy, was 
seen at the Princess’s on 15 Feb. 1864 ; ‘ A 
Woman in Mauve ’ was produced by Sotliern 
at the Haymarket on 18 March 1865 ; ‘ Theo- 
dora, Actress and Empress,’ came next, at 
the Surrey, on 9 April 1866, and was suc- 
ceeded on 2 July by ‘TheFIugiienot Captain’ 
at the Princess’s, with Miss Neilson as the 
heroine. The same actress also appeared in 
‘Lost in London’ on 16 March 1867. ‘ No- 
body’s Child’ appeared at the Surrey on 
14 Sept. ; ‘ Maud’s Peril’ at the Adelphi on 
23 Oct. ; ‘Land Rats and Water Rats’ was 
produced at the Surrey on 8 Sept. 1868 ; and 
‘Amos Clark’ at the Queen’s in October 
1872. Phillips also wrote ‘ The Ticket-of- 
Leave Man ’ (not the drama of that name, 
but a farce played at the Adelphi), ‘ On the 
Jury,’ Princess’s (on 16 Dec. 1872), ‘Not 
Guilty,’ ‘ The White Dove of Sorrento,’ ‘ By 
the sad Sea Wave,’ ‘Dr. Capadose’s Pill,’ 
‘The Half-Brother,’ ‘Black-Mail,’ and ‘A 
Rolling Stone,’ mostly unacted. ‘Marl- 
borough,’ by which he set great store, was 
given at Brighton on 21 Oct. 1872. His 
dramas show both invention and command 
of dialogue. 

Phillips’s work as illustrator had long 
been sacrificed to his occupation as novelist 
and dramatist. As a draughtsman he will 
he remembered by the quaint and pretty 
designs with which he illustrated letters 
sent to his friends. Many of these are re- 
produced in the ‘ life ’ written by his sister ; 
others are still unpublished. PhilLips, who 
was hospitable and somewhat improvident, 
lived at different times in Eton Terrace, 
Haverstock Hill, at 48 Redcliffe Road, and 
elsewhere. He died on 3 Dec. 1874, and 
is buried in Bromnton cemetery. A portrait 
from a photograpn is prefixed to his sister’s 
‘ Memoir.’ His own caricatures of himself 
in the same work are tolerable likenesses. 
Most of his plays were printed in Lacy’s 
‘ Acting Edition of Plays.’ 

[Personal knowledge ; Watts Phillips, Artist 
and Playwright, by E. Watts Phillips; Scott 
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aniUIowarcrHlUani'linnl; I)iitPmOuuk‘H L.mdoJi, I7<UV Tlio MarqiiLs of 

aitho Play; Km Alinnnack,! i. K. i Uriinln' that tlo* Krit Lsli urtiIl( 0 \Y ootu- 

PHILLIFS, WILIJAM (17*‘U ? I7h<n, 1 uinnhtnUhV Kltilli|)Hiuna(*Mirlic.\|j(Hlilioiithat 
maior-gonoml of tlu^ rovnl urtUl( 0 *y» ht>nt i thry hi ttuo* to w.rioul thi* attnck, and 
ahoub 17ai, wan a]moiti(oil a g-ontlonmn | attnlmtod thoiytroat tvf tlio Fnmoh to tho 
(uulob at thu Uoyal mililary Ainulomy at * ofloil of tho Kriti-sh and thodraKOiuw. 
"Vv'oolwicli oji 1 Aug, 174(?, aiul a IhuitoiMiut ^ rhilli|H h romhuu on t ho occusion I'ullod forth 
fuworker on 12 Jan, 17-17, Ho hold tho thojmuM* of n gonoroua i*noiu\, tho MannuH 
appohitmont of quart orma-st or of tho royal th'donmy ( Tntitiyi*' l\h'fi(iui\u hOI ), TIuh 
rogimont of artillory from 1 April 17o0 until wastho tir.M oooiounuon whioh artillm*}' oame 
Alay 175(5, Irnvhig rociavod promotion to into aotion at n gallop, 
second Houkmaiit; on 1 March 1755 luul to! Khtllips took mrt in imwt of tho other 
first litiutouant on 1 April ITod. Ho wan ongagomoutH of tiu' allu^a in 17(50, Ilo had 
appointed aidtwh'.-campt.o Sir John I Jgonior , alroutly hoiui promototl a hnn ot»major, and 
[q. v.], liouluoinnl-gi'neral of tho onhmnoo, , on 15 Aug. IHH) was promotod Ii(uihuiaut- 
On 1'2 May 175(5 he was givt'ii a roiumtH- ' oolomd in tho army. On 25 May 1772 ho 
aion as ca])tain in tin' army, atul app»mitod wim proinotod (*nlonol in tin* army. During 
to command a cunqiany of luiuo.rH .spooiully InHaomim* iii (lonnany DhiHips (‘stahlishod 
raised for service in Miuouai^ then besieged the first musical tamd in tlHM’oynl artillmm,^ 
hy the French. Tlu^ ea]atulatiuu of Port- On the (*'Uieliisutn of peace nt ttu' oml of 
.Mahon, Minorca, in Juno 175(5^ nmdored the 17t52 Dhillipo returuod to Knglund, amd was 
service of mhuu’s nunccisHsary, and, wlu'u MatiomMla! \\ oohvich in eommamlof acoin^^ 
tins com]iany was afterwards draltc«l into . pany of royal artillery, 
the royal roginuuit of artillery as a company Hi (77d PhtUipH was Hotnhigin (Janada 
of artillery, Phillips was transferred with it- with the army under Lieutenantrt«g(‘n(‘raL 
as ca])tidu, over the heads of his seniors in ; Sir Ouy Oarh‘_ton am! Durgoyms aiul com- 
the regiment. He never ludd tho rank of, munded thenriiUory» eousi.Nting ot six eoin- 
captain-lieutenant. ! jmnies, at the hat tics of SKeneshorough, mair 

In 1758 Phillips was sent in (lernmny in Tieomhuaigapuid Mount Imlepeudeuee.North 
command of a brigade of Hritish arlilhu’y, /ynerii'a. Hishrigude'‘nm’pjr,( Inptnin Hlooni- 
consisting of three companies, which was i fiehhof (he roytd artillery, was vvoumhal, mid 
attaclied to the army of Fritie.e Ferdinand * hisuide-di'^eamiu Oaptain OnMUi of Hm, Mist 
of Brunswick. IIocommandiHl the artillery ' regiment, was killed. ( )u 25 April 1777 Plul- 
at the battle of M,indenou 1 Aug. 1751), wdnm lipa was promoted regimenlnl major, and, on 
the companies were commanded by 0a]»taiuH 1 25) Aug. the Htune year, mnjor-geut'nd in the 
Machean, Drummond, and Foy. .Prince ^ army. 

Ferdinand, in thanking the troops after the In tlu^ action of St ill wnt.er, m^ar Saniloga, 
battle, preaented Fhillips with a thousand <m 15) vSi'pt. 1777, Phillip.s cmumnndtnl the 
crowns as a testimony of hia aatlsfaet-ion at l(d‘t wing of the army, ami at a critical mo- 
his behaviour in the action. Carlyh^, do- ment. he turmai the action by hnuUng up Die 
scribing the effect of the British artillery at 25)th regiment. In this hat-tie the lighting 
Minden, says, ^ Superlative iirnctice on our was ,so severe that in Hnptain'rhomasJoiuw’s 
right by Captain Phillips.’ Phillips is par- battery Jones and all the non-commissionial 
ticularly mentioned in Smollett’s * History’ ofUcers and men iif the hatt-m-y, luxcupt live, 
for his distinguished services with the allies wm*(^ killed, Phillips took part.' in the? battle 
in Germany. of Sarat-oga on 7 ( >ct.. 1777. He afterwards 

111 the following year Phillips and his bat- conducted the* ret reat from Harat.oga, and was 
tery were attached to tho FmgliBh cavalry the S(‘Cond senior at tho council of wuir on 
brigade under Lord Granby [see Mankhkb, 15 Oct., when ISurgoyue (lecidod to surrender 
J OHK, Lord Geanby]. At the battle of W ar- to the Americans. ( )n B J uly 1780 I ’hillips 
burg on 30 July 1760 Phillips and his bat- was prmuoted, although a nui or-gmmral in 
tery bad to trot live miles in order to take the army, to bo a rt‘gi ment al lieiitenant.- 
part in the action. His fire across the Dieracl colonel. 

was so severe that the French retired ^ with Early in 1781 Idiillips, who had been a 
the utmost precipitation’ {Gent. Mag. xxx, prisoner since tho convention of Saratoga, 
3b7). ^Captain Phillips,’ says an eye-wit- waaexchangedfor the American. general Lin- 
ness, ^ brought up the linglish artillery at a coin, and joined the army under Lieutenant- 
gallop and seconded the attack of the cavalry general Sir Henry Clinton at Ntsw York. On 
m a surprising manner’ (Operations of the 20 March he proceeded to lUiodo Island with 
Mted j^my 1767 to 1762 under IL k IL two thousand men, the UlU of the army, to 
jrnnee Ferdinand^ by an Officer of the British endeavour to prevent the French troops from 
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sailing for the Ohos.ipeake. The t^roops under 
his command werii IVoquently engaged both 
with the enemy on shore and with the slup- 

^^^idiillipa was next ordered to Virginia with 
his troops to edect a junction with AniolcVs 
force, which, after ravaging the country for 
some time almost iinopposc^d, was no\v in 
a somewhat hazardous position. On eject- 
ing the junction, Pliillips assumed command 
oAhe united force, consisting of aboift throe 
thousand men. On 19 April fthillips as- 
cended the Jaunts river to rhirweH’s bVry, 
and on the following day landed at Williama- 
buri^, the enemy retiring on his approach. 
Onthe^tlnd lu“ marclual to Ohickahominy, 
and on the tloth lie moved to IHersbnrg. A 
small encounter with some militia took place 
within a mile of the town, in which tberebels 
were defeated with a loss of a hundred killed 
and woumlocL 

On 27 April Phillips marcluHl to Chester- 
field court-honsc! and dotaciu'.d Arnold to a 
place called Osborne’s, near whi(‘.lb in the 
dames river, sonui armed vesseis (T(imp(sst 
o() guns, Llcnowii 2(5 guns, Jellimson M guns, 
and smaller craft) had bium collecttal by the 
Americans for a sp(H*ial service. IMiillips 
called u])on the commodore to surrender, and, 
on his vowing* to defend liimselt to the last 
extremity, PluUips directed that two six- 
■pOLindor and two three-pounder guns should 
‘be taken to tlu^ bank of the river, and that 
fire should be opened upon the ships. Ulti- 
mately, the 8hii)S were seh on fire and scut- 
tled, (he commodore and his crew escaping 
to the nortii bank of the river. 

On 29 April 1781 Phillips marched with 
his main body in the direction of Manches- 
ter, which he reached on the following day, 
and where ho destroyed a great quantity of 
stores. Arnold, with the remainder of the 
force, went up the river in boats. Although 
the Marquis ue la Fayette, with a considerable 
force, was at Richmond, he made no attempt 
to atop the raid ; and on the following 
day Phillips returned to Osborne’s. Here 
he became seriously ill of fever; he was 
unable to perform any active duty. The 
force reached Petersburg, twenty-two miles 
south of Richmond, on 13 May. Phillips 
died the same day, and was buried in that 

town. , -n r'l 1 

There is a portrait of him by F. Coles, 
RA. I a good engra-ving lias been made for 
the officers of the royal artillery, and is at 
"Woolwich. 

[Despatches; Minutes of Proceedings of the 
Hoyal Artillery Institution, iv. 2i8, rol. xui. 
pt. i. p. 243 : Duncan's History of the Royal 
Axtillery, London, 1874; Kane’a List of the 


Olheers of the Royal Regiment of Artillery, 
Wodwich, 18G9; Smollett’s History of Eng- 
land ; Carlyle’s Frederick the Great, v. 4d0 ; 
Sledrnan’s History of the American War, Lon- 
don, 1794; Andrews’s History of the War with 
America.] R. H. V. 

PHILLIPS, WILLIAM (1775-^1828), 
mineralogist and geologivSt, born on 10 May 
1775, was the son of James Phillips, a printer 
and bookseller in George Yard, Lombard 
Street, London, and a member of the Society 
of Friends. Catheritie Phillips [q.v.J was 
his grandmother. William engaged in his 
father’s business as printer and bookseller, 
and at his father’s death succeeded to the full 
control. About 1796 he and his younger 
brother, Richard [q. v.],took a leading part in 
founding a society, called the Askesian 
{(iaKTjaLs), for the discussion of scientific and 
philosophical questions. 

Though actively engaged in trade, he ^ de- 
voted his husuro to tlio pursuit of natural 
knowledge,’ and attained a high position as 
a mineralogist, in which study lie miule great 
use of the goniometer, then recently invented 
hy William Hyde Wollaston [q.v.], his suc- 
cess with it being mentioned by William 
Whewell [q v.] in Ids ‘History of the In- 
ductive Sciences.’ Later in life he endeii- 
voiired to poiiularise science by giving lec- 
tures at Tottenham, then his place of resi- 
dence. lie contributed about twenty-seven 
papers to the ‘Transactions’ of the Geolo- 
gical Society and other scientific journals, 
most of them on mineralogy, and several on 
Cornish minerals ; but he also discussed the 
geology of the Malvern Hills, and of the 
Frmich coast, opposite to Dover. But his 
most important contribution to geology was 
a 12mo volume published in 1S18, entithul 
‘ A Selection of Facts from the best Autho- 
rities, arranged so as to form an Outline of 
the Geology of England and Wales.’ This 
became the basis of a joint work by the Rev. 
William Daniel Oonybeare [q. vj and him- 
self, entitled ‘Outlines of the Geology of 
England and Wales,’ 1822. Ilewas also the 
author of ‘ Outlines of Mineralogy and Geo- 
logy,’ 1815, the fourth edition of which ap- 
peW in 1826 (his last literary labour); 
and of the well-known ‘ Elementary Intro- 
duction to the Knowledge of Mineralogy, 
1816. This reached a third edition in 1823. 
After Phillips’s death a fourth (augmented) 
edition, hy R. Allan, was published in 1837, 
and a fifth, when the hook was ; 3 ractical]y 
rewritten, by H. J. 

Hallowes Miller [q.v.], m 1852. William 
Phillips Hvas elected a member of the Geolo- 
gical Society in 1807, and F.R.S. in 1827 ; 
[ he was alao'F.L.S. and an honorary member 
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of Oambridp:**. PliiloHophical Soci(‘ty. H»'. 
died 2 April IH:»8* ^ 

A portrait Ih at Dovoiteliiro IIouho, HiHhopa- 

gato. ^ 

[Obituary notire, Proc, (b*ol. 8oi\ ; Kiupna 
Dictionary of biography ; Royal Social y's < 'ata- 
logiie of ^cimtiflo Raporn; Ro >so ami Pourtm-y a 
Bihliothoaa CorntibioomH ; Jow^ph StnttldH Pat, ' 
of WmM IlookHj Blog. Oat. ot l)ovoi»fUuro 
lloimo PovtraitH.] d\ D, R. 

PHILLPOTTS, HKNllY (1778 18IUD, 
bOhop of PxelT^r, maamd Hoti of John PldlU 
pottB, by hie wife. Syliolla, wan boro at Urulg- 
water, ^omornot, on (I May 1 778. 1 1 is fat her 
bad Hold the ostato of Sonko, iii tbo imnsh 
of LangamiU, HondbrdHhiro, wbifli had boon 

in the family for two (umturii'H, and bad ho- 
come the propriidor of a pthtory aiul bn'di 
factory at Bridgwater. In Soptenuhor 178R 
he removed to (PoueeHtcr, wln^ro ho bought, 
and ke])t the Ibdl hm and bo, came, lainl Jigout. 
to tb(^ dean and (duiptio*. llonry PhillmUts 
was educated at the (.UoueoHt.er ( 'ollogo soljool,^ 
and matricolatod at Oxtbrd, an Hcholnr <d‘ 
(k)rpuH Cbristi OoUogt‘, on 7 Nov.^ 17RI ; In^ 
graduated lb A. on R June 17lPo won tho 
chancellor’s prize for an (^nsay M)n tlu^ lu- 
(luence of UoligiouH I‘rincit»bs’ ti-*^d was 
shortly afterwards (125 July 1705) elect e<l to 
a felldwHliip at Magdalen CJollege on t.he 
SometHct foundation, lie tluu'o won ilu^ priztt 
otiered by the Asiatic vSoi’ic.ty for a I ait in 
panegyric on Sir William Joiu‘h, and igra- 
duated M.A. on 28 April 1798. On 25 July 
1800 he was elected pradectivr of moral pin- 
losophy,wa8 appointed in 1 802, and again in 

1803, one of the examiners for honours, and 
under the influence of his friends, llouth and 
Copleston, took deacon’s orders on 13 June 
1802, and priest’s orders on 23 Peh. 180 1. ( )n ■ 
his marriage, on 27 Oct. 18()i, with I)(d)orah 
Maria, daughter of William Surtees, (isq., of 
Bath, and niece of Lady Eldon, he vacati^d 
his fellowship. lie was select preacluu* Indore 
the university for the first time in Nov(miher 

1804, refused' the principalship of llertford 
College in 1805, graduated B.l). and l).l), on 
28 June 1821, and was elected an honorary 
fellow of Magdalen on 2 Feb. 1802. 

His first preferment, probably due to his 
wife’s connection withLord Eldon, was to the 
vicarage of Kilmersdon, near Bath, a snaall 
crown living worth a little over 200/. a year. 
He never seems to have resided there. ' On 
24 Bee. 1805 he received tho benefice of 
Stainton-le-Street, Durham, and in 1 8()6, on 
Dr. Routh’s recommendation, became one of 
the chaplains of Shute Barrington [q, y.], 
bishop of Durham. This post he held for 
twenty years. Flis first appearance as a con- 
troversialist was in 1806, when he issued an 
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ntiswcr tn uu nturnyuiiuts nttnek, suppust'd to 
hav<Oiciut mnd(' }>%• Or. Liugnrtl, upnu oneot 
litH biMuqJ'm'hurgfS, and hisdefeucu uuU with 
cnn,ud»’rubh' uurc<\'>'U Early iu 1803 lu', r(‘- 
Migncd tlu' living of Kibuarsdtm, and on 
28 June l8t)r» wan pre.ioited it) tlu' crown 
living of Ui'Jiop Midditdiam in Durham, 
when' he r«mi«leu two years, hohliiig it with 
Stainfon. In 18(58 hi' was etdlatial by tlm 
hLhop of nurham lit tlu' valuahh' living of 
( Ja((‘.’Jieiul : iu 18015 was promoti'd to tim 
niutli pri'hendnl alnll in the enthednd of 
Durham, and on 28S»'pt. I Si Owns presmited 
hv the d'*un and (diapter to the parish of St^. 
MarganU, Durham, as well. In this parish, 
wluuv peneo did not always dwrll among 
‘ tlu' pariahtoiuu’s. he earned a reputation ns a 
' tuellul hut firm administrator, and a zealous 
pariali prioHt. Ui:j mwt priderment was to tho 
aoeoud prebend, bettor eiulowtul than tho 
ninth, tui 3t) De<*. l8lo. 

He now hi'gnn to appear ns a writer upon 
public (pieHtions. Slurgn.s Bourm^ raised I ho 
queHtion of seltlemeut undm' tlu‘ poor law 
by a motion iu the Donse of (k)mmnn.s ou 
25 March I8lt5. Dhillpotts, an active just ii'o 
of the pence for Du' county of I hirbam, ]uih- 
liahcd a pamphlet in ilefeuce of the existing 
system. A few wmdiH Intm' he issued, tm 
30 J uno,an ammynmus pamphlet ng’ninst Earl 
Drey’s hill for the reponl of tlie 'I'est- Act., 
tmnpcratf* in lone, and cKpn'ssing a certain 
willingui'SH to relieve Itoman eat holies, luiti 
only upon strong gunrantei^H lor the nmiu- 

Irnmnceoftlu'evistiugarrangementsiiudiurck 

and state. Nt'Xl he published a mimphlet. 
in viudieation of the part, played by the 
goviummenl. in the coliislon of tlie mob on 
Id Aug, 1819 with the troops at. St., Eoter’s 
Eields, Manclu'ster, wliieh was known ns the 
Doterloo massaere, nml t<i a, seaihtng review 
of his pamphlet, in the * Edinburgli lb‘vi<'W,’ 
No, 04, he is.sued a rejoimh'r, U is imergy, 
political and profeHsional, won him lurther 
'jireferment. The hislmp of Durliam millnted 
aim, on 20 Sept. IH20, t-o thei re.ctory ot 
Staulu ipe-on-the- Wen r, one o f t he b< *st. 1 i v i ngs 
in ICngland. Ho reBigued his Htall at Dur- 
ham, spimt 12,(K)0/, in building^ a parsonage, 
and dovot.ed himself to his duties as a prieyt 
and a magistrate w^ithout ceasing to take 
part in politics. He proinoted an address to 
the crown from the clergy of Durham in 
HUpport of the poli(7 of the minist ry t.owards 
Queen (laroline, and vigorously attacdnal 
Elarl (drey’s advocacy of her caao and of tho 
cause of reform. Wlmn John Ambrose Wil- 
liams was prosecuted for a libel on the ca- 
thedral chirgy in AugUHt 1822, the legal 
proceedings were currcmtly, but wrongly, 
attributed to Phillpotts, and he was attacked 
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by name in the November number of the 
^ Edinburgh lie view.’ Ilia ‘Letter to Francis 
Jeffrey,’ dated 30 Dec,, was a fierce retort. 

In 1825 he began his well-known Boman 
catholic controversy with Charles Butler 
(1750-1832) [q. v.] by a series of fifteen 
letters produced in April upon the tenth 
letter in Ihitlor’a ‘ Book of the Roman Catho- 
lic Church.’ They were uncomi)romising in 
tone, but of such coua])icLU)na aearning and 
logic, and so courteous to Butler personally, 
that Butler sought out his adversary and 
made his acquaintance. Nevertheless Bhill- 
■ 30 tts continued the controversy. lie pub- 
r.ished in 1820 a further letterto Butler, andin 
1827 1 wolettnrs to Canning, dated 23 Feb. and 
7 iMay, on the question oftlie Roman catholic 
relief. lie suggested a new form of test de- 
claration to b<i subscribed by Roman catholics, 
and pre])tired a draft of ati (daborate bill deal- 
ing with the tests, which he emhodied in a 
lett.er to Lord Fldon in 1828. In view of his 
cliangeof opinion shortly following, this fact is 
of importance. (Janning spoke of I’hillpotts’s 
hitters to himself as ‘ stinging,’ his friends 
denounced them as libellous, and his o])po- 
nents utilised them as an armoury of wtiapons 
for hostile use in debate. Ijord Kenyon was 
so mnch struck wit h Thillpotts’a grasp of the 
question in dispute that ho entrusted to him 
eleven letters whicdi he had received from 
(-J-eorgelll, when he was consulted between 
1795 and 1801, upon the late Idng’s scruples 
about his coronation oath. Bhillpotts puh- 
liahed them on 25 May 1827. The wisdom 
of this step was questioned. The Roman 
catholics claimed them as facts in their 
favour. Idiillpotts’a own friends blamed 
him for injuring the protestant cause. Ac- 
cordingly ' he vindicated his conduct in a 
‘ Lettiir to an English Layman ’ early in 1828, 
and at the same time made a fierce onslaught 
upon the ‘Edinburgh Review,’ which had 
reviewed the king’s hitters in June 1827, 
and liad practically said that they were the 
writings of a madman. 

Thus down to 1828 Phillpotts was a tory 
and anti-catholic controversialist, as niilit.ant, 
perhaps, as befitted a cleric, and undoubtedly 
a useful supporter of the mitustry. He was 
rewarded with the deanery of Chester when 
his friend Copleston vacated it for the bi- 
shopric of LlandafF, and was instituted on 
13 May 1828. Now, however, came a change 
of view on his part, for which he was very 
violently attacked. The tory ministry gave 
way in 1829 to the Roman catholic demands, 
and passed the Relief Act. The government’s 
conversion was shared by Phillpotts, and he 
voted for Sir Robert Peel, who was chiefly 
responsible for the government’s change of 
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front, at his election contest at Oxford (cf. 
his letter to Dr. Ellerton). Phillpotts 
was Said to have ‘ wheeled to the right- 
about as if by military command’ {Tmies, 
3 Feb. 1829) ; but he had always been will- 
ing to make the concession if accompanied 
by what he deemed sufficient safeguards, and 
saw no reason why he should abandon all 
his political interests and alliances because he 
could not have his own way on one point. His 
timely recognition of the necessities of the 
government was promptly recognised by the 
Duke of Wellington. In November 1830 he 
succeeded Bethell in the bishopric of Exeter. 

A difficulty at once arose. "H^en first the 
bishopric of Exeter was offered to him, Pliill- 
potts had replied that he could not afford 
to take it, with its income of under 3,000/., 
unless he might retain his living of Stanhope 
and its income of 4,000/. Many bishops of 
Exeter had held parochial preferment along 
with their sees, and the government granted 
Phillpotts’s request. Although the last three 
nudors of Stanhope had been also prelates of 
distant secs, the parishioners were at once set 
in motion, and petitioned against Phillpotts’s 
retention of the living; they complained that 
he took 4,000/. a year and left all the duties 
to a ‘hireling.’ The matter was mentioned 
in parliament, but, pending its discussion, a 
change of ministry took place, and the wings 
came into office under Lord Grey. The new 
ministry refused to sanction the arrangement, 
but, after some negotiation, in effect gave way 
(Greville Me7noirs, 1st ser. ii. 97). A canon 
of Durham was induced to exchange lus 
stall for Stanhope, and Earl Grey presented 
Phillpotts in January 1831 to the vacant 
stall. He held it for the rest of his life, 
regularly taking his turn of residence (s(‘e 
Hansard, 3rd ser. i. 622, 932, and Wellinr/ton. 
Despatches, vii. 362). Some of the clergy of 
the diocese of Exeter at the same tiine peti- 
tioned against his appointment, alleging that 
he had changed his opinions in 1829, and the 
Earl of Radnor attacked him on the same 
ground in 1832 ; but on both occasions the 
Duke of Wellington stated that the advance- 
ment was made in spite of, and not in con- 
sequence of, Pliillpotts’s opinion of theRoman 
Catholic Relief Act. 

His consecration took place at Lambeth 
on 2 Jan. 1831, and he arrived at Exeter on 
the 10th. lie was installed on the 14th, 
and took the oaths and his seat in the House 
of Lords on 7 Eeb. lie voted against the 
Reform Bill, but did not engage in the de- 
bates until the Tithes Bill was^ before the 
house in October, when he came into violent 
collision with Earl Grey (see Greiille Me- 
moirs, 1st ser. ii. 205, 289 ; CaARLrs Wokdb- 
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Aiinah * 

h\ tlio followm^^ y»'ar ho spoKo poworinliy mm ; 
atloim'tU both on t.ho Irt.sh I'oluoutmn Hill - 
and on tibo llotbm Ibll. ( )n tlm latter owy 
mn Lord O roy, in n'ply, bmln him * sot hm ^ 
Itoimo in endin',’ an i^xpnwion tor wlimh ho j 

madotho,miuiHt;m’apolop:i«o. II iapronounood ; 
rixsislanco to tln^ Ihd'onu Bill— hi* munod 
Wtdlini^t oil’s pr\)ttNst. ' liul to an atlaoU by 
tho Exotox mob on \m opiH(‘opnl pahnv, 
whudi hia aon ipirrlsonod wit.h coast 
Ilia opposition to thi^ other ministerml 
moasurea^the Irish tdmre.h^ (emporu Umn 
bill, the eeedesiaKtieal commission, ami the 
ne.w poor law was hardly li*ss active, lo 
any relonn of, or intiindercnce \vith| t-he 
(dinrc.h from without he, was at. all tinu's 
opposed; least of all wouhl In* hmok inter- 
iormuu*, 'from the whiK«* ih* resisted^ 
vediemently the act. hm t.he ref^nslrationyd 
niarriapfi'.s in IHJIB, and ace.iiHcd the whip's 
ill his episcopal (diarpe, of havlup exhiliited 
Mxeacherv, appravated hy [lerjury ’ (seo 
Hansard, drd sin-, xlh Mo). 1 1 e opposed the 
Ecclesiastical Discipline Bill in iSdH, coming 
into coullict with I lowley, the are.hhishop of 
(hinterhiiry, in de.hate, attaeked the cmu.net 
of the Crisk eclucat.lon board ( Uansardt xlili. 
2-21, and to the last., ymu* after year 

until it passed, he prote.sted on relipitnm 
grounds against the Irish (kirporatiouH Bill. 
Again, in 1S41, he raised unHuemwHfnUy the 
ouestion of the catholic foundation of >St. 
Sulpice in Canada, and substH|uenlly fought 
against the commutation of tithes, the pro- 
posed liHindation of an Anglu;an bishoprm 
of Jerusalem, the Iteligious Opinions Bill in 
1H46, and the Deceased Wife’s Hister Bill, 
lie olfered a strong opposition to Dr. II amp- 
den’s appointment to the of 1 1 ore ford ui 
1847, and it was by his eUbrtsAvith thosi^ of 
Samuel Wilberforce, bishop of Oxford, that, 
after some years of clerical agitation, con- 
vocation recovered its former coiiHultative 
functions in ISbJl. On mieations of politico, 
other than ecclesiastical, lie often tooh vit*ws 
that were independent of party considera- 
tions. He was probably the only leading 
tory who was opposed, at its incept.ion, to 
the Crimean war. 

The bishop came as a high churchman to 
a diocese long known for its evangelical 
temper, and as a disciplinarian to one not 
characterised by ecclesiastical strictness. He 
was, further, a man publicly accused of hav- 
ing changed his opinions to win preferment, 
and of having scandalously accumulated 
benefices in order to fill his pockets. Hence 
his clergy were in many cases ill-disposed 
towards him. It was m connection with 
protracted ecclesias tical litigation that during 
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tlu* major part of hi;** upi.uuip'iti' he was hust 
luinwii. Somi'fiuu's thuM* di.-^putcs ndatud 
ti> pat rmuiiii*. aonu’timcs to ilisidpliim ; hut 
th»' most, uni abb* waa-u in idlbut 1 rials for 
hm-uMV nr anhi.' iu. In Im hngan a .suit 

in the cniirt nfnrnfi against llu* Bov. Joliu 

Shorn, a rlnruiman in his dinri‘.H(», wlm, in 
(h*tiannn of Id.s waruin;;' and in cnuwH|umico 
of ptuv'^niml di>puin^s, wjm Imldinig nhmvli sur- 
* viruH in an nnlimiiscii buibliug at. Bridgc- 
! town, nnar1*otm"U iM'niii (hut nourt to the 
\ privy uonnnit and to tlm qunnu’.s laandi Mr* 
i Shoi'i* took tin* ea.sn iiiubu- various Ibrims, 

‘ always umaua-n'adully. In tho end, hying 
umihk^ to pay his eoMsJie wmit. to priym, 
until he was ’relmmed, on the bi.shop’s fim*- 
, goiny: part, of Ida eo-Ua and the rest, being 
j paid Iw pnblie auhserip! ion. \\ itli tin* Bev. 
j U. E. lieatl, vector of Eeidtou, a low-ehureh 
! clergyunuu the bishop abso had a .sntaaes.sliil 
lawmVu. The i torhnm ease, ori|dnally 
of duplex (luerelfi in tin* arches court, is of 
all the hi^liop'.s law, suit. s the most lanym.s, 
and jiro,He in eouueetion w^ith Bliillpottss re- 
fusal to in.stitule Die Hev. tb H. tbn*liiun to 
the living of Hriunplbrd vMpelo*, to which ho 
had bei'U duly presented in IHI7, on thy 
ground that t lie presentee had failed t-o .satisfy 
him (iH to hl.H orthodoxy on the doctrine ol 
haplriMm I -sm^ (JoHiixM, tJuoHtiH (loKNinanH], 
'Phe ultimate judgment, on appiml to the 
privv council, was adverHo t.o tlie hishop,aud 
Morlnuu was instituted (H Man*h IHoO). 
Archhlahop Sumiun* vvuh stated to approve 
llin decUimu lldUpottH wrote to him in 
terniM of great, severity, proicHting that, the 
archbishop wan supporting heresicH, ami 
threatening to hold no communion wdt h him. 
lie assemldi*d a dincesan synod at Exet.er to 
rcaiiinn ilie, doct rine, which the privy imuncil 
had ludd not to he obligatory on (jorhain, 
and repeated his cmiHure of the archbiHhop ui 
his visitation in 1H5L But he bore (Jorlumi 
no personal ill-will, and lilierally Hubsixuied 
to tho restoration of (lorham’s churcdi at 
Brampford Hpeke. ^ ^ . 

Phi’ I [lotts’s episcopal activity was incessant 
and well ilirccted, anti in later life he became 
an open-handed given*, The 20,000/. to BO, 000/. 
which his son publicly^ stateil he had spent 
upon law during his lifetime ought to be 
balanced hy the 10, (KK)/. whidi he gave to 
found a theological coll(*go at Exeter, and 
the large sums whkdi he devoted to the re- 
atoratiou of lus cathedral and to the biuldmg 
of churches. He ardently supported one 
of the earliest sisterhoods, Miss Sellons at 
Bovonport (see LinDoN, Life of rim% ovd 
ed. iii» 194-200), and presented his valuable 
library to the clergy of Corn wall After reach- 
ing the age of eighty Phillpotts ceased to 



Phillpotts 225 Philp 


participate in public or diocesan ailairs. In 
186:^ be delivered bis last episcopal charge, 
and made bis last triennial diocesan tour. By 
means of correspondence until bis sight failed, 
and with tbe help of Br. Trower, ex-bisbop 
of Gibraltar, be administered his diocese there- 
after. He last addressed tbe Hoxise of Lords 
in July 1863, but was compelled from feeble- 
ness to speak sitting. In tbe same year tbe 
death of ],us wife, who bad borne him iburteen 
children, further depressed him ; yet in 1867 
Bishop AVilberforce wrote that bo ^ is still in 
full force intellectually.' His last act was 
formally to execute the resignation of bis see 
on 9 Sept. 1869, but the resignation did not 
take effect, for on 18 Sept. 1869 he died at 
his residence, Bishopstowe, Torquay; he was 
buried at St. Mary's, Torquay. 

Phillpotts was a high cburchinan of the 
school which preceded the Oxford movement, 
and though often ranked on tbe Anglo- 
catholic side, be never identified himself with 
that party, despite bis pronounced hostility 
to its opponents. His charge of 1843 vigo- 
rously attacked both Tract No. XC. and 
Brougham’s judgment in the privy council on 
lay baptism in the case of Escott v. Mastin 
(CuETEis, IJ<iclm.asHcal IteportSf ii. 692). 
Partisan though Phillpotts often appeared to 
be, no party could in fact depend u])on his 
support, nor had he the gifts of a party leader, 
the diplomacy, the discretion, or the attrac- 
tiveness such as characterised AVilberforce, 
Tait, or Newman. By nature he was not a 
teacher; for his disposition was too little 
sympathetic to make him a guide of younger 
men, or a moulder of weaker minds. Ilis 
pugnacity gave him his chief reputation. A 
born controversialist and a matchless debater, 
he was master of every polemical art. At the 
same time he was a genuine student, and was 
copiously informed on every subject he took 
up. His mind was formed in an age which 
thought that a political parson no more dis- 
credited his cloth than a political lawyer 
discredited his profession; but it may be 
doubted if his controversial heat did not 
rather injure than aid the cause of that re- 
ligion which it was employed to defend. 
Neither in intellectual power and force of 
will nor in physical courage has he often 
been surpassed by churchmen of modern 
times. Greville, hostile as be was, could only 
compare him with Becket or Gardiner (Jfe- 
moir^, Ist ser. ii. 287, 2nd ser. i. 120). The 
charge of excessive nepotism brought against 
him was ill-justified. He was a strict dis- 
ciplinarian. His knowledge of ecclesiastical 
law enabled him effectively to compel bis 
clergy^ to rubrical strictness, and bis diocese 
stood in need of a strong band. 
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His published works consist mainly of very 
numerous charges, sermons, speeches, and 
pamphlets. liis * Canning Letters’ of 1827 
went through six editions, and his pamphlets 
against Charles Butler were reprinted in 
1866. ^ 

A portrait of Phillpotts, by S. Hodges, 
belongs to the Baroness Burdett-Coutts (cf. 
Illustrated London News, 25 Sept. 1869). 

[A detailed Life of Bishop Phillpotts bv the 
Rov. Reginald N. Shutte was begun, but ua^pub- 
lication beyond vol. i., which appeared in 1863, 
was abandoned in consequence of the bishop ob- 
taining an injunction restraining its author from 
publishing his letters (Times, 15 Aug. 1862). 
See the Ann. Kegiriter, 1869 ; Regi>ter and Mag. 
of Biography, 1869, ii. 190 ; Times, 20 Sept. 
1869 ; Guardian, 22 Sept. 1869 ; Eraser’s Mag. 
ii. 687; Dublin University Review, xx. 223; 
the Croker Correspondence ; Greville Memoirs ; 
Twiss’s Life of Eldon; Liddon’sLife of Pusey; 
B. Wilborforce’s Life of Bishop AVilberforce. 
One of Phillpotts’s quaxe impedit actions, the 
Conibpyno case, is reported in the Jurist, 24 Aug. 
1839.] J A. H. 

PHILP, ROBERT KEMP (1819-1882), 
compiler, born at I-i’almourh on 14 .Tune 1819, 
was son of Henry Philp (1793-1836) of Fal- 
mouth. His grandfather, Robert Kemp Philp 
(1769-1850), AVesleyan, afterwards Unita- 
rian minister of Falmouth, was one of the 
earliest supporters of ragged schools and 
city missions. 

On leaving school Philp was placed, in 
1835, with a printer at Bristol, and after- 
wards settled as a newsvendor in Bath, 
where, for selling a Sunday newspaper, he 
was fined, and, on refusing to pay, was con- 
demned to the stocks for two hours. He 
joined the chartist movement, and edited a 
oaper called ‘The Regenerator,' and, with 
![Ienry Vincent [q. v,], ‘ The National Vindi- 
cator*’ a Bath weekly newspaper, which ap- 
peared from 1838 to 1842. In 1839 Philp 
’began lecturing as a chartist of moderate 
opinions. After the riots in AVales (Novem- 
ber 1840) he collected evidence for the de- 
fence of John Frost {d. 1877) [q. v.], and was 
arrested at Newport, Monmouthshire, on 
suspicion of complicity, but was released on 
bail,. He was placed on the executive com- 
mittee of the chartists in 1841. But hia 
counsels were deemed too moderate. In the 
spring of 1842 be signed the declaration 
drawn up by Joseph Sturge [q. v.], and was 
appointed a delegate to the conference called 
by Sturge at Birmingham on 27 Dec. 1842. 
Consequently Philip was, through the influ- 
ence of the more violent section, led by 
Feargus O’Connor [q. v.], ousted from the 
chartist committee. He was a member of 
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tlie national convention wliicli sat in Lon- 
don from 12 April 1842, and is creditorl 
with having’ drawn up the monater petition, 
signed by 3,300,000 p(n*aons, and ])ro.s<uit(‘(l 
on 2 May, in lavour of the conlirmation of 
the charter. Philp was a cotitributor to the 
' Sentinel’ from its commencenumt on 7 Jan. 


1843. 

In 1846 he settled in (Iroat New Stre(di, 
Fetter Lane, London, as a piibliHluT, and 
was sub-editor of the ^ People’s Journal ' from 
1846 to 1848. Ilis attention being drawn 
to the demand for cheap popular literature, 
he published, on his own account, (lu^ ‘ Family 
Friend,’ successively a monthly, fortnightly, 
and weekly periodical. Jlo act(Hl avS cHlitor 
from 1849 to 1852. It had an enormous 
sale. Similar serials followfal : tlu^ ' Family 
Tutor ’ (between 1861 and 1853), tlu^^ Homo 
Companion ’ (from 1862 to 1860), and tlu^ 
^Family Treasury’ (in l(S53-4). lie also 
edited 'Diogenes,’ a weekly comic pa^xn: 
(1853-1). He then commcTUUjd to emu pile, 
cheap handbooks on the practical toi)ic 8 of 
daily life. In many cases they wot(^ issiual 
in monthly numbers at twopema^. ’Fhe most, 
popular, ' Enquire within upon Every Ihitig,’ 
appeared in 1856; a sixty-Hftli edition fol- 
lowed in 1882, and in 1888 the sale had 
reached a total of 1,039,000 copies. A sup- 
plement, 'The Interview,’ appeared in I860; 
republished as ' A Journey of Discovf^ry all 
round our House,’ London, 1807. Similar 
compilations were: ‘Notices to Correspon- 
dents : Information on all Subjects, collected 
from Answers given in Journals,’ l85(;,Bvo, 
and ' The Reason Why : a careful Colhiction of 
some hundreds of Reasons for Things which, 
though generally believed, are impcirfectly 
understood’ (1856, tenth thousand 1857). 
The latter heralded a 'Reason Why ’ series of 
volumes dealing with general science (1857 
8 vo, forty-fifth thousand 1867); domestic 
science (1857, 1869); natural history (I860): 
history (1859, 8vo) ; the hible (1869) ; Chris- 
tian denominations (1860, 8 vo) ; the garden 
and farm (1860) ; and physical geograph'v 
and geology (1863). Philp’s dictionwiea oi 
iS- J of useful knowledge, 

I 808-62 (issued m monthly parts), of medical 
and .surgical knowledge, 'The Best of E very- 
thing,' and 'The Lady’s Every-day Book,’ 
1873, were all very popular. Philp also pub- 
lished a ' History of Progress in Great BriUm ’ 
Jo'ie 1859 to 

J uly 18^ which was reissued in two vo- 
umes (I809-6O). The portions dealing with 
The Pr^ess of Agriculture ’ and the ' Pro- 
gress of Carriages, i&oads,’ &c., were printed 
separately (London, 1868, 8 vo). 

Philp died at 21 Claremont Square, IsUng- 


tom on 30 Nov. aged (i4,"an(rwaB 

biinril at Highgatu, ^ llo IHI an only aom 

Philp waw rcspouMibb^ for many 'works ro- 
scmhling ( Iios(^ mmU ionial, and also compiled 
giiidoH to the Lak<M!istrid; and Wab^s, aiul 
tn the (iroat Northern, Urn IMiilland (1873) 
Londoti and North-We.stnrn C 187-1 ), lamdou 
(187.1), (Jnait Eastern 
M875), London, Brighton, and South Coast 
(lS7o), and Wont h-l‘Jus(eni railways (1875). 
At least fiv(^ songs by him win’o set to music, 
and he wrote a (a)mtMlv, iti two a(‘tH, ‘'Phe 
Sureessfiil (taudidntn.’ {*185;{). Uis portrait 
is given in voL i. of the ‘ lOunily Tn'asiiryd 
JWiu'ks aliov<^ immt.iorusl ; Alllbone’s Diet, of 
Engl. Lit, 8uppl. ii. I2;}3; Hojino’h Eolb-ciaiuu 
Eornnhb'usm, eol. 73(1; Hoase and Ponru 
luy s Hihliotlieeat LnmliicnHis, jip. -102 5, Siippl. 
p. 1313; (h»imn:i_!;e'H Hist, of | lie Eliiirl ist Move- 
mmit, pp. 107, 213, 2 IL 215, 222, 220, 227,230, 
‘Ml ; Puhlic Opinion, 25 Sept, 18S0 n. 30o’ and 
15 Jan. 1881 p. 7I.| C). F. 8. 

PHILPOT. | 8(m^ also Pinraiarr.] 

PIIILPOT, JOHN ( 1 61 (> d 665), arch- 
(b*ac,on of Wincliestm', third son of Sir Peter 
I’hilpot, was born at ( k)mpton, llanvpshirc, 
in 1615. He was (ulucated at Wiiunestor, 
whe.rc he had ns a, contemporary John llarps- 
Ihdd |(j. V. 1, with whom he made a bet that 
he wmilil write t wo luindrcal vorsoB in one 
night witliont making more than three faults, 
which h(^ thd. In dim cf)ur«c be went to 
New (Vdh'ge, Oxford, where lu^ was fellow 
from 163'1 to 15.11. JL^ graduated IhC.L., 
but on the tmnctnnmt of thf» six articles in 
1639 he went abroa,d and travelled in variouB 
countries, He fell into an argument with a 
Franciscan friar Ix'tween Venice and Padua, 
and very na,rrowly (^scapiid the claws of the 
inquisition in couHe(|uence. On his return 
ho w(mt t-o Winchester, whore ho read lec- 
tures in the catlualral, and, at some uncertain 
date, beoamo archdeacon. He now fell to 
smiabbling with his bishop, John Ponet [q.v,], 
whom the registrary Cook, 'a man who hated 
pure religion,’ had stirred up against him. 
Cook even set on the archdeacon with his 
servants as if to murder liiin, When Mary 
came to the throne Pliilpot soon attracted 
attention. He was one who in the convoca- 
tion of 1563 defended the views of the cate- 
chism, espcicially with reference to transu^ 
stantiation. In 1554 he was in the king’s 
bench piLson, and even there he found some- 
thing to dispute about, as some of hivS fellow- 
■Drisonera were Pelagians. In October 1655 
.16 was examined in Newgate sessions house, 
and, though Bonner did his best for him, he 
was convicted, He was burned at Smith- 
field, suffering with heroism, on 18 Dec. 1565. 
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riiilpot wrote: 1. ^ Vera l^jXpositio Diw- 
putationia/ an account of tli(^ procoedinj^s 
m convocation, printed in Latin at Kome, 
1664, and in I^]n^diali at Bawle, and aftev- 
%vards printed in Foxe’s ‘Actes and Monu- 
ments.’ 2. ^ l^Aaminationa,’ published Lou- 
don, 1559. Foxe publislied a Ijatin trans- 
lation of this abroad, and it a])]H)ar8 in the 
^ Actes and Monuunuits.’ To one (ulition of 
this was added 5. ' Apoloo-ie of J ohn Fhilpot.,’ 
written for spititing' upon an 
second edition apja^arod the sann^ year (1550). 
4. ^ A Supplication to Philip and Mary,’ ])ub- 
lished by Foxe in the ^Actn.s and Monu- 
ments.’ 5. LLettera,’ also publisluul in the 
^ Actes and Monuments,’ a,nd separat(i1y I5(i4. 
6. ‘ Otelius Secundus Curio: his Dcdence 
of th’ Ohio and Awncyent Authoritie olf 
Christo’s Churche ; ’ this translation forms 
Leg. MS. 17, C. ix. 7. ‘Do VoroChristiani 
SneriBcio.’ 8. A translation of Calvin’s 
‘ Homilies,’ 0.‘Chrysostom(‘ against Htnv'sies.’ 
10. ‘ Lpistolic Ihdiraicie,’ lib. i. 1 L. ‘Do pro- 
"irietate Linguarum,’ lib.i. The last live are 
‘.ofit. An exhortation to his sister and an 
oration which forms Bodl MS. 53 ai'O also 
small works. There an^ said to be some 
manuscripts written by Pliilpot. in the library 
at Emmanuel College, Cambridge. All the 
extant works have been published, with an 
introduction, for the Jhirker Society by 
•Bobert Eden, London, 184:1, 8vo. 

[Wood’s Athenie Oxon. ed. Bliss, ii. 220 ; In- 
trod. to Parker 8oc% etlition of Phi I pot’s Works; 
Ileylyn’s Ecclosia ItostanratJi, i. 6B. cSrc., ii. 100, 
&c. ; Letters and Papers of Henry VllI, xi. 
12^7, xii. pt. i. p. {J40, ef. p. 430; Dixon’s Hist, of 
Church of FngUuu], iv. 76, cSfe. ; Poxe’s Actes and 
Monuments, vi. G5, (fee., vii. G06, viii. 121, 171 ; 
Machyn’.s Diary (Camden Soc.), p. 98 ; Kirby’s 
Winchester Scholars, p. 114.] W. A. J. A. 

FHILPOTT, HENllY (1807^1892), 
bishop of Worcester, was the son of Bichard 
Philpott of Chichester, whore he was born 
17 Nov. 1807. lie was educated at the 
cathedral school in that town, and at St. 
Catharine’s Hall, Cambridge, where he ma- 
triculated in 1825. llis university career 
was distinguished. In 1829 he was senior 
wrangler and fourteenth classic, Lord 
Cavendish (afterwards Duke of Devonshire) 
being second wrangler; while in 1830 he 
i^ained the second Smith’s jDrize, Cavendish 
being placed above him. lie was admitted 
B.A. and elected fellow of his college in 
1829, proceeding M.A. in 1832. He filled 
.various university offices, acting as proctor in 
1834-6, and as moderator and as examiner in 
the tripos five times between 1833 and 1838. 
He became, successively, assistant-tutor and 
tutor to his college. t)r. Blomfield, bishop 
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of London, appointed him Whitehall preacher 
lor 1837-0 ; while in 1844 Dr. Turton, bishop 
of Ely, made him his examining chaplain. 
In 1839 lie was admitted B.D., and in 1845 
was olect(H master of St. Catharine’s. An- 
nexed to this post was a canonry at Norwich. 

As head ot the college, he proved singu- 
larly successful, and took a prominent part 
in the life of the university. He was elected 
vice-chancellor for the year commencing 
4 Nov. 1846, and in that capacity received 
th(! queen and Prince Albert, when the 
])rinco was instalhal as chancellor in 1847. 
From this time Pliilpott was in close touch, 
with the court. He proeoeded to the de- 
gre(‘. of D.D. by royal letters patent in this 
year, and was ap])Oi,ute(l chaplain and uni- 
versity correspondent to the new chancellor. 
Ills business cai)acity proved useful in en- 
abling the nni versify in 1856 to arrange a 
compromise with the town in regard to 
long-standing disputes as to their respec- 
tive jurisdictions, and in assisting to re- 
organise the university it.self after the 
cluinges made by the new statutes of 1854-5. 
The general appreciation of his services wa.s 
shown in his re-election to the vice-chan- 
cellorship in 1850, and again in 1857. In 
1800 he was nominated to the bishopric 
of W orcester. 

His episcopal career was uneventful. 
Though he faithfully fulfilled the duties of 
his ollice, he disliked public life. He seldom 
attended the House of Lords ; he never 
attended the Upper House of Convocation, 
and is said to have only once appeared at 
the private meetings of the bishops. He 
refused to allow diocesan conferences be- 
cause, as he said, he had ‘ a horror of irre- 
sponsible talk.’ He had few disciplinary 
cases with which to deal, but in thorn showed 
firmness and moderation. The ease of the 
Bev. B. W. Enraght, the ritualistic vicar of 
Holy Trinity, Birmingham, in 1879, W'as 
almost the only one in which he felt com- 
pelled to ‘press for the full application of 
the law. His long university experience led 
to his being nominated as vice-chairman of 
the Cambridge University commission of 
1877, and he became its chairman in 1878, 
on the retirement of Lord-chief-justice Cock- 
bum. He sympathised with the minority of 
the commissioners in not wishing to press 
too hardly upon the colleges. While bishop 
he acted as provincial chaplain of Canter- 
bury, and was also clerk of the queen’s 
closet. In 1887 he was elected honorary 
fellow of St, Catharine’s College. In his 
later years he took great interest in the 
movement towards establishing a bishopric 
of Birmingham, and offered to allot 800A 

a 2 
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a year from liis own revenues to that purpose. 
Increasing age and his wife’s ill-health c()ni- 
pelled him to resign in August 1890, betoro 
the arrangements could he completed. He 
retired to Cambridge, where he died 10 Jan. 

] 892. He was buried at St. Mary’s Church, 
Hartlebury, Worcestershire, 16 Jan. follow- 

^^^lemarried, in 1846, Mary, eldest daughter 
of the Marchese de Spineto, who survived 
him. They had no children. 

He published ten triennial charges during 
his episcopate, and edited ‘Documents re- 
lating to St. Catharine’s College, Cambridge/ 
Cambridge, 1861, 8vo. A portrait, presented 
to him by public subscription in 1884, hangs 
at Hartlebury Palace. 

[Times, 11 and 16 Jan. 1892 ; Illnst. Loud. 
News, () April 1861 ; Luard andPomilly’s Grad. 
Oantahr.; works, especially Appendix to‘ Charge’ 
for 1886; Enrnglit’a My Ordination Oaths, &ev, 
London, 1880, 8vo ; Skinner’s Changes and 
Changes. &c, 1878, 8vo.] B. Or. H. 

PHIPPS, Sib CHARLES BEAUMONT 
(1801-1866), court oHicial, seco^xd son of 
Henry Phipps, brat earl of Miilgrave and 
viscount Normanhy [q. v.], was born at Mnl- 
grave Castle, Yorksbire, on 27 Dec. 1801, 
and educated at Harrow. He entered the 
army as an ensign and lieutenant in the 
Scots fusilier guards on 17 Aug. 1820, and 
ultimately became lieutenantrCoIonel(2C May 
1887). On 22 Jan. 1847 he was placed on 
half-pay. He retired from active service on 
11 Nov. 1861, and was thenceforth a colonel 
unattached. Meanwhile Phipps acted as 
secretary to his brother, Constantine Henry, 
first marquis of Normanhy [q. v.], when 
governor of Jamaica, 1832-4, and in that 
capacity went from plantation to plantation, 
announcing to the staves that they were to 
be free. When his brother went to Ireland 
as lord lieutenant in 1836, Phipps became 
steward of the viceregal household, and 
held the office until 1839. For a short time 
he was secretary to the master- general of 
the ordnance. On 1 Aug. 1846 he became 
equerry to Queen Victoria, and on 1 Jan. 1847 
private secretary to the prince consort. He 
soon was appointed the prince’s treasurer. 
On the death of George iSdward Anson he 
was made keeper of her majesty’s purse, 
10 Oct. 1849. His integrity and zeal were 
highly appreciated by the queen and the 
prince consort. He became treasurer and 
cofferer to the Prince of Wales on 10 Oct. 
1849, was nominated C.B. on 6 Sept. 1863, 
and K1.C.B. on 19 Jan. 1868. He was made 
receiver-general of the duchy of Cornwall 
on 26 May 1862, and one of the council to 
the Prince of Wales in January 1803. On 
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8 Feb. 1,864 hi^ was a,ppoint{Ml secretary to 
the Prince of Wal(\s as sttuvardof Scotland, 
H(j (li(ul of broncliitis at his apartments, 
Ambassadors’ Court, St. James’s Palace, on 
24 Feb. 186(). As a testimony of tlie high 
esteem in which he was held, the court 
appointed for 27 Feb. was po.stponed to 

9 March, and, in obedience to the desire of 
her majesty, he wa,s l)uri(‘d in the catacombs 
of St. George’s Chapel, Windsor, on 2 March. 

1 le married, oti 25 J urn* 1 835, Margaret Anne, 
second daughter of Henry Batlmrst, arcli- 
deacon of York, 81u*, was gruiduai a civil list 
pension of 150/. on 23 J\Iarc.h 186(5, and di(‘d 
on 13 A})ril 1 874 . Tlu', issue of the marriage 
were two sons and two daughtcu’s, the eldest 
son being Oharh^s Edmund, born in 1844, a 
captain in the 18th reginumt of foot. 

[Goat. Mag. April 180(5, pp. 637-8 ; Mon oftbo 
Time, 1806, p. 000 ; lllusir. London Nows, 1802, 
xlii. 31)9-*l()0, with portrait.] G. C. B. 

PHIPPS, Bm CONST ANTTNE (me- 
1723), lord elumeellor of Inland, third son 
of Francis Phipps, (!S(p, of Uesading in Berk- 
shire, was horn in 1656. He wtis educated 
at the fro(^ stdiool, Readiiig, and was elected 
to a scholarship at St. John’s College, Ox- 
ford, in June 1(572, but rcqmisted that the 
election might be i)OHtpoaed. lie adopted 
the profession of law, was admitted to Gniy's 
Inn 11 Feb. 1678, and was called to the bar 
inlOBL He became bencher in 1706, He 
rose rapidly in his profc-ssion, but his Jacobite 
sympathies rendered promotion slow. His 
practice, howcufer, was considerable, espe- 
cially among the friends of the exiled house 
of Stuart. He acted as counsel for Lord 
Preston [see Giuiiam, Eichaiu), Viscount 
PRIDSTONJ in 1601, and was associated with 
Sir Francis Pemberton [q, v.”] in conducting 
the defence of Sir John Fenwick (1646-1697) 
h. v.] in 1696. He assisted Sir Thomas 
Powys [q. V.1 in the d(ifence of Thomas 
Watson [q. vj, bishop of St. David’s, de- 
prived in 1702 for simony. 

But it was his management of the defence 
of Dr. Henry Sacheverell [q. v.] in 1710, 
which chiefly devolved upon him, that at- 
tracted public attention to him, and marked 
him out for preferment on the accession of 
the tones to power. On 12 Dec. he was 
knighted by the queen, and kissed hands as 
lord chancellor of Ireland, in the place of 
Richard Freeman deceased. A month later 
he arrived in Dublin, and on 22 Jan. 1711 
was sworn one of the lords justices of the 
kingdom in the absence of the lord lieu- 
tenant, the Duke of Ormonde, His appoint- 
ment was naturally distasteful to the whig 
party, and their animosity towards him was 
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intensified wlieu ho began openly to exert his 
iiifiuonco tor(3Stoi’0 the btilaiico ot powei into 
tlie hands of the toriea. In duly Ormonde 
met parliament. The session proved^ a 
stormy one, and the lord lieutenant having 
prorogued it, Avith a view to a dis.solution, 
returned to England in Decetuher, leaving 
the government to Phipps and Ricdiard pi- 
goldsby [q. v.] The first and indispensahhj 
step to procure a more tractalde parliament 
■was to secure tory aherifis in the counties 
and tory mayors in the towns, Ifiiqipa uu- 
dertoolc the task with alacrity, but without 
much s access, Tluj city ol Dublin led the 
opposition, and electcal a whig mayor, whom 
the go ver ament refused to recognise, iho 
catholic mob were for the casth? ; the welD 
to-do citizens and frofunen wore for the cor- 
poration. Doth sides were obstinate, and lor 
nearly two years Dublin was without a mu- 
nicipal govermnent. Other circumstances 
added to Phipps’s impojnilarit-y. During the 
struggle a row occurred in the theatre, ihe 
culprit was a certain Dudley Moore, who 
was arraigned before the queen’s bench. Iho 
case was' still under considiiration when 
Phipps proceeded to lecture the mayor and 
corporation on the disturbed state of the 
metropolis, alluding especially to Moores 
case. Ho was probabl.y guiltless of any in- 
tention to prejudice the jurors against jMoojce, 
but his intorventiou was viewed in liglilJ 
by his opponents, and led to a fierce pam- 
phlet warfare. Th('. publication ol the ‘ 
moivs of the Chevalier dc St. George’ added 
fresh fuel to the lire. Edward Lloyd, the 
mblisher, probably looked upon ijt as a mere 
ousincss speculation, but it was natural that 
it should be regarded as piece of a sinister 
plan on tlie part of government to promote 
the interests of the Pretender. The unlortu- 
nate publisher was at once prosecuted for 
libsl, and -would no doubt have been 
punished severely had not Phipps interposed 
with a nolle proKnqvi, Ills conduct in this 
matter, added to his attempt to chscourage 
the nsual ceremony of dressing iung Wil- 
liam’s statue on 4 Nov., rendered him ex- 
tremely unpopular in the city. 

At the general election in the autumn oi 
1713 he worked energetically to secure a to^ 
majority in parliament. Curiously enough, 
he was sanguine of success, but his expecta- 
tions were doomed to disappointment for the 
whigs, having obtained an overwhelming ma- 
jority, at once proceeded to denounce and 
even to threaten him with impeachment. 
They voted that he had been the principal 
cause of the disorders and divisions of the 
realm, that he was working in secret to pro- 
mote the interests of the Pretender, and conp* 


eluded by petitioning the queen to remove 
him from ofhee. His friends in the House of 
I^ords and in convocation, however, rallied 
to his support, and before long a counter 
address was on its way to the queen, eulogis- 
ing him as a discerning and vigilant officer, a 
true lover of the church, and a zealous assertor 


of the prerogative. The death of the queen 
on 1 Aug. 1714, and the dissolution of par- 
liament, solved the situation. Phipps was 
removed from office on 30 Sept.; and, return- 
ing to England, he at once resumed his prac- 
tice at the bar. His exertions on behalf of 
the high-church party did not puss altogether 
unrecognised, and on 520 Oct. the university 
of Oxford conferred on him the degree of 
D.O.L. Except for his defence of the Earl of 
■Wintoun [see Skton, Geoiiob, fifth Eabl 
ov Wintoitn] in 1716, when he was severely 
rqn'imanded by the lord high steward for 
beginning to speak without permission 
(ifowiaLL, State 7Vm/.9,xv. 875), and his d_e- 
tonco of Bishop Francis Atterbury [q. v.] in 
17*23, the rest of his life was uneventful. He 
died in the Middle Temple on 9 Oct. 1723, 
and was buried at Bright Waltham in Berk- 
shire. An engraved portrait by J. Simon is 
^mentioned by Bromley, , 

Phipps married, onlO Oct. 1684, Catherine 
Sawyer of St. Catherine Cree Church, Lon- 
don. He had one sou, William, who married, 
in 1718, Catherine Annesley, only daughter 
and heiress of James, third earl ol Anglesey, 
whose son Constantine, raised to the peerage 
as Baron Mulgrave of New Ross, 
ford, was ancestor of the marquises of Nor- 
manby. Sir William Phipps, governor ot 
Massachusetts and inventor of the diving- 
boll, separately noticed, was a cousin ol bir 
Constantine Phipps. 

[Burke’s Peerage; PoRtePs Alumni Oxon. 
l.’iOO-lTU ; Hist, and Antiq. of tlie Town ol 
Boading, 1836 ; Duhige:’H Hitst. of the Kinj^s 
Inns; Luttrell’s Brief Belation; Burnet s Hist, 
of his own Time ; Mahon’s Hist, of England, i. 
91; Swift’s Works, ed. Scott, xvn 64, ^2, 97, 
358 • Camphell’s Lives of the Lord Chancellors , 
Wvon’8 Hist, of Great Britain during the Beign 
of Queen Anne. ii. 472-2; Journals of the House 
of Commons, Ireland, ii. pt- 1. ; Froude s English 
in Ireland, bk. ii. oh. ii. ; Lettres Hi.storiques, 
Tol xlv. : A Long History of a certain Session 
of ’a certain Parliament, in a certain Kuigdom 
(attributed to Brs. Helsham and Delaney), 1714; 
History of the Ministerial Conduct of the chwt 
Governs of Ireland, London 1754,- The ton- 
duct of the Pjirse of Ireland, London, 1714; 
Life of Aristides the Athenian, who was decreed 
to be banish’d for bis Justme, Dubbn, 17 , 

UberHib.; Howell’s State Tmls ; Hist. MSS 
Comm. 2ndKep. p. 234, 3 rd Rep P. 426 7th 
Rep. p. 761, 8th Bop. p. 74, 11th Bi^-p. App. xi. 
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^97 ; Brit. Miis. Addit. MSS. 2 1 IHH ff. rdi-Cil . 
21496 f. 8, 21506 f. 128, 21663 f. 7'l. ^8227 
f. 22.] H. 

PHIPPS, CONST ANTINP IlICNU-Y, 
first MAiums OP NouMANur (1707-I8().‘t), 
eldest son of Henry, lirat oarl of .Mnlpfrave^ 
[q. V.], by bis wife Martini Sophia, daug’lit er of 
Christopher Thomson dialing, t‘S(p, of Wt'st 
Herrington, Durham, was horn on lo May 
17 97. He was sent to I tarrow, and afterwards 
matriculated at Trinity Oolh'gv, (’a.mhridg't', j 
and proceeded !M.A, in 1818, Ho then <m“ ! 
tered parliament, sitting by family interest | 
for Scarborough, and in 181,9 mad(^ a sue- , 
ceasful maiden speech in favour of the Ro- 
man catholic claims, and anotluir laPo* on in 
support of Lord John Russcirs motion for 
parliamentary reform. H(^ also oarrical a 
motion for an address to the e.rown for ^h^^ 
abolition of the sinecure ollku^ of joint post- 
master-general. These liberal opinions did 
not please his family. Ho(piitl(M parlia- 
ment and England, and took up his r(‘si- 
dence in Italy. In 1892 he re-eiitcu’ed tluj 
House of Commons as member for Highain 
Ferrers in the advanced whig intnresti, and 
became known to the ])ublic in 189() as the 
author of seyeral political pami)hle.ts written 
in support of the policy of Canning. 

At the general, election of 1890 he was 
returned for Malton, till then hold by .Lord 
Duncannon, and in that and the next y(uir 
was a steady supporter of Canning. In 1801 
he succeeded his father in the earldom of 
Mnlgrave. Next year ho was appoint (k 1 cap- 
tain-general and governor of Jamaica, sworn 
of the privy council, and made a kniglit grand 
cross of the Guelphic order. His especial t,aBli: 
proved to be the distribution of the momw 
compensation to former owners of emanci- 
pated slaves, and he successfully snpprcjsflcd a 
rebellion. Designing the office early in 1 884, 
he confidently expected to have been ofiered 
cabinet office in June 1834 by Lord Grey, 
and was greatly disappointed with the oiler 
of the nostmaster-gene.ralship, which he re- 
fused {Gt'eville MemoirSj Ist ser. iii. 90); 
hut when Lord Melbourne formed his ad- 
ministration in July, Mnlgrave was included 
in it as lord privy seal, with a seat in the 
cabinet. 

In 1835 he was sent to Ireland ns lord 
lieutenant, an appointment much criticised 
at the time, but which proved judicious. 
On his landing on 11 May in Dublin he was 
received with enthusiasm, and the catholic 
party built gi’eat hopes on his tenure of 
office. His presence in Ireland, with Thomas 
Drummond (1797-1840) fq. v.], was full 
of encouragement to O’Connell and his 
Ixiends. O’Connell wrote of him : ^ We have 
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an excellent, man in Ia)rd .Mtilgrave, th<^ 
new lord rumtenant; I till you tlnua' cannot 
be a l)(4t<T’ ( I'rrzpATiticiC, Correspondenctt 
e/O’Cmwc//, ii. 17). His frimidly ndatioms 
with 0’(\mmdl wcu'e the of bitlf'r 

attaelvH at prolcHtant meelingH and in the 
opposition pn'ss, ami also (d* KUS])iciona iu- 
muirn'M by th<' king (Sanukiw, Molbaurne. 
raper.% ]). 995; WAUroLp, JJfo of Lord 
John IbosHofi, L 9 ISO. IliGVankiv conHidted 
Unman eatholic prelates and polititdans, re- 
moved numbers of magistrat«'H from the 
lamch lor partisatiHliip in offic(‘, refused to 
appoint, protest ant clergyimm to the bench in 
any largi' numlxu's, and nptxnntisl mimerous 
caiholi(*s to ('Xt'cntivn^ posts his speech 
in the nous(‘ of Lords, 91 Marcli 1839). His 
administratit)!! was most. dist.fist(d\il to the 
<)rung(' party, and, though in the main linn 
and just, was marked l)y too frcqiumt an 
exi'reiw^ of tin' ])nM*ogativ(^ of nu'rc.y in]H)li- 
thuil ens<‘s. 1’o this limiericy his oppommts 
attribut(Hl many otitbnrsts (»f crinu', particu- 
larly the munler of Lord Norhury ou 1 Jan. 
1839, Mtdgrave was cnaited Maniuis of Nor- 
nmnbyiu Jmn^ 1838, and retinal ni'xt. year 
to hcc.onn* in Ei'hninrv 1839 siH'n'tary of war 
and the colonies in ]ilac<‘, of Charles Grant, 
lord Ghmidgkp v, | I n i\hiv t !u^ ministry was 
definite, (1 on the Jamaica Ihll, and resigiusL 
JN'ornmnby was summoned by the qiu'cn — 
possibly at the siiggivslion of his wife, who 
was one of th(‘ quetm’s bedchamber women 
-—with a view to his forming an adminis- 
tration, but Mms unable to do so; and, as 
Peel nTusi'd to take office unless Lady Nor- 
manby and.Iauly Morpeth wi^re removiul from 
their posts in the housidiold, the wings re- 
sumed office, and Normanby ri'tunnKl to the 
colonial office. His halting policy tlicro 
ollended J^ord Ilowick, and conlrilmted 
materially to his resignation* It wms felt 
that the colonial ollic'e must be lield by a 
stronger man, and in August Norman by was 
transferred to the home oHica^, and Lord 
John Kusst'll tookluB place. ( WAiPonn, Lord 
John Ihmeili i. 337). He was home secretary 
until the ministry fell in I8eptcmber 184L 
It was bis last administrative post. 

In August 1846, at a moment perhaps 
unfortunate, when a change was coming 
over the diplomatic relations of France and 
England, ho was a;)point(‘d ambassador at 
Paris, and continued to hold tliat office till 
his resignation in February 1859. lie was 
prone to take, or to appear to take, sides in 
the politics of foreign states. In 1847 his 
intimacy with Thiers, then in opposition, 
imperilled his good relations with Thiers’s 
rival and Louis-Philippe’s minister, Guizot, 
and exposed him to the hostility of the Pari- 
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waq SLunmod ui) in n- ^ , 

enfant, inaia il n« ooniproiidpaa notro 
The Enfidisli loreip-n luimster, lalmoisfon, 
sunportod Nonna, nby «o. vi-orously na to 
noUly provoke a "M'^ure 
2 iid Hcr. lu- 4:1 )}> 
nuarr" waa ^ompo.aed by Count Apponyn 
?Ior we Nonnanby’a relations -witd tin, 
forLToffice always smooth. Hat, lus sor- 
vices were recoRnused by the Rrand cross ot 
Ihe slth in l )ecember 18.17, and. ho was 
created a knight of the 
1861 His remonstrance against liOidX ai 
meraton’s hasty recognition ot .p""'® 

Zon was the iniiiuHliato occasion ol Lord 

'p7„r.~', 

of mi ex-MinisUr, i. ^^59, 298, . uis 

ownrosigiiatiou in the b'cbruarv I” 
ttnno'h nominally duo to ill-health, was 
really occasioned’ by political dilferencos at 

^Tn'lloccmber 186.1 Lord Aboraeon ap- 
pointed him minister to the court o 
at Florence, where he had xt^.sided m tally 
l^b and was well known Ills ^ns- 

trian sympathies more than once . 1 ”' I 

embarrassment to the ^n^ign miiustcr. Lord 
Clarendon; and Lord Malmesbury, on taking 

office in February 186.8, P™V*l’Py ' 

him by telegraph. On his settling in Lngdand 
his antipathy to Lord ralmorston 
to support the 

against the whigs, his old irionds b y e 
was soon disabled by paralysis, ^xd ti ed at 
Hamilton Lodge, ^iouth Kensington, on 
28 July 1 add. Li spite “■ 
volous and theatrical was a man 

of considerable prescience 1 ™ 

ability (WAr,roLis, Life, of Lord John f 

;; oa\ TTa was irenerally popular. A half- 


discreet references to Louis-Philippe (in 
consccj^ucnCG of stiitonients in it he became 
involved in controversy witli Louis Blanc). 

* The Oonj^TCss and the Cabinet,’ 1859 ; and 
a 'Historical Sketch of Louise de Bourbon, 
Duchess of Parma,’ and a ' Vindication ot 
the Duke of Modena’ from Mr. Gladstones 
eharffcs in 1801, were political pamphlets. 
Some of his speeches in the House ot Lords 
were also published. 

rrn addition to authorities above cited, see 
Tinies. ‘20 July 1863; Gent. Mag. 1863 pt. u. 

p. 374.] J- H- 


PHIPPS, CONSTANTINE JOHN, se- 
cond BAXioNMirT.uK.ayB (17^-179^). captam 
in the navy and politician, born m May 1/4 , 
was eldest son of Constantine 1 liipps, created 
Baron Mulgrave in the peerage ol Ireland, 
and of his wife Lepell, daughter of John, 
lord Ilorvoy u.v. He entered tbe navy in 
17(50 on board the Dragon of 74 guns, with his 
rZdo Augustus John Ilervey (afterwards 
third earl^f Bristol) [(j.v.] 
at the reduction of Marl mique Lu®i^ 

he was promoted by Sir George 
, U lieutenant of the Dragon on L March 
' 17()2, and took part m rtf 

I Havana [seQ Pococic, Sm Geoege]. 

24 Nov. 17(i3 he was promoted to the com- 
mand of the Diligence sloop, and on 20 June 
H(t5 was posted to the TeiTSichore In 
1767 he commanded the Boreas. In the 
gcLral election of 1708 he was 
the House of Commons as member foi Lin 
CO in anTfrom the first identified himself 
with the ‘ kinn.'s friends,’ gaming a certain 

prominence by his jXJe- 

Urty. In 1773 he co.mmanded the itace 
> f ;r, r*nmntinv Wlfcn 


7 ( w Aiiroiuiu, ojf/ 17 wj -..-w - - - 

ii. 96 ). He was generally popular. A hnU- 
letuT'th life-size portrait of Normanby, by 

M-lileuss, belongs to tho liev. the Marquis 

of Normanby. „ . 

lie married, on 12 Aug. 1818, M«ia, 
eldest daughter of Thomas Henry 

first lord Uavenswortlqby whom.ho hadono 

son, George Augustus Constantino LT- '^•Jr 
who succeeded him in the title. - ^ 

Normanby was the author in early hie 
a number of romantic tales, novels, and I 

sketclies, avowedly i-i 

published anonymously I.he English m 
Itnlv ’ 1826 3 vols., a collection of romanop 
and ‘The EngUsh xn 
Prance,’ 1828, a similar wOTk; 

‘Matilda,’- 1826; ‘Yes and No, 18^8, CM 

rinda’ in the 'Iveepsake for I 8 -. 1 J, ana 
‘The Contrast,’ 1832; and subsequently A 
Y"ear of He volution,’ 1867, being his Ian 
journal for 18.18, and coutaiumg many in- 


Crl^- wHci ; ffi compnV wDh the Carcass 
w fitted oiit to attf.it tbe 
northern route to Ixic.va. - P o i 

RMiled to the north of S] )itzbergen, and, find- 

‘ SS'S'hr !.«.» oj 

was also appointed one of the lords ot tne 

admiralty. . „„ , commissioned 

In the ship which had 

tbe Couvageux, a 

off. Ushant C|^^Xhre^de®be?Ville 
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advance. The look-out on the fort'ca.stl« I 
called out that they would be foul of t,he 
three-decker, ‘No mnttiu'/ answered Mul- 
grave j ‘ the oak of (ild hjiigliind is as well 
able to bear a blow as that of France.’ The 
Courageux, however, just cleared the jib- 
boom of the Yille deParis and passediowind- 
ward of her, pouring in a destriuitive broatl- 
side. The big Frenchman, thus cut oil, 
ought to have been detained and caotured ; 
but no orders were given, and all the .’•higlish 
ships, except the Courageux, passed lo lee- 
ward of her. Being under Palliser’s imnmdiate 
command, and his colleague at the admiralt y, 
Phipps’s evidence at the courts-martial had a 
strong bias in Palliscr’s lavour [see ICnrPKU, 
AtreusTtrs, Visoount Iveppki/; PAiJasHU, 
SiE Hugh]. Afterwards, during the war, 
he continued to command the Oouragiuix, 
in the Channel fleet under Hardy, deary, 
Darby, and Howe, and on 4 Jan. 1781 cap- 
tured the 32-gun Irigato JNlinerve off Brest 
after a remarkable engagement; for l.he 
heavy weather rendered it impossible for t.he 
Courageux to open her lower-deck ports, and 
thus reduced her force to something like an 
equality with that of the Minerve, The 
Courageux was paid off at the peace, and 
Mulgrave had no further service afloat. 

In parliament Phipps continued to repre- 
sent Huntingdon till 1784, when he was re- 
turned for Newark-upon-Trent, In April 
1784 he was appointed joint paymaster-gene- 
ral of the forces, and on 18 May a commis- 
sioner for the affairs of India, and one of the 
lords of ‘ Trade and Plantations.’ In 1701 
ill-health compelled him to resign. On 
16 June 1790 he was created a peer of Great 
Britain as Baron MulgTavc. He was a follow 
of the Eoyal Society and of the Society of 
Antiquaries, and was ‘ principally instru- 
mental in the establishment of the Society 
for the Improvement of Naval Architecture,* 
He collected also ‘ a library, the most per- 
fect in England as to all works connected 
with nautical affairs.’ He died at Libge on 
10 Oct. 1792. A bust {lortrait of Mulgvave, 
painted by Ozms Humphrey, is in Green- 
wich Hospital. He married, in 1787, Anne 
Elizabeth, youngest daughter of Nathaniel 
Cholmeley of Howsham m Yorkshire. She 
died the following year in giving birth t-o a 
daughter; and Mulgrave dying without 
rnale heirs, the English peerage -became ex- 
tinct ; the Irish barony descended to his 
brother Henry [q. v.] 

Mulgrave published ‘ A Voyage towards 
the North Pole,’ 1774, 4to (reprinted in 
Hawkesworth’s and in Pinkerton’s ‘ Collec- 
t ions’). His diary of 1773 was also issued 
'OS ‘ A Journal of the Voyage ’ in 1773, and 
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corrcHpondcnce between him and Sir John 
Sinclair in 1797). 

[Naval (Uinmiclo (with portrait), Tiii. 80; 
Annual :Uegi?^tcr, 1702,pt. ii. p. (52*^; A Vo.yago 
townrJH the North Pohs 1773 (-Ito. 1774) ; Beat- 
son’s Nar, n ml .Meinoirn; (lonmitHHion and 

Wnmint Books in Ht'eord OlHeo ; O'rtu'elyjin’H 
Marly hif-tury of CliarU^H Junuv^i I^ix, pp. 334,* 
358 ; Foster s PtM'nu'Oi v, ‘ Nornianhy ; * SninlesH 
AVhitJjy Autlatra; and see art. Uahcw, RnnoLcii 
Kuie.] J. K. L. 

PHIPPS, C E( ) R('i E A va nSTUS CON- 
STANTIN E, smuind iMAKQttis ok Noumanbt 
(1819* “1890), horn on 23 July 1819, was the 
son of Constantine IlmirY I’iujips, first mar- 
quis of Normanby [ij. v.], by Maria laddell, 
eldest daughter of Thomas flimry, hmd Ka- 
vensworth. hVoni 1831 to 183 mS lu^ was known 
ns Vi.scount Normanby, and from that time 
till his father’s <le,alh as Earl of Alulgrave. 
On 9 Nov. 1838 he enti'nnl tln^ Scots fusilier 
guards, and was gazidtinl major in the North 
Yorksliiri^ ;nilitia on 18 Aug. 184(5. Here- 
signed his commission in Ihi^ army in 1847, 
hut remained an oiUci'r in the militia till 
1853. < )u 28 July 1 847 hi^ was (dcctcd M. P. 
for Scarborough in the liberal interest, and 
W'as re-(dected in 1852 and 1857. He also 
acted as om\ of the liberal w1u])h during the 
ministries of Lords John Russtdl, Aberdeen, 
and 1 kilmerst on, He was nuun'd cony itroller 
of the household on 23 July 1851, am’, sworn 
of the privy (anincil on 7 Atig. of the same 
year. From 4' J u.n . 1 853 to Fidiruary 1 858 he 
was tnaiBurerof the housidiold. In January 
1858 he was appointed lieutenant-governor 
of Nova Scotia, and hold that oflice till July 
18(53, when he returned to hhigland on suc- 
ceeding to his father’s title. 

Normanby was appointed a lord-in-waiting 
by l^arl llnssell on 8 May 18(5(5, but went out 
of oflice with him two months later. On 
17 Dec. 1B6B he was appointed to the same 
•post by Mr, Gladstone, Exactly a year later 
!iewaa named captain of tint corps of gontle- 
men-at-arms, and held the olhee till the 
spring of 1871. On H April 1871 he became 
governor of (Queensland, He seems to have 
had doubts as to the profitableness of gold- 
mining in that colony, but on 29 April 1873, 
when lie received an enthusiastic reception 
on his visit to the Gymoaie goldfields, de- 
clared that the minin g industry would be the 
backbone of (iueenaumd’s future ( Visit of 
Governor Normanby to the (Jympsie Gold- 
fieldn^ 1873). His three years’ term of go- 
vernment in Queensland was a period of 
marked progress, and his administration gave 
general satisfaction, 

Otx f) Sept, 1874 Normanby was appointed 
successor to Sir George Bowen as govt'ruor of 
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New Zealand. He arrived at Auckland on 
3 Dec., and made the usual progrtvsa tliroiig’h 
the provinces. He was generally well re- 
ceived, both by Europeans and Maories (see 
esp. Vmt of his live, the (hvevnor to the 
NorfJi, 187G). In 1875- (5 the colony was 
divided into counties, in whidi councils, 
elected trieimially, were established. Dur- 
ing the last two years of his govtunment in 
New Zealand Normanhy and Bir Go.m’ge 
Grey, the premier, were in constant collision. 
The governor de(tlined to make an appoint- 
ment to the h^gislativo council which Grey 
recommended. The assembly censured his 
action. Ho refused to di^ssolve tho aBsombly 
by Grey’s advice, and Grey charged him with 
making his ministers Giot iulvis(,5r8, but sjw- 
vants’ (cf. IUqbh, Sir George Greg^ pp. 453- 
464). 

In Eobruary 1870 Normanby loft Now 
Zealand, and becanui governor of Victoria, 
where ho remained till 1884,^ During his 
government tho Molhoiirmi international 
exhibition was held, and the long-disputed 
question of the r(3form of tho legisLatjvo 
council was settled. In 1881 ho was in- 
volved in a dispute with tho Victorian pre- 
mier, Mr. Berry, similar to that in which he 
had been engaged with Sir George Grey. 
He declined to dissolve parliament on Mr. 
Beny’s demand. In August 1884 Normanby 
left Victoria for England, and retired from 
public life on a pension. He had been created 
K.C.M.G. in 1874, and G.C.M.G. in 1877. 
On 9 Jan. 1885 he was created G.C.B. 

A consistent liberal through life, he broke 
with Mr. Gladstone on the home rule ques- 
tion, and resigned the chuirmunship ot the 
Whitby Liberal Association. He died, after 
a long illness, at 0 Brunswick Terrace, Brigh- 
ton, on 3 April 1890. Ho was buried in St. 
Oswald’s Church, "Whitby, Normanby was 
a good administrator and a terse speaker. 
His genial manner made him popular, both 
in the colonies and with his own tenants. 
A man of simple tastes, he took much in- 
terest in agriculture. lie was a prominent 
'member of tho Four-in-hand Club. 

Normanby married, on 17 Aug. 1844, 
Laura, daughter of Captain Robert llussell, 
R.N. She died on 26 Jan, 1886, leaving a 
large family. Constantine Charles Henry 
(^.1846), the eldest son, new canon of Wind- 
sor, succeeded to the marquisate ; the second 
son, William Brook (A 1847), died in 1880. 

[Doyle’s Baronage; Burke's Peerage, 1896; 
Torkshire Post, 5 April 1890; Times, 4 April; 
Jllustr. Bond. News, 19 April (with portrait) ; 
Whitby Gazette, 11 April; Ensden’s Hist, of 
New Zealand, chap, xviii.' and xix., and of 
Australia, chap. xix. ; Colonial Year Book, 1892, 


pp. 140-1, 251 ; Rot. Momb. Pari. ; Men of the 
Time, 1887; Haydn’s Book of Dignities.] 

G. Le G. N. 

PHIPPS, HENRY, first Eakl of Mul- 
a UAVii and V isoount N oim aitby (1766-1831 ), 
statesman, born on 14 Feb. 1765, was the 
second son of Constantine ITiipps, baron 
Mulgrave of New Ross, by Lepell, eldest 
daughter of John, lord Hervey [q. v.] of 
1 ckworth. His elder brother was Constantino 
,1 ohn, second baron hlulgTave [q. v.l He was 
ediic.ated at Et.on,and on 8 J une 1775 entered 
the army as an ensign in tho 1st foot guards. 
He was promoted lieutenant and captain in 
1778. ()n 30 Ang. 1779 he exchanged into 
the B5th foot as major, and on 4 Oct. 1780 
became lieutenant-colonel of the 88th Con- 
naught rang( 3 rs. lie exchanged into the 45th 
on 19 Jan. 1782. While in the guards he 
served with credit in several campaigns of the 
American war, was aubsecjiieutly stationed in 
Jamaica and other West Indian islands, and 
served In Holland. He attained the rank of 
colonel on 18 Nov. 1790, and on 8 Feb. 1793 
received the command of the 31st foot. 

As a supporter of Pitt he was elected to 
parliament for Totnes on 5 April 1784, and 
lor Scarborough on 11 June 1790. In the 
^ Rolliad ’ Phipps and his elder brother are 
characterised as ‘ a scribbling, prattlin|pair’ 
(liolliadf 4th edit. pp. 16, 294-6).^ In the 
Ilouse of Commons Phipps spoke with some 
authority on military questions (cf. Pari. 
JIkt xxvii. 1323-5, xxviii. 371). He actively 
supported both the home and foreign policy 
of Pitt, but disagreed with him on the ques- 
tions of parliamentary reform and the slave 
trade. In speaking on 19 April 1791 against 
Wilberforce’s motion for abolition, Phipps 
declared that, though he had been twelve 
months in Jamaica, he had never seen a 
slave ill-treated {ib. xxix. 334-6). In 1792 
Phipps succeeded, on the death of his elder 
brother, to the Irish barony of Mulgrave of 
New Ross. 

In the following year he was again on active 
service. Happening to be a visitor in Hood’s 
ship in September 1793, Hood gave him the 
command, with the temporary rank of bri- 
gadier-general, of three regiments sent from 
Gibraltar to garrison Toulon at the invita- 
tion of its inhabitants. Mulgrave directed 
the strengthening of the outworks on the 
heights behind the city; but the command 
was eventually assumed by Lieutenant- 
colonel Charles O’Hara [q. v.], and Mulgrave, 
declining to serve in a subordinate capacity, 
returned home. In defending his conduct 
in the House of Commons on 10 April 1794, 
he said he never quitted a situation with 
more regret (Pari. Hist, xxxi. 250-2). 
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” On 13 Auff. 1^4 he was created a peer of v. 4()5-7 ; Alison, Jlisf. of Europe, vL 
the United Kmgdom, with the title of Baron iUJo). I lo eoinposiid an ode on the victory of 
Mukrave of Mukrave, Yorkshire. On 30 1 ho. Trafalprar (see Bin pps, MauotrrofJt I\ Ward, 
he took part in the debate on the address in i. k l—J ; hTANHOPL, L{fe 0 / I ift, iii. 3/ 1), 
the upper house, and defended the recamt and it was sot to nuisic by Dr. Arne. On 

acquisition of Corsica. Uord Grenville de- Jan. Ih0t> I itit died. On Jan. IbOb 

scribed jMulgrave’s performance as ‘the innst INIulgrave laid before. tli(> lords copies of the 
brilliant first appearance in that house that treaties naumtly comdiidiHl with Itussia and 
perhaps ever was remembered’ (lhiu>rs, Me- t^wechui, to which Ihuissia and Austria had 
moirs of E. P, Ward, i. i38 ?i.) Ho was ga- accechMl, and on 4 JAd). ho cxidaiuod their 
zetted major-general on 3 Oct. 1704, limi- objt^ct. fi’hren days latm-, on 7 Feb., be re- 
tenant-general on 1 Jan. 1801, gemral on signed, with the bulk of those who had been 
2o Oct. 1809, and became governor of Scar- I/itt’s triimds. 

borough Castle on 20 March 1706. In 1700 Wliili^ Lord (.Irenvilhs’s ministry of ‘ All 
he was sent on an abortive mission to the tlm Tahuits’ ludd ollicc, IMulgrtivc took no 

Archduke Charles’s headquarters at Zurich, i)roinincnt part in allairs. But, on tho forma- 

to concert with him operations in Switzerland tion of the Portland ministry In April 1807 
against the hrench ho biTamo first; lord of tin' admiralty (cf. 

iii. 77 w.) IlealaovLsitedthccampof SuwarolV Earl i.x, 407-1 1, 500-1 ).^ Ifus tenure 

initalyand the court of Berlin, On 7 April of ollico was marked by the sdzuro of tho 
1801 he declined the offer of the command of Danish iloct, tlui Wnhdnnvn t'XiMulition, and 
the troops in Ireland, and his military career tlui opimations of ( lollingwood in the JMedi- 
was brought to a close. Ho continued, how- terranean. lb', Welhvsley Doh^ | s(io Wkiujis- 
ever, to act as one of the chief military ad- lky-Folio, William, Fahl op ^foUNiNOTON], 
visers of Pitt, and, although holding no minis- and an admiralty (dtu’k, managed all the do- 
terial office, was his chief spokesman in the tails of tho Cojanihagtm ('.xpedition, and he 
House of Lords until Pitt’s resignation in sat np two or thriM^ nights copying out all 
1801. During the period of tho Addington the orders (IIaydon, Autohiot/raphj/,^ ed. 
ministry (1801-4) Mulgrave, following tho Taylor, 2nd edit. i. 1 19). After the aoizuro 
advice of Pitt, supported the treaty of Amiens of the l)anish thn^; M nlgrave ollcred a bounty 
in the House of Lords (Earl Ilut xxxvi. with pay and victuals to tlin^o thousand 
176-7,701-2). In constant communication Greenland lislHumum to bring it to Fnglund. 
with Pitt while the latter was out of office, On 21 Jan. 1808 Mulgravt!i jiistifiod the ox- 
he pressed him to return to power (13 Nov. pedilion in the House of Ijords (Earl IM- 
1802). During 1803 he frequently criticised l>at(% x. 31, 380-2, Oolj. 8). On 2(5 Jan. 1800 
Addington’s policy with much severity, and he announced the di'twauiuiition of ministers 
incensed the king against him. But when to continue their support of Bpain against 
Pitt’s second ministry was formed in June Napoleon, and repudiated the theory that the 
1804, Mulgrave obtained the office of chan- British navy should be nujrely used as a 
cellor of the duchy of Lancaster, with a seat home defence {ih. pp. 172*’ 3). JVI nlgrave must 
in the cabinet, and was sworn of the privy be held to some extimt re^sponsible, owing to 
council. In the following January, when tho obscurity and complexity of the admiralty 
there was talk of Pitt’s retirement, Mulgrave instructionfl, for tha comparative failure of 
declared he would on no account serve in a the operations in 1809 against the French 
ministry without him. fleet in the Basque roads [see Cocjibakb, 

On 11 Jan. 1805 Mulgrave was raised to Thojmcas, tenth Fawl of Dondonald ; Gam- 
the responsible office of secretary for foreign BIBK, Jambs, Lohd (.Umbibh]. The misfor- 
affairs. The post was generally thought to tunes attending the Walcheriin expcKlition he 
be beyond his powers, T. Grenville, writing assigned to ‘ adverse winds and unfavourable 
to the Marquis of Buckingham, expressed an weather.’ 

opinion that he was only * put in ad interim Mulgrave retained his office under Fort- 
until Lord 'Wellesley’s ‘arrival, who is ex- land’s successor, Mr. Perceval, hut resigned 
pected in June’ {Courts and Cabinets of on the ground of ill-health in the spring of 
George III, iii. 404 ; Stanhope, Life of Pitt, 1 810. On 1 May hi^ became master-general 
iii. 161 n., 404). Mulgrave, however, showed of the ordnance, still keeping his seat in 
himself fairly capable in debate. On 11 Feb. the cabinet (Walpole, Ee.reeral, ii. 79, 80 ; 
1805 he had to announce the breach with Phipps, Memoirs of 21 P. Ward, i. 296). 
Spain, and to defend the seizure of the trea- From this time ho spoke rarely in the House 
sure ships at Ferrol before the declaration of of Lords. But after opposing the catholic 
war {Earl Debates, m. 338-44), and on demands in March 1812 (Prtrd xxii. 

20 June to defend the coalition of 1805 {ib. 60, 85), ho in July supported Lord Wellesley’s 
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motion for taking them into conHidcu-ationiu 
the following seanion. He t^xplaimul that he 
had been an enemy t o all diHetiHahm of them 
while there wa$ any probability of the king’s 
recovery, but ahouid now be for ^ granting 
the utmoat concn.aaiouH, tiot HU(H:eHaively, but 
with a vie,w to at once <•, losing tln^ (jueat.nm 
to the satisfaction of the country’ {ih. xxiii. 
8o3-4). T]ieTKad\)rtihhiHVt)tewaKtuthei*given 
in person or by proxy for emancipation, imtil 
that meaaun^ was (tarried in 18:28. On Per- 
ceval’s death in Juno 181:2 JMulgrave re- 
commended the inclusioti of the nunlerate 
whigs, with Canning and Wellesley in the 
cabinet, and was willing to rtdin^. to make 
way for them ('rwiss, L{f([ of ii. 10 ; 

Ihiirrs, Momoin < f It. P. IPoovI, i. i^78), 
He was credited l^larl of Mulgrnvu'- and Vis- 
count Normanby on 7 181 Lb and re- 

tained oilice under Jjord Idverpool until 1818, 
when, at his own suggest ion, VVeUington re- 
•alaced him us mastior of tlie ordnnmu',. The 
\atter complimented him on tbe knudits 
which the deparlnnait had deprived froiu Ids 
superintomhmeo (P/.ii. 10, 11), and tbe prince 
regent insisted that Mulgravc^ sliould retain 
a seat in the cablncit. in May 18tJ0 Mul- 
grave hnally retired, and was creuitod O.CJk 
lie had in 1809 been appoint, (ul an idder 
brother of Trinily IIons(^, and vice-admiral 
of the county of York. He <lied at lus seat 
in Yorkshire on 7 April 1B3L 
JMulgrave’s talents both as a statesman and 
soldier were respectable, if not brilliant. ^ Ho 
excelled as a diJiater, and in his military 
ca])acity was entirely iVee fro in professional 
iealousy. He discerned Wellington’s merits 
in his early Peninsnlar c,am]iaigns, pi'edicting 
that he would be a second Marlborough 
(IlAyDOK, Autohiogr.) He was a lover and a 
connoisseur of art. ITaydon, who described 
him as ‘a fine character, manly, ’perfectly 
bred, a high tory, and complot'e J ol.m Bull/ 
found in him a generous patron, aiid he also 
befriended Jackson, the portrait-painter, and 
AVilkie. lie suggested to 11 ay (Ion his pic- 
ture of Dentatus, for which h(Yf>aid him iJlO 
guineas, and commissiont^d Widde to paint 
‘The Bent Day’ and ‘ Sunday Morning.’ Mul- 
gravo’a collection, which was soldat Christie’s 
in May 1832, contained Rembrandt’s * J ewish 
Bride,’ Van (lyck’s ^St. Sidmstian shot with 
Arrows,’ a head of Christ by Titian, land- 
scapes by Rubens and Claude, besides studies 
for several of AVilkie’s chief pictures. A por- 
trait of Mulgrave was painted by Sir T. Law- 
rence and engraved by Turner. Another by 
Beechey, engraved % Skelton, represents 
him as governor of Scarborough Castle. In 
an engi’aving by Ward, from a picture by 
J uckson, he is depicted in company with Sir 
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C Gorge Beaumont and his own sous Augustus 
and hklmund. 

JMulgravc married, on 20 Oct. 1795, Afartha 
So])hia, daughter of Christopher T. Maling 
of West IleiTiiigton, Durham, She died on 
17 Oct. 1819, having had issue four sons and 
fivti daughters. One only of the latter sur- 
vived childhood. The two elder sous, Con- 
stantim^ Henry, first marejuis of Normanby, 
and Sir Charles Beaumont, are so])avateiy 
noticed; the fourth, I ton. Augustus Frederick 
( h. 1 809), is honorary canon of Ely and chap- 
lain to the (pieon. Portraits of Lady Mul- 
grav(^ were engraved by Cooper and Clint 
from ])aiutings by Jackson and Hoppner. 

Tim third son, EDMirNu Pirirrs (1808- 
1857), horn on 7 Dec. IBOB, matriculated at 
Trinity College,, Oxford, on 22 Nov. 1825, and 
graduated B.A, in 1828 and M.A. in 1831. 
He was called to the bar from the Inner 
Temple on 15 Jum^ 1832, and went the 
northern circuit. He was successively re- 
(amlt^r of vScarborougli and Doncaster. In 
1HI7 he published a ])amphlct entitled 'The 
Alonetary Crisis, wilh a Ihoposal for present 
relief ami increased safety in future,’ in which 
li(‘, proposed to moot the (jxisting depreciation 
in tlu% value of property ami the deficiency 
in floating capital by extensions of the Bank 
Charter Act of 1844. In the following year 
he issued ‘Adventures of a 1,000Z. Note; or 
lUilway Ruin reviewed,’ showing that rail- 
ways were not the causes of the existing 
crisis, and that the stoppage of such iimier- 
takings would check the circulation of capital 
and aggravate distress. In 1864 he set forth 
the advantages of trust societies and public 
trusit^es in ‘ A Familiar Dialogue on Trusts, 
Trustees, and Trust Societies between Mr. 
Arden and Sir George Ferrier.’ In 1848 he 
rendered into English blank verse through 
German versions the Danish poem ‘King 
Ren6’8 Daughter,’ by Henrik Hertz ; his ren- 
dering is contained in voL xxxvi. of Lacy’s 
‘ Acting Edition of Plays.’ Phipps was also 
author of ‘ Alemoirs of the Life of Robert 
Plumer AVard.’ He died on 27 Oct, 1857, 
at hisliouseinAVilton Orescent, London. By 
liis wife Louisa, eldest daughter of Alajor- 
general Sir Colin Campbell (1776-1^7), 
sometime governor of Nova Scotia and Cey- 
lon, he had a son, Edmund Constantine Henry 
(5. 1840), who in 1892 became secretary to 
the British embassy at Paris. 

[Lodge’s Genealogy of the Peerage; Burkes 
Peerage, 1895; Doyle’s Baronage (with a por- 
trait, after Jackson) ; Ret. Memb.' Pari. ; P^jk 
Hist. vols. xxvi.-xxxvi. and Park Debates, l^t 
ser. passim; Lord Colchester’s Diary, k 26 +, 
631, ii. 334 ; Alison’s Hist, of Europe, lu. I lu- 
lls, vi. 364-5 ; Rose’s Diary, ik 133, 174-0, 
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201,227, 248,336; Stanliope’a Life of Pitt, 1879, 
ii. 426, iii. 69, 86, 283, 371, &c.; Lord Malmos- 
biiry’s Diary, iv. 108,200,380; .Phippa’HiMornoirs 
of B. P. Wal'd, vol. i, passim, vol. ii. cli. i. ; 
BuckinghaTn’s Courts and CabinotB of tho Uo- 
geney, i. 192, 252 ; Morning Post, 11 April 1831 ; 
Georgian Fjv% ii. 472 ; Young's Hist, of Whitby, 
ii. 866 ; Haydon’s Autobiography, ed. T. Tayl<)r, 
2nd edit. i. passim ; Oiiniiinghain’s Life of Wilkie, 
Yol. i. ch. V. and App. 1) ; Cat. of the pic.turott 
of the late Lari of Mulgrave, together with four- 
teen works of D. Wilkie, esq., 1832; Kvans's 
Cat. of Engr. Portraits ; authorities cited. There 
are also several letters and dcapalehos of Mul- 
grave in vol. ii. ch. ii.-v. of Lady Ohattorton’e 
JVlemorials of Admiral Lord Gambier, 1861, In 
Thornton’s Poreign Socrotaries of tho Nimiteonth 
Century, vol. i., is a highly eulogistic but diffuse 
sketch of Mul grave’s career, in which a,n ac- 
count of the mission of 1799 is drawn from his 
letters to his wife. For Edmuwl Phipps, see 
also Foster’s Alumni Oxon., where, however, ho 
is confused with an uncle of tho same name; 
Illustrated London Hews, 14 Nov. 1857, and 
w-orks.] G. Lk G. N. 

PHIPPS, JOSEPH (1 708-1787), quaker, 
born at Norwich in 1708, was apprenticed 
to a shoemaker in London, where ho fre- 
quented theatres and wrote a play which 
came into the hands of the Duke of lUch- 
mond ; hut, on his conversion shoi’tly after, 
Phipps rescued the piece from the preSvS, 
although he had been ollcrecl lOOi^. for tho 
copyright. He also dallied with matcrialiam, 
hut, being induced by a pious fellow-appren- 
tice to go to a quakers’ meeting-house at the 
Savoy, be forsook his vanities, and joined tho 
Society of Friends. In the summer of 1753 
he accompanied a quakeress, Ann Mercy Bell, 
of York, on a street-preaching tour through 
the metropolis. Next year he published ‘ A 
Summary Account of an Extraordinary Visit 
to this Metropolis in the Year 1753 by the 
Ministry of Ann Mercy Bell,’ London, 1764; 
2nd ed. 1761. He died at Norwich on 
14 April 1787, and was buried in the Friends’ 
cemetery there. By his wife, Sarah, Phipps 
had a son, who died an infant, and three 
daughters. 

His writings mainly consist of tracts in 
defence of the quakers, and replies to Samuel 
Newton of Norwich, who had attacked them. 
Among them are : ^ Brief Remarks on the com- 
mon Arguments now used in support of divers 
Ecclesiastical Impositions, in this Nation, 
especially as they relate to Dissenters,’ Lon- 
don, 1769, another edition, 1835; republished 
as ^Animadversions on the Practice of Tithing 
under the Gospel,’ 1776, other editions, 1798, 
1835 ; ^ An Ac dress to the Youth of Norwich 
[1770?],’ Dublin, 1772, London, 1776, New 
York, 1808, and Newcastle, 1818 j * The Ori- 
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giual and FroHcnt State of IMau’ (in answer 
to Newton), London, 1773, 8vo, Trenton, 
1703, Hvo, riiiladelphia, 1818, and in 
BYie.nds’ Library, I’hibuhdphia, 1846, vol, x. ; 

^ All Swearing prohibited under the (}os])el,’ 
London, 1781, .784, Hvo; and ADLssertatioua 
on the ISbiture and Effect of Christian Bap- 
tism,’ London, 1781, Hvo, 1706, Philadelphia, 
181 1, and Duldin, 1810, Hvo, translated into 
Cb'rman, Philadtdphia, 1786. He also issued 
‘ The Wintnr Piece, a .Poem, Written in 
commemoration of the Severe Frost, 1740,' 
London, folio, 1763; and edited ‘The Journal 
of thsorge Fox’ in 1765. 

Another Joseph Pliipps was responsible for 
^ British Liberty ; or a Ske.tch of the Laws in 
force relating to thiiirt Li'ets and Petty Juries,’ 
&.C. ; 3vd ed. 1730, and ‘The Vestry laid Open; 
or a Full ami Plain Dt'ti'ctiou of the many 
(Inm Almsi's, ImnoHilions, and Oppressions 
of Seh'Ct Vc^stries,’ 3rd ed. 1730. 

[Works; Smith's Gatalogim, ii, 411 ; Tho Irish 
Frioiul, iii. 54; Friiuids' Monthly Maguiiino, L 
707 ; rogistors at DevonHhiro Ilouso,] G. F. S. 

PHIPPS, Stu WITH JAM (1651-1695), 
ffoveruor of Massachusetts, born near 
Ihnnaquid on 2 Fid). 1(550-4, began life as a 
ahip-carpenter, and in time became a mer- 
chant captain at Boston, Massacliusetts. IIo 
tliero married tho wi'll-to-do widow of John 
Hull, daughter of lioge.r Spencer. He got 
tidings of a sunken Spanish treasure-ship 
near the .Bahamas, and made an unsuccessful 
attempt to raise her. If we may believe his 
biograpln^r, Cotton Matluu*, tins search put 
Idiipps on the traede of another and more 
valuable wreck. In the hooes of recovering 
this, according to Mather, lie went to Eng- 
land, and in lOBJl, by favour of Oliristopher 
Monde, second duke of Albemarle [q.v.], a lord 
of trade andplantiutions, obtainecl command of 
a frigate, the Algier Rose. ( Ua ndolph, Hrc/ri- 
pelaf/Of 1687, p. 98). Mather gives very full 
details of two mutinies which Phipps had to 
suppress during his command of this ship. 
In this ex])edit ion ho failed to find the lost 
treasure-ship of which he was in search, but 
obtained further tidings of her, and learned 
that she was sunk off the coast of Hispaniola. 
The project of recovery was taken up by the 
Duke of Albemarle and others. In 1687 
Phipps was fitted out with a fresh vessel and 
a more trustworthy crow, and the wreck was 
discovered. The total treasure is said to have 
amounted to 300,000/., of which 16,000/. fell 
to the share of Phipps. 

Phipps returned to England, and on 28 J une 
1687 was knighted. In tlie following August 
the king created the ofHce of provost mar- 
shal-general of New England, and Phipps 
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wiia appointed to it during the plomim 

With this commis.sioii Pliipps wtnit. out t,o 
Massachnsetta. In h^sn than a year ho re- 
turned toEnprland, and tlniH t<n)k no part in 
the revolution wluchdt'powsd James h (,.«‘|)uty, 
Sir Edmund Andros [ q. v,’) A ft or tin*, hit tor’s 
abdication Jamos ai ipiMirs to hayinnadoovm'- 
tures to Phipps, ami to have oHerml him the 
governorship of Ninv I^lnjjidamL 

Early in 1089 Phippa ret urned to Hoatoiu 
He found the colony under tln^ f(wto 
government of a revolutionary convmition. 
Andros was in prison, and his h^gnl aut hority 
had not devolved onauyMueeihSHon Sotni after 
his arrival Hupps indie, ated liis dediherato 
intention of thro wing liimwidf into the public 
life of Massaehusells; In March 1(599 ho 
joined the north cliureli in Host.on, making 
a formal proftwsion of ailhesion and repmit- 
ance, and receiving baptism. ThisHtnp waft 
no merely private incidmit. Till the revoca- 
tion of the charter by judicial sent once, in 
l(iS4 church mendu'rship in MaHHuehusid.tnS 
■was a necessary (lualiOeation for citi?;enslup. 
Within two months of his ad mission to the 
church, Phipps was plaetal by the court* of 
Massachusetts iu command ot an expedition 
against the French colonies. On April 
1690 ho sailed, with eight shins and seven 
hundred men, against Port Itoyal. TIu' French 
were wholly unprepared for resistance, and 
the place at once surrendiwod. In the fol- 
lowing July Idiipps was sent, with thirty- 
two vessels and 2,200 men, on a similar expe- 
dition against the French occupation of 
Quebec and Montreal, whieh resulted in a 
total failure. The miscarriage of ‘Phipps’s 
attack on Montreal enabhnl the French to 
concentrate their whole defence on Quebec, 
where a mixture of impetuosity and ignorance 
led Phipps to open fire without waiting for 
the land force which was to co-operate. 

In 1691 Phipps revisited IDngland, and 
urged upon AVilliam HI the necessity of an 
aggressive policy against Canada, while he 
enlarged upon tlio importance of the fur trade 
and nsheries to the north of New England. 
In the September of the same year a new 
charter for Massachusetts was issued, and on 
the last day of 1691 l^hipps was sworn in as 
governor. 

The career of Phipps as governor added 
nothing to his reputation. He landed at 
Boston in May 1692, and found the witch- 
craft mania in full activity. He did nothing 
to check it or to control its fury. His hrst 
act was to appoint a special commission to 
try alleged cases of witchcraft. At the head 
of the commission he placed Stoughton, the 
lieutenant-governor, a man of narrow mind 
and harsh temper. 
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A noting attempt against (Quebec was 
planned, but no steps wt^rc taken towards 
the execution of it.. All that was done by 
Phipps against the French and their Indian 
allies during !us governorship was tobuibl a 
fort at Pemaquuba nnaiHureof utilityinitself, 
but unpopular at Boston. Phipps also en- 
t angled iumself in morn tlianouo di small ( able 
brawl, and his correspondmica with Fbitcher, 
tlie hot-tmnpenal and overbearing governor 
<9* New Y<n'k, was singularly wanting in 
dignity. The various (memies wlioni be thus 
made succeeded in getting him summoned to 
Eughmd to answer for bis conduct. In No- 
vmnlan- 1(59 1 he left Boston. On his arrival 
in England Im narrowly escaped arrest on a 
civil suit. Ib'fore any jiroceeduxgs wore taken 
on the pending questions, Phipps died in 
Eomlon on iHFiib. 1(J95, and was buried in 
tlie church of St. Mary Woolnoth in Lom- 
bard Street. 

( Biiudunsun’s History of Massacluisotts ; 
Mather's Mngnalia; colonial papers in Kecord 
Odico; Palfrey H History of Now England; 
Havago'a Bmioalogical Diet, of Now England] 

J. A. 1). 

PHISTON or FISTON, WILLIAM 
(Jf, 1 570” 1609), translator and author, de- 
Hcrihi'ft himself as * a atudont of London,’ 
where apparimtiy ho resided most of his 
life. He acipnx'od a knowledge of Latin, 
French, Spanish, and Ttailian,^ and his works 
brought him under the notice of Nowell, 
dean of St. Paul’s, Grindal, archbishop of 
Canterbury, and Robert Ratclitfii, ear. of 
SuRsox, to all of whom he dedicated books ; 
but no further particulars of Ida life are 
known. ^ , 

His works are: 1. ** A Testimonie of the 
True Church of God . . . translated out of 
the French [of Simon deVoyon] by William 
Phiaton,’ London, 4to ; the British Museum 
Catalogue conjectures the date to be 156U? 
but 1570 is probably more correct. 2. * A 
Lamentacion of Englande for J ohn Ivele 
(‘.Tewell, bishop of Sarisburie, by W. Ph. 
London [1571]. 3. ^Oertaine Godly Ser- 

mons . . . I^irst set foortbe by Master Ber- 
nardino Ocebine . . . and now lately col- 
lected and translated out of the Italian 
tongue into the English by William Pbiaton 
of London, student/ London, 1580, 4to. 
4. ^ The ‘Welspringe of Wittie Oonceifces . . . 
translated out of the Italian by W. Pbist., 

, student,’ London, 1584, 4to ; besides the 
' translation, Pbiston added other matter, 
< partly the invention of late writers and 
partly mine own.’ 6. ^Tbe Estate of the 
Germaine Empire, with the Description ol 
Germanie/ London, 1695, 4to ; a translation 
from two works, one Italian the other Latun 
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6 . 'TlieAimdont lliHtorieof the Dostnictimi 
of Troy . . . translated out of t lie I'rtuudi 
[of Le’Fevre] into Knj^dish by W. (^axltm 
Newly collected and the binj^Hsh nmcli 
amended by William Fistou,’ Jjond<m.j loOb, 
4to; another edit. lUOZ, 4to. 7. ‘TheiAUust 
Pleasant and Peloctuble Tlistorio of Laza- 
rillo de Tonnes, a Spanyard 5 and of his mar- 
vellous Fortunes and Adversiti('.H. Thu se- 
cond part, translat(xl out of tdpauisli by W. 
P[hi 8 ton],’ London, ir)9(i,<l-to. 8 , Anodition 
of Seftar’s ^ Sclioole of Good manners, or a 
new Sclioolo of Vertuo ... by Williaui bis- 
ton,' London, lOOf), 8 vo ; anotlmr odltion, 
<Tiewlv corrected’ by Pliistoti, appeared in 
1G29, 8 vo ; but Thiston himself can scarcely 
have been alive then, 

[Works in Brit Mus. Libr. ; Bodleian Oat; 
■Wartoii’s Hist of llhidish 1 W,ry, iii. ‘hlf) w.j 
Eitson’s Bibl. Anglo-Poetica, p. 21)1) ; Aines's 
Tvpogr. Aiitiq. ed. Herbert, p. 1012; Brydgea's 
irrit, Bibl. i. 6(59; London hbmtldy ,Mim)r, 
1803, ii. 17; Collier’s Bngl Lit ii. 600.4 ; I’im- 
perley’s Encycl. Typogr. p. *149 ; Ilazlitt’s I laud- 
book, pp. 118, 19(i, 388, and Culloelious, 2n.l s<a\ 
p. 475 , 3rd sor. p. 94.] A. h. P. 

PHIZ. [See Bbownr, IIaurot Kniuut, 
1816-1882, artist.] 

PHREAS or FREE, JOHN {d 
scholar, was a native of London, thoup^h his 
family seems to have belong’exl to Bristol. 1 le 
was a fellow of Balliol College, Oxford, ami 
was admitted B.A. on 20 June 1*149, (h^tt'r- 
mined in 1460, was dispfuised on 16 June 146 , 3 , 
and incepted as M.A, on 1 1 A])ril 1 454 (Boask, 
Reg, Vniv. O.inn. i. 1 , Oxford Hist. Sue.) AfttT 
leaving Oxford he was rector of St. IMicluud ' 
in Alonte at Bristol. According to Lidand, 
he there made the acquaintance of Italian 
merchants, and so was induc(ul to go to 
Italy. But, in point of fact, he seems to 
have gone abroad to study at the expemse 
of William Grey [q. v.], bishop of Ely, and 
in the company of John Giinthorpe [q. vA 
both Balliol scholars like himsell:. Witii 
Giinthorpe he studied under Guarino of 
Verona {d. 1460) at Ferrara, and was 
specially commended by Garbo of Ferrara in 
his funeral oration on Guarino. Afterwards 
he taught medicine at Ferrara, Florence, 
and Padua, and by this means is said to have 
acquired a large fortune. About 1465 he 
went to Rome under the patronage of John 
Tiptoft, earl of Worcester [q. v.], and there 
attracted so much notice that within a 
month he was provided by Paul II to the 
bishopric of Bath and Wells. But before 
he could be consecrated he died at Rome, 
not without some suspicion that he had been 
poisoned. 
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As a .M(‘holnr, Phm' was pmdinps t.lu', most 
(‘mimmt of tln^ litth^ band of Englislmum 
who thu.H (‘urly WfuB- to .study iu Italy; lie 
wa.s dist.inguishcd for liis knowhulo’cMif plnlo- 
Hopliy, niodicino, aiid tho civil law, and had 
a high nqiutc. for .siholarslup, both in Gnu'k 
and Latin. \Nbir(on says that. b'naLs h'ttcrs 
^ show uncommon tcr.sctu'ss and faxulity of 
t'Xpro.ssiom* Krc(‘ wro((v. I. ‘ Gnsinograplua 
MmuUcum Nat luLsArliorum.’ 4'fiis is merely 
a c-olb‘c.tiou of iwccrjit.s from tlu‘ * Natural 
Hi.story’ of IMiuv, bks. ii. (0 xx. It is con- 
tained in Ballint Gollctp' MS. 121. 2. ‘ Epi- 
stohe.' IVn of f’ccc’s l(*tt(‘r.s an* (‘ontaiiu^d in 
Bodl(‘ian MS.2.’>69, (xigctficr with somi' ofthii 
writings of John I liint Imrpig b'ivt^ of them 
arc addi’cssotl to William Grey; in om^ he 
c.ouqilaiiH that the btsliop’.s rmuiftanccs of 
moiu'y had failed him, niul ttuit luGuuUuidto 
' pawn his books to the ,L»ws at bVrrara. 
Tliiu’i' is a hdte.r from JoluGriptoft to Bbriais 
in a manuscript in (be Limailn Gathedral 
Library. 3. * Pt'trarchm^ Lpitapluuui,’ iuc. 
^Ihiseia nu'. g(umit.;’ written for Bidrareh’s 
tomb at the r(a|U(‘st of Italian sidiolars, 

4. * Expostulatio Bacebi ad 4’iptoft,’ iu verse. 

5, ‘(kirminu.’ <5, * Epigrammata.^ 7. ‘Do 

Ckmia.’ 8 . Mknitra, Diodorum Siculiini 
poi'tiei^ fahulnntxund lie translated the 
<l>(xX<<ic/)av iyKu\}iu>p of SyuesiuH of Gyrene. 
Thi^ ^ i)e luudi^ Galvitii ’ in Enads translation 
was printed with tho ‘ EmHuninm Moriio’ of 
Erasmus at Bash^ in 1619, 1620, and 1621, 
with aprefatory epist le commencing LSohmt 
qui inlibrorum.’ bn'iLs translation fonmallbe 
ba.sis of the Thiglish vtu’.slon pubHsluul by 
Abraham Fletning |i|. v. | in 1579 as ‘A 
Baradoxe, proving by reason and example 
that. Bahlni'.sHc, is nmeh better than Busliie 
llairo.’ is also said to have trana- 

latexl ‘ Xi'inqihont is (puedum’ and M)io(lori 
BicuH Lihri sex.’ But it seeins clear that 
tho last was translatml by Pogglo, umh'r 
whose natne it was ])rini(al in M72 and 
1493; it is, however, ascribed to Knax in 
Balliol Collepfe MS. 12 * 1 ., which is no doubt 
the manuscript to which Leland refers as 
his atithority. 

(Some biographical notes of nearly contem- 
porary date are contained in Balbol Oollego 
MS. 124; see OoxFsGat. MSS. in Coll. Aiilinqiiy 
Oxon. i, 36-.0; Leland’H Comment, de Si'riptori- 
hus, PP.460-.8, and C<»lh!etanea, iii. 00; Tanner's 
Bibl Brit- H lb. pp. 597-8; Bale’s Oentnriie, 
viii. 614; Savage’s BalUofergns, p. 103; "Wa'’- 
ton’s History of Knglisli Poetry, ii. 666-7. ed. 
Price; Zeno’s Dissertazioni Vobsiane, i. 41-3; 
Hallam's Literature of Europe, i. 146, 1671 

0. L. K. 

PHYLIP. [See also Piiilxi^ and 

MP.] 
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"piiyLIF, S I ( ) N (I r, I ;i 1 OM), 

poet, was the son of ‘PliyH]> up Mor^'an, and 
was bom in In l.*} in the u(u,jj;'lil)0urlu)0(l of 
Harlecli. Ilis bardic inst.ructnns wcn^. (iruf- 
fydd Iliractling' arid Wiliam fdcyn. Ilo was 
resent at the cistcahlfod ludd at Oacrwys in 
5(i8, and was tlnaa*. admitted to tln^ p-ade of 
^disgybl pencorddaidfl ’ (^scholar of the (irst. 
rank”) (Pennant, 7 bars, li. 03), livtal at 

Ilendre Waclod, in t hcs val(^ of Avdudwy, 
but spent mncdi of his tauu^ in bar<lic tours 
tbrough various pa rts of Wales. In th(' course 
of one of tii(rs<^ (1330) lu'. was drowned mmr 
Pwllheli. Tlins' of Sion Phylip’s po<nns 
have been printrul in t.lit^ M ^yinnirodor ' (ix. 
24, 28, 33), and <iv(^ in the PHryt hon ’ (iv. 
230, 208,343, 3»l(i, 300). Many an^ to be 
found in the Cynirodoritm MSS,’ now in the 
Britisli Miisenm. llis brolluT lUehard and 
bis sons Grullydd and Phylip vv(‘r(Uilso poets. 
[Lewis Dwiin, ii. 221, 222, 225; .'Prylhon, 

1 1'2~4 ; Haia^N Llenytldiaet.li (lynnssfr, 

by Gweirycld ap Kliys ; W’llliaias’s khniiumt 
Welbhniuu; Poalkes*s Pinvogion Uymra.) 

‘ J, K L. 

PHYLUM WILLIAM (1500? 1(170), 
Welsh poet, was tho son of Phylip Sion ap 
Tomas 1025), and was l»orn about 1500, 
In 1649, on the diuith of Oharles J, he wrote 
a Welsh edtrgy upon tho kinpf, whicjh was 
printed in the same yrair. Under the (-om- 
monwealth his property at ILmdro Ihrchan, 
near Barmouth, was confiscatral, and bo him- 
self was forced to Ln> into hidin^^ Aftr^r 
an intcTval he made his praico with the 
authorities, who are said to havt^ soup^ht to 
curb his spirit by malcln|>;‘ him a collector of 
their taxes. He died at a great ago on 1 1 Jhd). 
1669-70, and was burie<l in Julanddwywo 
churchyard, where his tonilmtono is still in- 
scribed ^ W. PH. 1660, ¥K. XV Three of 
his ‘ cy wyddau ’ have appeared in tlie ^ Bry- 
thon’ (iv. 147, 185, 285), and live other 
poems in the * Blodeugerdd ’ of 1759 (pp. 8, 
:i26, 227. 390, 413). 

[Rowlands’s Cambrian Bibliography, 18G9; 
preface to Eos Ceiriog, 1823.] .1, E. L. 

PICKEH, ANDREW (1788-1833), Scot- 
tish author, grandson of James Picken, a 
clothier of Paisley, was born there in 1788. 
After leaving school he was a clerk, suc- 
cessively, in a manufactory in Oauseyside 
Street, Paisley, in a Dublin brewery, and in 
a dye-work at Pollokshaws, Glasgow. Then 
he was for a time a representative of a Glasgo-w 
mercantile firm in the West Indies. On re- 
turning to Scotland he married J anet Coxon, 
daughter of an Edinburgh bookseller, and, 
after attempting literary work in Glasgow, 
settled in Liverpool as a bookseller. Disap- 
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poinhHl in tliis yeuture, he went to London, 
where h(‘. sptHiddy became popular as a man 
ot leUtu’R, associating with (jodwin, AVont- 
worth Dilke, Barry Cornwall, and others, 
uml regidarly atttmdiug the literary conver- 
sazieuesof tlie painters Pickersgill ‘and John 
Marlin. The constant strain of authorship 
gradually told upon his health, and liis last 
work, d(wo(,ed to Uio histories of old families, 
stvmed specially to exhaust him. He died 
of apoplexy on 23 Nov. 1833. 

J,n 182 1 Pic.ken, as ' Ohristoplior Keolivine,’ 
publisluHl in one vohune ' lAiles and Sketches 
of the West of Scotland/ some satiric hits 
in which tim beli(W(‘d to have contributed to 
his depjirture from G lasgo w. ^ Mary Ogilvie,' 
mui of the stories in tlie volume, went through 
s(‘.v(Tal editions, of which the sixtdi (London, 
Hvo| 1840]) was illustrated bylL Oruiksliank, 
lu 1829 Picken’s LS(H:.tarian/ a novel in three 
vol um(.is, powerfully depicted amind ruined by 
redigiouB ranatioisni, and roused a certain pre- 
judice against the writer (Aihenmmi, 30 Nov. 
18.' 13). ^Tlui Dominie’s Legacy,’ 1830, is an- 
othtn* novel in three volumes, drawing largely 
on the author’s knowledge of Paisley charac- 
ters and his own experience, This work fairly 
estahlisluid Pickon’s ])opularity. Ilis ‘ Travels 
and Hcs(uirclies of Eminent English Mis- 
sionarioa,’ 1 voL, 1881, speedily ran through 
two largo editions. In the same year he 
edited, in three volumes, * The Club .Book/ 
containing tales and slcetches by G. P, li. 
James, Galt, Tyrone Power, Jerdan, Hogg, 
Allan Cunningham, D. M. Moir (Delta), 
Leitch Ritchie, and himself. Two of his 
own contributions — 'The Three Kearneys.' 
a vigoroius Irish story, and ' The Deerstalker’ 
— were instantly popular, the latter being 
dramatised and successfully played at the 
Queen’s Theatre, London. In 1832, taking 
advantage of tho current emigration craze, 
Picken published ' The Canadas,’ for which 
John Galt supplied materials, ‘Waltham/ 
a novel, was followed in 1833 by ‘Tra- 
ditionary Stories of Old Families and Le- 
gendary Illustrations of Family History, 
with historical and biographical notes, in two 
volumes, which cover much ground, without 
nearly exhausting the author’s scheme. ‘ The 
Black Watch,’ a posthumous three-volume 
novel, in which the battle of Fontenoy forms 
an incident, Picken himself considered his 
best work. He left a manuscript ‘ Life of John 
Wesley^ and miscellaneous notes entitled 
‘ Exprience of Life,’ which have not been 
published. Where Picken is strongest is in 
jais delineation of Paisley life and character, 
and the books thus charged with his own 
knowledge and opinions continue to be read- 
able. 
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Of Lis four sons Andrew (1815-1845) is 
separately noticed. 

[Brown’s Memoirs of l^henezor Picken, Poet, 
and Andrew Picken, Novelist, with portraits ; 
Gent. Mag. 1834, i. Ill ; Irving’s Diet, of Fmxi- 
nont Scotsmen.] P* 

PICKEN, ANDREW (1815-1845), 
draughtsman and lithographer, second of the 
four sons of Andrew Picken (1788-18118) 
[q. V.] the novelist, was born in 1815. lie 
became a pupil of Louis Ilagho, and in 1885 
received from- the Society of Arts their silvx'.r 
Isis medal for a lithographic drawing of the 
ruins of the Houses of Parliament aft(U' the 
fire. In the same year he exhibited, at tlie 
Royal Academy, a view of a tomb in N arbomio 
Cathedral. Picken then established himscdf 
as a lithographer, and had already earned a 
reputation hj the excellent quality of his 
work when in 1837 his health, which liad 
always been delicate, broke down, and, bis 
lungs being affected, he was sent to Madeira. 
During a residence there of two years he 
drew a series of views of the island, which, 
on his return to England, were publislu'.d 
under the title * Madeira Illustrated,’ 18 10, 
with interesting letterpress edited from his 
notes by Dr. James Macaulay. To this fine 
work, which is now scarce, was due much of 
the subsequent popularity of Madeira as a 
health resort. After a short interval I’icken 
found it necessary to revisit Madeira; but 
his disease making rapid progress, ha came 
back to London, and died there on 24 June 
1846. During his brief career Picken exe- 
cuted on stone a large number of landscapes, 
chiefly illustrations to books of travel and 
private commissions. Ilia youngest brother, 
Thomas, was also a landscape lithographer, 
and did much good work for ].toberts’s ^ iiloly 
Land,’ 1855; Payne’s ‘English Lake Scenery,’ 
1856 ; ‘ Scotland Delineated,’ and other works. 
In 1879 he became an inmate of the Charter- 
house, London. 

[Art Union, 184:5, p. 263; Memoir of E. and 
A. Picken, by R. Brown, 1879 (Pai.sley Burns 
Clab publications).] M. O'D. 

PICKEN, EBENEZER (1769-1810), 
minor poet, son of a silk weaver, was born 
in Paisley in 17 69. Receiving his elementary 
education in Paisley, he went in 1785 to 
Glasgow University, studying there for five 
years. Preferring literature and good-fellow- 
ship to the prospects of a united secession 
minister— the oflice which his father desired 
him to fill— Picken produced poetry while a 
student, Alexander Wilson, poet and na- 
turalist, warmly hailed his gift in a poetical 
epistle (Wilson, Poems, 1790). On 14 April 


1791 Picken and Wilson comptdod for tlu‘ 
prize offenid by the d(4)ating soc.it^ty in the 
Edinburgh Pant.lK'on for the best essay on 
the tluune, ^ Whether have the exertions of 
Allan Uamsayor Robert Fergu.ssondonemor(^ 
honour to Hcottish poid-ryf’ in blank verse 
Picktm eulogised l^iuisay, Wilson upholding 
Fergusson, Neither won tlui prize, but t lu^y 

f ul)lishe.d their poems in a pamphh't, ‘ The 
^aurel disputtnl; or tlu^ Merits of Allan 
Ramsay and Robe.rt Fei’gusson contrasttul,’ 
each contributing an additional poem to the 
brochure. 

In 1791 Pic'.ken opened a scdiool at Falkirk, 
and marritHl tht' daughtiu’ of tlu^ ministi^r of 
tlie burgher idmrch there, nanuMl IhdtVage, 
Towards the end of the ytmr he, was appoint ed 
ttmcher of an endowtul school at ( Jarrou, Stir- 
lingshin', wlit^re he remaiiUHl about flv(^ yx'ars, 
Htruggllng with poverty, but assuring his 
crediterH of his iiit<‘grity and his pride in 
his ‘two lovely daugliters’ ( Ltdter qnotiul in 
R, Duown’h Mciiioirs of K and A. Pivken), 
About 1796 he sett hul in Edinburgh and tried 
bushnvss, first as a manager, a,nd aUerwards on 
his own account. IFuKUi^t^isssful, he vi ‘lapsed 
into teaching, and was known, about 1818, 
to Robert and William Chambers, his nt‘igl' ■ 
hours ill Bristo Streid;, n,s well-nu'aning, but 
‘ sadly handicapped’ ( Memoir of Uoheri Cham* 
hen, p. 72). Struggling t,o (dee out a living, 
h(i continued to puliLish po(uns (Mmellmimis 
Poems, ii. 168); but lus bealtli gradually 
failed, and he died at Edinburgh of con- 
sumption in 1816, huivlng a widow, three 
sons, and two daughtiTS. 

Picken’s first |mbUcation was ^ Poems and 
Epistks, mostly in tlu^ Heottish Dial(?ct, with 
a Glossary,’ 1788. In 1818 appeartui in two 
%’’olumes liis ^ J\Iiscellaneou8 Poems, Bongs, 
&c., partly in the Bcoitish, Dialect, with a 
copious CioHsary.’ In 1815 I’icken asaisti'd 
Dr. Andrew Duncan with ^Elogiorum Be- 
pulohralium Edinensium Delectus,’ being 
monumental inscriptions selected from Edin- 
burgh burial-grounds. 1 1 is ‘ Pocket 1 )ictionary 
of the Scottish Dialect ’ appeared anony- 
mously in IB 18. Jamieson, inl.us ‘Scottish Dic- 
tionary,’ frccmently illustrates his definitions 
from l^ickeirs works, and Picken’s own glossa^ 
ries and ‘ Pocket Dictionary ’ are very valuable* 
Several of his bright and humorous songs were 
popular, and may still be heard in the pro- 
vinces; his descriptive^ pieces are meritorious, 
and his satire is relevant and pungent. 

Picken’s daughter, Joanna Belfraok 
Picken (1798-1850), tried, with the assist^ 
ance of her sister Catherine, to establish a 
boardinig-school in Musselburgh, East Lo- 
thian. Failure, it is said, was to some extent 
j due to Joanna’s satires on local celebrities. 
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rickcriiiL^ 

With otlu-r mi'nilii'W of liiT hiuvily nht> \vi>nt. j i 
toOiumda in 181:!, salt lint,' an a ‘1 i i 

musicin Mont.r.Mvl,wlu'r.'xhiMl..Hl on .► I Mai.,h , . 

18-59 She wroti^ verHt\s ior im i<lns^nnv ^ ■ 

Courier’aucl' Kriiol’nwa.’atHlloi-t.lio- Lil.omry 
Garland’ and tko ' 'rranarnpl 
Andhkw Bnt.FitMin I'ii'ickn (18(W IHi-'), 
sacond son of Kboncwn- I’i.-Uan, w.ia born m 
Edinburu'h on 5 Nov. IHO:!, and Homo Miuo , 
beforo lHd7 booamo jirivalo H(>c.rotarv^lo hir 
Graffor Mdirop-or h. v.], of I’oyiuHinl oni.ral 
America. AftorHuHorinff nmoh in c.onnootaon 
with iM‘areKor'H''ntoriiriHi', I’lckon roturnod 
as siiporcarcfo in a vosHid Hailuifr boUvoim , 
ItondnraH and Oroat, lirilain. SoMliiif; in 
EdinbnrKb, bo onduri'd (,n’''al' povorly, bul, 
wrote oecaHionally lor t.he *( faliHlomau eHji* | 
cury,’ and phiycid siihonlhuito lu the 

tlumtro. At; I'iilinburdli.in 1828, lo imbliHliod 
‘ Tue BedoiiinH and oilier Boouih. I he work 
diHplayH cotwidtwable. laney aiul toK'rgy ot ex- 
■'irOKMioin In he went t.o iMjout r(‘»ii.l, where 
! le became aidiat and t e.axdier ot drawuif^. I le 
died there on 1 July 1 8*10. 

[Brown’H PaiKley Peete, aiul hiH MemoirH of 
F.bmiossur Pickeu/ Poet, and Aiulrew Pieken, 
with port rail h; Irvinpf’rt Diet, of hmi- 
neut Scotsmen.! 

PICKERING, DANHY (./f. 17(1!)), logal 
writer, hou of Danbv l’i(diovin(4 of llaUon 
Garden, MiddloHO.v, was ndinitt.od, on 28 ,1 uno 
1737, a student, at Gray’s lun, whoro ho was 
called to the bar on H May 17‘1-1. Ho ro- 
edited the original four volunios ol ‘ Modern 
llenortfl ’(1(182-1703), wltdi tlio supplomimte 
of 1711, 1713, and 171(1, under (bo title 
‘ Modern Reports, or Sidoot CasoH udjudKod 
in the Courts of King’n Bexieh, Chancery, 
Commoxi Pleas, and l^lx<duHjiu^r, since the 
Eeatoration of llis Majesty king -y- 

to the Fourth of (iueen Anne/ London, IToy , 
fol. He also edited Sir Henry Finch’s ' Law, 
or a Discourse thereof in Four Hooks,’ Lon- 
don, 1759, 8yo. His most iniportant work, 
however, was the abridgment of the * Statute- 
Book,’ entitled ^ The Statutes at Large, froin 
Magna Cliarta to the end of the Eleventh 
Parliament of Groat Britain,’ Cambridge, 
1762-9, 24 Tols. 8vo ■, continued with his 
name on the title-page to 1807, axid there- 
after without his name until 1809. The date 
of his death is uncertain. 

[G-rny’s Inn Beg. ; Bridgman’s Legal Biblio- 
graphy; Marvin’s Legal Bibliography ; Wallace s 
. Reporters.] J. M. B* 

PICItEBIlSrG, ELLEN (d. 1848), no- 
velist, lived in early life at Bath.^ Her family 
owned property in the West Indies, but losses 
compelled their retirement for some years 
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to Hanipshirc, and Ellon comiuoncod novel- 
writ i ug a bon 1 1 «825 wi th a v it' w to a li vol i liood. 
She wrote rapitlly, ac(|nirod sonn^ ponnlarity, 
and tMirnt'd, it. is snitl, lOlU. a year. 1 ho most 
sum's.sful of lu^r books wan ‘Nan Darrell,’ 
publislxt'd in I’lm heroine is a enu^y 

gipsy, said to be drawn from life. Other tali- 
tionHapptmred in 1810, l85iJ, lH(i2, and 18(>5. 
Miss PlrkiU’ingditvl at* Bath.ou 25 Nov. 1848, 
of searh't, fever(H/m/m^ AV//wfcr, lH48,p. 8L5; 
LVnA JLu/. 18 H, ii. 2 HI ). She did not live 
to iini.sh lier hist novtd, ‘ Hie ( Irandhither ; ’ 
it. was coni]dtd('d hv Dli/.!ibi4ih Youatt, and 
imlilislmd in 1811. ' in lbn y.wr of bur doatb 
MIhh I’iokoriiipf pulilislu'd ‘ (.’hai'iido.H lor Act- 
iiiL-’ and * I’rovindiH for Acdliiff.’ 

Uor o(.b(.r uovcIh aro: 1. ‘ Tbo Mamago 
of I, bo Kavourlto,’ 182(i. 2. ‘The HoireH8,’ 
18;13. 3. ‘ Ap*uoa Sorb.,’ 1830. 4. ‘ Tlu) Mer- 
ch.inl’H DiuiKbtor,’ 1830. 5. ‘ IRo Sqube,’ 

1837,1800. (i, ‘'I’lui Krig'bt, 1830. 7. Ibe 
I'riuco (Riiporl.) and I'.'.dlar, or tbo SK.gB ot 
UrtHl,.)!,’ 1830. 8. ‘Tlu. (),nii.t Husband, ’ 1840. 
0. ‘ Who sball bo 1 loirF’ 1 810. lO.'TboSocrct 
Koe: an histoneal Novel/ 1H4L 11. Ihe 
Fxnt'ctantu’ 18*12. 12. ' Sir Mitdiael Paulet, 
1812. 18. MViexid or Foe/ 184-8. 14. ‘The 
GramhhT/ 1848. 15. ‘Kate Walsingham, 

18-18, all in 8 vols. Must of her novels were 
publisluul separately in the United States. 

rAllibone’s Diet of English Lit. ii. l-'iBO; 
Ilaln’s Woman’s 1 Wd, p. 884; private udor- 
mation.l 

riOKERING, GEORGE (d, 185^, 
artist, born in Yorkshire, succeoded to the 
practice of George Oiiitt the younger [q. v.] 
ua a (Irawing-xxiaBter in Chester, lie also 
"lainteil ixiany ■pictures in water-colour, Q^hn 
jiting at the J/iyerpool Acuidemy, of winch 
he was a non-n^sident nxembeiMn l o*^7. ine 
plates by Edward lYancis J*, 

which llluRtrate botb tbe hrst (1829) ant. 
a/cond (1831) sertea of Roby s ‘ rraditions 
of Lancaaldro’ arc after drawings by Picber- 
ing, wbicb arc remarliable alike for aitiatic 
finish and suitability for the purpose of r^ 
nroductiou by the engraver. Ibey are now 
in the possession of Mrs. Trestrail, former y 
Mrs liobv. He also drew many of the fine 
landscapes that are engraved in Ormeiod s 
‘ IlistoA of Cheshire ’ and m Baines s His- 
torrof the County Palatine of Lancaster. 
InlsSChehad a studio at ®3 ®old Street, 
Liverpool. Some years later he resided at 
GranX Mount, Birkenhead, where be con- 

drawing. He died there in March 1867. ^ 

fLiverpool Academy Catalogues; 

, from M^Charles Brown of Chester and otKers. 
: frmumeated by Mr. C.W. Sutton.] A- U. 



PICKERING, ^ni GILBERT (lOL’L 
1668), parliamentarian, born in 1 (UJ5, waR the 
son of Sir John IhckoriiifT, knt., of TittJi- 
marsh, Northamptonshire, by Susaunali, 
daughter of Sir Erasmus Dryden (Nioiiolh, 
Zeicesfershire, i. 614; BiimaKS, Nort/taitip^ 
tmishirCj ii. 683 ; Buhkk, Kvtinct Baroneiage^ 
p. 634). Pickering was admitted to Gray’s 
Inn on 6 Nov. 1629, and crealed a baroiud; of 
Nova Scotia at some uncortiain date (Fohtmu, 
Gray'' s Inn lieyister, p, 189 ; Wotton, Baro-^ 
netaye, iv. 346). In tlu^ Short ])arliament of 
1640, and throughout the Long parlinuKuit, 
he represented tlie county of Northatn]>ton, 
At the beginning of tlu^ war Pudunnng 
adopted the parliamcmtary caiis(^, and, an 
deputy-lieutenant and one of the parlianum- 
tary committee, was active in raising troops 
and money for the parliament in his county 
(Lords^ Journal^ v. 683), Then and suhse- 
quently he was very z(3aloiis in carrying out 
the ecclesiasticalpolicy of the parlianient, and 
is described by a Northamptonshire clergy- 
man as ^ first a preshy terian, then an inde- 
pendent, then aBrowniHt,and afterwards an 
anabaptist, he was a most furious, fiery, 
implacable man ; was the principal agent in 
casting out most of the loann‘,cl clergy’ 
(Walkee, iSufferinys of the Ckryy^ p. <,)i). 
In the revolution of 1648 he sided with the 
army, and was appointed one of the king’s 
judges, but attended two sittings of the 
court only, and did not sign the death-war- 
rant (Nalson, Trial of Charles J, 1682, pp. 
50, 62). Nevertheless, he was successively 
appointed a member of each of the five 
councils of state of the Commonwealth, of 
the smaller council installed by the army on 
29 May 1653, and of that nominated in ac- 
cordance with the instrument of government 
in December 1653. He sat for Northamp- 
tonshire in the ^ Little parliament’ of 1663, 
and in the two parliaments called by Crom- 
well as protector. To the parliament of 
1656 his election is said to have been secured 
only by the illegal pressure which Major- 
general Butler put upon the voters (Bridges, 
Northamptonshire, ii, 383), In the house he 
was not a frequent speaker; but the speech 
which he made on the case of James Naylor 
shows a more tolerant spirit than most pf 
the utterances during that debate (Burton 
Parliainentary i. 64). On 12 July 

1655 Ihckering was appointed one of the 
committee for the advancement of trade 
(Cal. State Papers, Dom. 1655, p. 240). In 
December 1667 he was summoned to Crom- 
well’s House of Lords, and about the same 
■time was appointed lord chamberlain to the 
I’rctector, being, according to a republican 
pamphleteer, ' so finical, spruce, and like an 


old courtier’ (///>(. MSB. 5th Rep. 

]). 152 ; A SWond Narirtfim tf the Late Par- 
liament, &<*>.; HarUiaa Miscellany, iii, 477). 
While in this capacity he lunployed his cousin, 
John Dryden, an sem^l ary, andtlio po(‘t was 
Huhso([ueutly taunted by'Bliadwell with his 
occupation: 

Tlio next .step of advaiKanncnt you Ix^gan 

Was being ebu'k to NoIPm lord ehandxMhiin, 

A sixpu^strator and eemniittee num. 

(77/c Medal of John Bayes, U)S2, p, R ; Scott, 
Life (f Dryden, IROR, p. 34 ). Bickering 
sigtHul tlu^ ])ri>Gatuation of the council of 
state declaring Richard Groiuwtdl his father’s 
successor, and cout iniuMl to act belli as coun- 
cillor aiul lord cluuub(u4a,in under his ge- 
vernm(uit. Though ((ualiliial to sit in the 
r(>sUu’iHl Long ])a,rlia.nnuit., he took little part 
in its proeiMHlingH, and obtained leave of ab- 
sence in August 1659 {Tanner MS. Li. 151, 
Bodhuan Library). When (he army quar- 
reled with the parliauKuit, he once more 
hecauie active, and was uppoiutiul by theoill- 
cers in Octohe-r 1(559 one of the committee of 
safety, and in D(Huvml)iu* billowing one of the 
conservators of libiu'ly (Lnnnow, Memoirs, 
fuL Firth, ii. 131, 173). With tlie re-esta- 
Uishnumt of tlie paadiannmt in December 
1659, Pickering’s public canMU* ended; and 
he owed his eseapi^ at- tlie Ihvstoration to tho 
influence of his brotlnu’-iu-law, Edward Mon- 
tagu, earl of Sunlwich [r .v.'l Bickering’s 
namo was insm-ttnl in tlui ?iat of persons e.x- 
cepted by the commons from the Act of In- 
demnity for penahh‘S not reaching to life, 
and to bo inllicted hy a subsequent act for 
tho purpose. But, tlianks t.o Montagu’s in- 
tervention, he obtaincid a pardon, was not 
exempted from the Act of Indemnity, and 
was simply punished by ptsrpBtual incapaci- 
tation from olUce J(mrnals,y\i\. 60, 

1 17-19; Lords' Jonrnals, xi. 1 1 8 ; Hist. MSS. 
Comm. 5th Rep. p. 155). Ilis death is recorded 
by Pepys under the date of 21 Oct. 1668. 

Pickerinpf married twice : first, Elizabeth, 
daughter oi Sir Sidney Montagu ; secondly, 
a daughter of John Pepys of Cambridge- 
shire (IN'ioeom, i. 614). E© 

was succeeded in the baronetcy by hia son, 
John Pickering ; the title became extinct in 
1749. A daughter Elizabeth nfarried John 
Creed of Oundle, by whom she had a son, 
Mai or Richard Creed, killed at the battle 
of Blenheim, and commemorated by a monu- 
ment in Westminster Abbey (Darx, 'West- 
monasterium, ii. 90). 

John Pickering (^21. 1645), the second son 
of Sir John Pickering, also adopted the parlia- 
mentary cause. He was admitted to (jlray’s 
Inn on 10 Oct, 1634 (Foster, llegkter'of 
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in ciirryitif? iiPHsan'cs IVoui t,lv.' ]mrhani.Mit. to 
s3utU>o in tinolland (r.,n,»nW Mo- 
nnh ii. iUn, iidO). H" nommiLudi'd n ri'p- 
man’t in tho l<’-arlol‘ M iimdii'.Ht nr’H iiniiy, ImiK'**' 
at tlie batXln of Maratou Moor, and was oni- 

of Oromwcll’s wituoHson atfiunst MiinidioNtor 
(MuunrAM, Lif.- of Uni /fl’n' 

Cal. iSiatf- Upn-.% l>"m. U)ll ", | . ir>l . 

On tlw idrmidion o( tdn' now modol anny. 

Colonel Aylolle’H ri^punnit wan intMqwrateu 
with Inckel'in^'\s, and tht^ 

the latter ). 

lie took part in the l)attl<' ol NaHehy, the 
sieffo ol' lU-iHlol, and tho eaptun'S ot Lnyeoek 
Iloasc, WiltoshiiMt and WitudieHtm; ( 

• Anglia IMimivf, lH5.1,pp. 1 1 n l l 

rickei’ingdied in Novtnnhin’ Ih Inal St, Maiy 
Ottery, De.vouHhins and Spri^^-ps who tnnna 
him 'a litth^ man, but, ivf a Kroat, eonraKth 
insortR a abort po(un e.idc'hratin^' Iuh yirtui'H 
(p. 1(18). Aproae (dinraeterol hun m eou- 
tained in J(dni (jookeks * VindiefUiou o( tho 
Law ' (dto, 1(4(5, p. 81 ). Idek.u-iuK wan a 
zealous puritan, and in 1(5 15 cauHod a nmttuy 
ill Ida wpriniont by inHiHiiups- 
sermon ((Iauuinwr, (treat (hiul Ihfr, u, uw). 

Edward Ihoktunuft, tln^ third son of nir 
John, is iVetpK'nlfly imnitionod by 1 opys 
{Biai'y, «1. Whiialiny, i. 101). 

[No1)1o’h Houso of OromwoU, od. IW, '• ’IJ** ! 
and his Lives of tlio lingUsli Xlugiculos, I 7"“i 
ii. 127.] 

PIOKEEING, Stu (/. HWd), 

speaker of the IIouho of Oommons, was son 
of Sir .lohn rielcering of Killingtou, VV est.- 
moreland, by RleatKw.daughtorof hir UieUanl 
Haring'ton of llarington, (himborlaud, and 
ffrandson of Sir JauiOB I’iokoring , ff” 

ton. The family had boon oatabUahod at 
Killington since 1 aiiO. It was probably tho 
future Bpeaker who was one of the knxgnts 
of the stiiro for Westmoreland in the par- 
liament which met oti 13 Oct. 
a^ain returned in the parliament oi b(J Jans 
1365. On 20 Dec. 1368 he was a coinmis- 
sioner of array in W estmoreland,^ 
twenty archers to serve under Sir wuham 
de Windsor in Ireland. Afterwards he ac- 
companied Windsor to Ireland, and was em- 
ployed as a justiciar ; in this cajjacity he was 
charged, in 1373, with being ^P' 

pression, and of having 
advice (FcBdera^ iii. 854, 977-80,_ Record 
edit.) On 13 Oct. 1377 he was again one of 
the knights of the shire for W estnmrelana, 
and in the parliament which met at Glouces- 
ter on 20 Oct. 1878 he occurs as speaker. 
The protestation which, as speaker, he 
for jjreedom of speech, and declaring tne 


loyaltv of (lut commons, was, on this occa- 
sion, for (he first tiiiu^ numrded in tho rolls 
{ Hath (if Parlianwit, iii. 34 b). Dickering 
snt, for Woslmorolaud in the ])!irliam(mta of 
24 April 1379 and 6 ()et. 1382, but, is not 
<lt'S(n*ib<al lus Hpiniluu* in the rolls, liy the 
rolls for the parliament of 23 Feb. 1383 he 
is rcl\'rr<Ml to hh * Monsr. Jacobus de 
Diktn-yng Oliivaler (lu’avoit 1(‘S paroles par 
la eomtini^ ’ {ilr iii. M5 and his speech is 
agaiti ri'eortled. In this parliament, as in 
those of November 1381, September 1388, 
Novtmiber 135)0, and Septcmiber 1 35)7, he was 
oiu‘ of the knights of tlie shire for the county of 
\'ork. riclauung was an ex(‘,cutor for William 
dc Windsor in Si'pt. 1 384- (DudK m, 
rmr/,p. 28(5). Ih^ was sheriff of Yorkshire in 
l35)(Vaml 1398 (Dhakw, Moraeum^ p. 392). 

Fiekering married, iirst, Mary, daughter of 
Sir Uob(,n*t Lowtln^r, by whom he had a aori 
James ; and, secondly, Margaret, daughter oi 
Sir John Norwood, by whom he had a eon 
Iklward, who was a cnutroller of the royal 
hoUHfdiold. Idirough his ehhu* eon he was 
possibly ancestor of the Fickerings of Titch- 
marsli,*Nortbampton8]iirc. 

[Manning’s Hptnikers, pp. 5-^7 ; Nicoleoii and 
Burn’s West morel and and Cumberland, i. 262-3 ; 
Eotnrn of M. Ib’s-l jj* . 

PIOKEEIHa, JOHN (d. 1537), leader in 
the pilgrimage of grace, was a Dominican, 
who pimmeded B.D. at Cambridge m 152o. 
At that date he was prior of the Dominican 
houHii at Cambridge, but he was subsequmitly 
appointed prior of the Dominicans at Yoik 
orVhndlington. He took part in organising 
the rebellion known as the 
grace in 1536, and, after the tailure of Sir 
Francis Bigod’s insurrection, Henry VIU 

wrote that Dr.rickering should be sent up to 

him. He had composed a song beginning ^ (3 
faithful peo])le of the Boreal Regioii, which 
seems, in spite of its first line, to have been 
very populL. It is often ^„^2d 

depositions. He was condemned and hanged 

‘•Ksr— p*k?Vfr”‘r.: 

priest and parson 

father lived at Skelton; he also was 

of complicity in the northern «b®lhoa, and 

was sent to London, and confined m 

ahalsea in 1637. He 

tion as to others, as he was pardoned 21 June 
1637 A third JohnPickenng was a bachelor 
offerees at Oxford, and^beoame prebendary 

ofNewington, 6 Jan. 1504-6. 

rOooper^ Athens Cantabr i. 62; ^ and 
Athene® Qxon. u. 71 oj ^2 
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PICKERING, TH OM AS {d. 1 f /;),f 

lof>'ist,was presumably auative oi 1 
in^orksliire. In UuB he was prw^mitor^ vSl. 
HiWa’smonastery, Whitby, and on l()Marc \ 

146*2 he was chosen abbot. His successor 
was elected on 17 Oct. 1475 (BimM, Mm, 
Bbor. p. 80, citing the ‘ Register ol n * 
Booth, p. 72 ; but Tannek, 
he occurs as abbot in 1481, and cites 

worth M8.m,f.J4:). 

Pickering compiled accounts of the lamiiy 
of the Tysons, lords of Bridlington, and the 
family of Ralph Eure. Tlie latt.or was writ- 
ten in 1458 by Pickering at Eimfs rc^.quest. 

A copy oF portions of these works was made 
by Francis Thynnc, and this now ionns 
part of the Cotton MS. Cleop. c. ui. t. 
318. The same portion of the genealogies 
is found in a manuscript belonging t.o 
the Gurney family (cf. IIist> (hnini, 

12th Rep. pt. ix.) In both mannsenptH 
Pickering’s genealogies are b^uxnd up with a 
list of the bishops of Hereford l()6()-14r)B; 
but Tanner’s theory that this is also Picker- 
ing’s work is not established. A third copy 
of Pickering’s genealogies is in Harleian Mb. 
3648, f. 6. 

[Tanner’s Bibliotheca; Monasticoii Anglica- 
mim, i. 408.] 

PIOKERIHG, Sib WILLIAM (1516- 
1575), courtier and diplomatist, born in 1516, 
was the son of Sir William Pickering (r7. 1542), 
by his wife, Eleanor, daughter of William 
Fairfax. The father was knight-marshal to 
Henry VIII, from whom he received yarious 
grant's, including a lease of lands belonging 
t,o the monastery of Valle Crucis in Wales. 
The son was educated at Cambridge, but 
does not seem to have graduated, though he 
is mentioned as one of the eminent scholars 
who adopted Oheke’s new method of pro- 
nouncing Greek. In 1638 he was suggested 
as one of those ‘ most mete to be daily waiters 
on ’ Heniy VIII, and ' allowed in his house.* 
On 1 April 1643, with Henry Howard, earl 
of Surrey [q. v.], he was brought before the 
council charged with eating flesh in Lent 
and walking about the streets of London at 
night ' breaking the windows of the houses 
with stones shot from cross-bows.’ After 
some denials he confessed to these charges, 
and was imprisoned in the Tower ; he was 
released on 3 May on entering into recog- 
nisances for 200^. He is also stated to have 
served Henry VIII in the wars, probably at 
Calais with Anthony Pickering, who was 
possibly a relative (Chron. of Calais f passim). 

At the accession of Edward VI he was 
dubbed a knight of the carpet, and on 20 Oct. 
following was elected MH. for Warwick. 


In Fchruiiry 1550 I h(‘ was sent, on a special 
(unbassy to* tlu', king of France, to ascertain 
the possibility of nuiking an alliance between 
the two kingdoms. I hi arrived at Blois on 
26 bVb.,aud had an interview with the king 
at Venddnic on 3 March. Three weeks later 
li(x retunuid to Ihigland on the phia of urgent 
privut(‘ alluirs, in .spite of tJui riiuionstrancos 
j of Sir John Alason (|. v.], who was anxioas 
to Ixi ridieved of tilie eaixss of ambassador. 
He pronuH(al to be bank wit hin a fortnight 
or tlmai wenks, but was r(itaiued by the 
council to deal with the Keot.tish negotiations 
and otluu’ uiattiWH. He was appointed resi- 
diiut ambassador in Krancn in April, but it 
was not until 30 June I bat. Picke, ring was 
linally tlespatched ami Mason recalliid. 

Asamliassador, Pickinnng ac(piitted him- 
Wilf wit.h crtalit ; he gained the lavour of the 
FniUcU king, and his corixispondetuui gives a 
valuable aciconnl. of cont iuenl al politics. But 
he was soon winiry ol tlui work ; his allow- 
ance was st‘V(in crowns a day, but he had to 
spiitid Iburteiui ; he was reipiired to accom- 
pany thii king on his campaigns; and his 
treatment in the camp was injurious to his 
dignity. His heabh snlleiMHl so that he was 
‘ morii than half wasted.* Moreover, ho could 
extract nothing from the king but * words, 
words, words;’ and tln^ sptaiilic objects of his 
embassy, like the nuirriage project between 
the French princ(\ss Kliza.botU and Edward VI, 
came to nothing. In May 1552 he bogged 
to be recalled, and riqxeated the request with- 
out success in Oidobi'r and Ftibruary 1553. 
At length Wotton and Sir Thomas Ohaloncr 
[q, v.Jj were ap])oint(sd to assist him, and a 
month after Mary’s accession ho was sum- 
moned home. 

Despite his complaints, ^ Pickering was 
evidently displeased by his recall, which 
may have been due to suspicions of his 
loyalty. He now joined the opponents of 
the Spanish marriage, and was apparently 
implicated in the plot to marry Edward 
Courtenay, earl of Devonshire [q. ^ 

Elizabeth. In March 1554 he joined Sir 
Peter Oarew [q. y.l and others who were 
collecting ships with hostile intent at Caen. 
The French king, in answer to Wotton’s de- 
mands, promised that he should be arrested, 
a promise that was not fulfllled. On 7 April 
he was indicted for treason with Sir Nichol^ 
Throckmorton [q. v.] and others. On the 17bh 
AVotton wrote asking what measures were to 
he taken, as Pickering was then in Paris and 
was acquainted with the cipher Worton used 
in his correspondence. But, alarmed by the 
proceedings against him, or won oyer by 
Wotton, Pickering now began to inform 
against his follow-conspirators. The. latter 
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suspected Ids actioit, atid, when he hd't Pans, 
secretly on 25 April for Lyons, plotttul to 
assassinate him. He got sahdy out ot h ranee, 
howeverj aucl travelhal tor a yearm Ital\ and 
Germany. Meanwhile .Mason, Letre, and 
Wotton ma(l(^ intercessioti lor him in Eng- 
land, and in MareL 1555 he was permitted 
to return, and no furtluT pro(*Poding8 worn 
taken against, him. 

It was not till 1558 that he was aga\n 
employed. In March of that y<»ar he waw 
directed to repair to I’hilip at Brussels and 
then to negotiates in German)^ tor t hre^e Uiou * 
sand men lor tln^ eiueen’s seu’viea^ in dtdenee of 
Calais. In October luuvas a,t Dunkirk, ‘ siedc 
with the huvning ague^.* t he did tiot reduru 
till after Eli/aiheth’s aceevMsion, in May I55t). 
From that time lu^ liveui ejuii^tly at Fieluwlng 
Iloiiae, in the i>arish of Andrew Utub'r- 
slmft, London; hut., hinng *a braver, ^ wise, 
comely hlnglisli gemtlmuan,^^ was seulously 
thougiit of as a suit.or lor hUizabeth’s hand. 
In 1550 * the Karl of Arundel . . . was 
said to have sold his lands and was reuuly 1.o 
flee out of tht 5 reuilm with l.hee money, heHmuse 
he could not ahidti in Knphuiel if the ejiieem 
should marry Mr. Bieltenng, fe)r they weweb 
enemies^ {(kiL Papc.ru^ Keir. Ser. 1550- 
1560, p. 2). In 15(59 he was api)e)n»t(5d one 
of the lieutenants of London ‘to put the 
kingdom in roaelim^ss to rc'sist the rebels in 
the north,’ and in 1570 he was on tlu^ special 
commission which tried John Felton [epv.] 
for treason. 

lie died unmarried on 4- Jan. 1574 5, and 
was buried on ilui nen*th side-i of the chancel 
of Great Rt. Helen’s Church, London, where 
a handsome tomb, with rcciinihemt^ elligy, 
was raised to his memory ; his father’s body 
was disinterred and buriejd wit.h him. By 
his will, dated ill Dec. 1574, ho bequeathed 
to Cecil his papers, antiquitiejs, globes, com- 
passes, and horse called ‘ Bawle Brice.’ lie. 
requested that his library shoulel not be dis- 
persed, but go to whoever married his ille- 
gitimate daughter Heater. She subsequently 
maiTied Sir Edward Wotton, «on of the am- 
bassador. 

[Cal. State Papers, For. Sor. passim ; Letters 
and Papers of Henry VIII ; Hist. MS8. Comm. 
Hatfeld MSS. i. 85, 105, 118, 121, 257, 443; 
ITarleian, Lansdowne, and Addit. MSS. in Brit, 
Mus. passim ; Sadler’s State Papers, ii. 140 ; Proc. 
Privy Council passim; Kymer’s Koedera, xy. 
274, 326 ; Official Ueturn Memb. of Pari. ; Lit. 
Remains of Edw. VI (Hoxburghe Club) passim; 
Zurich Letters, i. 24, 34 ; Strype’s Works, Index; 
Lloyd's State Worthies, edit, 1766, i. 415-16; 
Archseologia, xxv. 382; Archteol. Cambronais, 
iv, 22~6 ; Atbonae Cantabr. i. 326-6, 662 Bur- 
net’s Hist, of Reformation ; Burgon’s Life and 
Times of Gresham, i. 147, 157, 158, 165, ii. 383, 


457, 459, 461) ; Aikin’s Court of Elizabeth, ii. 
298 ; Tyt.lor’s England uiulcr Edward VI and 
Mary, i. 406, ii. 86, 176; Wheatley’s London, 
Past and Pri'sent, ii. 204 ; Proudo’s Hist, of Eng- 
land; Hinds s Ago of Elizabetli, pp. 74, 77-8, 
82.1 A. P. P. 

PICKEEIlSra, WILLIAM (1796-1854), 
publialuu", born on 2 April 1796, was in 1810 
ajujrenticed t.o.John and Arthur Arch, quaker 
puDUshers atul booksidlcrs of OornhilL In 
1820 he set up for himself in a small shop at 
fll, Limjolu’s Inn Kidds, and made the ac- 
(|uaintanoe of .Basil Montagu and of Thomas 
ivodd, who oucouragid in him a natural apti- 
t ude for tlu^ study of literature. His original 
intimtion was to devoti^ himself to the sale of 
rare manuHcripls atul old books. But publish- 
ing had greattu' attractions for him, and he 
ma(ht a tirst; venture as a publisher by issuing 
between 1821 and LS61 reprints of classical 
authors in a sorios of miniature volumes in 
4Hmo or 82mo. The series was known as 
the ' Diamond Olassics.’ The twenty-four 
volumesH included thi^ works ol Shakespeare 
(9 vols,), Horace, Virgil, Terence, Catullus, 
Oie-ero (dl)e OHiciis’), Dante, Tasso, Petrarch, 
Walton (‘lives’ and 'Compleat Angler’), 
and JH ilton’s ^ 1 biradiso Lost.’ Pickering also 
acUhul in a beautiful Greek text-— the first 
specimen of a diamond Greek type — the 
(Iroek Testament, and the works of Homer. 
The typograpliical delicacy; of the volumes 
caused them to be highly prized. Those that 
appeared before 1829 were printed by Charles 
'Whittingham the elder at the Chiswick Press. 
In 1 829 1’ickering began a long intimacy with 
the elder Whitt ingham’s nephew Charles, wmo 
luid in the previous year started business on 
his own account in Took’s Court, Chancery 
Ijane. Henceforth the younger Whittingham 
was the chief printer employed by Pickering,- 
in 1838 he succeeded his uncle as proprietoi 


' the Chiswick Press. 

In 1824 Pickering had removed to larger 
■omises at 57 Chancery Lme, In 1825 he 
•st began to bind his books in boards, coverer 
ith cotton cloth dyed various colours, m 
ead of with paper. In 1834 he issued an 
terosting catalogue of manuscripts and ot 
re and curious books on sale at his shop, 
[le entries numbered 4326. Meanwhile his 
■owing publishing business was solely de- 
)ted to the highest branches of literature, 
whichhispersonal knowledge and apprecia- 
m were alike extensive and sound. About 
130 he had adopted the familiar trademarii 
' the famous Aldine press (an anchor en- 
rined with a dolphin), and the legend Aldi 
iscip. Anglvs.’ The taste he displayed m 
s nuhlications proved him a worthy disciple 
'the great Italian master. Another device 
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owusiotiiilly (nnpl(n’<Hl hy hun wfwtlu' pun-' .Mnjr. IH.VK pt. ii. pp. 88/^72- IJonl^ 

ninp;’ ono of a piko and rin^’. Ainoii'; tho l.S',%S. p, 210; iafunuatiou iiiosi.’ kindly 

authons whoso Witrks wt'H' onlrustod to him funmdo'd hy Aiihur Wnmni, osip] ,s. L, 
"vvoro (Joloind^'o, Josi'ph Ritaon^ Alovandor RUIK KRHCH LI<, HRNRY WIHRAM 
Dyco (editioiiH of ({namo, Rooks ntnl \Voh- IhVdh fount <n', was horn in London 

at.or), J, M. Komhlo, Ilonry Shaw (tho las- i>n •* Lo<s 178^2* llo was ailoptisl (»arlv in 
tiorian of art ), (huirh‘H H.ii‘hnrdson (t ho author Ufo h\ Mr, Hnll, a silk manufaotuu'r in 
oftho Eng'lish dirlionarv), Sir Harris Ntotdns, ■ SpitnUiolds, who .•ituil him to a sohoolat. Ron- 
and JoHophlliuitor, In Is id hoissuod ropriuts ^ lar, and at t !nMi|pM>f si\to(*n jdaotsl him in 
of the various vtnvsions of tho lh><d\ of ( *om- his own hmdm»hs, d’ho war with hVimco 
niou Prayor botwism IddR and Hkh! (d vnls. hnuov<n% oam^od a dfM'lim' in iho silk trade 
folio), Idieso voliunoH ar(‘ nmong* itio fmo,*.!. ami in M \\ I Inira lmsinoss,Ho that Ri(;km‘Hgill, 
known spocinions of ty].JOj,^rnph\s Other who had nlroady indnhod n lovo of paintin'i- 
liturgical works follows.,, Rickm'ing' also and diNjilayod sonuuskill iiulrang-htsmanship, 
stiyug'thouod his n'putation hy his Aldim', do(('rnmiod to adi>pf. pninting- ns a professiou. 
edition of tho Ihiglish poids in lifty-threo Ho was n fmpil of to'orp;o Arnali!, A.JiLA. 
volmnos; all wen* candnlly oditial hy oom- fnmi LMh! to 1H0»\ wlum ho was admit lo,d as 
petout scholars. TwoHianosproJisdod liyhiin a student in tin* Royal Acmlmny, Iiavingob- 
worocmtitledri\spiHdivcly‘(mris(iun(dassioH' tnimal aii intuitluct ton to khiscli, tlion koc H 3 r, 
vols.) and Mlxford Hlassii's;’ tho latter through a surgeon who uRondtal on him cur- 
incliidod the. Nvorks of llunu' and Smollett, inga severe ill nos.s. Rickersgill at lirst painted, 
Gibbon, Robertson, and Dr, Jolmsou, Rasil heaides portraits, historical subjects or tlioso 
Montagids edit i()n (if Bacon, nailoy’sH'Vstiis/ from poetry and mytliology, Ho exhibited 
tho Miridg(‘wator Troatiscs,’ and Walton’s forthelirst time a! the Royal Academy in 
‘Angler,’ illustrated hy Inskipfi ami Stolhnnl, LsOiS, Hefuliug a pi>rtratt of i\lr. Hall, in 1 h 08 
were among the most nmbillous of his later oiu' of hinif elf, and in ISIH) one of Mrs. W, 
elFort.s, ind(‘])on(lent of his serial ventures, and Hnll, Suhsetpient ly he devolisl Ids time 
areroraarkaalo forthediilieatot.ypmuuUheatl- almost mil irely to portrait painting. Ilewas 
mirablc arrangement of tho text on tho pago, for over sixty years a constant, and proHlic ex- 
Pickering removed in IH>12 to 177 Pit‘oa- hihitornt tluHloynl Aciulmny, whtnxmiearly 
uilly, xvhero he set Uf) a dolphin and anclmr four hundred paintings of his wore shewn 
as lus sign, and there he romainod till his at otu' time or anotlu'r. Ho was elected an 
death. Ilkslast days were troubled hy ill noss nssocinR^ in 1S22 and a roval academician 
andbypecuiuaryemharniHSunmtHduo to th(3 in lK2tk AlMu' the dmith of Thomas Phillips, 
failure of a friend for whom he hud atood R.A. jq. v. |, in 18 lo, Rlckm’sgill ohtaineil 
security.! died^ at Tnniliam (Jroen on almost a monopoly of painting tlm portraits 

of nu‘n and wmm^n <d‘ ominmice in every 
walk in life. In iIub way ho painttnl nearly 
all tlio most cclobratiul piaiple of Ids time. 
Ho had a studio for somo time in Soho 


1 


Square, and lat tmdy in Strat ford Place, Ox- 
ford Street, wliort^ hardly a day passed with- 
out Homo person of distinction crossing his 
threshold* ,ln the. Nat ional Portrait Gallery 
tlioni are portraits hy liim of Wordsworth, 
William (Jodwin, Jin’inuy Douthain, M. G. 
H(wvis, Hannah More, Hoor^o Hiephenaon. 
and Judge Talfourd. For Kir Robert Peel 
he pamted .Richard Owen, Cuvier, Hum- 
hole t, and Hallam ; and for .I^ord Hill a por- 
trait of General IjOkI Hill, and a full-lcnjtth 
portrait of the Duke of Wellington. His 
portrait of ]Mr. Vernon passed, with Pickers- 
gill’s picture of ‘ The Kyriun Maid in the 
Vernon collection, to the National Gallery. 
There are nuin(.3ron8 portraits by Pickeragill 
in the college lialls at Oxford. His ]iortrait 
of Eliicabeth' Barrett Browning (in tlie pos- 
session of Mr. Moulton Barrottj was in the 
Victorian Exhibition at the new gallery in 
1802; and also those of Faraday (Royal In- 


AUM'i;, auu wiw UUrUH,l flit iXCmSll 

Green. The sale of hia stock, which fn((,hc 
high prices, enabled his repreRenUtivcH to pn 
Ills creditors 20x. in the pound. J ames Too ve 
tookover the buaineBS in .I’iccadilly, lie iniii 
ned in 1819 Mary Ann Gubbina (1 7i)« 1 H-t!) 
by whom he had fire daugliters and one aoi 
/iSf MoNXAOtr 1‘rCKBUlN 

(1838-1878), a godson of Basil Montngi 
was employed as a youth by James Toovot 
and in j.868 began bu.siness as imblisher aii 
dealer in rare books ut 190 Piccadilly. 11 
sought to continue his father’s traditions i: 
both branches of his business, but his pub 
lisbing ventures were few. Hia chief pul 
Iicarions were: Mr. Swinhumo’s 'Oueo 
aiother’ and ‘Bosamund’ (IfiOok Locker 
‘London Lyrics’ (1862), John Ilookliar 
Freres Works’ (1872), Cardinal Newman 

Miscellaneous Writings’ (1876-7), and 
facsimile reprint of Milton’s ‘ Paradise Lost 

1 *^7 He died o 

A 1 o 78, when the firm became extinc 
A wife and two children—all his familv- 
predeceased him in 1876. 
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stitution), Sir Jolui (Si. Johir.s 

Collcp;’*^^ CfUubridpOi iJnbtMl I>n)\vn 
(Litmcan Sociidy), and J. (d. Lockhart, {Mr. 
John Murray), ]*ickt‘vaf.';iH waaa (autipctcut 
painter, ami could catcli a UkciicMs; hut, Iu.h 
portraits, if nolid and at rai{»h I forward, la<*k 
linosso and distinct inn. In on llm 

death of 1\ Uwins, U.A., Pickcraj^ill be- 
came librarian of the Uoyal Acndiuny, and 
holdlhc i)OHt until Iuh d(adh, lit' exhibit etl 
for the last tinu^ in 1 87:!, pbuMul himself 
on the Iht of retinal academiciiiiiH in ISTd, 
and died at hia house at; Ibuinss on lM April 
1877), a^’ed bd. U(t tnarriod a Indy of some 
literary abilities, who, in lHd7* published a 
volimu) of vm’si\ mititied * 'I'nles of tin* 
Harem.’ Many <d’ ric.kersgiirs subjeet-pii*- 
tures, iiH well as his]mrt rails, w«'re (mpraved, 
Frederick R.. Ri(‘kerH|{ill, the present Uoyal 
Acadonucian, was his nephew. 

IlMuy lUi.n PK'Ki'SH.suii.n {^4 18(11), 
painter, son of I he nhove, also g'lutnsl some 
reputation as a painter. Ut^ stndiiul abroaxl 
for some yc'urs, an<l lirst. (»xhihiled at the 
Uoyal Academy in I8:M, munlinfjf ‘The 
Troubadours,’ in 1887 ‘ Holy WaUu*,’ in 
18d8 ‘ Oiiarity,’ atul eontimied to e.xhihit 
similar pictures for some ytauu He. sp(*nt 
two years at Ht, I’cter.sburft, and afttu: his 
return ho ntsunuul [mintinfc in Inuuhm, hut 
sul)sequentl}r found his priiudtpal employ- 
ment eitluT in or about gnuit maimfaeturiufjt 
cities like Mau(du‘st,(‘,r a,u<l Wolverluimptou. 
lie died in Berk(,d(w Street, Rortnian Scpiare, 
on 7 J an. 1 8(11 . 1 1 is wife was also an artist, 

and an occasional e.Khibitor at the Royal 
Academy, 1 1 is ]>icd.ure, ^ ’flu^ Uii^’ht of Sanc- 
tuary,’ is in tlm South. Kensington Museiun. 

[Ottloy’s Diet, of Recent and Living Painters ; 
Redgrave’s Diet, of Artist h; 8andby’H Hist., ot 
the Royal Academy; Art Journal, 1875; (Jnta- 
Rgnofl of the Royal Academy, National Ikirtrait 
Gallery, &:c.] L. C. 

PICKFORD, EDWARD (d 1057), ca- 
tholic divine. [See Danh-ju, IflnwAED.J 

PICKWORTE, im N U Y ( 1 673 P-»l 738 P), 
'writer against the quakems, son of Henry 
Pickworth, a farmer of New Sleaford, Lin- 
colnshire, was born there about 1673, and 
•was in ^ business in Sleaford as a tanner. 
After joining the quakers, he was appointed 
an elder and overseer by the Waadington 
monthly meeting. Hearing that Francis 
[4‘ ‘'’•j proposed coming, at the instiga- 
tion of the hishop, to confute the qiiakers in 
Lincolnshire, Pickworth sent him a chal- 
lenge to visit Sleaford, and hold with him an 
open dispute. Bugg arrived 11 Aug. 1701, 
and on the 2r)th the conference was hold 
in the sessions house, before justices and 
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clergymen, Ri(‘k worth HtHUua to have cut a 
poor %ure, and Bugg wan givmi a cert iii cate, 
j <lat(^d 1 1 Marcli 17(13, that, lie laid made 
' goo«l luH chargt'H. q\vu (piaker books were 
I publicly bununl in the marktU -place. Both 
'disputants ksued their own version of the 
confenmee, and Ricjlcworth attacked Bugg 
with veheuuuiee in many pamphletH. 

Rick worth was soon after completely won 
, over to Bupg’s views, and bt'gan writing 
, against t he «| ankers. Yinir by year he went 
j jumet-ually to the yearly minding held in 
Loudon in May and June, to present ad- 
I dri'sst's, ]>rol('HtN, ami ‘ testimonies,* but was 
! gemu'ully refus'd an nudie.nce. At last, oa 
B Juut‘ 171 I, lu» was disovviuul by the quar- 
t('rly imadiug of Lincoln, ‘for that he has 
long been of a contentious mind, and has 
joined thoHt^ called i'’r(mch pnipliets ' [see 
RAinh JoitK, and Misson*, Fuanoih Maxi- 
mi taAN|. Rickwortli vainly petitioned the 
lord.s and commonH for another public cou- 
ferenco. lie thmi irtsiu'd ‘ A Ohargo of Error, 
llenssy, liicharity, h’alshood, Evaflion, In- 
i couHisioncy, huunaition, Impoaition, Inli- 
delity, Hypocrisy, Pride, Raillery, Apostasy, 
Rerjury, idolatry, Villainy, Blasphemy, Abo- 
miiiuit'Jon, Confusion, and worse than I’urkish 
'‘i'yranny. M ost j ustlv oxhibitod, and offered 
1,0 Reproved against the most noted Leaders, 
of the People called Quakers/ London, 
8vo, 1716. In his abusivo violence Irick- 
worth sought to show that all quakers were 
jDapists, and t.hat William Penn died insane, 
ilia book provoked re])lic.s from Joseph Besse 
[q. v.] and Richard Olaridgo [q. v.], to both 
or whom Pickworth retorted. Olaridge, re- 
ferring in his diary to Pickwortli’s viii dica- 
tion of 1 738, describes him as ‘ mendacissimua 
et invidiosissimua.’ In 1730 Pickworth sent 
another expoatulatory letter to the yearly 
meeting, wl rich ho printed on their refusal 
to read it. lit? removed to Lynn Regis, Nor- 
folk, before 1788, when he issued a defence 
of Ida indictment against the quakers. He 
' dhid at Lynn some time after that date. He 
married, on 28 March 169(J, AVinifred, daujjh- 
ter of John Whitchurch (cZ. 1680) of Warwick 
Lane, London, by whom he had five sons, all 
bom at Sleaford, llis widow remained a 
minister of the society until her death at 
Lynn, 1 May 1762. 

[Piclcworth’s works; Buerg’s News^ from 
New Rome, Quakerism and its Cause Sinking, 
Narrative of the Conference at Sleaford, and 
Ida Vox Populi, passim; Besse’s Defence of 
Quakerism, and his Confutation of the Charge 
of Deism, &c. p. 172; Smith’s Catalogue,, ii. 
416; Begistexs at Devonshire House; Library 
of the Meeting for Sufferings, where live letters 
of Pickworth’s are preserved.] C. F. S. 
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PICTON, Sir JAMES ALLANSON 

(1805-1889), antiquary and arcliitect, son of 
William Pickton (so the name was then 
spelt), joiner and timber merchant, was born 
at Liverpool on 2 Dec. 1805. After receiv- 
ing an elementary education he entered his 
father’s ofBce at the a^e of thirteen, and a 
few years later took a situation under Daniel 
Stewart, architect and surveyor, to whose 
business he ultimately succeeded. lie exe- 
cuted some important buildings in and about 
Liverpool, and became a leading authority 
on land arbitrations. Public life in various 
forms early claimed his attention. lie took 
part in local religious and philanthropic 
work, edited a controversial magazine, the 
^ Watchman’s Lantern,’ and in 1849 entered 
the Liverpool town coLin(‘iL He was also 
a member of the Wavertree local board 
from its commencement in 1851, and was 
its chairman almost from that date. Imme- 
diately on entering the Liverpool council he 
devoted himself to the promotion of a public 
library for the town, and in 1852, as a con- 
sequence of his advocacy, a special act of 
pariiament was obtained to authorise the 
levying of a penny rate for the support of a 
public library and museum. The new insti- 
tution was forthwith started, and has grown 
to be one of the most important of its kind. 
Sir William Brown subsequently px’ovided 
magnificent buildings for the library and 
museum, and in 1879 the corporation added 
the fine * Picton Beading Room.’ Picton was 
appointed the first chairman of the library 
and museum committee in 1851, and he re- 
tained the position until his death. He was 
also a promoter of the Liverpool Mechanics’ 
Institution, a president of the Philomathic, 
the Literary and Philosophical, the Archi- 
tectural, and other local societies. He was a 
member of the Society of Antiquaries and 
of other archseological'and scientific associa- 
tions, and was a frequent contributor to their 
proceedings, as well as to ^ Notes and Queries.’ 
One of his special studies was philology, in 
which he attained considerable proficiency. 
His attainments and public services were 
recognised by the conlerment of a knight- 
hood in July 1881. He died in his eighty- 
fourth year, on 15 July 1889, at his resi- 
dence, Sandyknowe, Wavertree, near Liver- 
pool, and was buried at Toxteth Park 
cemetery.^ There is a bust of him by 
McBride in the Liverpool Free Library. 

He was married,on28 April 1828, to'Sarah 
Pooley, who died in 1879. Of his six children, 
the eldest son, J ames Allanson Picton, was 
M.P.^ for Leicester from 1884 to 1894. 

His principal literary work was his ^ Me- 
morials of Liverpool,’ 2 vols. Svo^ 1873} 


2nd edit. 1875. He had previously published 
an ‘ Architectural History of Liverpool,’ 4to, 
1858, and he subsequently edited ^ Selections 
from the Liverpool Municipal Archives and 
Records, 1207-1835,’ 2 vols, 4to, 1883-6. 
The directions of his studies may be esti- 
mated from the titles of the following papers, 
which he contributed, with some fifty others, 
to the transactions of learned societies : 

I. ^Changes of Sea-Levels on the West 
Coast of England.’ 2. ‘ Ancient Gothic Lan- 
guage.’ 3. ‘Sanskrit Roots and English De- 
rivations’ (privately printed with No. 2 in 
1864), 4. ‘ South Lancashiro Dialect.’ 5. ‘ Ori- 
gin and History of the Numerals ’ (privately 

tinted, 1 874). (>. ‘ Glacial Action in N orway.’ 

. ‘ On the Orest of the Stanleys.’ 8. ‘ Seif- 
Government in Towns.’ 9. ‘ Falstalf and liis 
Followers.’ 10. ‘ City Walls of Chester.’ 

II. ‘Wren and his Church Architecture.’ 
12. ‘ The I’rogress of Iron and Steel as Con- 
structive Materials,’ 1879. This paper was 
translated into several European languages. 

[Life by lii.s son, J. A. Pieton, 1891 (witli 
good portrait.) ; Liverpool newspapers, 16 July 
and 3 Oct. 1889 ; C. W. Stubbs, dean of Ely, in 
his For Christ and City, 1890 ; 11. 11. Higgins’s 
funeral soriuon, 1889.] C. W. S. 

^ PICTON, Sir THOMAS (1758-1816), 
lieutenant-general, younger son of Thomas 
Picton, esq., of Poyaton, Pembrokeshire, was 
born in August 1758 at Poyaton. On 14 Nov. 
1771 he was gazetted an ensign in the 12tli 
regiment of foot, tlien commanded by his 
uncle, Lieutenant-colonel William Picton, a 
distinguished ollicer, who, when command- 
ing the grenadier company of the 12th foot in 
Germany during the seven years’ war, was 
thanked in army orders by Prince Ferdinand 
for his behaviour at the affair of Zierenberg. 
For nearly two years after obtaining liis 
commission, Picton continued bis studies at a 
military academy kept by Loch6e, a French- 
man, in Little Chelsea ; he then joined his 
regiment at Gibraltar, where he employed the 
leisure of a garrison life in learning Spanish 
and studying professional works, with the 
assistance of his uncle. 

In March 1777 Picton was promoted to be 
a lieutenant in the 12th regiment. After 
three years of inactive service at Gibraltar, 
Picton pressed his uncle to get him exchanged 
into a regiment more likely to see service. 
On 26 Jan. 1778 Picton was accordingly 
promoted captain into the 76th or Prince of 
Wales’s regiment of foot, and returned to 
England. A few months later began the 
memorable siege of Gibraltar, in which hia 
late regiment bore a distinguished part. 

During the succeeding five years Picton 
did duty with his regiment in various pro- 
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vincial towns and liomo garrisons. < )u the 
sudden reduction of the army in ITBJh 
75tli regiment, then quartered at JJristoI, was 
ordered to be disbanded. After Picton, as 
the senior olHetu* with reginnnit, had 
■paraded his men and read the ordtu-s for dis- 
bandment, the soldiei\s betainnunulinous and 
riotous. Serious danger was ant.ici()atod in 
the town. But Picton rush(»d into the midst 
of the tumult, singled out the most active of 
the mutineers, and dragged him awav ; some 
non-commissioned ollictirs who had follow(‘d 
their captain made him a prisotier. I'his 
prompt action and a lew stern words from 
Picton quelled the strife. II is spirited con- 
duct was made known to the kitig, who 
directed that the royal approbation should 
be communicated to him. Idus was convoycal 
. by Conway, the commander-in-cluiir, with a 
promise, which was not fullilled, of the lirst 
vacant majority. 

Picton was placed upon half-])ay, and went 
to the family place in P(mihr()keshire, where 
for twelve years ho remained in obscurity, 
enjoying field sports, studying the classics, 
and reading professional boolcs. l)(‘spil,e his 
numerous applications, no oiler of employ- 
ment came, and, when hostilitie.s withFnnua^ 
broke out, he determined to take action him- 
self. 

Towards the end of 1791, without any ap- 
pointment, Picton embarked for the West 
Indies, on the strength of a slight acqtiaint- 
ance with Sir John Vaughan, who had re- 
cently gone thither as cominander-in-chief. 
Vaughan at once appointed Picton to the 
17th regiment of foot, and made him an extra 
aide-de-camp to himself. Picton, now for 
the first time on active service, so satisfied 
his general that the latter obtained promo- 
tion for him to a majority in the 68tli foot, 
and appointed him deputy quartermaster- 
general to the force, with temporary rank of 
lieutenant-colonel. Vaughan died in Mar- 
tinique in August 1795, and Picton was 
superseded by Major-gemu'al Knox. The new 
commander-m-chief, Sir Italph Abercromby 
rq.v.], who had known Picton’s uncle, induced 
him to remain as an extra aide-de-camp. 

The first act of the campaign was an attack 
upon the Prench in the island of St. Lucia. 
Seventeen hundred men, under Major-general 
Campbell, were landed off Ijongville Bay, St. 
Lucia, in . the evening of 26 April 1796. The 
island was captured by 24 ISIay, after a woll- 
contested struggle. In the whole of the 
difficult operations Picton bore a distin- 
guished part, and Abercromby recommended 
h]m for the lieutenant-colonelcy of the 56th 
regiment of foot ; his commission was ante- 
dated from 22 June 1795. t 


Picton next accoini)anied Abercromby to 
the attack on the island of St. Vincent, which 
fell to the Britisli on 10 June, three days 
after their landing. Thence he went with 
Abercromby to Martinique, and sailed with 
him in thi^ Aretlinaa for England. He re- 
turntjd with him to Martinique near the end 
of January 1797, and was present at tiie 
surrender of Trinidad by the Spaniards on 
1 7 Pel), Abercromby appo inted Pic ton , who 
was proficient in Spanish, commandant and 
military governor, with instructions to ad- 
minister S|)anish law as well as he could, 
and do justice according to his conscience. 

^ Picton a])pliecl himself to remedy the civil 
diHf)rder and corni])tion prevailing in the 
island, but was hampered by the smallness 
o( the force at his disposal, the garrison con- 
sisting of but five hundred cfiective men, of 
whoni only three hundred were British. By 
making an early example of mutineers 
among the coloured troops, he succeeded in 
enforcing discipline. He established a sys- 
tem of police, not only in Port of Spain, but 
over the island. The roads, which we.'e 
lU'arly impracticable, be made the finest in 
the West Indies, and he established trade 
with the neighbouring continent. At the 
end of six months he reported that perfect 
tranquillity prevailed throughout the colony, 
and that all clasvsos of the inhabitants ac- 
knowledged the benefits of Britisli rule. 
After revisiting the island in June 1797, 
Abercromby expressed liis entire and com- 
plete ap])roDation of Picton’s administration. 

In the autumn of 1797 Picton overcame 
an attempt at rebellion among the coloured 
inliabitants at the instigation of refugees 
who had collected on the opposite coast of 
Venezuela* In January 1798 he ‘received 
the thanks of the king, and an intimation 
from Henry Dundas that his salary had 
been fixed at 1,2007. per annum. In the be- 
ginning of 1799, Admiral Harvey, then com- 
manding the fleet in the West Indies, sent, 
in accordance with Picton’s suggestions to 
the home government, some small cruisers 
to protect the trade which Picton had esta- 
blished with the continent. They destroyed 
the batteries which had been erected to in- 
tercept the traffic up some of the rivers. 
The governors of Oaraccas and Guiana, 
fearful of Picton’s influence, each ofiered a 
reward of twenty thousand doUara for his 
head. Picton wrote to each a humorous 
letter, regretting that his head was not better 
worth the amount. 

While the peace of 1801 was under con- 
sideration, the Sjpanish inhabitants, in a 
letter to Picton, cleprecated the transfer of 
the island to Spain, and it was mainly due 
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to Picton’s despatches on tlio siibjtK’t to 
Dimdas and to Abercromby that, when peace 
was declared, Trinidad remained a British 
possession. At the end of 1799 Picton’s 
salary was increased by 1,1200/. ")er amunn ; 
and a malicions charge that he had, for his 
own advantage and to the injury of the 
British shipowner, exporttid the produce of 
the colony in foreign vessels, was chiarly 
disproved by documentary evidemje. His 
able administration of alfairs led to liis ap- 
pointment in June 1801 to the civil govern- 
ment of the island, with such judicial powers 
as were formerly (‘xercised ty the Spanish 
governor. On 22 Oct. 1801 Picton was pro- 
moted to the rank of hrigadier-gumeral. 

Picton made some eruunica by the vigour 
of his rule, and his conduct was impugned 
at home on alleged humanitarian grounds. 
Colonel AVilliam Pullarton fq. v.‘ , of the 
Indian army, seems to have led tlie attack 
on Picton, and, on Addington’s accession to 
office, his view was adopted by tlio govern- 
ment. Accordingly, Addington informecl Pic- 
ton on 9 July 1802 that the island was to bo 
henceforth under the control of three com- 
missioners, of whom Pullarton was to bo the 
first, Captain Samuel (afterwards Sir Samuel) 
Hood [q. V.] the second, and himself the third. 
Picton was indignant, but his sense of duty 
induced him to await the arrival of the otlier 
commissioners before tendering his resigna- 
tion. Pullarton arrived at Trinidad on 4 Jan. 
1803, and was hospitably received by Picton ; 
but within a month he moved in council for 
certified statements of all the criminal pro- 
ceedings which had taken place since the island 
became British territory. On the arrival of 
Hood, the second commissioner, Picton ten- 
dered to the government his resignation, re- 
maining at his post until its acceptance was 
notified. On 23 April the inhabitants pre- 
sented him with an address ; and a sword of 
honour, purchased in England at their ex- 
pense, was subsequently presented to him by 
the Duke of York. They also petitioned the 
king to reject Picton’s resignation. Mean- 
while, Pullarton pursued his investigations 
into Picton’s administration so offensively 
that Hood resigned the second commissioner- I 
ship. On 31 May 1803 Picton learned that 
hia resignation had been accepted, and on 
11 June he was superseded in the military 
command by Brigadier-general Frederick 
Maitland [q. v.] 

On Pictou’s arrival in Carlisle Bay, Bar- 
bados, Lieutenant-general Grinfield, the 
commander-in-chief in the West Indies 
readily availed himself of his offer to ioin 
fhe expedition which was about to sail to 
recapture St. Lucia and Tobago from the 


Pnuich. At dayliglit on 21 June 1803 the 
e.xptidition, under (jrinhcld and Commodore 
Ho()(l, aiTiv(^d oir the north end of the island 
of St. .Lucia, anti in the course of the day 
the grcuit'or part of the troops were disem- 
barked in Ohoc Bay. The town of Castries 
was at once taktui ; and, on the morning of 
the 22iid the Memo Fortun6 was carried by 
storm and the island unconditionally re- 
stor(^d to the Britisli government. Picton 
commanded the reserves. After securing 
po.ss(‘.sHion, the troops re-emharked, and on 
30 June the expedition arrived off Tobago. 
The troops were landed, and the advanced 
column, under Picton, pushed on without 
delay. The Prcncli geiuiral (J5erthier), ap- 
pris(>(l of the strength of the British force 
and of the capture of St. Lucia, agreed to 
capil iilute. The advance of the first column, 
iimhu" Picton, was especially commended in 
geiKU-al orders, and (Lfinfield appointed him 
commandant of Tobago. 

Within a ftjw weeks Picton learned that 
PjillartiOn had hd’t Trinidad for England, 
after preferring against him boibre the coun- 
cil of Triiiiclad thirty-six criminal processes 
which affected his honour and humanity. 
Ho also learned that horrible talcs of cruelty 
were being circulated in .England concern- 
ing him, and that the public were exaspe- 
rated against ' tlui cruel governor who had 
been guilty of such excesses.’ I’icton straight- 
way proceeded to England, where he arrived 
in (October. In December 1803 lie was ar- 
rested by order of thi^ privy council, and was 
confined in the housf^ of Air. Sparrow upon 
the oaths and depositions of Lnise Calderon 
and three other persoxis of infamous charac- 
ter in Trinidad, Ho was bailed by hia uncle 
in the enormous security of 40,000/. The 
indictment charged him with the unlawful 
application of t-orture to extort confession 
from Luiae Caldtu’on respecting a robbery. 
The woman was of loose character, and, with 
her paramour, had robbed her master. There 
was no doubt of their guilt, but the woman 
refmsed to give evidence. In accordance 
with Spanish law, which was at the time 
the law of the colony, the alcalde desired to 
have recourse to the 'picket,’ and the per- 
mission of the governor was obtained as a 
matter of routine. The ' picket ’ consisted 
in making the prisoner stand on one leg on 
a flat-headed picket for any time not ex- 
ceeding an hour. The woman under this 
punishment confessed ; the man was con- 
victed and punished; the woman was re- 
leased in consideration of the imprisonment 
she had already undergone. After a delay 
of more than two years Picton’s tidal took 
place in the court of king’s bench, before 
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Lord Elleiiborouglii, on I'ob. 180(i. A 
technical verdict of guilty waw rcdurned. 
On 26 April a new trial was moved for. In 
the meantime many ot-lun* charg(‘H bro\ight, 
hy Fiillarton agaiinst liim liad been \uul(>r 
investigation by the ])rivy council, and in 
January 1807 tiu'y reported tluit ^ t.hero waH 
no foundation whatevcn* for furtlier pro- 
ceedings in any of them,’ In Febnuiry 1808 
Fullarton died, and on II Juno Ficton’a 
second trial came on again btdbre I jord hlllen- 
borougli and a apeeialjury. A speeuil ver- 
dict was returned, ‘ ’riiat by the law of S])aln 
torture existed in the island of Trinidad at 
the time of the cession to (Ireat Jlritain, 
and that no nudic(^ exist(?d in the mind of 
the defendant against Luise Oalderon inde- 
pendent of the ilh'.gality of tins act:’ An 
argument on this sjascial verdiist wan Insard 
on 10 Fob. 1810, wbon the court orchsnsd the 
defendants’ recogniaamu'S to he reap iHusd unt il 
they should further order, ’rius iiractically 
ended the case, as no jndgnnsnt was evisv de- 
livered. Ficton’s defenc.e was that lie had 
to administer the laws of the island as the.y 
existed at the timts of the capit ulation ; that 
he looked to the judges appoint(sd to ad- 
minister those laws to state wlnit tins law 
was ; that if Liiiso Calderon had b(sen trusd 
by English laws she wosild have b(sen hanged 
for stealing from a dwelling-house above the 
value of forty ahillings. A\nuhs the ichsa of 
torture was repugnant to English findings, 
this particular form of ])iiniHhment was nob 
severe, and was at one tinn^ r(\sorbod to in the 
English army for minor olUmces. 

The peo]>l 0 of Trinidad subscribed 4,000/. 
towards Picton’s legal expenai^a. Hut when 
shortly afterwards a disastrous fir© in Port 
of Spain, the capital of Trinidad, rendori^d 
many of the poorer inhabitants destitute, 
Picton, who warmly appreciated the loyalty 
of his former subjects, sent the whole amount 
to the island for* the relief of the sulferersby 
the fire. Similarly, the old Duke ofQueens- 
berry offered, although a stranger, to assist 
Picton in his legal expenses with any sum 
up to 10,000/. Ihcton declined the olier, as 
his uncle supplied him with the necessary 
funds. When he went to the Peninsular war, 
Queensberry again sent for him, and begged 
him to write regularly to him, which he did. 
as long as the duke lived. 

On 25 April 1808 Picton was promoted 
major-general. Luring the four years in 
which he had been fighting in the law courts 
he had not been unmindM of Ins profession. 
He had addressed a letter to Addington 
on organisation for home defence, which 
contained many valuable suggestions which 
niiR-ht well be adopted in the present day. 


I 


In July J809 lu^ was appointed by the Duke 
of York to tlu) staif of the Earl of Chatham 
in the expedition to Flushing. Picton em- 
barked at the end of the month with the 
army in tln^ fieet conimandod by Sir Pichard 
8)t.racliaii. lie took jiart in the siege and 
capture of Flushing, and was appointed com- 
mandant of hTushing and the neighbouring 
country with a force of four regiments. 
After the departure of Lord Chatham with 
the greater part of the troops for England, 
on l‘l Sept., Picton was appointed governor 
of TTuslung, but was attacked by the epi- 
demic fever, and was invalided home. lie 
went first to Cheltenham, and then to Bath, 
where, in .Taniiary 1810, ho received orders 
to join the army in Portugal. 

()n Picton ’« arrival in Portugal he was 
phunul in command of the third division, 
near Oelerico. This division consisted of 
Colonel JMackinnon’a brigade— viz. let bat- 
talion of the Jbtli foot, the 74th foot, and 
the 1st battalion of the 88th foot — and 
Major-gimeral Lightbn rue’s brigade, viz. the 
r>tili foot, the 2nd battalion of the 68th foot, 
the 2u(l battalion of the 83rd foot, and the 
fith battalion of the 60tli regiment. The 
army numbered under twenty-four thousand 
men. The first division was stationed at 
Yisim, the second at Abrantes, the fourth at 
Gunrda, the light division at Pinhol, and the 
cavalry along the bank of the river Mondego. 
Ciudad Rodrigo and Almeida had been placed 
in an ellicient state of defence, and the lines 
of Torres Vedras were in an advanced state of 
progress. Wellington’s object at this time 
was to avoid a general engagement with the 
greatly superior army of Mass6na, hut to 
retard its advance and exhaust its resources 
before drawing it into the snare he had been 
long and skilfully preparing. The confidence 
of the British troops was maintained by the 
daring manoeuvres of Crawfurd and the light 
division. 

On Orawfurd’a advance to the Agueda, 
Picton was directed to move to Pinliel to 
support him if necessary, but to avoid an 
action if possible. After the fall of Ciudad 
Rodrigo on 10 July, Crawfurd fought the 
battle of the Coa on the 24th. Napier the 
historian blamed Picton for not bringing up 
the third division to the support of Crawfurd ; 
hut it is very doubtful whether Crawfurd 
asked Picton to come to his aid, or whether 
Picton knew of the engagement in time to 
do 80 ; and, even if he had known of it in 
time to be of use, he deserved credit rather 
than blame for the moral courage he displayed 
in keeping in mind at such a time Welling- 
ton’s general strategy and his instructions to 
avoid, if possible, a general action. 
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After tHe battle of the Coa the French ad- 
vanced on 27 July to Pinhel, and l^icton 
fell back to Carapichina. After the fall of 
Almeida, which, like Ciudad Eodripo and 
in accordance with Wellington’s policy, it 
was not attempted to succour, Mass<5na pre- 
pared to enter Portugal. Wellington made 
lis dispositions accordingly, and Picton and 
the third division were posted at Ijaurosa ; 
but, in the middle of September, Mass6na 
changed his plans, suddenly concentrated his 
whole army, and marched rapidly along the 
right bank of the Mondego to secure Ooinilma 
before he could be opposed by the allies. 
Wellington retired by the left bank, and, 
throwing his army across tlie river, took up 
a position, on 20 Sept. 1810, in rear of the 
Busaco ridge. Picton was posted to de- 
fend the ridge from San Antonio de Cantara 
to the hill of Busaco, about a mile and a 
half in extent, with General Leith’s corps 
on his right and Sir Brent Spencer’s division 
on his left. On 25 Sept. Picton, in obedience 
to orders, had detached Major-general Light- 
burne’s brigade to reinforce the lii*at divi- 
sion (Spencer’s), and his force was in con- 
sequence reduced to three British and two 
Portuguese regiments. On the evening of 
the 26th Picton detached the strongest regi- 
ment of the division (the 88tl ) nearly a 
mile to the left to keep touch with the first 
division and observe that part of the line 
which was not occupied by any troops. The 
French attack commenced before daylight 
on the 27th, and was mainly directed on the 
pass of San Antonio, where Picton was. 
Fourteen guns opened on the pass, and a 
large column attempted to force it ; but so 
incessant and destructive a fire was main- 
tained by the third division that the French 
were ultimately compelled to abandon the 
attempt. In the meantime a heavy column 
of the enemy penetrated on the left of Pic- 
ton’s position, close to the hill of Busacos, 
where were the 88th regiment and four com- 
panies of the 45th regiment. With the assist- 
ance of a Portuguese regiment, which oppor- 
tunely arrix^ed, he succeeded in driving the 
enemy across the ravine in great disorder. 
The enemy having been foiled at all points, 
the battle was won by the allies, who on 
29 Sept, took up a position to cover Coimbra. 
On 1 Oct. the French attacked this position, 
driving in the British outpost. A retreat was 
ordered, and by 7 Oct. tie allied army had 
retired behind the lines of Torres Vedras, 
where they went into winter quarters. 

Picton and the third division had to de- 
fend the lines extending from Spencer’s divi- 
sion on the right,hy the village of Pantaneira, 
across a kind of ravine, to the fourth divi- 


sion (Cole’s) on the left. The allies were 
now occupying an impregnable position be- 
hind t^vo lines of defence, whence they could 
watch the enemy’s movements and defy his 
attacks. They were in a friendly country, 
with Lisbon in llieir rear and a British flek 
lying in the Tagus, whore ample supplies of 
corn and ammunition were constantly ar- 
riving from England. On the other hand, 
Mass6na, with an army twice as strong as 
that of the allies, had ‘fallen into the trap, 
and had^only discovered it on his arrival at 
Torres Vedras. Picton wrote in November 
that Ma.s.s6ua was probably waiting for re- 
inforcenumts. The Frencir made several de- 
monstral ions during the winter, but no serious 
attempt on the linos of the allies, and on 
4 March IHl 1 their retreat commenced. On 
the ()l,h tlie, allies were al’ter them, and Pic- 
ton’s division bore the cliie.fpart in the pur- 
suit. On the 1 Ith this division came up with 
the enemy’s rearguard near Pombal, and for 
the following seventeen days almost inces- 
santly harassed the enemy’s left. Finally, on 
29 March, the French were dislodged from a 
position which they had taken on the boighfe 
of Guarda, the strongest and most defensible 
ground Picton had ever seen. The most im- 
portant part of the day’s action fell to Picton, 
whose exertions throughout this pursuit were 
indefatigable. Awake before daylight, he 
prepared his division to move as soon as there 
was light enough to see the track. Con- 
stantly at its head, encouraging and directing 
it, he was within sight of evky man in lus 
division. 

^ Ma8s6na having laid waste the country in 
his retreat, the pursuit had to be relaxed on 
account of the difficulty of obtaining pro- 
visions. By 5 April 1811 the whole of Por- 
tugal, with the exception of Almeida, had 
been freed from French troojps at the point of 
the bayonet, and the allied army invested 
Almeida. On 2 May Mass^na advanced on 
Almeida. The battle of Fuentes d’Onoro 
followed on the 5th, when the principal 
share in the fighting once more fell to Pic- 
ton’s division. The French were defeated, 
and the allies entered Almeida. 

Mass6na was recalled, and Marmont suc- 
ceeded to the command of the PVench. Wel- 
lington went toBadajos, which was besieged 
by Beresford, directing Picton’s and the 
seventh divisions to follow. On 24 May Picton 
arrived at Campo Major, and on the 27th, 
crossing the Guadiana, he took up his posi- 
tion on its left hank for the investment of 
Badajos, the seventh division being established 
on the right bank, and Beresford employed 
in %vatching Soult. After five weeks of un- 
ceasing effort, with inadequate means, and 
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two unsuccessful assaults, tho sic^gc was 
raised. lu concluding his account of the 
siege in his despatcli, Wellington expvosH(ul 
his indebtedness to Ficton. On 10 J une tho 
allied army took up a defenBive liiu^ on tho 
right bank of the Ouadiana, Ixdiind tho 
fortresses of Elvas and Campo IMajor.^ 

At the end of July Ihcton moviul hia divi- 
sion in the direction of Ciudad Rodrigo, and 
in August that place was closely invisstcul 
by the allies with a view i;c> blockade. On 
25 Sept. Picton’s right flank was closely 
pressed by Montbrun at tho Inuid of iifteoii 
squadrons of cavalry and one battnry of 
artillery, who madti demonstrat ions ol'at.tiack 
with a view to engage (licton’s attention 
until the arrival of the I'^hamch infanir};and 
artillery ; hut Picton saw the critical sitaia- 
tion, and that nothing hut a rapid atid n'.gu- 
lar movement upon Guinaldo could save liis 
division from being cut oil’, and for sixmih^s 
he led the third division across a lev(d plain, 
harassed by tho enemy’s cavalry and artil- 
lery. To save his infatitry from being anni- 
hilated by the charges of tho emnny’s (cavalry, 
each battalion had in its turn to form tho 
rearguard and keep back tho cavalry by a 
volley, then fall back at double time btdiind 
the battalion which had formed in its rear. 
The division was saved by its own discipline 
and the firmness of Picton, who refused to 
form squares, and determined to continue 
his march. On 15 Oct. h^ll Picton was 
appointed colonel of the 77th or Middlesex 
regiment. 

Marmont retired to Spain, and tho allied 
army went into cantonnumts, Ihcton’s divi- 
sion occupying Aldea do Ponttn^ In October 
Picton’s uncle, General 'William Picton, 
died and left him his fortune. Early in 
January 1812 Picton was sent to tho siege 
of Ciudad Rodrigo. On tho 14th the 1st 
battery opened fire, and oii tho evening of 
the 19th Picton’s division assaulted tho right 
or great breach, while Crawfurd's division 
stormed the left or smaller breach. Both 
assaults were successful. Wellington, in 
his despatch, observed that * the conduct of 
the third division in the operations which 
they performed with so much gallantry and 
exactness on the evening of the 19th, in the 
dark, affords the strongest proof of the aViU- 
ties of Lieutenant-general Picton and Major- 
general Mackinnon, by whom they were 
directed and led.* 

In March 1812 Bada-jos was invested, and 
Picton was entrusted with the conduct of 
the siege. The assault was made on 6 April. 
The third division, which stormed the castle, 
was led in person by Picton, who was 
wounded. As he lay disabled in the ditch, 
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h(‘, contiuuiid to urge on hia men until the 
castle was taikmi. t:5ubs(i(juontly, Picton ex- 
pressed the warmest admiration of the con- 
duct of his men. He sent his aide-de-camp, 
(laptain Tyler, to import the capture of the 
'olatu^ to A’VhJlington, who directed Picton to 
hold tho ca.stle at all hazards. The last effort 
of the enemy was an attack upon the castle, 
wliich Picton’s imni n^pulsed with groat 
slaught.cr, Piot.ou’s wound laid him up 
during thesham(d<'ss sack of the place whidi 
tarnisluHl ilio heroism f>f that awful night. A 
few days latvr Piedon gavt^ a guinea to each 
survivor in his division as a mark of his ap- 
proval. Lord .Livmqxjol, in tho debate in the 
1Tous(5 of Lords of 27 April 1812, observed: 
*Th(' c.onduct of Gemu'al IdcJon has inspired a 
confidence in tlu». army and exhibited an ex- 
ample of science and bravery which have been 
surpa.ss(Hl by no other officer. His exertions in 
tlie at tack on the Gth cannot fail to excite the 
most lively findings of admiration.’ Picton 
wemt to Salamanca with his division, but was 
too ill with fever to tak(^ part either in the 
at tack on the forts or in the battle of Sala- 
manca ; and in August, aft(^r he had entered 
Madrid with Wellington, ho was invalided 
to England, where a sojourn at Cheltenham 
restored hia hoaltli. 

Early in the spring of 181 3 Picton returned 
to the Peninsula, having been received before 
his departure by the prince regent, who on 
IFeb. invested him with the collar and badge 
of a knight of the Bath at Carlton House. 
Piet on’s division now consisted of tho right 
brigade, commanded by Major-general Bris- 
bane, composed of the 1st battalions of the 
45th regiment, the 74th regiment, the 1st 
battalion of the 88th regiment, and three 
companies of the 6th battalion of the 60th 
regiment ; the centre brigade, of which he 
took the command himself, composed of the 
1st battalion 6th regiment, 2nd battalion 
83rd regiment, 2nd battalion 87th regiment, 
and the 94th regiment ; and the left brigade, 
commanded by ^Major-general Power, and 
composed of three' Portuguese regiments. 
From 6 Sept. 1811 Picton had held only local 
rank as lieutenant-general, but on 4 June 
1813 he was promoted lieutenant-general in 

the army. ^ . 

On 16 May 1813 the allied army, nearly 
one hundred thousand strong, was again in 
motion. Picton crossed the Douro on 18 May, 
and on 15 June the Ebro. On 21 June the 
French, numbering some sixty-five thousand 
men, held a strong position in front of Vit- 
toria, their left resting on an elevated chain 
of craggy mountains, and their right 
rapid river. The battle began early in the 
morning, between the enemy’s left and the 
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British right. At noon Picton was directed 
to force the passage of the river and carry 
the heights in the centre, a manoeuvre which 
was so rapidly executed that he was in pos- 
session of the commanding ground before the 
enemy were aware of his design. They soon 
attempted, with greatly superior numbers, to 
dislodge him, and with some success, as his 
right flank was not covered hy any other 
troops. The check, however, was only tem- 
porary, and as soon as troops arrived to pro- 
tect his exposed flank, Picton rapidly pushed 
the enemy from his positions, forced him to 
abandon his guns, and drove him in confu- 
sion beyond the city of Vittoria, until dark- 
ness intervened to protect his disorderly 
flight. The third division was the most 
severely and permanently engaged of any 
part of the allied army, and sustained a loss 
of nearly eighteen hundred men in killed 
and wounded, which was more than a third 
of the total loss of the army in this battle. 
Picton’s division then moved slowly towards 
Pamplona, whence the enemy retreated over 
the Pyrenees. He was soon engaged in the 
pursuit of another French corps towards 
Saragossa, and returned to the siege of Pam- 
plona. During these operations his division 
was on the march for thirty-four days, and 
for several days along roads up to their knees 
in mud. 

On 24 July Soult concentrated his troops 
for the relief of Pamplona. The allies occu- 
jfled a strong position in the passes of the 
Pyrenees, Picton and the third division being 
at Olaque in reserve. Soult attacked on the 
25th, and succeeded in pushing back tbo 
British at several of the passes. The several 
columns, however, concentrated under Sir 
Lowry Cole near Lizoain. Picton at once 
marched his division there, and, being the 
senior officer on the spot, assumed command. 
He fell back, and took up a strong position 
about four miles from Pamplona. On the 
27th Wellington arrived from San Sebastian, 
and fully approved Picton’s dispositions. The 
allied army concentrated at this position, and 
the attacks of Soult on the 27th and 28th 
were repulsed. On 30 J uly the French moved 
towards the mountains on the right of the 
river Lanz. Picton crossed the ridge aban- 
doned by the French, and, marching along 
the Eoncesvalles road, successfully turned 
the enemy’s flank, and, after a sharp but short 
conflict, dro ve them from theirposition. Soult 
retreated, and a short period of inactivity fol- 
lowed. San Sebastian fell on 31 Aug., and 
Picton -was left to cover the blockade of 
Pamplona. 

There being no apparent probability of 
early operations, Picton went to England on 


leave of absence, and took his scat in the 
House of Commons as member for Carmar- 
then, for which he had been returned at the 
last election. On 11 Nov. the speaker, in 
accordance with a resolution of the house, 
addressed Picton in terms of high encomium ; 
and, in the name and by the command of the 
commons, delivered their unanimous thanks 
to him for his great exertions at Vittoria on 
21 J Line, and in repelling tlie re])eated attacks 
made on the positions of the allied army by 
the whole French forces under Soult between 
25 July and 1 Aug. 1813. 

In December Picton again joined the army 
of the Peninsula. He had, after consulting 
with Wellington, declined the command of 
the Catalonian army, and he resumed com- 
mand of the third division. During his ab- 
sence in England his division had won fresh 
laurels. The Bidassoa had been forced, Pam- 
plona had fallen, the Nivelle had been crossed 
and the allied army had poured down into 
the plains of France, the battles of the Nivelle 
and N ivo had been fought, and Soult had taken 
up a strong po.sition round Bayonne. Picton 
was posted with his division in the vicinity 
of Hasparren, where the advanced po.sts of 
the enemy could be observed. With the ex- 
ception of an nllair on 6 Jan. 1814, in which 
Picton’s division wa.s employed to drive an 
advance of the French back upon their main 
body, there _ was no movement of importance 
until the middle of February. 

Wellington having crossed the Adoiir and 
invested Bayonne, Soult withdrew his army 
towards Orthez, followed by the allied army. 
Ihcton and the third division had some fight- 
ing at Sauveterre, and succeeded in eftbeting 
the passage of the B6doiis, the Petit Gave, 
and the Gave d’Oloron, at points where the 
enemy did not expect him. On 26 Feb., at 
four p.m., Picton forded the Gave de Pau, 
drove in the enemy’s advanced posts, and 
took up a position within four miles of Soult’s 
army, which was concentrated in a strong 
mountainous position, in front of the town of 
Orthez, in the Gave de Pan. The other di- 
visions crossed the river during the night, 
and on the 27th Wellington attacked. Picton 
directed his division against the centre and 
left flank of the Frencm, and after several 
hours’ fighting he succeeded in turning the 
left flank of the enemy, and in forcing lii.s 
centre back. Soult covered his retreat with 
large masses of infantry, and fell back for 
some time in good order, biit as he became 
more pressed towards evening the retreat 
became a rout. 

The allied army, delayed by swollen rivers 
and demolished bridges, followed Soult 
slowly towards Toulouse. Picton’s division 
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was on the rig'ht, and on the mornin,-,^ of 
19 March it at-Uicked a lar^^'o body of 
enemy occupying a strong ])ORit,ion at Vic 
Bigorro, with 'the' result that Tictou drove 
the French before him and encamped tln^ 
same evening three miles beyond the town. 
On the following day a gjuieral movmue.nt 
was made by the jilli'es on the whole (>f the 
French line, Picton’s division and tlu‘, fourth 
division moving on Tarbi^s, whiles threi^ other 
divisions advanced on K,aba,stonH. Tarbes was 
quickly occupied, and the eiuun^V forced to 
cross the river and a,acend tlu^ heights in its 
rear. The allies bivonsudeed upon (he grouml 
which they had won, and on thci morning of 
the^lst {(Uind that Soult, uiuhu-covor of the 
night, had falhm hack on 'ronlouse. 

On 29 March, Picton halti'd his division at 
Plaisance, about (ivemihjs from Toulouse. liy 
4 April a bridges was tlirowti across tlu^ (ha- 
ronne, and the third, fourth, sixth, and liglit 
divisions had crossed. When night set in a 
storm of wind and rain causi^d such a swi^ll 
in the river tliat, to save the pontoons, it 
was necessary to remove, thtun and dis- 
mantle the bridge. The allii'.d a,rmy was tlius 
divided by a wide and impassable river, and 
Picton, as senior, wa,s in command of the 
force which had crossed. It was not. until 
the 8th that the remairuhir of the army was 
able to join him. Soult had negh^cted to seize 
the opportunity of this accident, and on the 
9th Wellington made his dispositions for 
attack, Picton taking up his position with the 
third division on the lower part of the canal, 
with orders to threaten the tete de pont. On 
10 April (Easter Day) 1814 the battle of 
Toulouse was fought wit.h despe^rate valour 
and great carnage on both aides. The vic- 
torious allies entered Toulouse on the 18th, 
Soult having evacuated the city on the pre- 
vious evening. The news of the abdi cal' ion 
of Napoleon arrived, and an armistice was 
agreed upon. 

On the break up of the third division the 
officers subscribed 1,600/. to present Picton 
with a service of plate. Peerages were con- 
ferred on Sir William Beresford, Sir Thomas 
Graham, Sir Rowland Hill, Sir John Hope, 
and Sir Stapleton Cotton, and Picton and his 
friends were much disappointed that he, who 
■was second to none of these olTicers, was left 
unrewarded, Picton observed : ^ If the coronet 
were lying on the crown of a breach, I should 
have as good a chance ds any of them.* Some 
correspondence took place in the newspapers, 
and it was stated that these honours had only 
been bestowed on those officers who had held 
* distinct ’ commands. On 24 June 1814 Pic- 
ton was somewhat solaced in his disappoint- 
ment by receiving, for the seventh time, the 


unanimous thanks of the House of Commons, 
(hdiverud to him ])i!i\sonally by the speaker. 
Picton retinal t.o his place in Wales, and de- 
voted hims(df to the improvement of hh 
estate. Upon the c.xtcmsion of the order ol 
t.ho Bath, at the commencement of 1815, 
Pi(‘,ton was promoted to be a knight grand 
cross, 

Wlum Napoleon escaped from Elba, Picton 
was calhul upon to join Wedliugtou in tlie 
N(itlierlands. lie hesitated, until he had the 
(lukefs assurance that he should bo employed 
immtaliatcdy under his own orders. On 
H June 1815 he left Ijoiidon, and the same 
day was (uitm’tainecl at Canterbury at dinner 
by the inha) at ants. He. had a strong preseiv 
timmit that this campaign would be his last. 
He arrived at Ostond, where he held a lov6e, 
on the 18th, and at Brussels on the loth. 

Ho was appointed to the command of the 
liflJi division and the reserve —• about ten 
thousand men. Before daybreak on the 10th 
the liftli division m'lrcheci to the support of 
the army of the Netherlands, and Picton him- 
self loft Brussels with Wellington imme- 
diately after daylight. lie was j ust in time, 
by ])ushing his division forward, to support 
the Belgians, and had no sooner taken up his 
position in the afternoon than he was engaged 
m a fit^rce light with Ney’s columns at Quatre 
Bras. After repulsing the French infantry 
lie had barely time to form ac uares when the 
hk-ench cavalry were upon aim. Another 
furious onset was made by the French lancers, 
which was also repulsed ; and then Picton, 
seeing that the enemy were giving way, him- 
self led his men. to the charge. The French 
cavalry were in superior numbers both before 
and behind him ; but, despising the force in 
his rear, he charged and routed those in front, 
which created such a panic among the others 
that they galloped back through the intervals 
in liisdivisiou, seeking only their ownsatety. 
During the fight Picton was hit by a ball, 
which broke his ribs; but, determined to lead 
his division to the end, he kept the knowledge 
of the wound from all but his servant, who 
assisted him to bind it up. At night the 
allies were left in undisturbed possession of 
the field, where they lay down to sleep among 
the wounded and the dead. On the morning 
of the 17th June, in consequence of the defeat 
of the Prussians at Ligny, Picton fell back on 
Waterloo, and by night the allied army was 
formed up on the plains of W aterloo, and slept 
on their arms. , , 

On the morningof the 18fch Picton s wound 
had assumed a serious aspect, but not a word 
escaped him. He posted his division on the 
Wavre road, behind the broken hedge be- 
tween La Ilaye gainte and Ter la tlaye. 
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A itacii-ecl by heavy masses of French infantry, 
a desperate struggle ensued ; and Picton, 
bringing up his second brigade, placed him- 
self at its head, and, waving them on with 
his sword, cried : ‘Charge I Hurrah! hurrah!* 
At this moment a ball struck him on the 
temple, and he fell back dead. Captain Tyler, 
his aide-de-camp, placed his body beneath a 
tree, where he could readily find it when the 
battle was over, and rejoined the division. 

Picton’s remains were conveyed to Beal, 
where they were landed with every demon- 
stration of ]public mourning. At Canter- 
bury the body lay in the room of the Foun- 
tain Inn, where a fortnight before Picton had 
been entertained by his friends. The funeral 
took place from his house, 21 Edward Street, 
Portman Sq uare, on 3 July, and he was buried 
in the family vault in the burial-ground of 
St. Gfeorge’s, Hanover Square, in tiie Bays- 
water Road. 

In accordance with a resolution of the 
House of Commons, a public monument was 
erected to Picton’s memory in the west side 
of the north transept of S(u Paul’s Cathedral. 
The monument, which is by Sebastian Galia- 
gan, has a bust of Picton on the summit of 
a marble column, with an emblematic group 
representing, fame, genius, and courage. In 
1828 a costly monument was erected to Pic- 
ton’s memory at Carmarthen by public sub- 
scription, the king contributing one hundred 
guineas. Thomas Moore, the poet, wrote in 
Picton’s honour the poem commencing ‘ Oh, 
give to the hero the death of the brave,’ A 
portrait of Picton, painted by SirM. A.Sbee, 
is in the National Portrait Gallery ; another, 
by Sir William Beechey, belongs to the Duke 
of Wellington. 

In private life Picton was warm in his 
friendships but strong in his enmities. He had 
a very strict sense of honour, which would 
not brook the petty deceptions of society. 
His manners were brusque, and bis speech 
blunt and without respect of persons. He 
was a capable administrator. As a soldier, 
he was a stern disciplinarian, cold in man- 
ner, calm in judgment, yet when excited over- 
whelmed with passion. With the foresight 
of a born commander, possessing considerable 
power of combination, strong nerve, and un- 
daunted courage, he proved himself Wel- 
lington’s right hand in the Peninsula. 

[Despatches; Robinson’s Memoirs of Lieu- 
tenant-general Sir Thomas Picton, G.C.B., <&c., 
2 vols. 8vo, London, 1836; Napier’s History of 
the War in the Peninsula and the South of 
Prance, from 1807 to 1814, 6 vols. 8vo ; Napier’s 
English Battles and Siegesin the Peninsula, 8vo; 
Lord Londonderry’s Narrative of the War, 4to* 
London, 1830; Batty’s Campaign in the Western 


Pyrenoos and South of Prance in 1813-14, 4to, 
Loudon, 1823 ; History of British Campaigns in 
Spain and Portugal, 4 vols. 8vo, 1812; Foy’s 
Histoire de la Guerro de la P<Sriinsulp, 4 vols. 8vo, 
Paris, 1827; Jones’s Sicgos in Spain between 18U 
and 1814, 3 vols. 8vo, London, 1846; Jones’s 
Wars in Spain, 2 vols. 8vo, London, 1818; 
Southey's History of the Peninsular War, 3 vols. 
4to, London, 1823—32 ; Sachet’s MiSmoircs snr 
les Campagnos on Espagne depuis 1808 jusqifa 
1814, 2 vols. Paris, 1828 ; Tho Battle of Water- 
loo, also of Ligny and Quatro Bras, by a Near 
Observer, 2 vols. 8vo London, 1817 ; Siborne’s 
History of the Waterloo Campaign, 1815, with 
Details of Battles of (linitro Bras, Ligny, Wavre, 
and Waterloo, 8vo, Loudon. j R, H. V. 

PIDDING, HENRY JAMES (1797- 
1864), humorous artist, born in London iu 
1797, was son of a stationer and lottery- 
ollice keeper at No. I Cornhill. He is said 
to have been a pupil of Azilo, a painter of 
domestic scenes. J^idding attained some note 
by his paintings of humorous subjects from 
domestic life, and was a very prolific exhi- 
bitor at the Society of British Artists iu 
SiilFolk Street, of which society he was 
electc^d a member in 1843. He also exhi- 
bited pictures at the Royal Academy, the 
British Institution, and various local exhi- 
bitions. About 1860 he attempted to make 
a sensation with a larger painting of ‘ The 
Gaming Rooms at Homburg.’ Several of 
bis pictures were engraved, some by bis own 
hand in mezzotint, such as ‘ The Greenwich 
Pensioners’ (now at Woburn Abbey), 

^ Massa out, Sambo very dry ’ (formerly in 
the collection of Lord Charles Townshencl ), 

‘ A Negro in the Stocks,’ ‘ A Fair Penitent,’ 
&c. In 1836 Bidding etched a series of six 
humorous illustrations to ‘The Rival De- 
mons,’ an anonymous poem. Bidding re- 
sided at Greenwich, where he died on 
13 June 1864, aged 67. 

[Redgrave’s Diet, of Artists; Ottley’s Diet of 
Recent and Living Painters; Graves’s Diet, of 
Artists, 1760-1893.] L. C. 

PIDDINGTON, HENRY (1797-1868), 
meteorologist, second son of James Pidding- 
ton of Uckiield, was bred in the mercan- 
tile marine, apparently in the East India 
and China trade, and was for some time 
commander of a ship. About 1830 he retired 
from the sea, being appointed curator of the 
Museum of Economic Geology in Calcutta, 
and sub-secretary of the Asiatic Society of 
Bengal. In 1831 and the following years 
he published several short geolo§:ical or 
mineralogical notes in the ‘ Journal’ of the 
society, and in 1839 began a series of me- 
moirs on the storms of the Indian seas, which 
, was to lead to very positive results. His 
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attention liad been forcildy called to tlie sub- 
ject while at sea, by the sliip he commanded 
being- dismasted in a storm, and saved only 
by the fortunate veering* of the wind ; and 
the publication in 1838 of Colonel (after- 
ware s Sir) William Reid’s ^ Law of Storms ’ 
gave him the clue for which he had been 
seeking jsee Reid, Sin William], lie im- 
mediately began collecting logs and informa- 
tion from different ship-captains, who, as 
yet unable to understand his aims, were 
not always complaisant or even civil. Ilia 
labours, however, received a semi-official 
recognition from the government of India, 
which, on 11 Sept. 1839, issued a formal 
notice inviting observations on ‘ any hurri- 
cane, gale, or other storm of more violence 
than usual.’ ^ A scientific gcuitleman in Cal- 
cutta,’ it continued, ‘ has obligingly under- 
taken to combine all reports that may be so 
received into a synopsis for exliibition of the 
results ; ’ and such reports, marked ‘ Storm 
Report,’ might be sent, post free, to the 
secretary of the government. 

Piddington accumulated a vast amount of 
detailed information, the discussion of which 
was from time to time published in the 
* J ournal of the Asiatic Society.’ In 1 844 he 
collected the results in a small book, little 
more than a pamphh‘t, entitled ‘The Horn- 
book for the Law of Storms for the Indian 
and China Seas.’ Written by a seaman for 
seamen, it dealt with the subject in a 
thoroughly practical way, which won the 
confidence of the shipping world, and pro- 
bably obtained for its author the appointment 
of president of the marine court of inquiry 
at Calcutta. In 1848 he published ‘The 
Sailor’s Horn-Book for tlie Law of Storms,’ 
on essentially the same lines as the preceding 
pamphlet, hut much enlarged, and with fuller 
details. As a practical manual it had a great 
and deserved success, ran through six edi- 
tions, and continued to be, within its limita- 
tions, the recognised text-book on the subject 
for over thirty years. It was in the first 
edition of this book (1848) that Piddington 
proposed the word ‘ cyclone ’ as a name for 
whirling storms j not, he said, ‘ as affirming 
the circle to be a true one, though the circuit 
may be complete, yet expressing sufficiently 
the tendency to circular motion in these 
meteors ’ (p. 8). The name was accepted by 
meteorologists. Piddington received an ap- 
pointment as coroner, vmich he held till his 
death, at Calcutta, on 7 April 1858, aged 61. 

[Gent. Mag. 1858, ii. 89 ; Journal of the 
Asiatic Society of Bengal, 1839 pp, 559, 563, 
564, 1859 p. 64; Royal Society s Catalogue of 
Scientific Papers; British Museum Catalogue,] 

J. K. L. 
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IIENEY CLARK (1807- 
looU), painter in water-colours and anti- 
quary, was born in 1807. Intended origi- 
nally for the church, he eventually adopted 
art as a profession, practising as an artist and 
teacher of drawing in London. In 1847 he 
removed to Liverpool, where he was for a 
time professor of the school of drawing at 
the Liverpool Institute, gave private lessons, 
and drew numerous local scenes and anti- 
quities. He became a member of the Liver- 
pool Academy in 1847, and was secretary of 
that body during 1850. He was a non-resident 
member from that date till the reconstruc- 
tion of the academy in 1865. Some fifty 
works by him were hung at the academy’s 
annual exhibitions. Pidgeon joined Joseph 
Mayer [q. v.] and Abraham ilume (1814- 
1884) [q. v.lin 1848, in founding the Historic 
Society of Lancashire and Cheshire. He and 
Ilume were joint-secretaries till January 
1851, when Pidgeon removed to London. 
To the society’s publications he contributed 
many etchings and lithographs. 

_ Pidgeon, on resettling in London, con- 
tinued his practice as a painter and a teacher 
of art. He had been elected an associate of 
the Institute of Painters in Water-colours in 
1846, and a full member in 1861. He was 
also president of the Sketching Club, Prom 
1838 he exhibited in London four pictures at 
tlie Royal Academy, two at the British In- 
stitute, fifteen at the Suffolk Street Gallery, 
besides some twenty works at the Royal Man- 
chester Institution, between 1841 and 1856. 

He died at 39 Pitzroy Road, Regent’s 
Park, on 6 Aug. 1880, in his seventy-fourtli 
year. The only known portrait of Pidgeon 
appears in a group of the three founders of 
the Historic Society of Lancashire and 
Cheshire. 

Pidgeon’s work is broad in treatment and 
good in colour, and has much of the depth 
and tone of Varley. He was an excellent 
draughtsman. iMany of his drawings are 
in the writer’s possession. He contributed 
papers and drawings to the journals of the 
Archieological Institute, the British Archieo- 
logical Association, and the Liverpool Lite- 
rary and Philosophical Society. 

[Proceedings Hist. Soc. of Lane, and Chesh. v. 

1, 2, 3, 4 ; Graves’s Diet, of Artists, 1884, p. 
185; Catalogues of Liverpool Academy and 
Royal Manchester Institution.] A. K. 

PIERCE. [See also Peaece and Peaese.] 

PIERCE or PEARCE, EDWARD 
(d. 1698), sculptor and mason, jpractised in 
London during the latter half of the seven- 
teenth century, and was son of Edward 
Pierce, a decorative painter of some repute 
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about 1640 to 1666. The elder Pierce was 
for some time employed by Vandyck as an 
assistant, but his chief works were altar- 
pieces, ceilings, &c., in London churqjj.es, all 
of which have unfortunately perished either 
in the great fire or in subsequent conflagra- 
tions. The same fate attended the examples 
of his art at Belvoir Castle in Lincolnshire. 
He is said to have etched a series of designs 
for ornamental friezes, published in 1640, 
and to have died at Stamford in Lincoln- 
shire about 1670. A portrait of the elder 
Pierce, painted by Isaac Fuller [q. v.], was 
in the collection of Colonel Seymor and 
afterwards in that of Horace Walpole at 
Strawberry Hill. Another of his sons, John 
Pierce, also became a painter. 

Edward Pierce the younger was a pupil of 
Edward Bird [q. v.], the sculptor, and was for 
a considerable time employed as an assistant 
to Sir Christopher Wren. He rebuilt the 
church of St. Clement Danes in the Strand 
in 1680 from Wren’s designs ; the original 
contract is in the British Museum (Addit. 
Chart. 1605; in this his name is written 
' Pearce ’). He also executed the four dragons 
at the angles of the pedestal to the monu- 
ment on Fish Street Hill, the statues of Sir 
Thomas Gresham and Edward III for the 
Royal Exchange, a large marble vase for 
Hampton Court Palace, and the busts of Sir 
Isaac Newton and Sir Christopher Wren for 
the Sheldonian Theatre, Oxford. Pierce e.xe- 
cuted a marble bust of Oliver Cromwell, now 
in the possession of E. J. Stanley, esq., at 
Quantock Lodge, Somerset ; the terra-cotta 
model of this bust is in the National Portrait 
Gallery. His largest though not his beat 
work in sculpture was the monument to 
Sir William Maynard in Little Easton 
church, Essex. Pierce died in Surrey Street, 
Strand, in 1698, and was buried in the 
Savoy. 

[Walpole’s Anecdotes of Painting, ed. Wor- 
num ; De Piles's Lives of the Painters ; Bed- 
grave’s Diet, of Artists.] L. C. 

PIERCE, ROBERT, M.D. (1622-1710), 
physician, whose name is also spelt Peirce, 
son of a clergyman in Somerset, was born 
in that county in 1622. After attendance 
at a preparatory school at Bath, he was 
sent to Winchester, and thence to Lincoln 
College, Oxford, where he matriculated on 
26 Oct. 1638. He graduated B.A. on 15 June 
1642, M.xA. and M.B. on 21 Oct. 1660, and 
M.D. on 12 Sept. 1661. His boyhood and 
youth were sickly, for at ten he had general 
dropsy, at twelve smallpox, at fourteen ter- 
tian ague, and at twenty-one measles with 
profuse bleeding from the nose. After a short 


residence in Bristol he settled in practice in a 
marshy part of Somerset, whore in 1652 he 
had a severe fever, then epidemic, followed by 
a quartan ague, which weakened him so much 
that he decided to leave the district. His fel-. 
low-collegian, Dr, Christopher Bennet [q. v.], 
advised him to try London ; but, though there 
were then three physicians in full practice 
at Bath, he decided to settle there in 1663, 
and soon had what was then called ^ a riding 
practice,' or frequent calls to consultations 
at from ten to thirty miles from Bath. On 
15 April 1660 he was elected to the office of 
physician to poor strangers. As the older 
physicians died off he gradually became a 
regular Bath physician, often, as was then 
the custom, taking patients of distinction to 
reside in his house. Richard Talbot, earl of 
Tyrconnel, stayed with him for five weeks 
from April 1686, and was given Quercetanus’s 
tartar pills for several nights, followed by 
two (Quarts of the King’s Bath water in the 
morning for several days, as severe measiu'es 
were needed to fit him within two or three 
months to take up his Irish government. 
The Duke of Hamilton, the Duchess of Or- 
monde, the Marchioness of Antrim, Lord 
Stafford, and General Talmash or Tolleinache, 
afterwards mortally wounded at Brest, were 
among his patients, and he cured Captain 
Harrison, son-in-law of Bishop Jeremy Tay- 
lor, of lead palsy. Sir Charles Scarborough, 
Sir William Wetherby, Sir John Mickle- 
thwaite [q. v.], Dr. Phineas Fowke [q. v,], Dr. 
Gideon Harvey [q. v.^, Dr. Richard Lower 
[c . V.], Dr. Short, anci many other famous 
p lyaicians sent patients to him. In 1689 he 
visited London, and, having been nominated 
in James IPs new charter to the College of 
Physicians, was admitted a fellow on 19 March , 
1689. He had earned this honour by many 
original observations. He is probably the first 
English writer who noted the now well- 
known occurrence of acute rheumatism as ^ 
sequel to scarlet fever ( Ilisfory of the Bath, p. 
12) ; and his account of Major Arnot’s case (p. 
45), in which muscular feebleness of the arm 
followed the constant carrying of a heavy 
falcon on one fist, is the first suggestion of 
the morbid conditions now described as Hrade 
palsies.' The lympho-sarcoma of the peri- 
cardium, which he discovered post mortem 
in the case of Sir Robert Craven, is the first 
described in any English medical book. These 
three original observations entitle him to a 
high place among English physicians, and his 
book contains many others of great interest. 
In 1697 he published ^Bath Memoirs, or 
Observations in three-and-forty years’ prac- 
tice at the Bath,' of which a second edi- 
tion appeared in 1713 as ^The History 
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and Memoirs of the Bath.’ He died in 
June 1710. 

Pie tree married a daughter of David Pryme 
of Wookey, Somerset, and had one daughter, 
who had an only son, born in 1679. 

[Works ; Munk’s Coll, of Phys. ; Ray’s Three 
Discourses, 1713,p. 186; Foster’s Alumni Oxon.] 

K M. 

PIERCE, SAMUEL EYLES (1746- 
1829), Calvinist divine, born at Up-Ottery 
vicarage, near Honiton, Devonshire, on 23 
June 1746, was son of Adam Pierce, a cabinet- 
maker of Honiton, and Susannah, daugh- 
ter of Joseph Chilcott, vicar of Up-Ottery. 
His mother destined him for the ministry 
of the church of England. Of retiring dis- 
position as a boy, he was first ^ brought under 
divine influence ’ by reading a book by Dr. 
Anthony Horneck, and he was impressed by 
the views of Toplady, whom he heard preach 
at Broad Hembury. Between February 
1772 and August 1775 he spent much time 
in London, and attended the sermons of 
Romaine, with whose* opinions he was in 
thorough sympathy. During the same period 
he applied for guidance to John Wesley, who 
< immediately sent one to see and inquire into 
my case and circumstances ; ’ but Pierce was 
not ‘of Wesley’s opinion’ in theological 
matters. During 1775 he was admitted to 
Lady Huntingdon’s College at Trevecca. 
Lady Huntingdon thought highly of his 
abilities and fervour, and soon offered him a 
four years’ engagement as a preacher of her 
connexion. In January 1776 he began his 
ministry at the Hay, Brecknock, and after- 
wards visited Lincolnshire, Sussex, and 
Cornwall. He was ‘all for preaching a 
finished salvation.’ In 1780, when his four 
years’ engagement with Lady Huntingdon 
expired, she commissioned Pierce to preach 
at Maidstone. He remained there nearly a 
year, after which his connection with Lady 
Huntingdon ceased. 

In August 1783 he was called to the pas- 
torate of an independent church at Truro; 
About 1789 disputes arose, and Pierce was 
charged with antinomianism and ‘ preaching 
above the capacities of the people.’ His wife 
kept a school in the town, but, taking the 
part of his enemies, drove him from the 
iiouse. He retired to the residence of a 
Iriend at Boskenna in Cornwall, where he 
educated the sons of his host, and occasionally 
preached in the neighbourhood. Towards 
the close of 1706 he was in London, where 
he published ‘Discourses designed as pre- 
paratory to the administration of the 
Lord’s Supper’ (2nd edit. 1827), and thereby 
gained some reputation. In 1802 he was 
appointed to a Tuesday-evening lectureship 


at the ‘ Good Samaritan’s,’ Shoe Lane. He 
gradually became a popular London preacher 
among confirmed Calvinists. In September 
1809 his hearers at Eagle and Child Alley 
(leading from Fleet Market into Shoe Lane) 
formed themselves into a church, and ap- 
pointed him minister. The chapel was after- 
wards known as Printer’s Court Chapel, and 
was pulled down in 1825. From 1804 Pierce 
also preached on Sundays at Bailey’s Chapel, 
Brixton. He still spent about half the year 
on preaching tours in the west of England, 
and for some time again held a pastorate at 
Truro. In his absence from London his 
sermons were read out by one of his congre- 
gants, his regular hearers being unable to 
‘endure any other preacher’ (Wilson). 
Pierce died on 10 May 1829 in Acre Lane, 
Clapham. He was twice married. His first 
wife, a woman older than himself, died at 
Truro in 1807 ; the second, Elizabeth Tiir- 
quand, daughter of a sugar-baker, and his 
junior by twenty-seven years, he married on 
5 Nov. 1819. 

Pierce’s chief works were: 1. ‘An Essay 
towards an Unfolding of the Glory of Christ,’ 
in several sermons, with preface by Rev. 11 , 
Hawker, D.D., 2 vols. 1803-11. 2. ‘A 

Treatise upon Growth in Grace,’ 1st edit. 
1804, with preface by Rev. J. Nicholson ; 
2nd edit. 1809. 3. ‘A Brief Scriptural 

Testimony of the Divinity , . . Personality 
Work, &c., of the Holy Spirit... with recom- 
mendatory preface by J. Nicholson,’ 1805 ; 
2nd edit. 1810. 4. '‘Letters on Scriptural 

Subjects,’ 1817; 4th edit. 1862, 2 vols. 
5. ‘ Miscellaneous Expositions, Paraphrases, 
Sermons, and Letters,’ 1818. 6. ‘Paul’s 

Apostolic Curse,’ 1820. 7. ‘Death and 

Dying,’ 1822; 4th edit. 1856. 8. ‘A 

true Outline and Sketch of the Life of 
Samuel Eyles Pierce, Minister of the Ever- 
lasting Gospel. Written by himself in the 
year 1822 in six sections. Printed in 1824 . . , 
with an appendix . . . together with a Funeral 
Sermon written by himself, and a Catalogue 
of all his Writings, whether published or in 
manuscript ; ’ privately printed. 9. ‘ Ex- 
position of the Epistle General of St, John ’ 
(posthumous), 1835, 2 vols. 

A portrait of the author was issued by the 
printers of the autobiography. 

[Pierce's Autobiography, 1824; Gent. Mag. 
1829, i. 475; Wilson’s Hist, of Dissenting 
Churches, iii. 416-17; Boase and Courtney’s 
Bibl. Cornubiensis, pp. 496-7, 1314; Alliboiie’a 
Diet, of Engl. Lit. ii. 1592; Brit. Miis. Cat. ; 
Hawker's Some Particulars relating to the 
Ministry and Disciples of Rev. S. E. Pierce oi 
Londcm^l 822), in Plymouth Institution Li brary.] 
G. Lk G. N. 
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PIERCE or PEIRSE, THOMAS (1622- 
1691), controversialist, son of John Pierce 
or Peirse, a woollen-draper and mayor of 
Devizes, Wiltshire, was born in He 

was appointed chorister of Magdalen Col- 
lege, Oxford, in 1633, and was trained in 
* grammar-learning ^ in the free-school ad- 
joining the college by the llev. William 
White, for whom in 1662 he obtained pre- 
ferment (Wood, Athencs Oxon, iii. 1167). 
On 7 Dec, 1638 he matriculated from the 
college, his father being then described as 
^ plebeius,’ and in 1639 he became a demy. 
He graduated B,A. on 4 Dec. 1641, and 
M.A. on 21 June 1614, when he was ‘es- 
teemed a good poet and well skill’d in the 
theory and practice of music’ (ib.') This 
musical reputation was maintained in after 
years ; Evelyn mentions, on making his ac- 
quaintance in 1656, that he was ‘ an excel- 
lent musician’ (Dihr?/, 1827 edit. ii. 117). 
In 1643 he was elected a fellow of his col- 
lege, and was expelled on 15 May 1648 by 
theparliamentary visitors, a proceeding which 
gave zest to his satire upon them, entitled 
‘ A Third and Eoiirth Part of Pegasus, taught 
by Bankes his Ghost to dance in the Dorick 
Moode, 1 July 1648 it was signed Basilius 
Philomusus. Like most of the royalist di- 
vines, he must have endured much poverty 
for some years ; hut he was fortunate enough 
to enter the household of Dorothy, countess 
of Sunderland, as tutor to her only son, Ro- 
bert Spencer, afterwards secretaiy of state 
to James II. He spent some years in tra- 
velling with the youth through France and 
Italy, and in 1656 he was presented by the 
countess to the rectory of Brington, North- 
amptonshire, which he held until 1676. 
There he was much admired, says Wood, for 
his ‘ smooth and edifying way of preaching,’ 
but everywhere else his words were ‘ very 
swords.’ In 16f59 he was appointed prselector 
of theology at his college. 

Until the end of 1644 Pierce was imbued 
with Calvinism, but he then changed his 
views, and attacked his abandoned opinions 
with the zeal of a neo-convert. For some 
time he was content to confine his thoughts 
to manuscript, but in 1655 he expounded 
his creed, that the sin in him was due to 
his own and not to God’s will, and that 
the g’ood done by him was received from the 
special grace and favour of God, in ‘ A correct 
Copy of some Notes concerning God’s De- 
crees, especially of Reprobation.’ The first 
edition (1655) was signed ‘ T. P.,’ the second 
(1657) and the third (1671) bear his name. 
Pierce further defined his position in ‘ The 
Sinner impleaded in his own Court, wherein 
are represented the great Discouragements 


from Sinning which the Sinner receiveth 
from Sin itselfe,’ 1656 (2nd and 3rd edit, 
with additions, 1670). Controversy raged 
about those works until 1 600, and in further 
tracts Pierce replied to sjiirited attacks by 
William Barlee, rector of Brockhall, North- 
amptonshire, Edward Bagshawe, Henry 
Hickman, and especially Richard Baxter, 
with whom ho w'aa long at enmity. In 1658 
he reprinted his contributions to the con- 
trewersy, as far as it had then gone, in ‘ The 
Christian’s Rescue from the Grand Error of 
the Heathen.’ 

At the Restoration, Pierce was reinstated 
in his fellowship, proceeding also D.D. on 
7 Aug. 1660, and being appointed in tlie 
same year chaplain-in-oi-dinary to Cliarles K. 
lie became the seventh canon of Canter- 
bury on 9 July 1660, and prebendary of 
Langford Major at Lincoln on 25 Sept. 1662, 
holding both prefermenls until his death. 
After a strong opposition from some of the 
fellows, which was silenced at last by a 
peremptoiy letter from court, he was elected 
president of Magdalen College, Oxford, on 
9 Nov. 1661. The result was a long-con- 
tinued warfare. Wood rightly deemed him 
more qualified for preaching than for the ad- 
ministration of a college, and considered him 
‘ high, proud, and sometimes little better than 
mad.’ His own statement was that he was 
the ‘ prince ’ of his college. He deprived 
Thomas Jeanes of his fellowship, ostensibly 
for a pamphlet justifying the proceedings of 
the parliament against Charles I, hut really 
for criticising the latinity of his ‘ Concio 
Synoclica ad Clerum ’ (Wood, Fasti, ii. 220), 
Another of his victims was Henry Yerbury, 
a senior fellow and doctor of physic, whom 
he fii'St j)iit out of commons and then ex- 
pelled. ,Tis conduct vei*y soon brought about 
a visitation of the college by the bishop of 
Winchester, whom he treated with dis- 
courtesy. Pierce endeavoured to justify his 
action in ‘ A true Account of the Proceed- 
ings, and of the Grounds of the Proceedings ’ 
against Yerbury, who promptly vindicated 
his own conduct in a manuscript defence. 
Two vindications of Pierce appeared in the 
guise of lampoons, viz., ‘ Dr. Pierce his 
Preaching confuted by his Practice ’ (Notes 
and Queries, 2nd ser. vi. 341), and ‘Dr. 
Pierce his Preaching exemplified in his Prac- 
tice.’ Pierce assisted John Dobson in the 
first and wrote the second himself, although 
Dobson, to screen him, owned the author- 
ship, and was expelled the university for a 
time. Eventually, after ten years of constant 
contentions with the fellows, he was induced 
to read his resignation at evening prayers in 
the chapel on 4 March 1671-2. He himself 
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wrote to tlie Bev. Henry More tliat he had 
vacated his place ^ through the damps ' of 
Oxford, and through his love of private life, 
hut he had been promised other preferment ; 
and Humphry Ihideaux says that he sold 
the headship of the college (Letterdj Camd. 
Soc. p. 137). 

On IG June 1GC2 he had been appointed 
to the lectureship at Carfax, During 1661 
and 1662 many famous sermons were preached 
by him in London, including one delivered on 
1 Feb. 1662-3 before the king at Whitehall 
against the Roman catholic church. This prO" 
nouncement produced a furious controversy. 
Within a year it ran through at least eight 
editions, and it was translated and printed in 
several foreign languages. Two replies by 
J. S., usually attributed to John Sergeant, were 
]published in 1663, and it was also answered 
by S. 0., i.e. Serenus Oresay. The Rev. 
Daniel Whitby, fellow .of Trinity College, 
Oxford, Meric Casaubon in 1665, and John 
Dobson defended Pierce, who himself retorted 
in ^ A Specimen of Mr. Creasy’s Misadven- 
tures,’ w' lich was prehxed to l)r. Jolm Sher- 
man’s ^ Infallibility of the Holy Scriptures.’ 
Pepys heard Pierce preach on 8 April 1663, 
and described him as having ‘as much of 
natural eloquence as most men that ever I 
heard in my life, mixed with so much learn- 
ing.’ Many years later Evelyn com])lained of 
a sermon by him at Whitehall * against our 
late schismatics,’ that it was ‘ a rational dis- 
course, but a little oversharp, and not at all 
proper for the auditory there.^ 

On 4 May 1675 Pierce was admitted and 
installed as dean of Salisbury. But Lis past 
troubles had not taught him the art of living 
in peace with his neighbours. He quarrelled 
with his chapter, and its members appealed 
to the archbishop. He invited a quarrel 
with his bishop, Seth Ward, by ranging 
bimself with the choir against episcopal mo- 
nition (Jones, Salisbury Diocese ^ pp. 246-8). 
A more serious trouble arose between 
liis diocesan and himself about 1683, when 
his only surviving son, Robert Pierce, was 
denied a prebendal stall in the cathedral. 
The dean much resented this refusal, and in 
revenge entangled the bishop in controversy, 
through ‘black and dismal malice.’ lie 
asserted that the dignities connected with 
the cathedral church of Salisbury were in 
the gift of the crown, and communicated 
this view to the ecclesiastical commissioners. 
By their command he wrote a ‘ Narrative’ 
in the king’s interest, and the bishop answered 
it with a similar ‘ Narrative.’ These circu- 
lated in manuscript, and the dean followed 
up his action by printing anonymously and 
for private circulation in 1683 ‘ A Vindica- 


tion of the King’s Sovereign Right.’ This was 
also printed as an appendix to the ‘ History 
and Antiquities of Cathedral of Salisbury 
and Abbey of Bath,’ 1723. Through this 
controversy the hapless Bishop Ward was 
forced to visit London several times ‘ in un- 
seasonable time and weather,’ and the exer- 
tion hastened his death (AVoon, Athencs, iv. 
250-1 ; D’Israeli, Quarrels of Authors, 1814 
edit., iii, 307-9 ; see also JReport of the Ca-^ 
thedral Coimnission, 1854, pp. 412-14 ; and 
Tanner MSS. Bodleian Library), 

The dean had purchased an estate in the 
parish of North Tid worth, a few miles north 
of A mesbury in W iltshire. lie died there on 
28 March 1691, and was buried in the church- 
yard of Tidworth. Ajt his funeral there was 
given to every mourner a copy of his hook 
entitled ‘ Death considered as a Door to a 
Life of Glory [anon.] Printed for the 
Author’s private use,’ n.d. [1690 ?] There 
was erected over his grave ‘ a fabric or roof, 
supported by four pillars of freestone, repre- 
senting a little banquetting house,’ with a 
plain stone, and simple inscription under it. 
A more elaborate inscription, made by him- 
self a little before bis death, was engraved 
on a brass plate fastened to the roof of the 
church, and is now on the north wall inside 
the building. A fragment of the external 
monument still remains, but the canopy has 
disappeared, the stones having been used 
for some repair of the church (Steati^oed, 
Wiltshire Worthies, pp. 126-7). Pierce’s 
wife Susanna died in June 1696, and w^as 
also buried in the churchyard of North Tid- 
worth. An infant son, Paul, died in Febru- 
ary 1667, and was buried in the chancel of 
Brington church, where an epitaph com- 
memorated his memory. The son, Robert, 
became rector of North Tidworth in 1680, and 
through the favour of Anne, then princess 
of Denmark, was appointed prebendary ot 
Ohardstock in Salisbury Cathedral in 1689. 
He retained both these preferments until 
his death in 1707. 

Pierce was an executor to Bishop Warner 
of Rochester, who left him a legacy of 200^., 
and the Latin verses on the bishop’s tomb at 
Rochester were probably by him. He him- 
self gave hooks and money to the library of 
Magdalen College, and 70/. for rebuilding 
St. Paul’s Cathedral. He encouraged by his 
patronage William Walker the grammarian, 
Dr. Thomas Smith, and John Rogers the 
musician. 

The learning and controversial abihties of 
Pierce are undoubted, and he was a stout 
champion of the doctrines of his church; but 
his fierce temper provoked the rancour of his 
opponents, and his works did more harm 
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than good. A portrait of him by Mrs. Beale, 
drm 1672, was at Melbury, Dorset, the seat 
of the Earl of Ilchester. 

Among Pierce’s other works were: 1. ^ The 
Signal Diagnostic, whereby to judge of our 
Atlections and present and future Estate,’ 
1670. 2 . * A Decade of Caveats to the People 
of England,’ 1679 ; against popery and dis- 
sent, and mostly preached in Salisbury Cathe- 
dral. 3. The first of ' Two Letters contain- 
ing a further Justification of the Church of 
England against Dissenters,’ 1682. 4. ^ Paci- 
ficatorium Orthodoxte Theologise Corpuscu- 
lum,’ 1683 and 1085, a treatise for young 
men entering into holy orders. 6 . ‘The 
Law and Equity of the Gospel, or the Good- 
ness of our Lord as a Legislator,’ 1686. 
6 . ‘Articles to be enquired of within the 
peculiar Jurisdiction of Thomas Pierce, Dean 
of Sarum, in his Triennial Visitation, 168 ’ 
(^ec). 7. ‘ A Prophylactick from Disloyalty 
in these Perilous Times, in a letter to Her- 
bert, bishop of Hereford,’ 1688 5 in support 
of the declaration of James II, and signed 
‘Theophilus Basileus.’ 8 . ‘An efiPectiial 
Prescription against the Anguish of all 
Diseases,’ 1691 ; apparently posthumous. 

As a popular preacher Pierce was the 
author of many printed sermons. With the 
exception of three — («) ‘The Badge and Cog- 
nisance of God’s Disciples, preached at St. 
Paul’s before the Gentlemen of Wilts,’ 1657; 
(5) ‘ The Grand Characteristic,’ 1658 ; (c) ‘ A 
seasonable Caveat against Credulity, before 
the King at Whitehall,’ 1679 — the whole of 
them were included in ‘ A Collection ’ issued 
in 1671. 

Pierce corrected, amended, and completed 
for the press the ‘ Annales Mundi,’ 1655, and 
compiled the ‘Variantes Lectiones ex An- 
notatis Hug. Grotii, cum ejusdem de iis 
judicio,’ which forms the fi.fteenth article 
in the last volume of Walton’s ‘ Polyglot 
Bible.’ He contributed verses to the Oxford 
collections, * Horti Carolini rosa altera,’ 
1640 ; ‘ On Queen Henrietta Maria’s Return 
from Holland,’ 1643 ; and on the death of 
that queen, 1669. lie was also the author 
of the anonymous poem ‘ Caroli tov i^aKaplrov 
IlaXtyyevecrm, 1649,’ which was included in 
the same year in ‘ Monumentum Regale, a 
T’ornbe for Charles I,’ pp. 20-30. This poem 
was also appended to Pierce’s Latin transla- 
tion (1674 and 1675) of ‘ Reasons of Charles I 
against the pretended Jurisdiction of the 
High Court of Justice, 22 Jan. 1648,’ along 
with Latin epitaphs on Charles I, Henry 
Hammond, Jefifry Palmer, and several 
friends ; and some hymns, which are said to 
have been set to music by Nicholas Lanier 
[q. V.] and others. Wood asserts that the 


music of the ‘ Divine Anthems ’ of William 
Child was set to the poetry of Pierce. Ar- 
thur Phillips [q. V.] is also said to have com- 
posed music for his poems. 

[Foster’s Alumni Oxon. ; Wood’s Athenai 
Oxon. lii. 407, iv. 299-307, 598 ; Wood’s Fasti, 
ii. 2e>6, 297, 307 ; Jones’s Fasti Eccles. Salisb. 
pp. 323, 371 ; Le Neve’s Fasti, i. 55, ii. 167, 
618, 663, hi. 563; Bloxam’s Magd. Coll. Re- 
gister,^ passim; Halkett and L ling’s Pseudon. 
Lit. hi. 2033, iv. 2696 ; Fell’s Life of Hammond, 
1684, pp. xxxv-vi; Hammond’s Works (Libr, 
Anglo-Cath. Theology), vol. i. pp. cxix, cxxi-iii; 
Wood’s Life and Times (Oxford Hist. Soc.), i. 
420, 460, 473 , 487-9; Todd’s Walton, i. 276-82; 
Oxford Visitation, ed. Burrows (Camden Soc.), 
pp. 28-9, 89, 114, 137; Cartwright’s Sacclia- 
rissa, pp. 125, 172 ; Walton’s Life of Sanderson, 
1678, pp. 1-3 ; Letters of Henry More, 1694, pp. 
37-46, 54; Evelyn’s Diary, 1827, iv. 116-18, 
121-4.] W. P. C. 

PIERCE, WILLIAM (1580-1670), 
bishop of Peterborough. [See Piees.] 

PIERREPONT, EVELYN, first Duke 
and fifth Eael oe Kingston- (1665.^-1726), 
was third sou of Robert Pierrepont of Thores- 
hy, Nottinghamshire, by Elizabeth, daughter 
and coheiress of Sir John Evelyn, knt., of 
West Dean, W iltshire [see Pieebepont, Wil- 
liam]. Evelyn was returned to the Con- 
vention parliament in January 1G89 for East 
Retford. At the general election in March 
1690 he was again returned for Retford ; but 
on 17 Sept. 1690 he succeeded his brother 
William as fifth Earl of Kingston-iipon-Hull, 
and took his seat in the House of Lords on 
6 Nov. following {Journals of the House of 
Lords^ xiv. 541). He was appointed one of 
the commissioners for the union with Scot- 
land on 10 April 1706, and was created 
Marquis of Dorchester on 23 Dec. 1706, with 
remainder in default of male issue to his 
uncle Gervase, Baron Pierrepont of Ard- 
glass, afterwards created Baron Pierrepont 
of Hanslope, Buckinghamshire. Dorchester 
was admitted to the privy council on 26 June 
1708, and on 19 Nov. following was ordered 
by the House of Lords to present the address 
of condolence and thanks to the queen {ib. 
xviii. 582-3). In 1711 he joined in several 
^protests against the resolutions which had 
oeen carried in the House of Lords with 
reference to the disasters in Spain (Rogees, 
Complete Collection of Protests of the House 
of Lords, 1875, i. 198-206). On 28 May 
1712 he signed a strongly worded protest 
against ‘ the restraining orders ’ sent to the 
Duke of Ormonde, which, together with a 
protest against the peace, in which he joined 
on 7 J line, were subsequently expunged by 
order of the house (zA i. 209-17). On 



Pierrcpont 26.3 Pierrepont 


15. Tune 1714 lie signed tlie protest against 
the passing of the Scliiam bill, which had been 
carried against the whiga in the House of 
Lords by a majority of five votes ( tl>. 1 2 18-2 p. 
Dorchester was appointed warden and chief 
justice in eyre of tUe royal forests north of 
the Trent on 4 Nov. 1714, a post which he 
retained until December 1716.^ He was 
sworn a member of George I’s privy council 
on 16 Nov. 1714, and Avas appointed lord 
lieutenant and custoa rotulorum of Wiltshire 
on 1 Dec. in the same year’. He was created 
Duke of Kingston-upon-Hull on 10 Aug. 
1715, and took his seat as such on the 15th 
of that month (Journals of the House of 
LordSf XX. 166). On 10 April 1716 he sup- 
'Aorted the second reading of the Septennial 
;iill, and insisted that it was the business of the 
legislature ‘ to rectify old laws as well as to 
make new ones ’ (Jarl. Hist. vii. 296). He 
was appointed lord keeper of the privy seal 
in December 1716, but was succeeded in 
that office by Henry, duke of Kent, in Fe- 
bruary 1718. On 6 Feb. 1719 Kingston be- 
came lord president of the council, and on 
29 April following was elected a knight of 
the Garter. On 11 June 1720 he resigned 
the post of lord president, and resumed his 
former office of keeper of the privy seal. 
He died at his house in Arlington Street, 
Piccadilly, on 5 March 1726, and was buried 
at Holme Pierrepont, Nottinghamshire. 

Kingston, who was one of the most pro- 
minent leaders of the fashionable world of 
his day, is thus described by Macky in 
1706: * He hath a very good estate, is a very 
fine gentleman, of good sense, well-bred, and 
a lover of the ladies ; intirely in the interest 
of his country ; makes a good figure, is of a 
black complexion, well made, not forty years 
old ’ (Me^noirs of the Secret Ser Dices of John 
Machj, JEsq.^ 1733, p. 76). According to 
his daughter, Lady Mary Wortley Montngu, 
llichardson drew * his picture without know- 
ing it in Sir Thomas Grandison? (Letters 
and Works of Lady Mary Wortley Montagu^ 
1837, i. p. 5). He was a staunch whig and 
a member of the Kit-Cat Club. He is said 
to have been created LL.D. of Cambridge 
University on 16 April 1706 (Annals of 
Queen Annds Reign^ iv. 12), but his name 
does not appear in the ^ Graduati Canta- 
brigienses’ (1823). He held the post of re- 
corder of Nottingham, was appointed a 
deputy-lieutenant of Wiltshire in 1701, and 
was custos rotulorum of that county from 
1706 to 1712. He acted as one of the lords 
justices during the absence of the king firom 
England in 1719, 1720, 1723, and 1725-6. 

He married, first, in 1687, Lady Mary 
Feilding, only daughter of William, third 


earl of Denbigh, and his first wife Mary, 
sister of John, first baron Kingston in the 
peerage of Ireland, by Avhom he had one son — 
viz. William, earl of Kingston, who died on 
1 July 1713, and whose only son, Evelyn 
[q, V.], succeeded as second duke of Kingston 
— and three daughters, viz. (1) Mary, who be- 
came the Avife of EdAvard Wortley Montagu 
[see Montagu, Lady Maht Woetley]; 
(2) Frances, who ou 26 July 1714 became 
the second Avife of John Erskine, sixth or 
eleventh earl of Mar of the Erskine line 
[q. V.]; and (3) Evelyn, who married, on 
8 March 1712, John, second baron GoAver, 
afterwards first earl Gower, and died on 
17 June 1727. Kingston's first wife was 
buried at Holme-Pierrepont on 20 Dec. 1697. 
He married, secondly, on 2 Ang. 1714, Lady 
Isabella Bentinck, fifth daughter of William, 
first earl of Portland, and his first wife 
Anne, sister of EdAvard, first earl of Jersey, 
by whom he had two daughters, viz. (1) Caro- 
lina, who on 9 Jan. 1749 became the wife of 
Thomas Brand of Kimpton, Hertfordshire, 
and died on 9 June 1753; and ('2) Anne, 
who died unmarried on 16 May 17 39, aged 20. 
His widow died at Paris on 23 Feb. 1728, 
and was buried at Holme-Pierrepont on 
3 May following, There^ is a mezzotint of 
Kingston by Faber after Sir Godfrey Kneller. 
A catalogue of his library was printed in 
1727, London, folio. 

[Memoirs of the Celebrated Persons compos- 
ing the Kit-Oat Chib, 1821, pp. 5,1-2, with por- 
trait; G. E. C.’s Complete Peerage, iv. 406; 
Bnrke’s Extinct Peerage, 1883, p. 428 ; Collins’s 
Peerage of England, 1812, v. 628 n . ; Nichols’s 
Lit. Anecd. 1812, i. 368 ; Historical Begister, 
vol. xi. Cbron. Diary, pp. 11-12 ; Political State 
of Great Britain, viii. 95 ; Gent. Mag. 1739 p. 
273, 1763 p. 296 ; Official Return of Lists of 
Members of Parliament, pt. i. pp. 560, 567 ; 
Notes and Queries, 2ad ser. xi. 443, 8th ser. v. 
268 ; Brit. Mns. Cat.] G. F. K 

PIERREPONT, EVELYN, second 
Duke of Kingston (1711-1773), born in 
1711, was only son^ of William, earl of 
Kingston, by his wife Rachel, daughter 
of Thomas Baynton of Little Chalfield, 
Wiltshire. Evelyn, first duke of Kingston 
[q. v.l, was his grandfather. He was 
educated at Eton. His father died on 1 July 
1713, and his mother on 18 May 1722. He 
succeeded his grandfather as second Duke of 
Kingston on 6 March 1726, and took his seat 
in tke House of Lords on 1 June 1733 
(Journals of the House of xxiv. 29:^ ). 

< The Duke of Kingston,’ says his aunt m 
1726, ^has hitherto had so ill an education, 
^tis hard to make any judgment of him ; he 
has his spirit, hut I fear will never have his 
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father’s sense. As young noblemen go, ^tis 
possible he may make a good figure amongst 
them ’ (Letters and Works of Lady Mary 
WortUy Montagu^ LSo", ii. 209). He was 
appointed master of the staghounds north of 
the Trent on 8 July 1738, and on 20 March 
1741 was elected a knight of the Garter. On 
17 April 1741 he became one of the lords of 
the bedchamber, a post, however, which he 
did not long retain. Upon the outbreak of 
the rebellion in 1746, Kingston, at his own 
expense, raised a regiment of light horse, 
which greatly distinguished itself against the 
rebels at the battle of Culloden. He was 
gazetted a colonel in the army on 4 Oct. 
1745, major-general on 19 March 1755, and 
lieutenant-general on 4 Feb. 1769. At the 
coronation of George III in September 1761, 
Kingston was the bearer of St. Edward’s 
staff. In January 1763 he was appointed 
lord lieutenant and custos rotulorum of 
Nottinghamshire, and also steward of Sher- 
wood Forest, but resigned both these offices 
in August 1765. In September 1769 he be- 
came recorder of Nottingham, and on 26 May 
1772 he was promoted to the rank of general 
in the army. He died at Bath on 23 Sept. 
1773, aged 62, and was buried at Ilolme- 
Pierrepont, Nottinghamshire, on 19 Oct. 
following. 

Kingston is described by Walpole as being 
< a very weak man, of the greatest beauty, 
and finest person in England" (Journal of the 
Iteign of King George Ilf 1859, i. 259). lie 
went through the ceremony of marriage with 
the notorious Elizabeth Chudleigh [q. v.], the 
wife of the Horn Augustus John Ilervey 
(afterwards third Earl of Bristol) [q. v.], at 
St. Georges’s, Hanover Square, on 8 March 
17 69. In the riot which occurred in London 
on the 22nd of that month, Kingston was 
‘ taken for the Duke of Bedford, and had his 
new wedding coach, favours, and liveries 
covered with mud’ (WAiPOLE,Xeifer.9, 1857, 

149). Ail his honours became extinct upon 
his death without issue. On the death of the 
Countess of Bristolin August 1788, his estates 
devolved upon his nephew, Charles MeadoAvs, 
wffio assumed the name of Pierrepont, and was 
subsequently created Earl Manvers [see art. 
Meadows, SibPhilip]. Kingston lost a large 
number of valuable manuscripts, letters, and 
deeds by fires at Thoresby (4 April 1745) and 
at New Square, Lincoln’s Inn (27 June 1762). 
There is no record of any speech or protest by 
him in the House of Lords. A full-length 
portrait of Kingston, signed P. Tillemans, 
belonged in 1867 to Earl Manvers. 

[Thomas Whitehead’s Original Anecdotes, 

1 792 Walpole’s Memoirs of the Keign of King 
Georgelll, 1845, iii. 351-2; G. E. C.’s Compkte 


Peerage, iv. 407 ; Doyle’s Official Baronage. 1886 
ii. 302; Collins’s Peerage, 1812, v. 628-9 n • 
Burke’s Extinct Peerage, 1883, p. 428 ; Eddi’ 
son’s Hist, of Worksop, 1854, pp. 165-81 • The 
Beauties of England and Wales, vol. xii. 'pt. i, 
pp. 368-70 ; Historical Register, vol. vii., Chron 
Diary, p. -27; Political State of Great Britain’ 
VI. 47-8; Gent. Mag. 1773 pp. 470-1, 1745 p. 
218, 1752 pp, 287, 381 , 1769 p. 165 ; Notes and 
Queries, 3rd ser. iv. 269, 418, 8th ser. v. 307 vi 
388.] G-, E, Ii. E. 

PIERREPONT, HENRY, first Marquis 
OF Dorchester and second Eare of Kings- 
ton (1606-1680), born in 1606, was the eldest 
son of Robert Pierrepont, first earl ot Kings- 
ton [q. v.] He was educated at Emmanuel 
College, Cambridge. In the parliament of 
1628-9 Pierrepont, as Viscount Newark, 
represented Nottinghamshire. On 11 Jan. 
1641 he was summoned to the House of 
Lords as Baron Pierrepont of Holme Pierre- 
jpont (Doyle, Oficial Baronage, i. 609). 
There he delivered two speeches : the first 
in defence of the right of bishops to sit in 
parliament, the second on the lawfulness and 
conveniency of their intermeddling in tem- 
poral affairs (Old Barliamentary History, ix, 
287, 322). In 1042 the king appointed him 
lord lieutenant of Nottinghamshire, and ho 
took an active part in raising forces for the 
royal army. On 13 July 1642 he made a 
speech to the assembled trained bands of the 
county at Newark, urging them to take up 
arms in the king’s cause (reprinted in Cor- 
nelius Brown, .(dwwa/ii cf Nezvark-on-IVent, 
p. 110). But an attempt which he made to 
obtain possession of the powder belonging to 
the county was successfully defeated by John 
Hutchinson (Mernoirs of CoL Hutchinson, i. 
142-53,347 ; Cal. State Papers, Dom, 1641-3, 
p. 368). In 1643 he succeeded his father as 
second Earl of Kingston. He followed the king 
to Oxford, and remained there till the war 
ended. The university conferred on him the 
degree of M.A., and Charles rewarded his 
adherence by creating him Marquis of Dor- 
chester (26 March 1645) and admitting him 
to the privy council (1 March 1645) (Doyle, 
O^ial Baronage-, Wood, Fasti Oxon, ii. 
36). At the Uxbridge treaty he acted as 
one of the king’s commissioners, and earned 
great reputation among the soldiers by his 
opposition to the rest of the council when 
they decided to surrender Oxford to Fairfax 
(Munr, Coll, of Phys. ed. 1878, i. 284). In 
March 1647 he surprised Hyde and the more 
rigid royalists by compounding for his estate. 
He had not actually fought in the king’s 
armies, and his delinquency consisted in sit- 
ting in the Oxford parliament. His fine, 
therefore, was fixed at 7,4677., which was 
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estimated to be one tentli of the value of liis 
estate (^Calendar of the Committee for Com- 
pounding 1473; CaL Clarendon Papers fi, 
348, 368). 

Now that tlie war was over, Dorchester 
returned to his studies, * From his youth 
ho was always much addicted to books ; and 
when he came from Camlmidge, for many 
years he seldom studied leas than ten or 
twelve hours a day; so that he had early 
passed though all manner of learning botli 
divine and human/ For some time he lived 
at Worksop Manor, lent him by the Earl of 
Arundel, as two of his own houses had been 
ruined by the war. But after the king’s 
death he found there was 1 x 0 living in the 
country, as every mechanic now thought 
himself as good as the greatest peer; and 
in November 1649 ho removed to London. 
Sedentary habits and trouble of mind had 
made him ill, and his illness suggested to 
him the study of physic, which lie hence- 
forth pursued with the greatest application 
(Munk, p. 280). With the study of medi- 
cine he combined the study of the law, and 
on 30 June 1651 he was admitted to Gray’s 
Inn (Fosteh, Grafs Inn liegister^ p. 258 ; 
Nicholas Fa^)ers, i. 306). On 22 July 1658 
he was admitted a fellow of the College of 
Physicians i. 282, 291). The royalists 

regarded his conduct as a scandal to his 
order, and spread a report that he had killed 
by his prescriptions his daughter, his coach- 
man, and five other jatients ( CaL Clarendon 
Papers, iii. 412), T ae ollicial journal of the 
Protectorate, however, praised him for 
giving the nobility of England * a noble 
example how to improve their time at 
the highest rate for the advancement of 
their own honour and the benefit of man- 
kind’ (M.ercurius FoUticus, 22-29 July 
1658). 

At the Restoration, in spite of Dorchester’s 
compliance with the Protector’s government, 
he was readmitted to the privy council 
(27 Aug. 1660), and remained a member of 
that body till 1673. He was also appointed 
one of the commissioners for executing the 
office of earl marshal (26 May 1662, 15 June 
1676), became a fellow of the Royal Society 
(20 May 1663), and accepted the post of re- 
corder of Nottingham (7 Feb. 1666). He 
died on 8 Dec. 1680 at his house inCliarter- 
house Yard, and was buried at Holme 
Pierrepont. 

Dorchester was a little man, with a very 
violent temper. On 11 Dec. 1038 he ob- 
tained a pardon for an assault he had com- 
mitted on one Philip Kinder within the 
precincts of Westminster Abbey and in time 
of divine service {CaL State Papers, Dom, 


l(j37-8 p. 16, 1638-9 p. 412). On 14 Dec. 
1041 the House of Lords committed him to 
custody for words used during a debate 
{Lor di Journals, iv. 475). At some subae- 
(j uent date he had a quarrel with Lord Gran- 
tison, from whom he received a beating. 
In March 1060 Dorchester challenged his 
son-in-law. Lord Roos, to a duel, on account 
of his ill-treatment of Lady Roos. The two 
peers exchanged long and abusive letters, 
which they published.. ' You dare not meet 
me with a sword in your hand,’ wrote Dor- 
chester, ^ but was it a bottle none would he 
more forward.’ ^ If,’ replied Roos, ‘ by your 
threatening to ram your sword down my 
throat, you do not mean your pills, the worst 
is past, and I am safe enough’ (77ie Lord 
Marquesse of Dorchester's Letter to the Lord 
Poos, &c., 4to, 1660). On 19 Dec. 1667 
Dorchester came to blows with the Duke of 
Buckingham at a conference between the 
two houses in the Painted Chamber. * The 
Marquis, who was the lower of the two in 
stature and was less active in his limbs, lost 
his periwig, and received some rudeness ; ’ 
but, on the other hand, ^ the Marquis had 
much of the duke’s hair in his hands to re- 
compense for the pulling off his periwig, 
which he could not reach high enough to do 
to the other ’ (Ciaeen'don’, Continuation of 
Life, § 978). The two combatants were 
committed to the Tower by the House of 
Lords, but released a few days later on apo- 
logising {Lords' Journals, xii. 52, 56). 

Dorchester’s pretences to universal know- 
ledge exposed him to the ridicule of his 
contemporaries. Lord Roos, or rather Samuel 
Butler writing under the name of Lord 
Boos, told him, ^ You are most insufferable 
in your unconscionable engrossing of all 
trades.’ Dorchester himself regarded medi- 
cine as his most serious accomplishment. 
In 1676 he brought an action of seandalum 
magnatum against a man who said, to one 
that asserted that the marquis was a great 
physician, that all men of the marquis’s 
years were either fools or physicians {Hatton 
Correspondence,!. 124). According to his bio- 
grapher, Dr. Goodall, he hastened his end by 
taking his own medicines ; hut he was nearly 
seventy-four when he died. Dorchester left 
a library valued at 4,000/. to the College of 
Physicians, which also possesses a portrait 
and a bust of the marquis (Munk, i. 282, 

291). 

He married twice : (1) Cecilia, daughter 
of Paul, viscount Bayning, who died 19 Sept. 
1639. By her he had two daughters— Anne, 
married to John Manners, lord Roos, from 
whom she was divorced by act of parliament 
in 1666 ; and Grace, who died unmarried in 
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1703 (Gaeth, Dispensary j canto ii.) (2) In 
SeptemlDer 1652, Katherine, third daughter of 
James Stanley, seventh earl of Derby (Dotle, 
Official Baronage, i. 609). 

Dorchester was the author of: 1. ‘Two 
Speeches spoken in the House of Lords: 
one concerning the Right of Bishops to sit 
in Parliament, and the other concerning the 
Lawfulness and Conveniency of their inter- 
meddling in Temporal Affairs,’ 4to, 1641. 
2. ‘ Speech to the Trained Bands of Notting- 
hamshire at Newark,’ 4to, 1642. 3. ‘ The 
Lord Marqiiesse of IDorchester’s Letter to 
the Lord Roos, with the Lord Roos’s Answer 
thereunto, whereunto is added the Reason 
why the Lord Marqiiesse of Dorchester pub- 
lished his Letter,’ &c., 4to, 1600. The letters 
published in this tract were originally printed 
in folio in February 1659-60. 4. A letter 
to Dr, Duck in answer to his dedication of 
‘De Auctoritate Juris Civilis Romanorum,’ 
1663. 

[A Life of Dorchester, by Dr. Charles G-oodall, 
is printed in Munk’s Coll, of Phys. i. 281-92, ed. 
1878. Other biographies are given in Wood’s 
Fasti Oxon. and Parke’s edition of Walpole’s 
Royal and Noble Authors.] C. H. F. 

PIERREPONT or PIERREPOINT, 
ROBERT, first Eael of Kingston" (1584- 
1643), born 6 Aug. 1684, was the second son 
of Sir Henry Pierrepont of Holme Pierre- 
pont, Nottinghamshire, by Frances, daughter 
of Sir William Cavendish (Doyle, Official 
Baronage, ii. 298 ; Life of tJie Bake of New- 
castle, ed. Firth, p, 217). In 1696 he was 
admitted commoner of Oriel College, Ox- 
ford ; he gave 1007. towards the rebuilding 
of the college in 1637, and his arms are in 
a window of the hall (Shadwell, liegist 
Oriel pp. 83, 84). He was admitted to 
Gray’s Inn in 1600, represented the borough 
of Notting[ham in the parliament of 1601, 
and was high sherifi' of the county in 1616 
(FosTBTijGrafs Jnn Register). On 29 June 
1627 Pierrepont was raised to the peerage 
by the title of Baron Pierrepont of Hurst 
Pierrepont and Viscount Newark, and on 
25 Ju y 1628 promoted to the dignity of 
Earl of Kingston-upon-Hull (Doyle, ii. 298), 
He took no interest in state affairs, but 
devoted himself entirely to raising a great 
estate, and for the ten or twej.ve years 
previous to the civil war regularly spent 
about a thousand a year in buying land. The 
king sent Lord Capel to him in August 
1642 to borrow 5,0007. or 10,0007., but 
Kingston protested he had no money lying 
by him, and made his investments a pretext 
for refusing. At the same time he recom- 
mended Capel to make an application to 
Lord Deincourt (Claeendon, vi. 69). When 


the war broke out he endeavoured at first 
to remain neutral — ‘divided his sons be- 
tween both parties, and concealed himself.’ 
To the appeals of the Nottingham committee 
he answered that he was resolved ‘ not to 
act on either side,’ saying : ‘ When I take 
arms with the king against the parliament, 
or with the parliament against the king, let 
a cannon- bullet divide me between them ’ 
{Memoirs of Col. Hutchinson, i. 164, 2] 7, ed. 
Firth). But finding neutrality impossible, 
he joined the king, received a commis- 
sion to raise a regiment of foot (25 March 
1643L and was appointed lieutenant-general 
of the five counties of Lincoln, Rutland, 
Huntingdon, Cambridge, and Norfolk (3 May 
1643 ; Black, Oxford Doequets, pp. 22, 33). 
Kingston made Gainsborough his head- 
quarters, speedily collected a considerable 
force, and attempted, in concert with the 
royalists of Newark, to surprise Lincoln 
{Mercurius Aulicus, 12 June 1643; Vicaks, 
Jehovah Jirek, p. 372 ; Rushwoeth, v. 278). 
On 16 July 1643 Lord Willoughby of Par- 
ham surprised Gainsborough, and took King- 
ston prisoner, though he held out in his 
quarters until the firing of the house forced 
him to surrender. Willoughby, fearing he 
would be unable to hold. Gfainsborough, 
shipped Kingston and the chief prisoner^ on 
board a pinnace, to be conveyed to Hull. On 
its way down the Trent the royalist bat- 
teries fired upon the pinnace, and Kingston 
was killed. The roundheads reported that 
he had been cut in two by a cannon-ball, 
and regarded his fate as a providential 
fulfilment of the curse he had denounced 
against himself if he took part in the war 
{Mercurius Aulicus, 27 July 1643 ; ViCAES, 
GoJs Ark, p. 7 ; Rickaet, England's Cham- 
pions, p. 36 ; Memoirs of Col Hutchinson, 
i. 217, 223). Kingston’s death took place on 
26 July 1643. An elegy upon him is printed 
in Sir Francis Wortley’s ‘Characters and 
Elegies,’ 1646 (p. .34). 

Kingston married Gertrude, eldest daugh- 
ter and coheiress to Henry Talbot, fourth 
son of George, earl of Shrewsbury, by whom 
he had five sons and three daughters. His 
eldest son and successor, Heniy, and his 
second son, William, are separately noticed. 
His third son, Francis, was a colonel in 
the parliamentary army, represented Notting- 
ham in the later years of the Long parlia- 
ment, and died in January 1659, Many of 
his letters are printed in the Report of the 
Historical Manuscripts Commission on the 
Duke of Portland’s manuscripts, vol. i. Mrs. 
Hutchinson gives a full account of him in her 
life of her .husband. Of the two younger 
sons and the daughters, the Duchess of New-* 
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castle gives brief notices (X'/e <lf J^uke 
of Newcastle, ed. Virth, p. 210). 

fDoylti’s Official IJaroiingo ; ColliiiH’s Poorago, 
ed. Brydges. A paper on Kingston by Mr. 
Kdward Peacock is printed in the Proeecdmgfci 
oi the Society of Antiquaries, 2nd soi\ 

PIEBBEPONT, WILLIAM 
1078 ), politician, bom about 1007, was the 
second son of Bobert Piorropout, first oavl of 
Kingston [q. yfi Henry Pierrepont, lirst 
marquis of Dorchester [ (j.v.], Avaa lim ehler 
brother. Pierrepont married Llizabidh, daugh- 
ter and coheiress of 8ir Pdionias Harris, 
bart., of Tong Castle, Shropshire {Life of 
the JDuhe of NetocaHie, ed. Firth, j). 217). 
In 1G08 he was sherill of Shropshire, and 
found great dilliculty in collecting Hhi]>money 
(CaL State Lape.n^ Horn. 10B7-B pp. 260, 
4i23, 1038-9 i:>. 5*1). In November 1640 ho 
was returned to the Jiong parliament as 
member lor Great Wonlock. Pierrepont at 
once became a person of influence In the 
counsels of the leaders of the popular party. 
Iilrs. Hutchinson describes him as ‘ one of 
the wisest counsellors and mpst excellent 
speakers in the house.’ Of his oratory the 
only specimens surviving are a speech at the 
impeachment of Sir Bobert Berkeley, 0 July 
1641, and a few fragmentary remarks in the 
notebooks of different members (Busiiwobtu, 
iv. 318 ; Veeney, Notes of the Long raiiia’- 
merit, p. 181 ; Diary of Sir John Northeote, 
p. 44 ; Cal. State Papers, Dorn. 1 C41p3, p. 27 7). 
Ills value in counsel is sliown by his apjioint- 
ment as one of the committee established 
during the adjournment of the commons 
after the attempted arrest of the five members 
(6 Jan. 1042), and as one of the committee 
of safety established on 4 July 1642. 

During the early part of the war Pierre- 
pont was one of the heads of the peace party 
(Saneoed, Studies and Illustrations of the 
Great Rebellion, pp. 535, 571). lie was one 
of the commissioners selected to treat with 
Charles in November 1642, and in January 
1643. Whitelocke, who was his associate in 
the negotiations at Oxford in March 1643, 
describes him as acting his part * with deep 
foresight and prudence’ {Memorials, i. 201, 
ed. 1853). After the failure of the renewed 
attempts to open negotiations in the summer 
of 1643, Pierrepont seems to have had thoughts 
of retirement. On 8 Nov. 1643 he asned 
the House of Commons for leave to go beyond 
seas, ^ but they were so desirous of his assist- 
ance, being a gentleman of great wisdom 
and integrity, that they gave him a friendly 
denial’ lib. i. 225; Commons^ Joun'nals, iii. 
304). The reason which he gave for his 
request was a consdentioua objection to 


taking the covenant {Memoirs of the Verney 
Family, ii. 179). In February 1644 Pierre- 
*:)ont was ajDpointed one of the committee of 
‘both kingcLoma, and thenceforward threw 
himself with vigour into the conduct of the 
war. At the Uxbridge treaty in February 
1645 Clarendon marked an alteration in his 
temper atid in that of hrs fellow commis- 
sioner, John Crewe. Both were ^men of great 
fortunes, and had always been of the greatest 
moderation in their counsels, and most soli- 
citous upon all opportunities for peace,’ but 
they appoai'ed now * to have contracted more 
bittorxioss and sourness than formerly.’ They 
were more reserved towards the king’s com- 
missioners, and in all conferences insisted 
jieremptorily that the king must yield to the 
demands of the parliament (Rebellion, ed. 
Macray, viii. 248). At this time and for the 
next three years Pierrepont was regarded as 
one of the leaders of the independent party. 
Ho and St. John, wrote Bobert Baillie, were 
^rnorc staid’ than Cromwell and Vane, but 
not ‘ great heads.’ His favour with the par- 
liament was shown by their grant of 7,467^. 
to him on 22 March 1647, being the amount 
of the fine inflicted on his brother Henry, 
marquis of Dorchester, for adhering to the 
king {CaL Committee for Compounding, p. 

^^IhLrepont’s policy during 1647 and 1648 
is not easy to follow. His name and that of 
his brother Francis appear in the list of the 
fifty-seven members of parliament who en- 
gaged themselves to stand by Fairfax and 
the army (4 Aug. 1647 ; Rxjshwoetii, vii. 
756). In September he supported the pro- 
posal that further negotiations should he 
opened with the king, in spite of his refusal 
of the terms parliament had offered to him 
(WiLDMAK, Futney Projects, 1647, p. 43). 
In the following April he was again reported 
to be concerting a treaty with the king, and 
voted against the bulk of his party on the 
question of maintaining the government by 
king, lords, and commons (Earmlton Papers, 
Camden Soc. pp. 174, 191). Appointed one 
of the fifteen commissioners to negotiate 
with Charles at Newport in September 1647, 
he seemed to Cromwell too eager to patch 
up an accommodation with the king- In a 
letter to Hammond Cromwell refers ^oPiem- 
pont as * my wise friend, who thinks tlmt the 
enthroning the king with presbytery brings 
spiritual slavery, tut with a moderate epi- 
scopacy works a good peace ( Clarke Papers, 
ii 60). On 1 Deo. ;.648 he received the 
thanks of the house for his services dunng 
the treaty. Pride’s Purge and the toal of 
the king produced a rupture between Pierre- 
pont and the independents, lie expressed 
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to Bulstrode Wliitelocke ^ mucli dissatisfac- 
tion at those members who sat in the house, 
and at the proceedings of the general and 
army’ (Whitelocke, Memorials^ ii. 477, 509, 
ed. 1853). For the next few years he held 
aloof from politics, and did not sit in the 
council of state. Personally, however, he 
remained on good terms with Cromwell, and 
entertained him at his house during his march 
from Scotland to Worcester {Memoirs of 
Colonel Hutchinson He was returned 

to Cromwell’s second parliament as member 
for Nottinghamshire, out did not sit. The 
Protector’s government was very anxious to 
have his support, and he did not scrujjle 
to ask favours from them on behalf of bis 
brothers, when the Marquis of Dorchester 
was in danger of being taxed as a delinquent, 
and when Francis was appointed sherilF of 
the county. * If it were my case,’ he wrote 
in the latter instance to Oliver St. John, ^ my 
Lord Protector might do what he pleased 
with me ; my conscience would not permit 
me to execute that place. My brother and 
I do very much honour my Lord Protector, 
and are most desirous to do him service, but in 
this we cannot ’ ( Thurloe Facers, i v. 237, 469). 
A similar scruple led him to refuse the seat 
offered to him in Cromwell’s House of Lords 
(Godwin, History of the Commonwealth, iv- 
469). Nevertheless he is mentioned by 
Whitelocke as one of the little council of 
intimate friends with whom the Protector 
advised on the question of kingship and on 
other great affairs of state {Memorials, iv. , 
289). For Cromwell’s son Henry he pro- 
fessed great attachment and admiration, and, 
through his friends Thurloe and St. John, 
exercised a great influence over the policy 
of Richard Cromwell’s government (Bdeton, 
Farliamentary Diary, iv. 274). There can 
be little doubt that Pierrepont is the myste- 
rious friend referred to in Colonel Hutchin- 
son’s ‘ Life : ’ ‘ as considerable and as wise a 
person as any was in England, who did not 
openly appear among Richard’s adherents or 
counsellors, but privately advised him, and 
had a very honourable design of bringing the 
nation into freedom under this young man 
who was so flexible to good counsels.’ When 
the colonel objected that the fixing of the 
government in a single person would neces- 
sarily lead in the end to the restoration of 
the Stuarts, Pierrepont ‘ gave many strong 
reasons why that family could not be re- 
stored without the ruin of the people’s liberty 
and of all their champions, and thought that 
these carried so much force with them that 
it would never be attempted, even by any 
royalist that retained any love to his country, 
and that the establishing this single person 


would satisfy that faction, and compose all 
the diflerences, bringing in all of all parties 
that were men of interest and love to their 
country’ {Memoirs of Colonel Ilutchmson, 
ii. 213). The royalist agents reported to 
Hyde that Thurloe governed Richard Crom- 
well, and St. John and Pierrepont governed 
Thurloe. They wished that Pierrepont wei*e 
dead, and thought of trying to gain him over 
to the king’s cause ; but those who knew him 
best dared not approach him on the subject 
{Clarendon State Fapers, iii. 421 , 423, 426, 428, 
441). After the fall of Richard Cromwell 
Pierrepont again retired; but on 23 Feb. 
1660, after the return of the secluded mem- 
bers to their places in the house, he was 
elected to the new council of state at the 
head of the list {Go7nmon^ Journals, vii. 849). 
The suspicions of the royalists redoubled. 
Some reported that he was working for the 
restoration of Richard Cromwell ( Clarendon 
State Papers, iii. 693). Fie was said to he 
violent ag’ainst the king, and to be one of 
the little junto of presbyterian leaders who 
wished to impose on Charles II the terms 
which had been demanded of his father in 
the Newport treaty. Pierrepont himself was 
to hold the office of lord privy seal in the 
future government. When this cabal was 
frustrated by Monck’s promptitude, Pierre- 
■ponfc, Thurloe, and St. John were alleged to 
be trying to corrupt Monck, and to persuade 
him to accept the sovereignty himself. 
‘There are not in nature three such beasts,’ 
wrote Broderick to Hyde {ih* iii. 701, 703, 
703, 729, 749). 

Ill the Convention parliament Pierrepont 
represented Nottinghamshire. lie advocated 
an excise, moved the rejection of the Militia 
Bill, spoke several times on financial sub- 
j cts, and defended the right of the commons 
to adjourn themselves {Old Parliamentary 
History, xxii. 405, xxiii. 14, 18, 21, 67). 
According to Burnet, Pierrepont was the chief 
instrument in persuading the House of Com- 
mons to offer to compensate Charles II for 
the abolition of the court of wards by a 
revenue from the excise. ‘ Pierrepont,’ he 
writes, ‘ valued himself to me upon this service 
he did his country at a time when things 
were so little considered on either hand tliat 
the court did not seem to apprehend the 
value of what they parted with, nor the 
country of what they purchased’ {Oivn Time, 
i. 28, ed. 1833). lie also exerted his in- 
fluence to save the lives of Colonel Hutchin- 
son and Major Lister, and moved the resolu- 
tion by which the commons agreed to petition 
the king that Yane and Lambert, though 
except eJ from the act of indemnity, should 
not be tried for their lives {Old Parlia- 
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mentanjllidoryj xxi 1. 445; Ludlow Momoin^ 
ed. 1894, ii. 286 ; Life of Colonel liute/imson, 

ii.254), . 

Pierrepoiit waa defoatod at tlio election for 
Nottingliamaliiro in KHil, and retired from 
iDolitical life. In December, 1()67, liowevor, 
.le was appointed by tlie commons one of 
the nine commissioners for tho ins])ection of 
accounts, known as tho Brook House com- 
mittee (Buknht, i. 491 ; MAXtvi-n.n, IkorAw, 
ed. Grosart, ii. 230). I le died in the summer 
of 1678 {Saeile. Comspondenee.^ pp. 67, 68). 
Collins, who dates his death 1679, states his 
age as 71 (iVcm/yc, ed. Brydges, v. 628). 

In the traditional history of tho family 
Bierrepont is known by^ the title of ‘ Wise 
William,’ and his career jusiilies tho epithet. 
He had live sons and five daughte.rs. Rolxu't, 
the eldest son, married hllizab(4ih, daughter 
of Sir John Jilvelyn — a lady whoso groat 
■acquirements are ramitionod by her frietid, 
John lllvelyn — and died in 1666. Robert’s 
throe sons, Robert, William, and Evelyn 
(afterwards first Duke of Kingston) fq. v.', 
were respectively third, fourtli,^ and ^ fifth 
earls of Kingston, Gervaao, William Bierrc- 
]-)ont’s third son, born in 1619, was created 
Lord Pierre lont of Ardglass in Ireland on 
21 JVlarch ’703, and Lord Bierrepont of 
Ilanslope in BuckinghamBhire on 19 Oct. 

1714. lie died without issue on 22 May 

1715, and these titles became extinct. 

Of the daughters, Frances, tho eldest, mar- 
riedllenry Cavendish, earl of Ogle, and after- 
wards duke of N e wcastlo. The second, Grace, 
married Gilbert, third earl of Clare. ^ The 
third, Gertrude, became the second wife of 
George Savile, marquis of Halifax (Collins, 
Peerage, ed. Brydges, under ^Manvers,’vol.v.; 
Life of the Luke of NewcastUy ed. 1886, 
pp. 217, 218). 

The * Harleian Miscellany’ contains a 
Treatise concerning Registers to be made 
of Estates, Lands, Bills,’ &c., attributed to 
Bierrepont (iii. 320, ed, Bark). 

[Authorities referred to in the article. A 
short life of Bierrepont is given by Mark Noble 
in his list of CromwclPs Lords; Memoirs of the 
Protectoral House of Cromwell, od. 1787, i. 383 ; 
G. E. C[okayne]’8 Complete Peerage.] C. H. F. 

PIERS, HENRY (d, 1623), author, was 
son of William Piers (d. 1603) [q. v.[[, con- 
stable of Carrickfergus. He paid a visit to 
Rome, became a Roman catholic, and wrote 
observations on Rome and various places on 
the continent. The manuscript remained in 
the possession of his descendants, and a copy 
belonging to Sir James Ware subsequently 
came to the Duke of Chandos’s Library. An 
edition of this work is now in preparation by 
tho author of the present notice. Piers died 


in 1623, having married Jane, daughter of 
Thomas Jones (1550 P~1619) "q. v.], protes- 
tant archbi.shop of Dublin and' chancellor of 
Ireland. Ho was succeeded by his son Wil- 
liam, who waa knighted, married Martha, 
daughter of Sir James Ware the elder, and 
waa lather of 

Siw lIuNEY Piers (1628-1091), choro- 
gra])her. The latter was created a baronet in 
,1 660. At the instance of Anthony Bopping 
[q.v.J, protostant bishop of iMeath, he wrote 
a descrqit.ion of the county of West Meath, 
where he resided on the family property, 
Tristirnagh Abbey. This treatise was printed 
for tho first time by Charles Vallancey at 
Dublin in 1774. Letters of Piers are extant 
in tho Ormonde collection. He died in 
June 169], having married Mary, daughter 
of Henry Jones (1605-1682) [q. v.], protes- 
tant bishop of Meath. He was succeeded 
a,s second baronet by his son William, and 
the title is still extant. 

jAMiflS Biers iji. 1635), writer, probably 
a son of Henry Piers (d. 1623), went to 
France, graduated D.D., and became ‘ royal 
prolessor of philosophy in the Aq uitanick 
College ’ at Bordeaux, lie publislied : 1. < Ad 
Majorem Dei Gloriam, Beatseqiie Virginis 
MaVijo Brevis ... in Logicam Introductio, 
etc.,’ Bordeaux, 1631, Byo. 2, ^Disputa- 
tionos in Hniversam Aristotelis Stagiritae 
Logicam,’ Bordeaux, 1635, 8vo. 

[Calendars of State Papers, Elizabeth and 
James I ; Ware’s Writers of Ireland, ed. Harris, 
ii. 102, 103, 199; Lodge’s Peerage of Ireland, 
17»54; Collectanea do rebus Hihernicis, 1771; 
Grand Juries of Westmeath, 1851.] J. T. G. 

PIERS or PEIRSE, JOHN {d. 1594), 
successively bishop of Rochester and Salis- 
bury and archbishop of York, was born of 
humble parentage at South Hinksey, near 
Oxford, and was educated at Magdalen Col- 
lege School. He became a demy of Magda- 
len College in 1542, and graduated BA. in 
1646, M.A. 1649, B.D. 1658, and D.D. 1565-6. 
He was elected probationer-fellow of Magda- 
len in 1545, and full fellow in 1646. In the 
following year he became a senior student of 
Christ Church, on the condition of returning 
to his old college if at the end of a twelve- 
month he desired to do so. This he did, and 
was re-elected fellow in 1548-9. He took 
holv orders, and in 1568 was instituted^ to 
the" rectory of Quainton, Buckinghamshire. 
In this country cure, having only the com- 
panionship of rustics, according to Wood, he 
fell into the habit of tippling with them m 
alehouses, and ‘was in great hazard of losing 
all those excellent gifts that came after to 
he well esteemed and rewarded in him 
(Wood, AtUnte, ii. 835). He waa weaned 
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of the habit by the exhortation of a clerical 
friend, when preparing himself and his 
parishioners for tie holy communion, and 
adopted such a strict rule of abstinence that 
even in his last sickness his physician was 
unable to persuade him to take a little wine. 
He was rector of Langdon in Essex 1567- 
1673. 

Un his return to Oxford he speedily re- 
covered from his temporary eclipse, and ob- 
tained a leading place in the university, and 
his course of promotion was steady and 
rapid. In 1566 he was made prebendary of 
Chester. In 1570 he was elected to the 
mastership of Balliol, holding with it the 
college living of Fillingham in Lincolnshire. 
In 1567 he was a ppointed to the deanery of 
Chester, to whici, in May 1571, he added 
that of Salisbury. At Salisbury he had, by 
command of the queen, brought the ritual 
and statutes of his cathedral into conformity 
with the spirit of the lleformation, having, 
October 1573, ‘begun with his chapter the 
good work of abolishing superstitions and 
popish statutes,’ abrogating all observances 
and customs there ordained ‘ repugnant to 
the Word of God and the statutes of the 
realm ' {Report of Cathedral Commission^ 
1853, p, 377). In the same year (1571) he 
received from the crown the deanery of 
Christ Church, Oxford, with license to hold 
his other deaneries and livings in com- 
mendam, Chester he resigned in 1573, and 
Salisbury in 1578. In April 1576 he was 
inetfectually recommended by Archbishop 
Parker, together with Whitgiit and Gabriel 
Goodman, for the see of Norwich (Paeker, 
Correspondence^ pp. 476-7). On the eleva- 
tion of Edmund Freake fq. v.] to Norwich 
he was elected bishop of Rochester, and was 
consecrated 15 April 1576. He left Christ 
Church, according to Strype {Whitgift, i. 
549), ‘ with a high character for prudence, 
kindness, and moderation, and as having 
been the great instrument of the progress of 
good learning in that house.’ E!e held the 
bishopric of Rochester little more than a 
year, being translated to Salisbury on Gheast’s 
death in November 1577. Elizabeth made 
him in 1576 lord high almoner. In this ca- 
pacity he had a dispute with the Earl of 
Shrewsbury respecting deodands, which was 
settled amicably (Stkxpe, Grindalj ii. ii. 
183). In January 1583 he was employed by 
Elizabeth to signify to Grindal that he 
should resign his archbishopric on account 
of failing health and increasing blindness. 
The archbishop’s death in July of that year 
put an end to the negotiation {GrindaVs Re- 
mainsj Parker Soe. p. 297). In 1585 he was 
consulted by Elizabeth whether she could 


legitimately assist the Low Countries in 
their struggle with Philip of Spain, and gave 
a long affirmative reply (Strype, Whitgift, 

i. 437, App. No. XXV.) In 1585 he was one 
of the ‘ relentless prelates ’ before whom Ed- 
ward Gellibrand, fellow of Magdalen, was 
cited as being the ringleader of the presby- 
terian party in Oxford. Two years later 
Leicester made an ineffectual attempt to 
obtain his translation to Durham (Strype, 
Annals, vol. iii. pt. i. pp. 682-4). On the 
defeat of the Spanish armada he was ap- 
pointed by Eliza oeth to preach at the thanks- 
giving service at St. Paul’s on 24 Nov. 1588 
{ih. pt. ii. p. 28; Ciixtrton', Life of Dean 
Notoell, p. 295). lie reached the highest 
step in the ecclesiastical ladder by his trans- 
lation to the archbishopric of York as Sandys’s 
successor in 1589. His tenure of the pri- 
macy was short. He died at Bishopthorpo 
on 28 Sept. 1594, aged 71. He was un- 
married. He was buried at the east end of 
Yoi’k Minster, with a long laudatory epitaph. 
His funeral sermon was preached by his chap- 
lain, John King (1559 ^-1621) [q. v.], after- 
wards bishop of London, 17 Nov. 1694. 

At York, as in all his previous episco- 
pates, Piers left behind him a high cha- 
racter as ‘ a primitive bishop,’ ‘ one of the 
most grave and reverent prelates of the age,’ 
winning the love of all by his generosity, 
kindliness of disposition, and Christian meek- 
ness. His learning was deep and multifa- 
rious. He is called by Camden ‘ theologus 
magnus et modestus.’ His liberality was 
shown in his waiving a claim to a profitable 
lease granted him by Elizabeth, on the re- 
quest of Whitgift, to secure a provision for 
Samuel, the son of John Foxe the martyro- 
logist (Stbyte, Whitgift, i. 486, Annals, 
vol. iii. pt. i. p. 742). 

[Strype’s iinnals, n. ii. 183, iii. i. 682-4, 742, 

ii. 28, iv. 432, G-rindal, pp. 310, 391, Whitgift, 
i, 437, 485, rHO, App. xxv., Aylmer, p. 119; 
Parker Society: Parker, 475, 7, Gfriiidal, pp. 
397, 430 432?/-., 433; Wood’s Athenae, ii. 
835, Fasti, i. 121, 129, 155, 169, Hist, and 
Antiq. of University, ii. 254 ; Foster’s Alumni 
Oxon. 1500-1714, s.v. ‘Peirse; ’ King’s Funeral 
Sermon ; Harington’s Brief View, p, 182 ; 
Bloxam’s Registers of Magd. Coll. iv. 93 ; 
Lansd. MS. 982, ff. 167, 176, 180.] E. V. 

PIERS, WILLIAM {d. 1603), constable 
of Carrickfergus, born early in the sixteenth 
century, was the son of Henry (or, according 
to Burke, of Richard) Piers of Piers Hall, 
near Ingle ton in Yorkshire. Pie came to Ire- 
land apparently about 1530, and on 12 Sept. 
1556 he and Richard Bethell obtained a grant 
of the constahleship of Carrickfergus Castle, 
with the command of twelve ‘ tormentarii/ 
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called ‘ harqiiebosiers/ five arcliers, one door- 
keeper, and two bombardiers {Cal. Fiants, 
Philip and Mary, 130). He took part in 
the expedition under Sussex against the Scots 
in Cantire in September 1658, returning to 
Carrickfergus in November. From his posi- 
tion at Carrickfergus, which formed an out- 
lying post of the English Pale, he was able 
to furnish early and accurate information to 
government regarding the movements of the 
Hebridean Scots, who found in him an active 
and vigilant enemy. In 1562 he was em- 
ployed in trying to arrange a settlement with 
James Mac Donnell, and in the spring of the 
following year he went to Scotland to nego- 
ciate personally with him. As a reward for 
his services he received, on 10 Dec. 1562, a 
lease for twenty-one years of the site of the 
priory of Tristernagh in co. Westmeath. Ex- 
posed as he was to the attacks of the Scots 
on the one side and of the O’Neills on the 
other, he had constantly to be on the alert 
against treachery from both quarters, and 
more particulaidy so d uring the temporary al- 
liance between government and Shane O’N eill 
[q. V.] in 1564. His astuteness and vigilance 
at this time won for him high praise from 
Sir William Fit z william and Sir Henry 
Sidney. In June 1566 the constableship of 
Carrickfergus was confirmed to him, and in 
November he obtained a lease of the customs 
of the town and haven for twenty-one years 
at an annual rent of 10/. His severity 
towards Sir Brian MacPhelim O’Neill and 
others of the native gentry of Clandeboye, in 
distraining their cattle for cess, which they 
refused to pay, evoked the censure of the Irish 
government; but his conduct was approved 
by the lord deputy, Sir Henry Sidney, and 
there can be little doubt that his firmness 
contributed largely to strengthen the autho- 
rity of the crown in the north. 

As yet (156^ there was no intention of 
establishing an English colony in Ulster ; but 
by a firm and at the same time conciliatory 
attitude towards the native gentry, resting 
mainly on the substitution of the English for 
the Irish system of land tenure. Piers hoped 
to produce in Ulster a state of affairs similar 
to that which existed in the English Pale. 
Such a system he regarded as the strongest 
possible safeguard against further encroach- 
ment on the part of the Hebridean Scots. 
His relations ' with Sir Brian MacPhelim 
were consequently amicable ; but towards 
Shane O’Neill, who was anxiously striving 
to extend his authority over the whole of 
Ulster, he was implacably hostile, and is cre- 
•dited with being the author of the scheme 
that ultimately led to his death. It is said 
that after Shane’s body had lain for four 


days in the earth, he caused it to be exhumed 
and the head, ' pickled in a pipkin,’ to be sent 
to the lord deputy, Sir Henry Sidney, for 
which he received the stipulated reward of 
one thousand marks. Notwithstanding the 
determined efforts of the Scots in 1568 to 
extend their settlements southward along 
the Antrim coast, Piers succeeded in holding 
them at bay, and early in 1569 he defeated 
them with great loss in the neighbourhood 
of Castlereagh. He was created seneschal of 
Clandeboye, and in July 1571 he transmitted 
to the queen * a device for planting Ulster 
and banishing the Irish Scots,’ based on a re- 
cognition of the rights of the native gentry 
to the territory claimed by them. He was 
greatly perturbed by the news of Sir Thomas 
Smith’s intended plantation, and warned the 
government of the extreme danger of the 
experiment. Nevertheless he rendered what 
assistance he could to Walter Devereux, earl 
of Essex [q. V.], who, after Smith’s failure, had 
taken up his scheme on a larger scale, and 
with p’eater resources; and it is probable 
that if his advice had been followed the issue 
of that enterprise might have been different. 
He was, however, suspected of intriguing 
with Sir Brian MacPhelim, and in December 
1573 he was placed under custody by Essex. 
He protested his innocence, but more than a 
year apparently elapsed before be -was ac- 
qiiittec, and in the meantime he was de- 
prived of the constableship of Carrickfergus. 

Subsequeutlyhesuceeded in interesting Sir 
William Drury [q. v.] in his plan for settling 
the northern parts with the assistance of 
the native gentry, including Sorley Boy 
MacDonnell [q w.], who was willing to trans- 
fer his allegiance to the English crown. In 
October 1578 he repaired to England with 
letters of credit from the Irish government 
to the privy council. His principal object 
was to obtain the queen’s consent to bis 
scheme. He was so far successful that on 
8 April 1579 instructions were sent to Drury 
to assign him fifty horse and one hundred 
foot. But there was unaccountable delay in 
arranging the details of the scheme, and it 
was apparently not until the summer of the 
following year that Piers returned to Ireland. 
By that time the situation had materially 
altered. With Munster in a state of open 
rebellion, and Turlough Luineach O’Neill 
[q. V.] hanging like an ominous cloud on the 
borders of the Pale, matters of graver im- 
portance than the settlement of Clandeboye 
occupied the attention of government. Dur- 
ing that summer and autumn Piers was em- 
ployed in trying to arrange a modm vivendt 
with Turlough Luineach. In this he was 
not altogether unsuccessful. For though it 
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was impossible to accede to Turlouglds de- 
mand to control bis hereditary urragbs, the 
bead of tbe O’Neills proved otherwise tract- 
able enough, and Piers hoped by certain minor 
concessions to confirm him in his allegiance, 
and even to draw him into an alliance against 
the Scots. 

After the capture of Fort del Ore, Piers’s 
olan was revived, with the consent of the 
ord deputy, Arthur, fourteenth lord Grey de 
Wilton [q. V.] ; but other counsels had begun 
to prevail with Elizabeth, and, though Piers 
himself repaired to England early in 1/)81, 
he failed to enlist the sympathy of the govern- 
ment. Ilis serious illness at the time may 
have contributed to his ill-success. He re- 
turned to Ireland apparently in the autumn 
of 1582, and seems shortly afterwards to 
have retired to Tristernagh. Though verging 
on seventy, he was still able to sit in the 
saddle, and his willingness to serve the state, 
coupled with his long experience, rendered 
him a useful adviser in matters connected 
with Ulster. In 1591 he obtained permission 
to revisit England, ‘ that he may behold and 
do his duty to her majesty . , . before he 
dies.’ He apparently survived till 1003, and 
is said to have been buried at Carrickfergua, 
of which town he was the first mayor and 
practical founder. It is necessary to distin- 
guish carefully between him and his three 
contemporaries of the same name, viz., Wil- 
liam Piers, his nephew, described as of Car- 
rickfergus, and also mayor of that town; 
William Piers of Portsmouth, an officer in 
the navy, who also served in Ireland ; and 
William Piers, described as lieutenant to the 
preceding. 

Piers married Ann Holt, probably a native 
of Yorkshire, and by her had one son, Henry, 
who is separately noticed, 

[Thoreshy’sDucatusLeodiensis,p.250 ; Ware’s 
Annals, s.a. 1570; Lodge’s Peerage, ed. Archdall, 
ii. 20l-4».; Churchyard’s Choice; Hill’s Macdon- 
nells of Antrim, p. 144 ; Irish Statutes, i. 328; 
Bonn’s Hist, of Belfast, pp. 27, 31; M'Skimin’s 
Hist, of Carrickfergus, p. 315; Cal. State Papers, 
Irel. passim, and Foreign, 1563, pp. 113, 290; 
Cal. Hatfield MSS. i. 260, 325 ; Cal. Fiants, 
Philip and Mary, Eliz. ; Lewis’s Topographical 
Diet. (Carrickfergus); Gregory’s Hist, of the 
Western Highlands, pp. 201, 224; Harl. MS. 
Brit. Mns. 7004, ff. lUO, 104.] H. D. 

PIEBS, PIEHSE, or PIERCE, WIL- 
LIAM (1580-1670), successively bishop of 
Peterborough and of Bath and Wells, the 
son of William Piers or Pierse, was born at 
Oxford, and baptised in the parish church of 
All Saints 3 Sept. 1580. His father, called 
by Wood ^ a haberdasher of hats,’ was ne- 
phew or near of kin to John Piers [q. v.], 


archbishop of York. He matriculated at 
Christ Church 17 Aug. 1599, and became 
student the same year. lie graduated B.A. 
in 1600, M.A. in 1003, B.D. 1610, D.l). 
1614. He became chaplain to Dr. John 
King (1559P-1621) [q. v.], bishop of Lon- 
don, and was thus placed on the road to pro- 
motion. In 1609 ho was presented by 
James I to the rectory of Grafton K(^gis, 
Northamptonshire, which he resigned in 161 1 
on his collation by Bishop King to Nortliolt, 
which he held tiU 1632. In 1615 he added 
to his other pro' ferments tlie rectory of St. 
Ohristonher-le-Stocks in the city of London, 
which le held till 1620, In January 1616 
he was presented to the fifth stall in Christ 
Church Cathedral, which he exchanged for 
the eighth stall 16 Dec. 1618, holding it m 
commcmdam till 1632. In 1618 he received 
from his patron, Bishop King, the prebendal 
stall of Wildland in St. Paul’s Cathedral, 
holding with it the office of divinity reach^r, 
As canon of Christ Church he resided chiefly 
at Oxford, and, though not the head of a 
house, served the office of vice-chancellor in 
1621-4. As vice-chancellor ho used his 
autlmrity to crush the calvinistic party in 
the university, and to promote the high- 
church doctrines which were then gaining 
the ascendant under Laud’s influence. He 
secured a D.D. degree for Robert Sibthorpe 
[q. V.], the uncompromising maintainor of 
the royal prerogative (Kennett, Register^ p. 
669). By these means, according to Wood 
{Athence, iv. 839), he attracted ‘ the good- 
will of Laud, and so preferment.’ He was 
appointed to the deanery of Peterborough 
9 June 1622, As dean he is said to have 
shown a ^ good secular understanding and 
spirit in looking after the estates and profits 
of the church, but, too evidently, his first 
and last regards were to his own interest ’ 
(Kennett’s Collections, Lansd. MS. 984, f. 
126 verso). According to the same autho- 
rity, his successor, Cosin, in 1642 had to call 
him to account for sums received by him for 
the repairs of the cathedral, and not expended 
by Mm for their proper purpose (ib.) He 
was elevated in 1630 to the bishopric of 
Peterborough, being consecrated on 24 Oct. 
He obtained letters of dispensation to hold 
the rectory of Northolt and the canonry of 
Christ Church together with his bishopric in 
commendam. Northolt he speedily resigned, 
solacing himself with the c'lapter living 01 
Oaistor, 27 Feb. 1C31-2 (Heieyn, Cypr» 
Angl. p. 215). 

In October 1632 he was translated from 
Peterborough to Bath and Wells. The ap- 
pointment was virtually due to Laud, who 
perceived that Piers would prove a ready 
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instrument in carrying out liis sclieme of 
doctrine and discipline. Nor did Piers dis- 
appoint liis patron’s hopes. As soon as he 
entered on his see he set himself to enforce 
the ceremonies most obnoxious to the puri- 
tans, and to harass those who refused obe- 
dience, thus gaming from the then dominant 
party the character of being ‘ very vigilant 
and active for the good both of the eccl^^sias- 
tical and civil state ’ (Calamy, Continuation^ 
p. 293). At his first visitation, in 1633, 
Piers issued orders for the more reverent 
position of the communion table. It was 
obeyed in 140 churches of the diocese, but 
resisted by the large majority. The church- 
wardens of Beckington refused to carry out 
the change, and were excommunicated for 
their contumacy. Backed up by the leading 
laity, they appealed to the court of arches, 
but in vain. A petition sent by the pa- 
rishioners to Laud was contemptuously dis- 
regarded. The churchwarden then appealed 
to the king, but could |^et no answer. They 
were then imprisoned in the county gaol, 
where they remained for a year, being re- 
leased in 1637 only on condition of submis- 
sion and public acknowledgment of their 
offence. The prosecution was nominally 
Piers’s, but Laud , when in the Tower in 1642, 
fearlessly accepted the whole responsibility 
(Peinne, Canterburies Doom, p. 97). In 
the matter of Sunday diversions Piers also 
set himself in direct opposition to the feel- 
ings of the more sober-minded in his dio- 
cese. The riotous profanation of the holy 
day resulting from these Sunday wakes had 
called forth the interference of the judges of 
assize, who forbad them as ‘ unlawful meet- 
ings,’ and ordered that the prohibition should 
be read by the ministers in the parish church. 
These orders were reissued in .'.032 by Judge 
Richardson. Laud, indignant at this inter- 
ference with episcopal jurisdiction, wrote to 
Piers to obtain the opinion of some of the 
clergy of his diocese as to how the wakes 
were conducted. The bishop, aware of the 
kind of answer that would be acceptable, 
applied to those only who might be trusted 
to return a favourable report. His reply to 
Laud strongly u]3held the old custom of 
wakes and churc b-ales, basing the outcry 
against them on Sabbatarianism. Sure of 
support at headquarters, he proceeded to en- 
force the reading of the ‘ Book of Sports ’ in 
church, visiting the clergy who refused with 
censure and suspension {iL pp. 134-51). He 
was an equally determined enemy to the 
^ lectures ’ by which the lack of a preaching 
ministry had been partially supplied, with 
the result that nonconformity was strength- 
ened. lie ordered that catechising should 
YOE. XLV. 


take their place, and carried out his measures 
so effectually that, according to Prynne, he 
was able in a short time to boast that, 

' thank God, he had nob one lecture left in his 
diocese’ {ib. p. 377; IIeylyx, Cypr, Angl. 
m 294). On Laud’s fall Piers, ‘ the great 
Creature of Canterburies ’ p. 97) neces- 
sarily fell with him. In December 164C> a 
petition was presented to the House of Com- 
mons charging him with ‘ innovations and 
acts tending to the subversion and corrup- 
tion of religion.’ 

"Within a few days of the committal of 
Laud to the Tower (18 Dec.) Piers, together 
with Bishop Wren, was impeached before 
the House of Lords, and bound by heavy 
bail to appear at the bar and answer the 
charges jmeferred against them. The ^ Ar- 
ticles of Impeachment ’ (printed in 1642), in 
fifteen heads, close with a violent denuncia- 
tion of him as a ‘ desperately ‘prophane, im- 
pious, turbulent Pilate, unparaMeled for pro- 
digiously pro phane speeches and actions in 
any age, and only fit to he cast out and 
trampled under foot.' Much stress was laid 
on his having urged his clergy to contribute 
to the Scottish wars, as being ' Eellum Epi- 
scopale,’ war in truth for us bishops’ 
(Peyitoe, Cant Doom, p. 27). A committee 
■was appointed to investigate such charges, 
which, when its scope was widened to em- 
brace the clergy generally, still went by the 
name of the ^ Bishop of Bath’s Committee,’ 
he being regarded as the chief ofiender. He 
was one of the twelve bishops who signed 
the protest against the legality of all the 
proceedings of parliament in their enforced 
absence, for which they were accused of high 
treason and committed to the Tower in De- 
cember 1641, At the beginning of their 
imprisonment he preached to his brother 
prelates two sermons on 2 Cor. xii. 8-9, 
which were afterwards published. Having 
been liberated on bail by the lords, he and his 
brethren were again imprisoned by the com- 
mons. How Piers, as an arch offender, 
managed to esca]3e the fate of Wren, who 
was kept in the Tower till the Piestoration, 
is not explained. He was deprived of his 
bishopric, but recovered his liberty, and 
lived on an estate of his own in the parish 
of Cuddesdon in Oxfordshire, where he mar- 
ried a second wife (Wood, Athence, iv. 839). 
Prynne’s malicious story is thus confuted, 
that being reduced to great straits, and beg- 
ging for * some mean preferment to keep him 
and his from starving,’ he was reproached 
: with his harsh treatment of the noncon- 
formist clergy of his diocese, for which he 
was paid back in his own coin (z5.) In 1660 
i he was restored to his bishopric. He was 
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now upwards of eighty, and no Yigorous 
action was to be expected of him. His 
' good secular understanding ’ found a con- 
genial field in amassing a fortune by means 
of fines, renewals of leases, and other sburces 
of profit arising from episcopal estates, the 
greater part of which, according to Wood, 
was ‘ wheedled away from him by his second 
wife — who was too young and cunning for 
him' — to the impoverishment of his chil- 
dren by his first wife. At the close of his 
life he yielded to her persuasions to leave 
Wells and settle at Walthamstow in Essex. 
Here he died in April 1670, in his ninetieth 
year, and w^as buried in the parish church. 
He left two sons by his first wife — William, 
who became a D.I)., and was appointed by 
his father to the archdeaconry of Bath, and 
John, a layman, who inherited the family 
estate at Cuddesdon. 

[Wood’s Athenae, iv. 839, Fasti, i. 285, 339, 
344, 358, 470, ii. 259, 362; Walker’s Sufferings, 
p. 70; Land’s Troubles, pp. 185-6; Lansd. MS. 
984, f, 190, Kennett’s Collections; Cussans’s 
Bishops of Bath and Wells, pp. 63—9 ; Prynno’s 
Canterburit-'s Boom, pp. 27, 90 (5w), 97-100, 
134-41, 153, 353, 377 ; Heylyn’s Cyprianiis 
Angl. pp. 215, 272 sq., 294; Articles of Im- 
peachment, 1612; Gardiner’s Hist, of Engl. 
1603-42, vii. 314, 320 sq., viii, 116.] E. V. 

PIEESOK [See also Peiesoit and 
Pebeson.] 

PIEESOK, ABEAHAM {d, 1678), New 
England divine, horn in Yorkshire, gradu- 
ated B.A. from Trinity College, Cambridge, 
on 2 Jan. 1632-3. He went out to America, 
as member of the church at Boston, between 
1630 and 1640. In 1640 he and a party of 
emigrants from Lynn in Massachusetts 
formed a new township on Long Island, 
which they _ named Southampton. There 
Pierson remained as minister of the congre- 
gational church for four years. In 1644 this 
church became divided. A number of the 
inhabitants left, and, uniting with a further 
body from the township of Weathersfield, 
formed under Pierson a fresh church at a 
settlement at Branford, within the jurisdic- 
tion of New Haven. In 1666 Pierson mi- 
grated yet a fourth time. The cause of this 
last change is among the most significant 
incidents in the early history of New Eno-- 
land. When, by the order of Charles II, 
new charter was wanted to Connecticut, 
incorporating New Haven with that colony 
several of the townships of New Haven re- 
sisted. This resistance, based on the exclu- 
sive tenacity with which the New Englander 
regarded the corporate life of his own com- 
munity, was intensified by the peculiar con- 


ditions of the two colonies in question. New- 
haven, rigidly and severely ecclesiastical from 
the outset, had, like Massachusetts, made 
church membership a needful condition for 
the enjoyment of civic rights. No such re- 
striction was imposed in Connecticut. The 
men of Branford, supported by Pierson, op- 
posed the union with Connecticut. When 
their opposition proved fruitless, they forsook 
their home, leaving Branford almost unpeo- 
pled, and, taking t’leir civil and ecclesiastical 
records with them, established a fresh church 
and township at Newark, with in the limits of 
New Jersey. There Pierson died on 9 Aug. 
1678. His son Abraham was the first head 
of Yale College, Connecticut. In 1659 Pier- 
son published a pamphlet entitled ^ Some 
Helps for the Indians, showing them howto 
improve their natural reason, to know the 
true God and the true Christian Eeligion.’ 
It is a short statement of the fundamental 
principlesof monotheism, witli a linear trans- 
lation into the tongue of the Indians of New 
England. A copy of verses by Pierson on the 
death of Theophilus Eaton [q. v.' is published 
in the ^ Massachusetts Historical Collection ' 
(4th ser. vol. viii.) 

[Winthrop’s Hist, of New England ; Trum- 
buil’s Hist, of Connecticut ; Savage’s Gonealog. 
Diet, of Now England.] J. A. B. 

PIEESON, originally PEAESON, 
HENRY HUGO (1815-1873), musician, 
born at Oxford on 14 April 1815, was son of 
Hugh Nicholas Pearson [q. v.], dean of Salis- 
bury. Pierson was educated at Harrow, 
where he won the governor’s prize for Latin 
hexameters, and at Trinity College, Cam- 
bridge, where he graduated B.A. in 1830. 
He was destined for the medical profes- 
sion, hut his predilection for music proved 
irresistible, and he soon devoted himself 
entirely to the art. While at college he 
published his first work, ' Thoughts of Me- 
-ody,’ six songs, the words by Lord Byron, 
wliich Schumann reviewed in the ^ Neue 
Zeitschrift fiir Musik.’ His earliest teachers 
were Corfe, Walmisley, and Attwood, the 
pupil of Mozart. In 1839 Pierson went to 
Germany and pursued his musical studies 
under Eeissiger, Tomaschek, and the cele- 
brated organist Einck. On the retirement 
of Sir Henry Bishop in 1843, Pierson was 
elected, in the following year, to the Reid 
prolessorship of music in the university 
of Edinburgh, Sterndale Bennett being 
another candidate for the post. Pierson’s dis- 
position was too sensitive and retiring to en- 
able him to fill a public office. After protest- 
ing in vain against the mismanagement of the 
Eeid bequest, he soon resigned the chair, and 
made hispermanent home in Germany, where 
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lie had a circle of warm friends and admirers. 
Pierson married a German lady of talent, 
the ‘ improvisatrice ’ Caroline Leonhardt. In 
Vienna he borrowed from his wife’s connec- 
tions the pseudonym of ‘ Mansfeldt.’ This 
was done at the request of his father, who 
objected to his writing operatic music under 
his own name. Later he resumed his family 
name, changing the spelling to Pierson. 

His first opera, ‘ The Elves and the Earth 
King,’ was brought out at Briinn. This was 
followed by a more important dramatic work, 

^ Leila,’ produced at Hamburg in 1848. The 
oratorio ‘ Jerusalem,’ generally considered to 
be his finest work, was first given at the 
Norwich festival of 185^. But it was not, as 
is often stated, composed expressly for that 
occasion. It w’'as planned, and the words 
selected from the scriptures, by W. Sancroft 
Holmes of Gawdy Hall, Norfolk, who was 
instrumental in bringing it out at Norwich. 
Holmes died before its production, and Pier- 
son added two numbers in memoviam. At 
the time that the festival committee accepted 
^ Jerusalem,’ they also decided to perform 
another oratorio, ^ Israel Restored,’ by Dr. 
Bexfield, an English musician. Bexfield had 
been a chorister of Norwich Cathedral, and 
possessed many local admirers. He and Pier- 
son were regarded as rival com posers ; their 
parties were soon at daggers c rawn, and a 
controversy, recalling the days of Handel and 
Buononcini, raged over the production of the 
two oratorios. 'Jerusalem’ was enthusias- ' 
tically received by a large and cultivated i 
audience, but a section of the London press at- 
tacked the work with extraordinary animus. 
The composer was condemned as an ' inno- 
vating nobody,’ a mere parasite of the Wag- , 
nerian school. It is not easy to trace in i 
Pierson any affinity to the Bayreuth com- ‘ 
poser. His tastes were more allied to those 
of Schumann than to those of Wagner ; as 
regards expression, he aimed at complete 
originality. 'Jerusalem ’ was performed hy 
the Harmonic Union at Exeter Hall on 
18 May 1853, and at Wurzburg in 1862, 
where it created a favourable impression. A 
tolerably impartial review of the work, signed 
by Sir G. A. Macfarren, appeared in the ' Mu- 
sical Times ’ of September 1852. 

In 1854 Pierson composed incidental music 
to the second part of Goethe’s ' Faust,’ which 
was first produced at the Stadt-Theater, 
Hamburg. It added gi-eatly to his reputation 
abroad, and won for him the gold medal for 
art and science presented by Leopold I of 
Belgium. The seventh performance was given 
for the composer’s benefit, when he met with 
a most enthusiastic reception BerUner 

Mudkzeitmy). The ' Faust ’ music has been 


performed in Frankfort, Bremen, Dresden, 
and other leading German towns on the an- 
niversaries of Goethe’s birthday. A selection 
from the work was given at the Norwich fes- 
tival of 1857. In 1869 Pierson revisited Eng- 
land, and wms present at the Norwich festival, 
presiding at the organ during the perform- 
ance of his unfinished oratorio ' Hezekiah.’ 
One of the solos, 'Pray for the peace of Jeru- 
salem,’ was exquisitely sung by Mademoiselle 
Tietjens, and made a profound impression; 
but 'Hezekiah ’ fared no better than ' Jeru- 
salem ’ at the hands of the critics. This was 
Pierson’s final effort to win the recogni- 
tion of his countrymen. His last important 
work was a five-act opera, ‘ Contarini,’ pro- 
duced in Hamburg in April 1872. He died 
at Leipzig on 28 Jan. 1873, and is buried 
at Sonning, Berkshire. 

Besides the works already mentioned, 
Pierson wrote a number of songs, in which 
his romantic spirit finds its clearest utterance. 
Of these, ' Roland the Brave,’ ‘ Thekla’s La- 
ment,’ and his remarkable settings of Tenny- 
son’s 'Claribel’ and ‘The White Owl’ 
('When cats run home and light is come ’) 
are fine examples. {Some of Pierson’s songs 
have a ring of passion and genuine pathos 
which recalls Schubert, whom he often sur- 
passes in distinction of style ; while at the 
same time they hear the unmistakable stamp 
of English thought and invention. He left 
many unpublished compositions, including 
several orchestral works. Three orchestral 
overtures, 'Macbeth,’ 'Romeo and Juliet,’ 
and ‘As you like it,’ have been given at 
the Crystal Palace concerts. Throughout his 
career Pierson suffered much from the un- ' 
generous attacks of enemies and the eulogies 
of uncritical friends. He possessed inspira- 
tion of a high order, a lyrical gift of great 
delicacy, individual charm, and nobility of 
purpose. But his handling of great subjects 
is defective, when judged by the standard of 
Beethoven or even Spohr. His works have 
been persistently neglected in this country, 
and of all Pierson’s interesting legacy of 
native invention, the glee ' Ye mariners of 
England ’ is alone popular with the English 
public. Pierson also com]30sed many hymn-* 
tunes, some of exceptional beauty. 

There exist two portraits of Pierson : 
(1) an engraving published in the second 
volume of his collected songs (Leipzig) ; (2 ) a 
portrait sketch in Mr. Robin Legge’s ' His- 
tory of the Norwich Festivals.’ 

[Accounts of the Norwich Festivals of 1852, 
1857, and 1869, in the Musical World, Musical 
Times, Athenaeum, Spectator, Norwich Mercury, 
Norfolk Chronicle, &c. ; A Descriptive Analysis of 
the oratorio ‘ Jerusalem,’ signed Amicus Patriae 

T 2 



Pierson, 


276 


Pierson 


(Norwich, 1852) ; obitmiry notices and reviews 
of Pierson’s works in Neue Zeitschrift fiir Musik, 
Nene Berliner Musikzeitunpj, and other G-ernian 
newspapers ; article by Canon Pearson in Grove’s 
Diet, of Music; information received from Mr. 
Eobin Legge.] R. N. 

PIERSOM, WILLIAM HENRY (1839- 
1881), major (late Bengal) engineers, eldest 
son of Charles Pierson of Cheltenham, by 
his wife, Louisa Amelia, daughter of Wil- 
liam Davidson of Havre, France, was born 
at Havre on 23 Nov. 1839. He was edu- 
cated at Southampton and Cheltenham Col- 
lege, which he entered in 1853. He soon 
rose to be head of the college. In 1858 he 
won the gold medal of the British Associa- 
tion ; and Captain Eastwick, a direction of 
the East India Company, without knowing 
him, and, on the strength of this success, 
gave him a nomination for the East India 
Company’s military college at Addiscombe. 
There he gained the Pollock medal and six 
prizes. He obtained his commission in three 
terms, competing against four-term men ; was 
first in mathematics, and was gazetted a lieu- 
tenant in the Bengal engineers from 10 Dec. 
1 858. The lieutenant-governor, Major-gene- 
ral Sir P. Abbott, described him as ‘ the most 
talented scholar I have seen at Addiscombe, 
and his modesty would disarm envy itseH? 
At Chatham, where he went thro ugh the 
usual course of professional instruction, be 
studied German privately, and was an admi- 
rable chess-player, musician, and oarsman. 

Pierson went to India in October 1800, 
and soon went on active service with the 
Sikhim field force ; from January to May 
1861 he did such good engineering work in 
bridging the Tista and Riman rivers, under 
great local difficulties, that he was three 
times mentioned in despatches, and received 
the thanks of the governor-general. Re- 
turning from Sikhim, Pierson joined the 
public works department in Oudh, where his 
successful construction of the Faizahad road 
gained him promotion in the department. 
He was fond of sport, and while in Oodh 
distinguished himself in pig-sticking. 

When the Indo-European telegraph was 
commenced in 1863, Pierson was selected for 
employment under Colonel Patrick Stewart. 
In the winter of 1863-4 he served at Bagh- 
dad under Colonel Bateman-Champain, who 
posted him to the charge of 220 miles of line, 
from Baghdad to Kangawar. Plis work was 
very arduous. Bateman-Champain recorded 
that the eventual success of the telegraph was 
chiefly due to Pierson’s indefatigable exer- 
tions, to his personal influence with the Per- 
sian authorities, and with the Kmrdish chiefs 
of the neighbourhood. 


In 1866 Pierson was sent on telegraph duty 
to the Caucasus, and on his return march 
narrowly escaped being murdered by a dozen 
disbanded Persian soldiers. After short leave 
in England, and acting at Vienna as secretary 
to the British representative at the interna- 
tional telegraph conference, he was placed at 
the disposal of the foreign office to design and 
construct the new palace of the British lega- 
tion at Teheran. The building does equal 
honour to his taste as an architect and his 
skill as an engineer. He was promoted cap- 
tain on 14 Jan. 1871. 

While director of the Persian telegraph 
from October 1871 to October 1873 the excel- 
lence of his reports and of his administration 
repeatedly evoked the special thanks of the 
government of India. During the famine of 
1871 he worked, in addition, with desperate 
energy to relieve the starving population of 
l*ersia, a duty for which he was well fitted 
by his thorough knowledge of the country 
and of the lY-rsian language. He also de- 
signed, at the shah’s request, some beautiful 
plans for public offices m Jekran, sketching 
and working out every detail himself. 

Returning to England in 1874, he applied 
himself to the question of harbour defences 
and armour-plating, and studied at Chatham, 
acting for a time as instructor in field works. 
He left Chatham the following year, and, 
xmtil his return to India from furlough in 
November 1876, he devoted himself to music 
and painting. In July 1877 he was appointed 
secretary to the Indian defence committee, 
and was the moving spirit in the considera- 
tion of the proposed defences for the Indian 
ports of Aden, Karachi, Bombay, Madras, 
Calcutta, and Rangoon. 

During the Afghan campaigns of 1878-81 
the services of Pierson were several times 
applied for by the military authorities, in 
one case by General Sir Frederick (now 
Field Marshal Lord) Roberts. He was ac- 
tually appointed assistant adjutant-general 
royal engineers with the Kabul force, but he 
could not be spared from his post on the In- 
dian defence committee. 

In September 1880 Pierson was appointed 
military secretary to Lord Ripon, the go- 
vernor-general, in succession to Sir George 
White (afterwards commander-in-chief in 
India). He mastered the work very rapidly, 
and the viceroy publicly expressed his thanks 
to him on the occasion of his carrying off 
some prizes for painting at the Simla fine 
arts exhibition in 1880. Pierson subse- 
quently accompanied Lord Ripon on a winter 
tour through India with a view to determine 
defensive requirements of the chief naval and 
militarj^ positions of the peninsula. 
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Pierson was promoted regimental major 
on 25 Nov. 1880, and in March. 1881 was 
ap pointed commanding royal engineer of the 
fie.d force proceeding against the Mahsud 
Waziri tribe. He joined the expedition in 
weak health, but in high spirits at the pro- 
spect of command on active service, to which 
he had long looked forward. Throughout 
the expedition the royal engineers were much 
exposed, in road-making, mining, and other 
arduous duties, to the great heat, and on re- 
turning to Bannu Pierson was seized with 
dysentery, and died rather suddenly on 
2 June ISSl. 

Pierson’s name has been commemorated 
by the corps of royal engineers in the A.fghan 
memorial in Eochester Cathedral, and by a 
marble tablet, on which is a large medallion 
relief of his head, placed by the council in 
Cheltenham College chapel. He married, at 
Hollingbouni, Kent, in August 1869, Laura 
Charlotte, youngest daughter of Eichard 
Thomas, who was nephew and hair of Eichard 
Thomas of Kestanog, Carmarthenshire, and 
of Eyhorne, Kent. There was no issue of 
the marriage, and the widow survives. 

[Despatches; India Office Kecords; Memoir 
and Notes in the Eoyal Engineers’ Journal, vols. 
xi. and xiv.; private information; Vibart’s Adi- 
disconibe, its Heroes and Men of Note.] 

K. H. V, 

PIGrG, OLIVEE (Jl, 1580), puritan divine, 
horn about 1551, was of Essex origin. He 
was admitted pensioner of St. John’s College, 
Cambridge, on 6 Oct. 1566, and scholar on 
8 Nov. 1566, He ^adiiated B.A. in 1568-9, 
and was rector of All Saints’, Colchester, 
1569-71 (Newcourt, ii. 164), of St. Peter’s, 
Colchester, 1569-79, and Abberton in Essex, 
1571-8 (ib. ii. 3). In 1678 he was also bene- 
ficed in the diocese of Norwich (Davids, Non- 
conf. in JEsse.r, p. 69), and in February 1583 
was temporarily appointed to the cure of 
Eougham, Suffolli (cf. State Fapers^ Dom- 
Eliz. clviii. 79). In July of the same year 
Pigg, who was an earnest puritan, was 
imprisoned at Bury St. Edmunds on the 
charge of dispraising the Book of Common 
Prayer, especially by putting the question in 
the baptismal service, ‘Dost thou believe 
to the parents in place of the child. In a 
petition for release to the justices of Bury he 
declared his. ‘ detestation of the proceedings 
of Browne, Harrison, and their favourers’ 
(ih. clxi. 83). Before the next assizes he con*- 
formed, and after some little trouble was dis- 
charged (Davids, p. 69). 

In 1587, at a meeting held at Cambridge, 
under the presidency of Cartwright, to pro- 
mote church discipline, Pigg and Dyke were 


nominated superintendents of the puritan 
ministers for Hertfordshire (Stbype, Annah, 
III. i. 691, ii. 479; Urwick, p. 115). In 
1589 he seems to have preached in Dorchester 
(State Papers j Dom. Eliz. ccxxiii. 83), and 
in 1591 was in London. 

Pigg wrote, besides a sermon on the 101st 
psalm: 1. ‘A comfortable Treatise upon the 
..atter part of the fourth chapter of the first 
Epistle of St. Peter, from the twelfth verse to 
the ende/ London, 1582. 2. ‘ Meditations 
concerning Prayer to Almighty God for the 
Safety of England when the Spaniards were 
come into the Narrow Seas, 1588. As also 
other Meditations for delivering England 
from the Cruelty of the Spaniards,’ London, 
1588, 8 VO (Tani^er, BibL Brit p. 599), 

[Cooper’s Athen* Cant. ; Tanner’s Bibl, Brit, 
p. 599 ; Strype’s Annals, ni. j, 691, ii. 479 ; Ames's 
Typogr. Antiq. (Herbert), pp, 1140, 1246, 1330, 
1332; Nevcourl’fi Repertormm; Cat. Cambr. 
Univ.MSS. i. 463 ; Urwick’sNonconf.in Hertford- 
shire, pp. 115, 602-3 ; Davids’s Nonconf. in Essex, 
p. 69 ; Dexter’s Congregationalism, p. 84 w. ; State 
Papers, Dom.] W. A. S. 

PIGOT, DAVID RICHAED (1797- 
1873), chief baron of exchequer in Ireland, 
born in 1797, was son of Dr. John Pigot, 
a physician of high reputation, resident at 
Kilworth, co. Cork, He received his early 
education at Fermoy, and graduated B.A. at 
Trinity College, Dublin, in 1819. He devoted 
himseif for a time to medicine, and went 
through a course at Edinburgh, but eventu- 
ally decided to adopt the profession of the 
law. He was for a period a pupil of Sir 
Nicolas Oonyngham Tindal [q. v.], subse- 
quently chief justice of England; and in 
1826 he was called to the bar in Ireland. 
Through profound legal knowledge and skill 
in pleading he rapidly acquired extensive 
practice. He was made king’s counsel in 
1835, solicitor-general for Ireland in 1839, 
elected member of parliament for Clonmel, 
as a liberal, on 18 Feb. in the same year, and 
was attorney-general from August 1840 to 
September 1841. He was re-elected for 
Clonmel in August 1840 and July 1841. 
In 1846 he was appointed one of the visitors 
of Maynooth College. Pigot was made chief 
baron, of the exchequer in Ireland in 1846, 
in succession to Sir Maziere Brady [q. v.], 
and continued in that office till his death at 
Dublin on 22 Dec. 1873. In Ireland he was 
regarded as one of the most learned judges 
who had ever administered law in that 
country. He possessed literary attainments 
of a high order, as well as great proficiency 
in music, especially that of Ireland. Some 
of the Irish sketches published by Crofton 
Croker were written by Pigot when a law 
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student in London. A portrait of him ap- 
peared in the 'Dublin University Magazine^ 
m 1874. 

[Metropolitan Magazine, London, 1842; Na- 
tion Newspaper, Dublin, 1873 ; Men of the Reign ; 
Otficial Return of Members of Parliament; per- 
sonal information.] J. T. Gr. 

PIGOT, ELIZABETH BRIDGET (1783- 
1866), friend and correspondent of Lord 
Byron, horn in 1783, probably in Derbyshire, 
was daughter of J. Pigot, M.D., of Derby, 
hy his wife Margaret Becher (d. 1833) (cf. 
TitOEOTON, History of Nottinghamshire, p. 
1 6). She had two brothers, Captain R. II. U. 
Pigot, who fought at the battle of the Kile, 
and Dr. John Pigot, a correspondent of 
Byron (cf. Letters, Nos. 2, 4, 6, 6, and _7). 
Miss Pigot lived at Southwell, with which 
place her mother’s family wa.s connected, 
nearly all her life. In 1804, when sixteen 
years old, Byron and his mother arrived 
there, and occupied a house, Burgage jNIanor, 
opposite her mother’s on Burgage Green. 
The Pigots 'received Byron within their 
circle as one of themselves.’ The first of 
Byron’s letters which Moore prints was 
wTitten to Miss Pigot. Byron, whom she de- 
scribed as a ' fat, bashful boy,’ was ' perfectly 
at home ’ with her (Mooee, ed. 1832, i. 99), 
and of an evening would listen to her play- 
ing and sing with her. In 1805 Byron left 
Southwell for Cambridge, but paid Miss 
Pigot occasional visits till 1807, and regularly 
corresponded with her till 1811. "When he 
was at Southwell she acted as his amanu- 
ensis (Moore, i. 132). Byron addressed her 
in his letters at first as 'My dear Bridget, ’and 
afterwards as ' Dear Queen Bess.’ She nick- 
named himher 'Tony Lumpkin.’ To her Byron 
addressed the poem beginning ' Eliza, what 
fools are the Mussulman sect ! ’ About 1807 
Miss Pigot was engaged to he married j but 
on the same day she happened to write two 
letters, one to her lover and the other to Lord 
Byron. By some mischance she enclosed them 
in the wrong covers, and the lover, receiving 
the letter intended for Lord Byron, broke olf 
the engagement. During the rest of her long 
life Miss Pigot amused herself and hex friends 
with narrating the minute incidents of her 
intimacy with the poet, and presented to his 
admirers many scraps of his writing. A 
competent amateur artist, she decorated the 
panels of her doors with landscapes; and 
' ung before the Christmas card was invented 
used to send to friends cards which she had 
painted. Miss Pigot died at her house in 
Easthorpe, at Southwell, 11 Dec. 1866, and 
was buried, aged 83, on the 15th. A packet 
of Byron’s letters w^as said to have been 


buried with her. Much of her correspondence 
with Byron appears in Moore’s ' Life.’ In 
1892 a manuscript parody by Miss Pigot, en- 
titled ' TheWonc.erfiil History of Lord Byron 
and his Dog Bosen,’ was sold by a London 
bookseller to Professor Kolbing of Breslau. 

[Private information; Dickenson’s History 
of tSouthwoll ; Moore's Life and Poetical Works 
of Lord Byron, vol. i.] M. G. W. 

PIGOT, GEORGE, Baron- Pigot (1719- 
1777), governor of Madras, born on 4 March 
1719, was the eldest son of Richard Pigot of 
W^'estminster, by his wife Prances, daughter 
of Peter Goode, tirewoman to Queen Caro- 
line. Ilis brothers, Hugh (1721 P~1792) and 
Sir Robert, are noticcid separately. George 
entered the service of the East India Com- 
pany in 1736 as a writer, and arrived at 
Madras on 26 July 1737. W^hen a member 
of council at Port St. David, Pigot was sent 
with Clive to Trichin opoly in charge of some 
recruits and stores. (.)u their return witli a 
small escort of sepoys they were attacked 
by a large body of ])olygars, and narrowly 
escaped with tluiir lives (Malcolm, Life of 
Clive, 1836, i. 71). I’igot succeeded Thomas 
Saunders as govcirnor and commander-in- 
chief of Madras on 14 Jan. 1755. He con- 
ducted the d(jfence of the city, when besieged 
by Lally in the winter of 1758-9, with con- 
siderable skill and ,s])irit. (.)n the capture of 
Pondicherry by Lieutenant-colonel (after- 
wards Sir) EyroCoote (1726-1783) [q.v.] in 
.Tanuary 1761, Pigot demanded that it should 
be given up to the presidency of Madras 
as the property of the East India Company. 
This Coote refused after consulting his chief 
officers, who were of opinion that the place 
ought to be held for the crown. Pigot t " lere- 
upon declared that unless his demand was 
complied with he would not furnish any 
money for the subsistence of the king’s 
troops or the French prisoners. Upon this 
Coote gave way, and Pigot took possession 
of Pondicherry, and destroyed all the fortifi- 
cations in obedience to the orders previously 
received from England. Pi^ot resigned 
office on 14 Nov. 1763, and lorthwith re- 
turned to England, lie was created a 
baronet on 5 Dec. 1764, with remainder in 
default of male issue to his brothers Robert 
and Hugh, and their heirs male. He repre- 
sented Wallingford in the House of Com- 
mons from January 1765 to the dissolution 
in March 1768. At the general election in 
March 1768 he was returned for Bridgnorth, 
and continued to sit for that borough until 
his death. On 18 Jan. 1766 he was created 
an Irish peer with the title of Baron Pigot 
of Patshul in the county of Dublin. 
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In April 1775 Pigot was appointed go- 
vernor and commander-in-cliief of Madras in 
the place of Alexander Wynch. He resumed 
office at Fort St. George on 11 Dec. 1775, and 
soon found himself at variance with some of his 
council. In accordance with the instructions 
of the directors he proceeded to Tanjore, 
where he issued a proclamation on 11 April 
1776 announcing the restoration of the raja, 
whose territory had been seized and trans- 
ferred to the nabob of Arcot in spite of the 
treaty which had been made during Pigot’s 
previous tenure of office. Upon Pigot’s re- 
turn from Tanjore the differences in the 
council became more accentuated. Paul 
Benheld [q. v.] had already asserted that he 
held assignments on the revenues of Tanjore 
for sums of vast amount lent by him to the 
nabob of Arcot, as well as assignments on 
the growing crops in Tanjore for large sums 
lent by him to other persons. He now 
pleaded that his interests ought not to be 
affected by the reinstatement of the raja, 
and demanded the assistance of the council 
in recovering his property. Pigot refused to 
admit the validity of these exorbitant claims, 
but his opinion was disregarded, by the 
majority of the council, and his customary 
right to precedence in the conduct of business 
was denied. The final struggle between the 
governor and his council was on a com- 
paratively small point — whether his nominee, 
Mr. llussell, or Colonel Stuart, the nominee 
of the majority, should have the o^ort unity 
of placing the administration of Tanjore in 
the hands of the raja. In spite of Pigot’s 
refusal to allow the question of Colonel 
Stuart’s instructions to be discussed by the 
council, the majority gave their approval to 
them, and agreed to a draft letter addressed 
to the officer at Tanjore, directing him to de- 
liver over the command to Colonel Stuart. 
Pigot thereupon declined to sign either the 
instructions or the letter, and declared that 
without his signature the documents could 
have no legal effect. At a meeting of the 
council on 22 Aug. 1776 a resolution was 
carried by the majority denying that the 
concurrence of the governor was necessary 
to constitute an act of government. It was 
also determined that, as Pigot would not 
sign either of the documents, a letter should 
be written to the secretary authorising him 
to sign them in the name of the council, 
"When this letter had been signed by George 
Stratton and Henry Brooke, Pigot snatched 
it away and formally charged them with an 
act subversive of the authority of the govern- 
ment. By the standing orders of the com- 
pany no member against wffiom a charge 
was preferred was allowed to deliberate or 


vote on any question relating to the charge. 
Through this ingenious manoeuvre Pigot ob- 
tained a majority in the council by his own 
casting vote, and the two offending members 
were subsequently suspended. On the 23rd 
the refractory members, instead of attending 
the council meeting, sent a notary public 
with a protest in which they denounced 
Pigot’s action on the previous day, and de- 
clared themselves to be the ^ only legal re- 
presentatives of the Honourable Company 
under this presidency.’ This protest was also 
sent by tliem to the commanders of the 
king’s troops, and to all persons holding any 
authority in Madras. Enraged at this insult, 
Pigot summoned a second council meeting 
on the same day, at which Messrs. Floyer, 
Palmer, Jerdan, and Mackay, who had joined 
Messrs. Stratton and Brooke and the com- 
manding officer, Sir Bobert Fletcher, in 
signing the protest, were suspended, and 
orders were at the same time given for the 
arrest of Sir Robert Fletcher. On the follow- 
ing day Pigot was arrested by Colonel Stuart 
and conveyed to St. Thomas’s Mount, some 
nine miles from Madras, where lie was left 
in an officer’s house under the charge of a 
battery of artillery. The refractory mem- 
bers, under whose orders Pigot’s arrest had 
been made, immediately assumed the powers 
of the executive government, and su8]3eiided 
all their colleagues who had voted -with 
the governor. Though the government 
of Bengal possessed a controlling authority 
over the other presidencies, it declined to 
interfere. 

In England the news of these proceedings 
excited much discussion. At a general court 
of the proprietors a resolution that the di- 
rectors should take efiectual measures for 
restoring Lord Pigot, and for inquiring into 
the conduct of those who had imprisoned 
him, was carried on 31 March 1777 by 382 
votes to 140. The feeling in Pigot’s favour 
w^as much less strong in the court of di- 
rectors, where, on 11 April following, a 
series of resolutions in favour of Pigot’s re- 
storation, but declaring that his conduct in 
several instances appeared to be reprehen- 
sible, was carried by the decision of the lot, 
the numbers on each side being equal. At a 
subsequent meeting of the directors, after the 
annual change in the court had taken place, 
it was resolved that the powers assumed by 
Lord Pigot were ‘ neither known in the con- 
stitution of the Company nor authorised by 
charter, nor warranted by any orders or in- 
structions of the Court of Directors.’ Pigot’a 
friends, however, successfully resisted the- 
passing of a resolution declaring the exclu- 
sion of Messrs. Stratton and Brooke from the 
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coLiTicil unconstitutional; and carried two 
other resolutions condemning Pigot^s im- 
prisonment and the suspension of those 
members of the council who had supported 
him. On the other hand, a resolution con- 
demning the conduct of Lord Pigot in re- 
ceiving certain trifling presents from the 
nabob of Arcot, the receipt of which had 
been openly avowed in a letter to the court 
of directors, was carried. At a meeting of 
the general court held on 7 and 9 May a 
long series of resolutions was carried by a 
majority of ninety-seven votes, which cen- 
sured the invasion of Pigot’s rights as go- 
vernor, and acquiesced in his restoration, but 
at the same time recommended that Pigot 
and all the members of the council should be 
recalled in order that their conduct might be 
more effectually inquired into. Owing to 
Lord North’s opposition, Governor Johnstone 
failed to carry his resolutions in favour of 
Lord Pigot in the House of Commons on 
21 May {Pari. Hist, xix. 273-87),. The re- 
solutions of the proprietors having been con- 
firmed by the court of directors, Pigot was 
restored to his office by a commission under 
the company’s seal of 10 June 1777, and was 
directed within one week to give up the 
government to his successor and forthwith 
to return to England. 

Meantime Pigot died on 11 May 1777, 
while under confinement at the Company’s 
Garden House, near Fort St. George, whither 
he had been allowed to return for change of 
air in the previous month. At the inquest 
held after nis death the jury recorded a ver- 
dict of wilful murder against all those who 
had been concerned in Pigot’s arrest. The 
accusations of foul play which were freely 
made at the time were without any founda- 
tion, and no unnecessary harshness appears 
to have attended his imprisonment. The real 
contest throughout had been between the 
nabob of Arcot and the raja of Tanjore. 
Each member of the council took a side, and, 
though Pigot greatly exceeded his powers 
while endeavouring to carry out tlie in- 
structions of the directors, his antagonists 
were clearly nob justified in deposing him. 
Both parties in the council were greatly to 
be blamed, and that they were both actuated 
by interested motives there can be little 
reason to doubt. The proceedings before the 
coroner were held to he irregular by the 
supreme court of judicature in Bengal, and 
nothing came of the inquiry instituted by 
the company. On 16 April 1779 Admiral 
Hugh Pigot brought the subject of his 
brother’s deposition before the House of 
Commons. A series of resolutions affirming 
the principal facts of the case was agreed to, 


and an address to the king, recommending 
the prosecution of Messrs. Stratton, Brooke, 
Eloyer, and Mackay, who were at that time 
residing in England, was adopted (Pari. 
Hist. XX. 364-71). They were tried in the 
king’s bench before Lord Mansfield and a 
special jury in December 1779, and were 
found guilty of a misdemeanour in arresting, 
imprisoning, and deposing Lord Pigot. On 
being brought up for judgment on 10 Feb. 
1780 they were each sentenced to pay a fine 
of IjOOOZ., upon the payment of which they 
were discharged (Howell, State Trials, xxL 
1046-1294). 

Pigot was unmarried. On his death the 
Irish barony became extinct, while the 
baronetcy devolved upon his brother Eohert 
Pigot [(] . V.] He left three natural children, 
viz. : (I) Sophia Pigot, who married, on 
14 March 1776, the Hon. Edward Monckton 
of Somerford, Staffordshire, and died on 
1 Jan. 1834 ; (2) Pichard Pigot, general in 
the army and colonel of the 4th dragoon 
guards, who died on 22 Nov. 1868, aged 94 ; 
and (3) Sir Hugh Pigot, K.C.B., admiral 
of the White, who died on 30 July 1857, 
aged 82. 

Pigot was created an LL.D. of the univer- 
sity of Cambridge on 3 July 1769. He is 
said to have paid 100 , 000 /. for the purchase 
of the Patshiill estate in Stafbrdshire 
(Sl-iAW, Hist, of Staffordshire, 1798-1801, 
vol. ii. pt. i. p. 283). He owned a cele- 
brated diamond, known as the Pigot dia- 
mond, which he bequeathed to his brothers, 
Pohert and Hugh (1721 P-1792), and his 
sister Margaret, the wife of Thomas Fisher. 
Under a private act of parliament passed in 
July 1800 (39 & 40 Geo. Ill, cap. cii.), the 
stone, a model of which is in the British 
Museum, was disposed of by way of lottery 
in two -guinea shares for 23,998/. I 65 . It 
was sold at Christie’s on 10 May 1802 for 
9,600 guineas, and in 1818 it passed into the 
hands of Messrs. Kundell <& Bridge, the 
jewellers. They shortly afterwards sold it 
for 30,000/. to All Pasha, who, when mor- 
tally wounded by Reshid Pasha (6 Feb. 1822), 
ordered that it should be crushed to powder 
in his presence, which was done (Mubray, 
Memoir of the Hiainond, 2nd ed. p. 67). The 
diamond is described in the advertisement 
of the sale in 1802 as weighing 188 grains 
(Times, 10 May 1802). 

There are mezzotint engravings of Pigot 
by Benjamin Green after George Stubbs, and 
by Scawen after Powell. ‘An elegy’ on 
Pigot, in eighty-eight stanzas, was published 
in 1778 (anon. London, 4to). 

[Lord Pigot’s Narrative of the late Revolution 
in the Government of Madras, dated 11 Sept, 
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1776 ; Defence of Lord Pigot, 1777; Original 
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PIGOT, HUGH (1721 P-1792), ad- 
miral, brother of George, baron Pigot [c . v.], 
born about 1721, served for upwards of 
four years as ‘ able seaman ’ and ‘ captain's 
servant ' in the Captain with Captain Geddes 
on the home station, and in the Seaford 
with Captain Savage Mostyii [q. v.] For two 
years more he was midshipman successively 
in the Seaford, Cumberland, and Russell. 
On 5 Nov. 1741 he passed his examination, 
being then, according to his certificate, up- 
wards of twenty. On 9 Feb. 1741-2 he was 
promoted to he lieutenant, and on 2 Aug. 
jfollowing was appointed by Mathews, in 
the Mediterranean, to the Romney with 
Captain Thomas Grenville [q. v.], whom in 
March 1744 he followed to the Falkland on 
the home station. On 2 Nov. 1745 he was 
promoted to be commander of the Vulcan fire- 
ship ; on 22 April 1746 was posted to the Cen- 
taur apparently for rank only, and in April 
1747 was appointed to the Ludlow Castle in 
the W est Indies. In 1768 he commanded the 
York at the reduction of Louisbourg, and in 
1759 the Royal "William of 84 guns in the 
fleet under Sir Charles Saunders [q. v.] at 
Quebec. In January 1771 he was ap Dointed 
to the Triumph, which was paid of ’ when 
the dispute about the Falkland Islands was 
happily settled. On 31 March 1775 he 
was promoted to be rear-admiral of the 
white; on 7 Dec. 1775 to be vice-admiral 
of the blue. On the accession to office of the 
whig ministry in March 1782, he was ap- 
pointed one of the lords of the admiralty, 
and on 8 April was promoted to the rank of 
admiral of the blue. A few days later he 
was appointed commander-in-chief in the 
AV est ]mdies, and on 18 May sailed in the 


Jupiter to supersede Sir George Brvclges 
Rodney (afterwards Lord Rodney) [q. v.] 
The same day the news of Rodney’s victory 
of 12 April reached the admiralty; and, not- 
withstanding the extreme bitterness of party 
feeling at the time, they judged the moment 
inopportune for the abrupt recall of the victor. 
A messenger was forthwith despatched with 
orders to stop the Jupiter’s sailing. This he 
was too late to do,anc at Jamaica, on 13 July, 
Pigot assumed the command. He was a man 
with little experience as a captain, with none 
whatever as an admiral, and he had neither 
the genius nor the force of character wffiich 
might take its place. Admiral Samuel (after- 
wards Lord) Hood, his second in command, 
seems to have regarded him with mixed 
feelings of pity and contempt, and considered 
that Keppel had acted a most unpatriotic 
part ^ in placing an officer at the head of so 
great a fleet who was unequal to the very 
important command, for want of practice ; ' 
Pigot, he wrote, had neither foresight, judg- 
ment, nor enterprise, otherwise ‘he might 
have had a very noble chance for rendering 
a good account both of the French and 
Spanish squadrons.’ His command was un- 
eventful, and came to an end at the peace. 
He quitted the admiralty on the change of 
ministry in December 1783, nor was he re- 
turned to the new parliament. He died at 
Bristol on 15 Dec. 1792. He married twice. 
A younger son, Hugh (1769-1797), is sepa- 
rately noticed. 

An elder son, Sir IIehht Pigot (1750- 
1840), had a distinguished career in the 
army, which he entered as a cornet of the 
1st dragoons in 1769. He became lieutenant- 
colonel in 1783, major-general in 1795, lieu- 
tenant-general in 1802, and general in 1812. 
He served in Flolland in 1793-4, was at 
Gibraltar from 1796 to 1798, went to Minorca 
in 1800, and was in command of the blockade 
of La V alette, Malta, when that island was 
surrendered to the British (September 1800). 
In December 1836 he was transferred from 
the colonelcy of the 82nd to that of the 38th 
regiment, with which his uncle had been 
long connected [see Pigot, Sie Rob bet]. 
He was made G.C.M.G. in 1837, and died in 
London on 7 June 1840 {Gent. Mag. 1840, 
pt. ii. p. 429). 

[Charnock’s Biogr. Nav. t. 499 ; Commission 
and Warrant Books in the Public Record Office; 
Letters of Lord Hood (Navy Records Society), 
133, 141.] J. K. L. 

PIGOT, HUGH (1769-1797), captain in 
the navy, son of Admiral Hugh Pigot 
(1721 P-1792) [q. v.], was baptised in the 
parish church of PatshuU in Stafiordbhire 
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on 5 Sept. 1769. He entered the navy in 
May 178iJ with his father on board the 
Jupiter, followed him to the Formidable, and 
from October 1783 to August 1785 served 
on board the Assistance on the North Ame- 
rican station, with Sir Charles Douglas. He 
was afterwards in the Trusty, flagship of 
Sir John Laforey, on the Leeward Islands 
station, and passed his examination on 
31 Aug. 1789. On 21 Sept. 1790 he was pro- 
moted to he lieutenant of the Colossus with 
Captain Hugh Cloberry Christian [q. v.], in 
the Channel, and in 1793-4 was in the London 
with Captain (afterwards Sir) Richard Good- 
win Keats [q. V.] On 10 Feb. 1794 he was 
promoted to the rank of commander and 
appointed to the Swan sloop on the Jamaica 
station 5 from her, on 1 Sept. 1794, he was 
posted to the Success frigate, and in July 1797 
was moved to the Hermione of 32 guns. He 
is said to have been already known as a man 
of harsh and tyrannical disposition, and the 
crew of the Hermione, with many Irishmen 
and foreigners in it, was one peculiarly apt 
to be aflected by the wave of mutiny which 
swept over the service in 1797. The story 
afterwards told, which there is no reason 
to disbelieve, was that on the afternoon of 
21 Sept., when tliey were reefing topsails, 
Pigot called to the men on the mizen-top- 
sail yard that he would flog the last man 
down. Two of them, in the hurry to avoid 
the promised flogging, lost their hold, fell on 
the quarter-deck, and were killed ; on which 
Pigot exclaimed, * Throw the lubbers over- 
board.’ The same night the crew rose, cut 
down the officer of the watch, killed Pigot 
by repeated blows and stabs, killed or threw 
overboard all the officers, with the exception 
of the master, gunner, carpenter, and a mid- 
shipman, and tool^ the ship into La Guayra. 
There they handed her over to the Spaniards, 
who fitted her out as a ship of war under 
their own flag. In the following year she 
was gallantly recaptured after a most deter- 
mined resistance [see Hamiltok, Sir Ed- 
ward]. In the course of the next few years 
many of the murderers were hanged and 
gibbeted. The several courts-martial did not 
err on the side of mercy. 

[Brenton’s Naval History, ii. 436 ; Schom- 
berg's Naval Chronology, iii. 75 ; Passing Cer- 
tificate, List-books, and Minutes of Courts-mar- 
tial (especially vols. 83, 85, and 86) in the 
Public Record Office.] J. K. L. 

PIGOT, Sir ROBERT (1720-1796), 
lieutenant-general, second son of Richard 
Pigot of 'Westminster, by Frances, daughter 
of Peter Goode, was born at Patshull, Staf- 
fordshire, in 1720. George, lord Pigot [q.v.], 
and Admiral Hugh Pigot (1721 -1792) 


[q. V.] were his brothers. Entering the army, 
he served with the 31st regiment of foot 
(now 1st battalion the East Surrey regiment) 
in Flanders, and was present at the battle 
of Fontenoy ; the 31st was among the regi- 
ments whose conduct is noted with com- 
mendation in despatches in the ‘ London 
Gazette.’ In October 1745 the regiment 
landed at London, proceeding in 1749 to 
Minorca for three years, and being subse- 
quently stationed in Scotland. 

Pigot, who became captain on 31 Oct. 1751, 
major on 5 May 1758, -ieutenaiit-coloiiel on 
4 Feb, 1760, and colonel on 25 May 1772, 
was transferred in 1758 to the 70tli regiment 
of foot. This regiment had been formed 
from the 2nd battalion of the 31st, in which 
Pigot was then the senior captain. lie was 
with the 70tli in the soutli of England and 
in Ireland till he joined the 38th regiment 
of foot (now the Isfc battalion of the South 
StalFordshirc regiment), of which he became 
lieutenant-colonel on 1 Oct. 1764. In 1765, 
after a foreign service of fifty-eight years, 
the 3fith returinjd from the W est Indies ; in 
1774 it re-embarked for North America ; on 

19 April 1775 it was engaged at Lexington, 
and on 1 7 J une at the fiercely contested batrle 
of Bunker’s Hill, where the regimental casu- 
alties wore, killed and wounded, nine officers 
and ninety-nine non-commissioned officers 
and men. Pigot was in command, and dis- 
tinguished himself so highly that George III 
promoted him to be colonel of the 38th on 
11 Dec. 1775. He was gazetted major-general 
on 29 Aug. 1777. lii 1778 he held a com- 
mand in Rliocle Island, and in the same year 
he succeeded his brother George, lord Pigot 
of Patshul, as second baronet. The latter 
left him a share in the celebrated Pigot dia- 
mond. He became lieutenant-general on 

20 Nov. 1782, and died at Patshull on 2 Aug. 
1796. Ho married, ou 18 Feb. 1765, Anne 
(d, 1772), daughter of Allen Johnson of Kil- 
ternan, co. Dublin, and by her he had a daugh- 
ter, Anne, and three sons — George, his suc- 
cessor, afterwards a major-general in the 
army ; IT ugh, a captain in the royal navy ; 
and Robert {d, 1804), lieutenant-colonel of 
the 30th foot (Gent. Mag. 1804 pt. i. p. 
480). 

[Army Lists ; Cannon’s Records of the 70th 
Regiment; Pringle’s Records of the South Staf- 
fordshire Regiment; Ann. Reg.; Gent. Mag. 
1796, ii. 106 ; Playfair’s British Family Antiqui- 
ties, vol. vii. ; Appleton’s Cyclopaedia of Ame- 
rican Biography, vol. v.] B. H. S. 

PIGOTT, Sib ARTHUR LEARY (1752- 
1819), lawyer, son of John Pigott of Bar- 
bados, was born in 1752, He matriculated 
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at Oxford, from University Colleg-e, on 17 Oct. 
1778, having in the preceding year been called 
to the bar at the Middle Tern ole, where he 
was elected a bencher in 1799. E'e commenced 
•practice in the* island of Grenada, where 
-le became attorney-general. Subsequently 
he was appointed by Lord North a com- 
missioner, under the act of 1780, for taking 
the public accounts. In 1783 he was made 
Ix.C.,andin May 1787 was appointed solicitor- 
general to the Prince of Wales. He practised 
at the common-law bar until 1793, when he 
migrated to the court of chancery. On the 
formation of the administration of ‘ All the 
Talents ’ he was appointed attorney-general 
(12 Feb. 1806) and knighted, entering par- 
liament on 21 Feb. as member for Steyning. 
On the dissolution of the following autumn 
he was returned (26 Oct.) for Arundel, which 
he continued to represent until his death. 
As attorney* general he conducted with con- 
spicuous ability the impeachment of Henry 
1) Lindas, first viscount Melville [q. v.] He 
%vent out of office on the change of admini- 
stration in March 1807, and was succeeded by 
Sir Vicary Gibbs. He was a member of the 
committee on the civil list ap-jointed by Lord 
Castlereagh in July 1819. He died at East- 
bourne on 6 Sept, following. His wife sur- 
vived him. 

[Foster’s Alumni Oxon.; Royal Kalendar, 1 784> 
p. 173; Gent. Mag. 1819, ii. 371-2; Life of 
Charles James Fox (1807), p.294w. ; Ann, Reg. 
1806, Chron. p. 494 ; Howell’s State Trials, xxix. 
606; Members of Pari, (official list); Memoirs 
of Sir Samuel Romilly, ii, 130, 351-5 ; Duke of 
Buckingham’s Memoirs of the Court of England 
during the Regency, ii. 325; Hansard’s Pari, 
Deb. vol. vii.] J. JM. B. 

PIGOTT, EDWARD (^. 1768-1807), as- 
tronomer, was the son, probably the eldest 
son, of Nathaniel Pigott [q. v.] of Whitton, 
Middlesex. The phenomena of J upiter’s satel- 
lites^ were observed by him with a view to 
longitude-determinations from 1768; and he 
watched, at a station near Caen, the transit 
of Yenus of 3 June 1769. He aided his 
father’s geodetical operations in Flanders in 
1772, and surveyed the country near the 
mouth of the Severn in 1778-9 {Phil. Trans. 
Ixxx. 385). On 23 March 1779 he discovered 
at Frampton House, Glamorganshire, a nebula 
in Coma Berenices (ib. Ixxi. 82), and at York, 
on 22 Nov. 1783, the comet which bears his 
name {ib. Ixxiv. 20, 460). But although its 
period has since been computed at 5‘8 years, 
it has not reappeared. His deaf and dumb 
friend John Goodricke [q. v.], introduced by 
him to astronomy, co-operated with him in 
observing it. 

The variability in light of 7 Aquilse was j 


detected by Pigott on 10 Se pt. 1784, and on 
6 Pec. he assigned to its caanges a period 
(about 26 minutes too long) of 7 days 4 hours 
38 minutes (ib. Ixxv. 127). He also essayed 
the establishment of an artificial system of 
photometry. A catalogue of fifty variable or 
suspected stars was published by him in 1786 
{ib. Ixxvi. 189), with the remark that ' these 
discoveries may, at some future period, throw 
fresh light on astronomy.’ In a paper on the 
geographical co-ordinates of York he gave, 
in the same year, the first practical applica- 
tion of the method of longitudes by lunar 
transits, independently struck out by him {ib. 
p. 409). On 3 May 1786 he observed the 
transit of Mercury at Louvain {ib. p. 389), 
and after his return to England sent to the 
Royal Society an account of an auroral 
display viewed at Kensington on 23 Feb. 
1789 {ib. Ixxx. 47). His next residence was 
apparently at Bath, where he discovered the 
fluctuations of R Coronae and R Scuti {ib. 
Ixxxvii. 133). Six years later he gave a 
further discussion, from fresh materials, of 
the latter star’s period {ib. xcv. 131). The 
conclusion of this paper was written at 
Fontainebleau in 1803. In it he strove to 
account for the observed irregular waxings 
and wanings of stellar brightness by the 
rotation of globes illuminated in patches. 
He inferred, moreover, the existence of multi- 
tudes of ' dark stars,’ and surmised that the 
^ coal-sacks ’ in the Milky Y^ay might be due 
to their aggregations. Pigott is said by 
Miidler to have been an early observer of the 
great comet of 1807. This is the last we 
hear of him. 

[Watt’s Bibl. Brit. ; Madler’s Geschichte der 
Astronomic, ii. 21, 265 ; Berliner astr. Jahrbueli, 
1782 p. 146, 1788 p. 161 ; cf. Herschel’s Memoir 
of Caroline Hersehel, 1876, p4;i03.] A. M-. C. 

PIGOTT, STB FRANCIS (1508-1537), 
rebel. [See Bigod.] 

PIGOTT, Sib GILLERY (1813-1875), 
baron of the exchequer, fourth son of Paynton 
Pigott, who in 1836 assumed the additional 
names of Stainshy-Conant, was born at Ox- 
ford in 1813. His mother was Lucy, third 
daughter of Richard Drope Gough. He was 
educated under the Rev. William Carmalt 
of Putney, was called to the bar at the Middle 
Temple on 3 May 1839, went the Oxford 
circuit, and was made counsel to the inland 
revenue department in May 1854. In 1856 
he became a serjeant-at-law, and in the fol- 
lowing year received a patent of precedence. 
As a liberal, he sat in parliament for Heading 
from October 1860 to October 1863. He 
advocated reform in the anomalous laws of 
J ersey, bat his proposed bill did not proceed 
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beyond a second reading. In December 1857 
he was chosen recorder of Hereford, and on 
2 Oct. 1863 was appointed a baron of the 
court of exchequer, and on 1 Nov. knighted 
by patent. No judge administered justice 
with a stricter impartiality. lie took a pro- 
minent part in the discussion of many social 
questions. He died at Sher field Hill House, 
Dasingstoke, on 28 April 1875, after being 
thrown from his horse. 

He married, in 1836, Frances, only child 
of Thomas Duke of Ashday Hall, near 
Halifax, by whom he had a family, which 
included Arthur Gough Pigott and Kosalie 
Pigott. 

The judge published ‘ Deports of Cases 
decided in the Court of Common Pleas, on 
Appeal from the Decisions of the Devising 
Darristers,’ 1844-6. 

[Foss’s Lives of the Judges; Law Times, 
1 May 1875, p. 17; Illiistr. London News, 
31 Oct. 1863 p. 433 with portrait, 8 May 1875 
p. 451, 12 June 1875 p. 671 ; Graphic, 1875, 
xi. 483,486, 492; Ann. Beg. 1875, p. 140.1 

G, C. B. 

PIGOTT, NATHANIEL (d, 1804), astro- 
nomer, born at Whitton, Middlesex, was the 
son of Dalph Pigott of "VVhitton by his wife 
Alethea, daughter of the eighth Viscount 
P’airfax. He may have been the grandson 
of Nathaniel Pigott, barrister-at-law (1661- 
1737), aDoman catholic and intimate friend 
of Pope, who eulogised him in an ejpitaph in- 
scribed in the parish church of Twickenham 
(CouBETT, Memorials of Twickenham, p. 97). 
The younger Nathaniel Pigott married Anna 
Matburina, daughter of Monsieur de B6riol, 
and spent some years at Caen in Normandy 
for the education of his children. The 
Academy of Sciences of Caen chose him a 
foreign member ^^bout 1764, and he observed 
there, with a DoLlond’s six-foot achromatic, 
the partial solar eclipse of 16 Aug. 1765 
(Fkil. Trans. Ivii, 402). His observations of 
the transit of Venus on 3 June 1709 were 
transmitted to the Paris Academy of Sciences ; 
his meteorological record at Caen, from 1765 
to 1769, to the Doyal Society of London, of 
which body he was elected a fellow on 16 Jan. 
1772. He was in friendly relations with 
Sir William Herschel. 

Happening to be in Brussels on his way 
to Spa in 1772, he undertook, at the request 
of the government, to determine the geogra- 
johical positions of the principal towns in the 
IjOw Countries. The work occupied five 
months, and was carried out at his own 
expense, with the assistance of his son Ed- 
ward and of his servants. The longi- 
tudes were obtained from observations of the 
eclipses of JupitePs satellites, the latitudes 


by means of meridian altitudes taken with 
a Bird’s quadrant lent by the Doyal Society. 
Pigott described these operations in a letter 
to Dr. Maskelyne, dated Louvain, 11 Aug. 
1775 (ib. Ixvii. 182), and their results were 
printed at large in the ‘ Memoirs of the 
Brussels Academy of Sciences’ (vol. i. 1777). 
He was chosen a foreign member of the Brus- 
sels Academy on 25 May 1773, and a corre- 
spondent of the Paris Academy on 12 June 
1776. 

Pigott spent part of the summer of 1777 
at Lady Widdriiigton’s house, Wickhill, 
Gloucestershire, of which he determined the 
longitude, and then took up his residence at 
Frampton House, Glamorganshire, on his 
own estate. Here he fitted up an observatory 
with a transit by Sisson, a six-foot achromatic 
by Dollond, and several smaller telescopes. 
He ascertained itslatitude, and in 1778-9 dis- 
covered some double stars {Phil. Trans, Ixxi. 
84, 347). In 1783 he sent to the Doyal So- 
ciety an account of a remarkable meteor seen 
by him while riding across Heworth Common, 
near York (ib. Ixxiv. 457) ; and observed at 
the College Doyal, Louvain, a few days after 
his arrival from England, the transit' of 
Mercury of 3 May 1786 {ib. Ixxvi. 384). 

Pigott died abroad in 1804. His son Ed- 
ward is separately noticed. His second son, 
Charles Gregory Ihgott, assumed the name of 
Fairfax on succeeding his cousin, Anne Fair- 
fax, in 1793, in the possession of Gilling Castle, 
Yorkshire ; he married in 1794 Mary, sister 
of Sir Henry Goodricke, and died in 1845. 

[Nichols’s Dernld and Genealogist, vii. 155; 
Bernoulli’s Eecuoil pour les Astronomes, aiippl(^- 
ment, cahier iv. 67, vi. 44; Berliner astrono- 
misches Jalirbuch, 1782, p. 146; Notices bio- 
graphiques et bihliograpbiques de I’Acad. de 
Bruxelles, 1887 ; Conn, des Temps pour Tan 
1780, p. 316; Thomson’s Hist, of the Royal 
Soe. ; Poggondorff s Biogr.-lit. Handworterbuch ; 
Waft’s Bibl. Brit. ; Wolf’s Gescbichte dor Astro- 
nomie, p. 738, where, however, Nathaniel Pigott 
is confounded with his son.] A. M, C. 

PIGOTT, RICHADD (1828 P-1889), Irish 
jounialist and forger, was born in co. Meath, 
probably at Datoath, about 1828. His father, 
George Pigott, was clerk to Peter Purcell, the 
Dublin coach proprietor, and he afterwards 
entered the office of the ‘ Monitor,'’ a Dublin 
journal, whose office was subsequently used 
iDy the * Nation.’ The elder Pigott was also 
for a time in the office of the * Tablet’ 
newspaper. 

Diehard Pigott, after holding a situation 
as errand-boy in the ' Nation ’ office, went to 
Belfast as clerk in the office of the ^ Dlster- 
man,’ a newspaper edited by Denis Hol- 
land, and advocating extreme nationalist 
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opinions. Ilolland transferred his paper to 
Dublin in July 1858, and changed its name to 
' The Irishman ; ’ Pigott acted as its manager. 
The paper was soon purchased by Patrick 
James Smyth, the politician, but Pigott exer- 
cised almost complete control over it. One 
of its characteristics was a violent hostility 
to the ^ Nation ’ newspaper, which was then 
edited by Alexander Martin Sullivan 'q.v.], 
and in 18G2 the latter brought against Pigott 
an action for libel, in which Pigott was con- 
demned to pay sixpence damages. 

In June 1.865 he was presented by its pro- 
prietor with the ^Irishman,’ which had 
hitherto met with no conspicuous success. 
Pigott seems at this as at later periods to 
have been in pecuniary difficulties, and to 
have sought to supplement his income by 
the sale of indecent photographs. But the 
arrest and imprisonment of the staff' of the 
^ Irish People,’ and that paper’s suppression 
in September 1865, caused, a sudden advance 
in the circulation of the irishman.’ It became 
a valuable property, and Pigott was brought 
to public notice. His increased resources he 
squandered in profuse hospitality and luxu- 
rious living. Ilis only commendable recrea- 
tion seems to have been swimming, in which 
he was an expert throughout his early life. 
In 1866 he started a small weekly magazine 
entitled ^ The Shamrock,’ and shortly after 
another weekly periodical called ^ The Flag 
of Ireland.’ His political views remained 
of an extreme nationalist colour, and his 
papers openly supported the fenian move- 
ment. In 1867 he was condemned to twelve 
months’ imprisonment for publishing sedi- 
tious matter, and swore in court that he was 
a fenian j but he does not seem to have for- 
mally joined the society. In 1871 he was im- 
prisoned for six months for contempt of 
court. But he was distrusted by his fellow 
nationalists, and the circulation of his papers 
steadily declined during the next nine or ten 
years. After the establishment of the land 
league iu 1879, he offered to sell his journa- 
listic pro oerty to that organisation. The terms 
he askec. were deemed exorbitant, but at 
length the negotiations resulted in the transfer 
of the three newspapers, the ‘ Shamrock,’ 
the ^ Flag of Ireland,^ and the ^ Irishman,’ to 
the Irish National Newspaper and Pub- 
lishing Company, of which Parnell held the 
chief shares as trustee of the Land League 
[see Parnell, Charles Stewart], With the 
sale of his papers his last chances of earn- 
ing an honest livelihood seem to have dis- 
appeared, and he was driven to the meanest 
expedients in order to keep up a somewhat 
pretentious establishment at Vesey Place, 
Kingstown, co. Dublin. He began "to black- 


mail liis political associates, libelled them in 
anonymous tracts and pamphlets, and olfered 
to^ sell to the government information in- 
criminating them. From William Edward 
Forster [c_. v.], to whom he made offers of 
this kind, le received no encouragement, and 
thereupon he attacked him venomously. In 
1882 he published in Dublin a volume en- 
titled ^ Reminiscences of an Irish National 
Journalist,’ which, despite its vilification of 
Irish politicians, is an interesting record of 
the period between 1848 and 1880, and con- 
tains a useful account of the fenian move- 
ment. A second edition was brought out in 
1883. In 1886 Pigott proposed to sell to the 
officers of the Irish Loyal and Patriotic Union 
— an association formed in Dublin to resist 
the adoption of home rule by the British go- 
vernment — information convicting Parnell 
and the leading Irish home-rulers of com- 
plicity in the murders and outrages which had 
accompanied the rule of the land league. The 
proposal was accepted, and the papers which 
Pigott supplied to the Patriotic Union were 
secretly purchased by the ^Times’ newspaper 
for publication in their columns. Early in 
1887 a series of articles entitled ‘ Pamellism 
and Crime ’ appeared in that newspaper, and 
was in part based on Pigott’s revelations. 
On 18 April 1887 was published in the 
^ Times ’ a letter from Pigott’s collection 
which purported to have been signed by 
Parnell ; it condoned the Phcenix Park mur- 
ders. Parnell at once denied its authenticity 
from his place in parliament ; but its astute 
phraseology, and Parnell’s reluctance to sub- 
mit its claims to genuineness to legal ex- 
amination, conveyed an impression in many 
quarters that he was its author. When Mr. 
Frank Hugh O’Donnell in 1888 brought an 
action for libel against the/ Times’ for some 
remarks made upon him in the course of 
the articles on ‘ Pamellism and Crime,’ the 
counsel for the ^ Times ’ read in court several 
other letters which had been purchased ot 
Pigott, and, if genuine, seriously compromised 
Parnell and his friends. But these communi- 
cations did not possess the same internal claims 
to confidence as the first -Dublished letter. 
The public interest in the al .eged revelations 
was greatly increased by the victory of the 
‘ Times ’ news 3 aper in Mr. O’Donnell’s suit, 
and in July /888 a special commission of 
three judges was appointed by parliament to 
inquire into the truth of all the allegations 
made by the ^ Times ’ against the leaders of 
the home-rule party. The ‘ Times ’ refused at 
first to divulge the source whence the in- 
criminating letters were obtained, but finally 
called Pigott as a witness on 21 Feh.^1889. 
His cross-examination next day by Sir Cnarles 
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Russell (Parnell’s counsel) completely ex- 
posed kis duplicity, and little doubt was left 
in tbe public mind that he had forg'ed the 
papers. On the following day, when the 
court did not sit, Pigott sought an inter- 
view with Mr. Labouchere, M.P,, and con- 
fessed his guilt. Some hours later he fled 
from England, and when, on the 25th, the 
court reassembled to continue his cross- 
examination he was missing. A warrant for 
his arrest was issued. English oolice officers 
traced him to the Hotel los Embaj adores, 
Madrid. But as they entered his room on 
1 March, he shot himself dead. Me was 
married, and two sons survived him. 

[Rpniiniscences of an Irish National Journalist, 
by Pigott, 2nd edit. l8S3j James O’Connors 
Recolh'ction.s of Richard Pigott, 1889 ; Sulli- 
van’s New Ireland, 1877; O’Connor’s Parnell 
Movement, 1880, pp. 356-7; Times, 22 Peb. 
to 3 March 1889 ; Saturday Review, September 
1895; information from Mr. John O’Loary, 
Dublin.] D. J. O’D, 

PIGOTT, ROBERT (1735-1794), food 
and dress reformer, was born in 173G at 
Gbetwynd Park, Shropshire, which for three 
centuries had been in the possession of his 
ancestors. Charles I, on his way from Ox- 
ford to Nasehy^ in 1G45, stayed there three 
nights with his great-grandfather, Walter 
Pigott, whose wife was Anne, daughter of 
Sir John Dryden, and cousin to the ])oet. 
Walter’s son Robert was high sheriffi of 
Shropshire in 1697, and his grandson, Ro- 
bert the second, to whom the Pretender 
presented his portrait while at Rome in 
1720, was M.P. for Huntingdonshire, 1713- 
1734. The Pigotts had been staunch Jaco- 
bites, and the Pigott implicated in Colonel 
Parker’s escape from the Tower in 1694 was 
probably one of the family [see Parker, 
JoHiT,_y7. 1705] ; but Robert the third was 
destined to go to the other extreme in 
politics. At Newmarket in 1770 he and 
the son of Sir William Codrington made a 
bet of five hundred guineas as to which of 
their fathers would outlive the other. It 
turned out that the elder Pigott had died at 
Chetwynd a few hours prior to the bet. 
Pigott consequently maintained that the 
wager was void ; but Lord March (afterwards 
Duke of Queensberry), as Codrington’s as- 
signee, sued for the money, and Lord Mans- 
field decided that the bet was valid, inasmuch 
as neither party knew at the time of any- 
thing to vitiate it. In 1774 Pigott was high 
sheriff of Shropshire. In 1770, imagining 
that the American war betokened the ruin 
of England, he sold hia Chetwynd and Ches- 
terton estates, worth 9,0007. a year, and re- 
tired to the continent, where he made the 


acquaintance of Voltaire, Franklin, and 
Brissot. He lived mostly at Geneva, but 
paid occasional visits to England. It was, 
aowever, probably his brother Charles (infra) 
who, in September 1 7 89, betted that a Colonel 
Ross could not ride a horse from London to 
York in forty-eight hours; Ross won by 
three hours. Pigott became a zealous Pytha- 
gorean, as a vegetarian was then called, and 
was adupeof the quack James Graham (1745- 
1794) [q, V.] and hia electric bed. 

He was enraptured by the French revo- 
lution, especialjy in its more extravagant 
aspects. He protested against Sieyes’s press 
bill, and published his protest, which he 
had read to the revolutionary club at 
Lyons ; in an appendix he advocated a 
vegetarian diet for prisoners as being cal- 
culated to reclaim them. At Dijon in 1791 
he condemiu^d the use of bread, recom- 
mending potatoes, lentils, maize, barley, and 
rice. In the spring of the following year he 
fulminated against hats, arguing that tliey 
had been introduced by priests and despots, 
and that they concealed tbe face and were 
gloomy and monotonous ; whereas caps left 
the countenance its natural dignity, and were 
susceptible of various shapes and colours. 
For some weeks the cap movement was very 
popular in Paris, hut the remonstrance ad- 
dressed by P6tion to the Jacobin club put an 
end to it, and the bonnet rouge introduced 
later had no connection with Ihgott. lie 
contemplated the purchase and occupation 
of a confiscated estate in the south of 
France ; -hut hladame Roland, who had doubt- 
less met him at I^yons and was amused at 
his oddities and fickleness, predicted that he 
would only build castles in tbe air. In J 792 
he probably settled at Toulouse. He died 
there on 7 July 1794, leaving a widow, An- 
toinette Boutan. 

Ills brother Charles Pigott {d, 1794), 
also an ardent champion of the French revo- 
lution, published in 1791 a rexfiy to Burke. 
He issued, anonymously, in 1792, a ' History 
of the Jockey Club,’ and in 1794 a ^ History 
of the Female Jockey Club,’ two scurrilous 
pamphlets on London society, with which he 
seems to have been well acquainted (his au- 
thorship of these pamphlets is admitted in 
the preface to Mecords of Real Life^ infra). 
He is said to have also written ' Treachery no 
Crime,’ and other works. He died at West- 
minster on 24 June 1794, leaving a satire 
entitled * A Political Dictionary,^ which was 
published in 1795. 

Another brother, William, rector of Chet- 
wynd, had a daughter PIabeiet Pigott (1766- 
1846), who embraced Catholicism, visited 
Paris after the Restoration, being there ad- 
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mitted into aristocratic circles, and died at 
Geneva. She published anonymously in 
1832 ‘ Private Correspondence of a Woman 
of Fashion.’ Anorher, partly autobiogra- 
phical work, entitled ^ Records of Real Life/ 
appeared in 1 839, and ‘ Three Springs of 
Beauty’ in 1844. She died in July 1846, 
having (by will dated 24 Nov. 1845) be- 
queathed a diary and other manuscripts to 
the Bodleian Library. 

[Pedigree in Brit. IMus. Addit. MSS. 28734 
and 28616, fol. 23 ; Madame Roland’s Letters 
to Bancal ; Hulbert’s Hist, of Salop ; Avenel’s 
Anaeharais Cloots, Paris, 1876 ; &ent. Mag. 
1794, pt. ii. pp. 67‘.^ and 958 ; Alger’s English- 
men in French Revolution and Glimpses of 
French Revolution ; Biographic Uni verselle, art. 
‘Harriot Pigott ’ (inaccurate in date of death).] 

J. G. A. 

PIKE, PIK, or PYKE, JOHN ( 77 . 
1322 r^), chronicler, was master of the schools 
of St. Martin-le-Grand, London (cf. JSibl. 
Jicg. M8. 13 C. xi). He wrote: 1. ^Supple- 
tio Historic Regum Anglite.’ There are three 
fourteenth-century copies of this work : 
Cotton. MS. Julius D. vi, Arundel MS. 
220, and Bibliotheque Nationale, 6234, 
Ponds Latin, olim Baluze. A modern copy 
is in British Museum Harleian MS. 685, f. 46. 
In Julius D. vi. f. 1, the rubric states that 
it was extracted by Johannes Pik ‘ de com- 
pendio Brome,’ i.e. from the ‘ Compendium ’ 
of John Brome, an Aiigustinian, who died 
in 1449. Pike’s work is chiefly compiled 
from Ralph de Biceto’s ^ Abbreviationes,' 
* Imagines,’ and ‘ DeMirabilibus Anglite/ and 
fromBrome’s ‘ Compendium.’ Two passages 
are printed in Gale’s ‘ Scriptores XV’ (i. 
553, 560), under the name of Diceto. The 
history of the Norman kings is brought down 
to the coronation of John. 

2. ‘ In ista Compilacione tractatur quale 
■|us dominus noster Rex Angliae intendit 
nabere ad terram Scotie ; ’ this consists of 
(extracts from named chroniclers and a short 
history of the relations of Edward I and Ed- 
ward 11 to Scotland, down to the death of 
Thomas of Lancaster [c . v.] in 1322 (Jul. D. 
vi. f. 67, and Arundel AIS. 220, f. 278). 3. A 
history of English bishoprics, enlarged from 
I)icet(D’s (Arundel MS. 220, f. 147 b). The 
history of Canterbury has been, in part, 
printed by Wharton (Anglia Sacra j ii. 677), 
and erroneously ascribed to Diceto (Stubbs, 
Diceto, vol. i. p. Ixxxviii). The lives of the 
bishops are brought down in some cases only 
to the coronation of John, in others to a 
later date, the latest being that of the con- 
secration of John, bishop of Norwich, in 1299. 
Walter Reynolds (1314-1327) is included in 
the list of archbishops ; a later hand adds 


his two successors. That the author was 
Pike is proved by references to passages in 
tbe ‘ Suppletio’ (No. 1 above). 4. Another 
collection of extracts closely similar to the 
‘ Suppletio ’ in character (Arundel MS. 220, 
ff. 4, 52 ; Harl. MS. 3899). The history of 
the British kings (extracted from Gf*offrey 
of Monmouth) is here much fuller than in 
the ^ Suppletio.’ After extracts on the Saxon 
and Norman kings, the chronicle is carried 
to the birth of Edward, prince of Wales, in 
1239. 

Bale, Pits, and Tanner, in stating that 
William Horman [q.v.], ^ ice-provost of Eton, 
made an epitome of Pike’s ^ Suppletio,’ con- 
found Pike with Picus Mirandulas. 

[Hardy’s Catalogue, ii. 124, hi. 12, 376; 
Glover’s Livere de Reis de Brittanie, p. xii ; Pits, 
De Illustribus Anglise Scriptoribus, s. an. 1115; 
Bale’s Scriptorum Catalogus, p. 170, No. 61.] 

M. B. 

PIKE, JOHNDEODATUS GREGORY 
(1784-1854), baptist, eldest son of J ohn Bax- 
ter Pike, was born at Edmonton on 6 April 
1784. His mother, a daughter of James 
Gregory, a London merchant, claimed de- 
scent from Oliver Cromwell, and was highly 
educated. 

The father, Johk Baxtee Pike (1745- 
1811), descended from an artisan family of 
old standing in Lavington, Wiltshire, was 
the son of Thomas Pike, a class-leader among 
the early methodists. His mother was his 
father’s second wife, Eleanor (Baxter). He 
attracted the notice of Archbishop Seeker 
and Richard Terrick, bishop of London, and 
was ordained a deacon in the Anglican church, 
but subsequently came under the influence 
of Dr. Andrew Kippis and turned Unitarian 
preacher(1777). Later he fluctuated between 
Presbyterianism and advanced rationalist 
views, but for a time devoted his energies to 
a boarding-school, first at Stoke Newington, 
then at Edmonton. About 1791, however, 
he was practising as a doctor in London, 
while his wife conducted a hoarding-school 
for young ladies at Enfield. Subsequently he 
appears to have taught ‘ geography and belles- 
lettres ’ in the school at Enfield. He died at 
Edmonton on 11 Dec. 1811, and was buried 
in a family vault at East Barnet. His wife 
died at Edmonton in 1838. A man of active 
mind and various interests, Pike contributed 
to the * Monthly Magazine ’ letters on horti- 
culture, poultry-farming, and kindred sub- 
jects (notes supplied by E. C. Marchaut, 
esq.l 

After being educated, chiefly at home, 
John Deodatus was from 1802 to 1806^ at 
Wymondley (baptist) College, Hertfordshire, 
and became a particular baptist. On leav- 
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ing college lie acted for three years as clas- 
sical assistant in the school of his uncles, 
Ct. and R. Gregory, at Lower Edmonton. 
In June 1809 he attracted some notice at 
the annual association of general baptist 
churches held at Quorndon, Leicestershire, 
by urging the formation of a baptist mis- 
sionary society. In 1810 he accepted the 
pastorate of the Baptist church, Broolc Street, 
Derby, and, to supplement his income, 
kept a boarding-school for a few years. A 
new chapel was opened in April I 8 I 0 three 
times as large as the first ; in four years it 
was enlarged; and in 1842 it was wholly 
rebuilt on a new site. 

In the early days of his pastorate a native 
missionary at Serampore had been supported 
by Pike’s church. At the annual associa- 
tion at Boston, Lincolnshire, in June 1816, 
his earlier proposal was accepted, and the 
General Baptist Missionary Society formed. 
Pie was appointed first secretary, and issued 
a small pamphlet on missions on behalf of 
the committee. In 1819 he undertook a 
•preaching tour in Lincolnshire and Cam- 
bridgeshire, to excite a missionary spirit, and 
undertook the training of young missionaries 
in his family. Prom Jatiuary 1822 he was 
editor of ‘ The General Baptist Repository 
and Missionary Observer.’ lie died suddenly 
at Derby on 4 Se-pt. 1854. By his wife Sarah 
(e?. 1848), daughter of James Sandars of 
Derby, whom he married on 22 June 1811, 
Pike had four sons — three of whom were 
baptist ministers— and two daughters. 

];hke showed some independence of thought 
amid many strongly marked prejudices. He 
opposed catholic emancipation. His numerous 
religious tracts had a wide circulation here 
and in America. It was estimated that over 
six hundred thousand copies of his works were 
circulated in America, and at least eight hun- 
dred thousand at home. The copyrights of the 
most popular he presented to the Religious 
Tract Society and American Tract Society 
in 1847. The chief were : 1. ^ A Catechism 
of Scriptural Instruction for Young Persons,’ 
1816. 2. ‘ The Consolations of Gospel Truth,’ 
London, 1817 ; 2nd edit. Derby, 1818 ; vol. 
ii. Derby, 1820 ; a selection entitled ^ True 
Happiness’ was issued at Derby and Lon- 
don, 1822 and 1830, 32mo. 3. ^ Persuasives 
to Early Piety,’ Derby, 1819 j London and 
Derby, 1821 and 1830; also by the Religious 
Tract Society, London, no date, and the 
American Tract Society, T7ew York, no date. 
An abridgment was published at Derby in 
1837, and a Erench translation by the Tou- 
loase Book Society in 1841. This was Pike’s 
most ])opular work. ^ A Guide for Young 
Disciples of the Holy Saviour,’ 1823, was a 


sequel, 4. ' Swedenborgianism depicted/ 
1820 ; answered by the Swedenborgian 
Robert Hindmarsb [q. v.] 5. ^ Religion and 
Eternal Life,’ Derby and London, 1834; by 
the American Tract Society, New Y'ork, 
1835. G. ^ Christian Liberality in the Dis- 
tribution of Property,’ Religious Tract So- 
ciety, London, 1836. 

‘A Memoir and Remains/ with portrait, 
of Pike was edited by his sons, John Baxter 
and James Carey Pilce, London, 1855, 8 vo. 

^ Sermons and Sketches,’ with short memoir 
abridged from the former, was published 
in London in 18()1, Khno; and in 1862 
and 1863 a complete edition of his works, 
with biographical sketch, was published in 
parts. 

[Memoir and Remains above mentioned ; Ge- 
neral Baptist Magsizino ; Repository and Mis- 
sionary Observer, 1851, pp. 463-8; AmosSutton’s 
Mission to Orissa, 1833, pp. vii, 1-10, For John 
Baxter Pike soo Young’s Annals of Agriculture, 
ii. 230; Lysons’s Environs of London, ii. 251; 
Reuss’s Alpliaboriortl Register; Bingr. Diet, of 
Living Authors, 1816; Monthly Magazine, 1800- 
1810, passim.] C. F. S. 

PIKEor PEAKE, RICHARD (^. 1625),- 
adventurer, born at Tavistock, Devonshire, 
took nart as a common soldier in the attack 
on a! giers which was made by a force under 
the command of Sir Roloert lilansell in the 
winter of 1020-1. After some leisure at 
home, Pike in the autumn of 1625 joined as a 
volunteer the expedition to Cadiz, and, sail- 
ing in the Convertine with Captain Thomas 
Portar, arrived at Cadiz on 22 Oct. 1625. 
After taking part in the capture of the 
fort of Puntal, at the entrance to the har- 
bour, he sallied out into the neighbouring 
country, iinaccom])anied, to gather oranges, 
and was made prisoner, after a smart en- 
counter with fourteen Spanish musketeers. 
The Earl of Essex, the vice-admiral, learn- 
ing of the mishap, vainly ofiered to ransom 
him; and the English fieet sailed away on 
the 27th without him. Pike was sent to 
Xerez, and was brought before the Duke of 
Medina-Sidonia and other S])ani 3 h digni- 
taries, who closely examined him as to the 
equipment and future intentions of the Eng- 
lish ships. Angered by his quest ion ers’ impor- - 
tunity, he accepted an offer which they moclc- 
inglymade him to fight a Spanish champion 
in a hand-to-hand combat with rapier and 
poniards. Pike easily disarmed his opponent. 
Thereupon, armed with a quarter-stan, which 
he described as his national weapon, he gave 
battle to three Spaniards armed with rapiers 
and poniards. He killed one of his foes and . 
disarmed the other two. IJ is j udges were so 
much impressed by his prowess that they gave 
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liim money, and one of them, the Marques 
Alquenezes, entertained him at his house. 
Isews of his exploits reached Madrid, and 
the king (Philip ) summoned him to court. 
He was presented on Christmas day 1625 
to the king, the queen, and Don Carlos, the 
infante. He declined the king’s offer of a 
yearly pension to serve him by land or sea, 
but gratefully accepted one hundred pistolets 
and permission to return to England, Passing 
through France, he arrived at Foy (Fowey), 
Cornwall, on 23 April 1626. On 18 May he 
came to London, and delivered a challenge 
to the. Duke of Buckingham, with which he 
had been entrusted by a brother-in-law of 
the Conde d’Olivares (Court of Charles 1. i. 
104). 

In July 1626 Pike published an account 
of his encounter with the three Spaniards in 
a tract (now rare) called ^ Three to One.’ It 
was dedicated to Charles I. Although Pike 
apologises at the outset for writing with 
' fingers fitter for the pike than the pen,’ he 
tells his story with admirable spirit. A 
friend (J. D.) contributed at the close some 
verses in Pike’s praise. The tract (a copy 
of which is in the British Museum, cata- 
logued under Peeke) was reprinted in Arber’s 
English Garner (i. 621). 

Pike’s adventures were also dramatised 
in ‘Dicke of Devonshire, a tragi-Comedy,’ 
which was first printed from the Egerton 
MS. 1994 by Mr. A. H. Bullen in his ^CoB 
* lection of Old English Plays,’ 1883, ii. 1-99. 
The piece is assigned by Mr. Bullen to Thomas 
Heywood — a more intelligible suggestion 
than Mr. Fleay’s proposal to assign it to 
Hobert Davenport. Pike’s courage was com- 
memorated later in the century in a broad- 
side ballad entitled ‘ A Panegyric Poem, or 
Tavestock’s Encomium,’ which is reprinted in 
Mrs. Bray’s ‘ Tamar and the Tavy,’ and con- 
tains the lines : 

Search whether can be found again the like 
For noble prowess to our Tav’stock Pike, 

In whose renown’d never-dying name 

Live England’s honour and the Spaniard's shame. 

[Bnllen’s Introduction to his Old Plays, ii. 

1 sq. ; Mrs. Bray’s Tamar and Tavy.] S. L. 

PIKE, MCHARD (1834-1893), master- 
mariner, born in 1834 at Carboniere in Con- 
ception Bay, Newfoundland, was brought up 
in the northern fi.sheries, in whaling and 
sealing, and in 1869 obtained command of a 
steamer engaged in that trade. In 1875 he 
was captain of the Proteus, a stout-built 
vessel of 467 tons and 110 borse-power, 
which in 1881 was chartered by the United 
States government to carry Lieutenant 

YOIv XLV, 


Greely and his ppt.y through Smith Sound 
to Lady Franklin Bay. This was safely 
effected ; and, in 1883, the Proteus, still 
commanded by Pike, was again chartered to 
carry out relief to the expedition, the United 
States ship Yantic being ordered to accom- 
pany her as a depot, as far as was prudent, 
aut not to venture into the ice, for which she 
was not fitted.- On 23 July, off Cape Sabine, 
the Proteus was nipped in the pack and sank 
almost immediately ; no lives were lost, but 
there was scant time to save some provi- 
sions and clothes. Sometimes in the boats, 
sometimes painfully dragging them over the 
rough ice-floes, Pike and his companions 
pcceeded, after extreme hardship, in reach- 
ing Upernavik, where they were taken up by 
tbe Yantic. For that year there was no re- 
lief to Greely’s party ; but the survivors were 
rescued in the following year. In 1891 Pike, in 
the steamer Kite, was engaged to carry Mr. 
R. E. Peary and his party , which he put on 
shore in McCormick Bay in Murchison 
Sound (lat. 77° 43' N.), and returned with- 
out misadventure. In the next year he 
brought the party back, and was to have 
taken Peary out again in the summer of 
1893. The arrangement was cancelled by 
Pike’s death, at St. John’s, on 4 May. ‘ A 
typical Newfoundlander,’ wrote his ship- 
mates in the Kite, ^ as active in mind and 
body as many men of half his years.’ ^ A 
quiet, unassuming man,’ wrote a corre- 
spondent of the ^ Times,’ ^ thoroughly capa- 
ble and reliable, unequalled as an Arctic 
navigator, and in tbe front rank of our seal- 
ing captains.’ 

[Times, 20 May 1893 ; Greely’s Three Years 
of Arctic Service, i. 37, ii. 163; Keely and 
Davis’s In Arctic Seas (with what seems a good 
portrait), pp. 24-6; Mrs, Peary’s Arctic ,lour- 
nah] J. K. L. 

PIKE, SAMUEL (1717.P-1773), Sande- 
manian, was born about 1717 at ‘ Ramsey, 
Wiltshire’ (Wilson), which may mean 
Ramsbury, Wiltshire, hut more probably 
Romsey, Hampshire. He was educated for 
the independent ministry, receiving his 
general training from John Eames [q. v.] of 
the Fund academy, and his theology from 
John Hubbard at Stepney academy. His 
first settlement was at Henley-on-Thames, 
Oxfordshire, about 1740. Thence he removed 
in 1747 tosucceed John Hill (1711-1746) as 
pastor at the Tl^ree Cranes meeting-house in 
^Fruiterers’ AUey, Thames Street, London. 
Early in his London ministry he established, 
at his house in Hoxton Square, an academy 
for training students for the ministry. He 
adopted the principles of John Hutchinson 
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(1674-1737) [q.v.], and defended tliein (1753) 
in a laborious work. In 1754 be succeeded 
Zephaniab Marryat, D.D. (1684 P-1754), as 
one of tbe Tuesday lecturers at Pinners’ Hall. 
About the same time be joined Samuel Hay- 
ward (1718-1757), independent minister at 
Silver Street, Wood Street, Cbeapside, in 
a Sunday-evening lecture, dealing with 
‘ cases of conscience,’ at Little St. Helen’s, 
Eishopsgate Street. His ‘ Body of Divinity ’ 
(1755) was criticised by Caleb Fleming 
W- V-] 

In 1767 Pike became acquainted witht.be 
views of Robert Sandeman [q. v.], the son- 
in-law and disciple of John Glas [q. v.] 
Sandeman had published (1757) a series of 
* Letters ’ dealing with the ‘ Dialogues between 
Tberon and Aspasio’ (1755), by James Her- 
vey (1714-1768) [q. v.] The ^ Letters ’ were 
admired by members of Pike’s church ; and 
Pike, on reading them, began (17 Jan. 1768) 
a correspondence with Sandeman, then in 
Edinburgh. The correspondence, as it pro- 
ceeded, was communicated to Pike’s church, 
with the result that he, and a section of his 
people, came gradually into Sandeman’s views; 
while others showed such dissatisfaction that 
Pike ceased the correspondence, suppressing 
lus fourth letter. He began, however, to adopt 
Glasaite or Sandemanian usages, including a 
weekly communion. This led (August 17 68) 
to rumours of his unsoundness ; his discourses 
at Pinners’ Hall gave bffence, and he was ex- 
cluded from the lectureship in 1769 by forty- 
four votes to one, Dr. John Conder f q. v.] 
being chosen to succeed him on 3 Oct. In his 
own church he was hotly opposed by William 
Fuller and Thomas Uffington. A church 
meeting (9 Oct. 1759) came to no conclusion; 
church meetings on 13 Jan. and 21 April 
1760 were equally divided (seventeen votes 
on either side), but Pike’s casting vote carried 
the exclusion of the malcontents, who formed 
a new church under Joseph Barber. Disputes 
then arose about possession of church pro- 
perty, and a lawsuit was begun (1761) by 
Pike for recovery of an endowment of 12/. a 
year. At length he resigned his charge 
(14 Dec. 1766), left the independents, and 
became a member of the Sandemanian church 
in Bull-and-Mouth Street, St. Martin’s-le- 
Grand. He was chosen ' elder ’ in 1766, and 
ministered with great acceptance. 

From London he removed in 1771 to 
minister to a Sandemanian congregation at 
Trowbridge, Wiltshire. Unfounded reports 
were spread of his insobriety. He was a man 
of character and ability and considerable 
biblical scholarship. A curious reaction led 
him from the doctrines of Hutchinson, who 
found in scripture a system of physical 


science, to those of Glas, who held that bibli- 
cal authority did not extend to such topics, 
lie died at Trowbridge in January 1773, and 
was buried on 10 Jan. in the parish church- 
yard. Ilis portrait, engraved by Hopwood, 
is given in Wilson. lie was married, and left 
issue. 

He published, besides single sermons 
(1748-63) : 1. ^ Philosophia Sacra . , . 
Natural Philosophy. Extracted from Divine 
Revelation,’ &c., 1763, 8vo; Edinburgh, 1815, 
8vo. 2. ^ Thoughts on such Phrases of Scrip- 
ture as ascribe . . . Passions to the Deity,’ 
<&c., 1763, 12mo. 3. ^ Some important Cases 

of Conscience,’ &c., 1755-0, 8vo, 2 vols. (the 
substance of lectures by Pike and Hayward) ; 
Glasgow, 1762, 8vo ; with title ‘ Religious 
Cases of Conscience,’ 1775, 8vo : 1807, 8vo; 
Romsey, 1819, 8vo ; Philadelphia [1869], 
12mo; with title ‘The Doubtful Christian 
encouraged,’ &c., Woodbridge [1800], 8vo ; 
in Welsh, 17G9, 12mo. 4. ‘A form of Sound 
Words; or . . . Bodyof Divinity,’ &c., 1755, 
12mo; 1756, 12mo (based on the shorter 
catechism of the Westminster assembly). 
6. ‘Public Fasting,’ &c., 1757, 12mo; 1758, 
8vo. 6. ‘ An Epistolary Correspondence be- 
tween . . . Pike and . . . Sandeman,’ &c., 
1758, 8vo ; in Welsh, 1705, 12mo. 7. ‘ Saving 
Grace, Sovereign Grace,’ *&c., 1758, 8vo (lec- 
tures at Pinners’ Hall) ; 1825, 8vo. 8. ‘ Free 
Grace indeed !’ &c., 1759, 8vo; 1700, l2mo. 

9. ‘A . . . Narrative of the . . . Schism in 
the Church under . . . Pike,’ &c., 1760, 8vo. 

10. ‘Simple Triitli Vindicated,’ (fcc., 1760, 
12mo (anon). 1 1 . ‘ The Nature and Evidence 
of Saving Faith,’ &c , 1704, 8vo. 1 2. ‘ A Plain 
. . . Account of . . . Practices observed by 
the Church in St. Martin’s-le- Grand,’ Sic., 
1766, 8vo: 1767, 12mo. 13. ‘A Compen- 
dious Hebrew Lexicon,’ fee., 1706, 8vo (an- 
nexed is a short grammar) ; Glasgow, 1802, 

8 VO. 

[Wilson’s Dissenting Churehos of London, 
1808, ii. 85 sq., 263 ; information from the parish 
register, Trowbridge, per the ,Rev. H. Trotter.] 

A. a 

PILCH, FULLER (1803-1870), cricketer, 
eldest son of N athaniel Pilch and Frances Ful- 
ler, was horn at Horningtoft,near Fakenham, 
Norfolk, on 17 March 1803. Brought up to 
the trade of a tailor, he showed more than 
an ordinary taste for cricket as a boy, and is 
said to have been early instructed in the 

f ame by William Fennex, one of the famous 
[ambledon players. At the age of seven- 
teen, with his brothers Nathaniel and Wil- 
liam, he played his first match at Lord’s, 
when he assisted Norfolk against the Mary- 
lebone Club. Though he failed with the bat, 
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William Ward, who made 278 for Maryle- 
bone, already predicted his future success. 
Moving temporarily to Bury St. Edmunds in 
1825, he formed one of the powerful Bury 
Club, for which he played innings of 91 and 
82, both not out, in 1826, and scored 137 not 
out against the Woodbridge Club in 1830. 
Meantime, in 1827, he had again appeared at 
Lord’s for England against Sussex, when 
the new houndhand ’ bowling was publicly 
tested, and he proved the highest scorer 
in that historical match with an innings 
of 38. 

Removing to ICorwich in 1829, he there in 
1833 defeated at single wicket Thomas Mars- 
den, the Yorkshire champion, making 73 to 
the 7 and 0 of his opponent. In the same year 
he again overcame Marsden at Sheffield be- 
fore twenty thousand spectators, obtaining 
78 and 100 against Marsden’s 2*5 and 31. In 
the two matches between Norfolk and York- 
shire in the following year Pilch made scores 
of 87 not out, and 73 and 153 not out, to 
which he added another of 105 not out for 
England v. Sussex, against the bowling of 
William Lillywhite. 

In 1835 he transferred his residence to 
Town Mailing, and from 1836 to 1854 formed 
one of the Kent eleven, receiving a salary of 
100/. a year for his services. From 1841 to 
1851 he was a member of Clarke’s x4.11-Eng- 
land eleven, but did not play in very many 
of their matches. During this period his 
chief innings were 107 for Benenden v, 
Kent, and 125 for Nottingham v. Twenty- 
two of the Forest and Bingham clubs in 
1836; 160 v. Reigate, with Lillywhite, in 
1837 (then considered the most wonderful 
feat onrecord) : 114forChalvington v. Brigh- 
ton, with Lillywhite, in 1 839 ; 98 for Kent 
V. England in 1842 ; and 117 for Marylebone 
V. Western Coimties, with Lillywhite, Dean, 
and Hilly er, in 1845. His last appearance 
at Lord’s was in 1854. 

Pilch stood six feet in height, and pos- 
sessed a great reach, which he further in- 
creased by designing a bat of the regulation 
length but with a very short handle, allowing 
a corresponding gain in the blade. His style 
of play was entirely forward, its feature being 
the smothering of the ball at the pitch before 
the twist or rise could take effect. The cricket 
chronicler, John Nyren (1764-1837) [q*v-]> 
used to say that Pilch’s play almost recon- 
ciled him to round-arm bowling. Through- 
out his career he was op oosed to some of the 
greatest bowlers that lave appeared, and 
ranked among the finest batsmen and run- 
getters. There was no player to contest, his 
supremacy until George Parr [jq. v.] reached 
his prime, about 1850. Of a kindly disposi- 


tion and quaint humour, Pilch was univer- 
sally respected. He died on 1 May 1870 at 
Canterbury, w^hither he had removed and 
opened a shop for the sale of bats and other 
cricketing implements in 1842. He was 
buried in the churchyard of St. Gregor^^’s. 
He was not married. The best portrait of 
him is in Pycroft’s ‘ Cricket Field ^ (3rd 
edition, 1859). A bat which he used is in 
the pavilion at Lord’s Cricket Ground. 

[Lillywhite’s Scores and Biographies of Cele- 
brated Cricketersi, 1862 ; Pycroft’s Cricket Field, 
3rd edit., 1859 ; Denison’s Sketches of the Players, 
1846; Sporting Magazine, 1833 ; Gale’s Game 
of Cricket, 1888; infoniiiition supplied by the 
Eev. F. C. de Lena Lane, Whissonsett Rectory, 
Bast Dereham, and Henry Perkins, esq., secre- 
tary to the Marylebone Cricket Club.] 

J. B. P. 

PILCHER, GEORGE ^ (1801-1855), 
aural surgeon, son of Jeremiah Pilcher of 
Winkfield, Berkshire, was born on 30 April 
1801, and was admitted a member of the 
Royal College of Surgeons of England on 
2 April 1824. Immediately afterwards he 
began to practise as a surgeon in Dean 
Street, Soho, London, and was soon appointed 
lecturer on anatomy, physiology, and sur- 
gery at the Webb Street school of medicine, 
Snow’s Fields, then belonging to his brother- 
in-law, Richard Dugard Grainger. He was 
for many years consulting surgeon to the 
Surrey Dispensary. In 1838 he was awarded 
the Fothergillian prize at the Medical So- 
ciety for his treatise ' On the Structure and 
Pathology of the Ear/ and in 1842 he was 
elected president of the Medical Society of 
London- When the Webb Street school 
was reabsorbed into the Borough hospitals 
from which it had originally sprung, Pilcher 
became attached to Lane’s school, which was 
affiliated to St. George’s Hospital. At that 
hospital he became lecturer upon surgery on 
6 July 1843, and in the same year he was 
made an honorary fellow of the Royal Col- 
lege of Surgeons of England on the founda- 
tion of that select class of members. In 1849 
he was admitted a member of the council of 
the Royal College of Surgeons of England. 
He died suddenly on 7 Nov. 1855, and was 
buried in Kensal Green cemetery. 

Pilcher was an able surgeon and a good 
physiologist. He entered upon the prac*^ 
tice of aural surgery at a time when the 
quackery of John Harrison Curtis had raised 
that speciality to an unenviable notoiiety. 
To Toynbee, Pilcher, Yearsley, and Harvey 
aural surgery in this country mainly owes 
the position it now holds in the estimation 
of the medical profession. Pilcher puh- 
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lislied: 1. < Essay on the Pliysiology of the 
Excito-motory System,’ read before the Medi- 
cal Society, 183o. 3. ' The Structure, Eco- 
nomy, and Diseases of the Ear,’ with plates, 
8vo, I o idon, 1838 ; 2nd edit. 1842. 3. ^ Some 
Points in the Physiology of the Tym- 
panum,’ read before the physiological section 
of the Medical Society of London, 23 Eeb, 
1854. 

[Obituary notice in the Medical Times and 
G-azette, 1855, ii. 510 ; information kindly sup- 
plied by Roger Eykyu, esq.] D’A. P. 

PILEOLD, JOim (1776P-1834), cap- 
tain in the navy, second son of Charles Pil- 
fold of Horsham, was born at Horsham about 
1776. He entered the navy in 1788 on board 
the Crown with Commodore Cornwallis, and 
served in her during her commission in the 
East Indies, returning to England in May 
1792 [see Coenwallts, Sm William, 1744- 
1819]. He then joined the Brunswick, in 
which he was present in the battle of 1 June 

1794 [see Haevey, John, 1740-1794], and 
was specially recommended by Harvey for 
promotion. On 14 Feb. 1796 he was pro- 
moted by Lord Howe to be lieutenant of the 
Russell, and in her he was present in the ac- 
tion off Lorient on 23 June. In Septeuxber 

1795 he was appointed to the Kingfisher sloop 
on the Lisbon station, in which he took part 
in the capture of several privateers ; and on 
1 July 1797, being the first lieutenant, sup- 
ported the commander, John Maitland, sword 
in hand, in suppressing a violent mutiny 
which broke out on board. Pilfold was 
shortly afterwards moved into thelmp5tiieux, 
in which, on 6 June 1800, he commanded the 
boats in the destruction of the French cor- 
vette Insolente in the Morbihan [see Pellew, 
Eewaed, Viscount Exmouth]. On the re- 
newal of the war in 1803 he was appointed to 
the Hindostan, from which he was moved to 
the Dragon, and afterwards to the Ajax. In 
the latter he took part in the action off Cape 
Finisterre on 22 July 1805. William Brown 
(d. 1814) [q. v.l the captain of the Ajax, went 
home with Sir Robert Calder [q. v.],' who was 
to be tried by court-marfcial, and the Ajax was 
left before Cadiz under the command of her 
first lieutenant, Pilfold, who had thus the dis- 
tinction of commanding her a few days later 
in the battle of Trafalgar, for which he was 
advanced to post rank on 25 Dec. 1806, and 
received the gold medal with the other cap- 
tains present in the action. In 1808 he was 
granted an honourable augmentation to his 
arms, and in June 1815 he was nominated 
commander of the Bath. 

From 1827 to 1831 he was captain of the 
ordinary at Plymouth, and he died at Stone- 


house on 12 J Lily 1 834. He married, in 1803, 
a daughter of Thomas South of Donhead, 
Wiltshire, and left two daughters. 

[Marshall’s Roy. Nav. Biogr. iv. (vol. ii. pt, ii.) 
963 ; Gent. Mag. 1835, i. 322.] J. K. L. 

PILHIHGTOH, SiE ANDREW (1767 ?- 
1853), general, born about 1767, obtained 
his first commission in the army on 7 March 
1783, and was promoted lieutenant 24 Jan. 
1791, captain 2 March 1795, major 31 March 
1804, lieutenant-colonel 5 Oct. 1809, colonel 
12 Aug. 1819, major-g( moral 22 July 1830, 
lieutenant-general 23 Nov. 1841. 

Pilkington saw much and varied service. 
With the Channel licet in 1793-4 ho com- 
manded a company of tlio (Queen’s Royals on 
board the Royal George on ‘ the glorious first 
of June’ 1794, when Lord llowe defeated the 
Erench off (Jshant. Pilkington received two 
splinter wounds. He was next employed in 
the West Indies, and was present at the cap- 
ture of Trinidad, 1795-7. lie served in Ire- 
land in the suppression of the rebellion in 
1798, and was with the expeditions to the 
Ilelder in 1799 and 1805. He was severely 
wounded in the defence of the Kimt, East 
Indiaman, against a large hVench privateer in 
1800, on his passage to India. lie served on 
the stair at the Hor.se (guards in 1807-8, and 
in Nova Scotia from 1809 to 1815. During 
the latter period he cominantled several suc- 
cessful expeditions. lie reduced the islands in 
Passamaquody Bay, between New Brunswick 
and Maine, U.S. He was created K .C.B. on 19 
July 1838. lie died on 23 Eeb. 1853 at his re- 
sidence, Catsfield Place, Battle, Sussex, which 
he had purchased from James Eversfield, esq. 

Sir Andrew married at Hayes, on 9 May 
1808, Maria Elizabeth, daughl er of Sir Vicary 
Gibbs [q. V.], who survived him, with two 
daughters, Maria Georgina, married to Bur- 
rell Hayley, rector of Catsfield in Sussex, on 
18 July 1848, and Louisa Elizabeth, married 
on 1 Sept. 1853 to Richard Thomas Lee. 

[Hart’s Army List, 1852; Gent. Mag. 1838 
ii, 317, 1853 i. 4:36; Royal Military Calendar, 
iv. 262 ; Times, 1 March, 1853 ; Lower’s Hist, 
of Sussex, pp. 95-6.] W. B-t. 

PILKINGTON, ERANCIS (15G4?- 
1638), lutenist and musical composer, was 
probably related to Richard Pilkington of 
Rivington, Lancashire (whose son, named 
Francis, died in 1597 ). Pilkington’s father 
and brother were in the service of Henry 
Stanley, fourth earl of Derby. The lutenist 
found a patron in Ferdinand, fifth earl. 

After joining the Chester Cathedral choir 
in 1678 he was admitted Mus. Bac. Oxford, 
on 10 July 1 595, from Lincoln Oollege( Wood). 
.In 1612 he was minor canon, and he was 
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precciiDor of Chester Cathedral from 16:23 
till his death in 1638, 

His compositions were not distinguished 
hy much originality (Buexey, Hist, iii* 326, 
347). He published : 1. ‘ The First Book of 
Songs or Ayres of four parts ; with Tableture 
for the Lute or Orpherion, with the Violl da 
(iamba,’ 1605. 2. ‘ The First Set of Madri- 
gals and Pastorals of three, four, and five 
})art8,’ 1613. 3. ‘ The Second Set of Madri- 
gals and Pastorals of three, four, five, and six 
parts, apt for vyolls and voyces,’ 1624. A 
pavan by a Lord Derby appears in the same vol- 
ume. Pilkington contributed two sacred songs 
to Leighton’s ‘ Teares and Lamentations,’ 
1614. His part-song ^ Ilest, sweet nymphs,’ 
has been republished in the collections of 
Hullah and Stafibrd Smith. ‘ When Oriana 
walked ’ is included in Hawes s ^Triumphs,’ 
and live others in Oliphant’s ‘ Madrigals.’ 

Pilkington was the father or near relative 
of Thomas Pilkington (I6I0 F-1650 ?), also 
a chorister of Chester Cathedral, and said 
to be one of the musicians to Henrietta Maria 
(W^OOD). Thomas was the inventor of the 
orphion, and ‘ did command all instruments 
with his unequall’d hand ’ (Cokayne). He 
died during the interregnum, aged about 
35, and was buried at Wolverhampton. Sir 
Aston Cokayne celebrated his merits in an 
epitaph and an elegy. 

[Wood’s Fasti, i. 269; Foster’s Alumni Oxon. 
Io00-1714; Hawkins's Hist. pp. 493, 522, 571 ; 
Burney’s Hist. iii. 326, 347 ; Chester accounts, 
by the courtesy of Mr. St. John Hope, at the 
Society of Antiquaries; Pilkington s History of 
the Pilkington Family, 1894; authorities quoted.] 

L. M. M. 

PILKINGTOH, GILBERT {Jl. 1350), is 
the reputed author of ‘The Tournament of 
Tottenham,’ a burlesque in verse on ‘the 
parade and fopperies of chivalry.’ Am 
amusing description is given, in homely lan- 
guage, of the efforts of ignorant rustics to re- 
produce all the ceremonies of the tournament 
hy way of prelude to a ru-stic wedding. The 
earliest manuscript of the piece is in the 
Cambridge University Library, Ff. v. 48, 
and dates from the fourteenth century. It is 
followed hy a sequel entitled ‘ The Feest.’ 
Both bear the signature of Gilbert Pilking- 
ton, but it is doubtful if he were more than 
the copyist. In the same manuscript, which 
oncebelonged to George Withers, the poet, the 
words ‘ Quod dominus Gilbert us Pylkyng- 
ton ’ are appended to two other poems, one 
entitled ‘ Passio Domini,’ and the other ‘ The 
Story of Robin Hood and Little John.’ But 
of these, too, Pilkington may only have been 
the copyist. A fifteenth-century copy of 
‘The Tournament’ is in Harl. MS. 6396. 


William Bedwell [q. v.] once possessed the 
Cambridge manuscript of the piece, and 
printed it in 1631, in the belief that Pilking- 
ton was not only the author, hut his own 
predecessor in the vicarage of Tottenham. 
The latter theory is not confirmed by any 
contemporary evidence. The title-page of 
Bedwell’s edition runs : ‘ The Tvrnament of 
Tottenham, or the wooing, winning, and 
wedding of Tibbe, the reev s daughter there. 
Written long since in verse by Sir. Gilbert 
Pilkington, at that time, as some have 
thought, Parson of the Parish. Taken out 
of an ancient manuscript and published for 
the delight of others, by Wilhelm Bedwell, 
now Pastour there. Printed by J ohn Norton, 
1631.’ Bedwell appended a description of 
Tottenham, with a fresh title-page. ‘ The 
Tournament’ was reprinted witli Richard 
Butcher’s ‘ Survey of Stamford,’ London, 
1717, and again, 1718, 8vo ; by Bisho p Percy 
in his ‘Reliques’ (ed. Wheatley, ii. 17-28) ; 
by Ritson in his ‘Ancient Songs and Ballads,’ 
1829 ; by Mr. W. C. Hazlitt in his ‘ Popular 
English Poetry ’ (iii. 82 sq.) ; and separately 
by Thomas Wright, with the sequel, ‘The 
Feest,’ in 1836. 

[Warton’s Hist, of English Poetry, 1871, iii. 
115-16; Ritson’s Bibl. Anglo-Poetica; Cat. of 
MSS. in Cam hr. Univ. Librayjr; Hearne’s Neu- 
brigensis, 1719, vol. i. pp. Ivii-lxiii.] S. L. 

PULKINGTON, JAMES (1520 P-1576), 
first protestant bishop of Durham, the third 
son of Richard Pilkington of Rivington 
Hall, in the parish of Bolton-le-Moors, Lan- 
cashire, was born there about 1520. His 
mother was Alice, daughter of Laurence 
Asshawe or Hassall, and sister to Roger 
Hassall of Charnock Heath, Lancashire (B os- 
ier, Durham Pedigrees^ p. 255). Leonard 
Pilkington [q, v.] was a younger brother. 
When he was sixteen he entered at Pem- 
broke Hall, Cambridge, whence he migrated 
to St. John’s College. He graduated B.A. in 
1538-9, and was elected fellow of St. .Tohn’s 
on 26 March 1539. In 1542 he proceeded 
M.A., and in 1551 B.D. On 3 April 1548 
he became one of the preachers of St. John’s 
College, and on 3 July following was ad- 
mitted a senior fellow of the college, of 
which he was apjpointed president in 1550. 
Strongly inclined by education and con- 
viction in favour of the Reformation, he 
forwarded the change of religion by taking 
part in a ‘ disputation ’ on transiihstantia- 
tion held at Cambridge on 24 June 1549, and 
by lecturing in the public schools of the 
university on the Acts of the Apostles. 
Edward VI, in December 1550, appointed 
1 him vicar of Kendal in Westmoreland, biit 



in the next year he resignoxl the benefice and 
returned to Cainbriclg’e. When the Marian 
persecutions began in 1554, he fled, with 
other protestants, to the continent, living in 
succession at Ziirich, Easle, Genova, and 
Frankfort. While at Basle he lectured on 
Ecclesiastes, St. Peter’s Epistles, and (hda- 
tians. He was at Franklort wlien Queen 
Mary died, in 1558, and was theilrst to sign, 
if he did not also write, the ^Peaceable 
Letter’ sent to the English church at 
Geneva. 

Keturning to England, he was appointed 
one of the commissioners to revise the Book of 
Common Prayer, which was begun in Decem- 
her 1558 and completed in April 1559. During 
the latter year he acted on tlu3 commission 
for visiting Cambridge University in order to 
receive the oath of allegiance from the resi- 
dent members of the university. C)n 20 .1 uly 
1559 he was admitted master of St. John’s 
College and rcgiua professor of divinity, and 
was afterwards associated with Sir Jolm 
Oheke [q. v.] in settling the pronunciation of 
Greek. On 8 March 1559-'C0 he preached at 
St. Paul’s Cross in favour of assisting scholars 
at the universities and increasing the in- 
comes of the clergy. At this period he was 
I:ermecl bishop-elect of Winchester. He de- 
livered the funeral oration on the exhumation 
of the remains of Martin Biicer and Paulus 
Fagiua at a solemn commemorat ion held at 
Great St. Mary’s, Cambridge, on20 July 1500. 
In the course of this yearhe published his ‘ Ex- 
position upon Aggeus,’ and was married to 
Alice, daughter of Sir John Kingsmilh The 
marriage was apparently private, and he is 
said to have concealed the fact at first, pro- 
bably because of the prejudice of the queen 
against married clergy. Towards the close 
of 1660 he was appointed bishop of Durham, 
and was thus the nrst protest ant occupant of 
the see. The royal assent was given on 
20 Feb. 1560-1, his consecration took place 
on 2 March, and his enthronement on 
10 April. Two days prior to the last date 
he preached at St. Mary Spital, London, be- 
fore the lord mayor. Shortly afterwards 
(October 1661) he resigned his mastership of 
St. John’s, Cambridge, wherein he was suc- 
ceeded by his brother Leonard. The bishop 
had three bothers in the church, and tooli 
care to provide for them all, Leonard was 
presented to the rectory of Whitburn in 
1563, John was made archdeacon of Durham, 
and Lawrence was collated to the vicarage 
of IS’orham in 1666, On 8 June 1561 he 
preached a memorable sermon at St. Paul’s 
Cross on the causes of the destruction of St. 
Paul’s Cathedral by fire. This discourse, in 
which he denounced certain abuses of the 


church, occasioned an angry n'- dy from Jolm 
M'orwon, cha])hun to IHsluip domier. Pib 
kingtou then isHutal a J confutation ’ in which 
ho vigorously followed up his original ex- 
posure of tho Bonuin catholic clmrch. In 
Juno 1562 ho preaclual a sermon before the 
qiuam, in which he ('X]K)Ht‘d tlie pr('tenaions 
of Ellys, th(‘ seif-styh^d |)r(>])het. He liad a 
hand in settling the 4'liirty-nino articles 
promulgated in 1562. A h'.iter written by 
.him to Andibishoj) Parker in 1561 or 1504 
sets forth iugTa])hic terms the gmieral negli- 
gence and relaxed morals of the clergy in 
tho north of England. In another letter, 
acklressod to I)uuU',y, earl of Leicester, in 
1564, ho slunved himstdf favourable to dis- 
continuing tho use of vest ments. He was 
a gnuit stickler for the rights and emolu- 
ments of his see, and on 10 M.ay 1504 ob- 
tained from tho qiitHUi contlrmation of the 
various charte-rs rehiting to his bishopric. 
In Jnn(‘ I5<5() lui procured restitution of 
certain temjooralituss, hut only in conside- 
ration of a heavy auiuuil lim^ to the crown. 
At a later date (1570) he was imsucccssfiil 
in a suit lor tho forhutcnl estatt) of the Eaii 
of W(‘.stmorIaud, huti in 1573 he successfully 
resisted the claim of tlu3 crown to the 
fisheries at Ishmliam. During the northern 
rebcdlion of 1569 in favour of tlie Homan 
catholic revival, when tlu3 insurgents broke 
into Durham Cathedral, l^ilkingt on and his 
family thought it expedient to flee for 
their lives. After his nU'urn to liis diocese 
he wrote t.o Sir William Cecil, secretary of 
state, an account of the miserable condition 
of the country, and he subsequently brought 
under the notice of Cecil the teachings and 
machinations of the Ihiglish catholics at 
Louvain, dlrect(‘.d against^ the Anglican esta- 
blishment. He w;as one of the commissioners 
for the visitation of King’s College, Cam- 
bridge, in February 1569-70. 

In 1501 and 1507 he held visitations of 
his cathedral, and on the second occasion the 
injunctions for the removal of superstitious 
hooks and ornaments and defacing idolatrous 
figures from the church plate were earned 
out with great rij^our. The palaces and 
other edifices in hia see were ler't by him in 
a wofully ruinous state, and many build- 
ings — some, at least, of which probably were 
already in bad repair — were demolished by 
him. Strype characterises him as ^ a grave 
and truly reverend man, of great piety and 
learning, and such frugal simplicity of life 
as well became a modest Christian prelate ; ’ 
and this character is borne out by contem- 
porary writers, by one of whom he is said to 
!iave been 'much more angry in his speeches 
than in his doings,’ 
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On 30 Jan. 1565-6 lie granted a charter 
of incorporation to the citizens of Durham 
to be governed by an alderman and twelve 
burgesses. He also incorporated several of 
the trade companies of the city. Stimulated, 
it is said, by the example of his friend Ber- 
nard Gilpin, he founded and endowed a free 
grammar school at Rivington, which was 
opened in 1566, and he encouraged the foun- 
dation of a free school at Darlington. The 
church at Rivington was founded by his father. 

Pilkington died at Bishop Auckland on 
23 Jan. 1575-6, aged 55, leaving a wife and 
two daughters, Deborah and Ruth. He was 
buried at Auckland, but his remains were 
removed to Durham Cathedral and interred 
before the high altar on 24 May 1576. His 
tomb, now destroyed, contained a very long 
Latin inscription. In his will, dated 4 Feb. 
1571-2, he desired to be buried "with ^ as few 
popish ceremonies as may be, or vain cost.’ 
He left his library at Auckland to ^ the school 
at Rivington and to poor collegers and others.’ 
ITone of his books remain at Rivington, but 
many are in St. John's College, Cambridge, 
and the university library. 

The church at Rivington contains a curious 
painting representing the bishop’sparents and 
their twelve children. It is a copy, taken 
partly from the remains of the original, 
which was damaged by tire in 1834 and is 
now in possession of Lieut.-Col. John Pilk- 
ington at Sandown Park, near Liverpool, 
and partly from a copy taken in 1821. 

Among his recorded writings are several 
which were perhaps never printed. Those 
that survive are: 1. ‘Disputation on the 
Sacrament with W. Glynn, D.D.’ (in Foxe’s 
‘ Actes and Monuments’). 2. ‘Sermon before 
the University of Cambridge on the Resti- 
tution of Bucer and Fagius ’ (in Foxe s ‘ Actes 
and Monuments,’ and in Latin in Bucer’s 
‘ Scripta Anglicana ’). 3, ‘ Aggeus the Pro- 
phete declared by a large Commentary,’ 
London, 1560, 8vo. 4. ‘ Aggeus and Ab- 
dias, Prophetes ; the one corrected, the other 
newly added,’ &c., London, 1562, 8vo. 
6. ‘A Confutacioii of an Addicion, with an 
Apologye written and cast in the Stretes of 
West Chester, against the causes of burning 
Paules Church,’ &c., 1563, 8vo. 6. ‘AGodlie 
Exposition upon certaine Chapters of Nehe- 
miah,’ Cambridge, 1585, 4to; edited by John 
Foxe. The above, with extracts from the 
statutes of Rivington School, and a ‘ Trac- 
tatiis de Predestinatione,’ from the manu- 
script in Corpus Christi College, Cambridge, 
were collected as Pilkington’s works for the 
Parker Society (ed. Scholefield) in 1842. 
He wrote the homilies against gluttony, 
drunkenness, and excess of apparel. 


The bishop’s younger brother, John (1529?- 
1603), matriculated as a sizar of St. John’s 
College, Cambridge, in May 1544, obtained 
a scholarship there, and is commemorated for 
his learning in Ascham’s account of the col- 
lege (Steype, Cheke, p. 49). He graduated 
B.A. in 1546, M.A. 1549, B.D. 1561, and was 
elected a fellow of Pembroke Hall in 1547. 
He was prebendary (of Mapesbury) in St. 
Paul’s Cathedral from 20 2vov. 1559 to 1562, 
was ordained priest by Bishop Grindal in 
January 1560, was collated next year by his 
brother James, whose chaplain he was, to a 
Durham prebend, and from 1562 until his 
death in the autumn of 1603 was archdeacon 
of Durham and rector of Easington. He 
was buried at St. Oswald’s, Durham, on 31 
Oct. 1603. He appears to have married 
Ann Forde of London in November 1664. 
Several manuscripts formerly belonging to 
him are at Sidney Sussex College, Cambridge. 

[Strype’s Works; Scholefield’s Memoirs in 
Pilkington’s Works (Parker Soc.), 1842; Cooper’s 
Athense Cantabar. i. 344; Cooper’s Annals of 
Cambridge, ii, 31, 151, 154, 161; Baker’s St. 
John’s, Cambridge (ed. Mayor): Harland and 
Axon’s Genealogy of the Pilkingtons, 1875; 
Pilkington’s Lancashire Family of Pilkington, 
1894 (with portrait, also in Trans. Historic Soc. 
of lAncashire and Cheshire, 1893) ; Durham 
"Wills (Surtees Soc.), ii. 8 ; Maehyn’s Diary 
(Camden Soc.), 1847; Foxe’s Actes and Monu- 
ments; Surtees’s Durham ; Gent. Mag, Novem- 
ber 1860, p. 484 ; Fuller’s Worthies and Church 
History; Milman’s St. Paul’s Cathedral, 1868, 
p. 277; Longman’s St. Paul’s Cathedral, 1873, 
p.57 ; Gilpin sBernardGilpin, 1830, p. 147; Mtd- 
linger’s Univ. of Cambridge, ii. 1884.] C.W.S. 

FILKIHGTOK, L^TITIA (1712- 
1750), adventuress, born at Dublin in 1712, 
was second child of Dr. Van Lewen, a man- 
midwife of Dutch origin, who was educated 
at Leyden under Boerhaave, and settled in 
Dublin about 1710. Her grandmother, Eliza- 
beth, who married a Roman catholic officer 
in James II’s army, was one of the twenty- 
one children of a Colonel Mead by a daugh- 
ter of the Earl of Kilmallock. A precocious 
child, Lsetitia was greatly indulged by her 
father, whom, in 1729, she persuaded to 
allow her to marry a penniless Irish parson 
named Matthew Pilkington [see below], the 
son of a watchmaker. They lived upon the 
bounty of Van Lewen, until Pilkington ob- 
tained the post of chaplain to Lady Charle- 
mont. Shortly after this event, about 1730, 
with the help of Dr. Delany’s intiuence [see 
Delany, Patkick] Pilkington and his wife 
pushed themselves into Swift’s favour. Swalt 
was then in residence at Dublin as dean of 
St. Patrick’s, and he seems to have been 
taken by Laetitia’s wit, docility, and free- 



Pilkington 2 

dom from affectation. The story of her in- 
trodnction to the clean, as told afterwards 
hy Mrs. Pilkington, is full of luimorous 
entertainment. ^Is this poor little child 
married?’ was Swift’s first remark. ^God 
help her ! ’ In the evening Swift made her 
read to him his own ‘ Annals of the Four 
Last Years of Queen Anne,’ asking her most 
particularly whether she understood every 
word ; for, said he, ^ I vrould have it in- 
telligent to the meanest capacity ; and if 
you comprehend it, ’tis possible everybody 
may.* For a time she was undoubtedly a 
great favourite of Swift, and her s])rightly 
reminiscences, in spite of the disdain with 
which they are treated by some of Swift’s 
biographers, constitute one of the chief 
sources of authority as to Swift’s later years. 
It is Mrs. Pilkington who tells us of SwilVs 
personal habits, of his manners with his ser- 
vants, of his dealings with roguish workmen, 
of his memory of Hudibras, so aceimate tliat 
he could repeat every line from beginning to 
end. Tliaclceray was quite justified in the 
extensive use lie made of her anecdotes in 
his sketch of Swift in ^ English Humourists,’ 
for the internal evidence of their authenti- 
city is quite conclusive. The apologetic por- 
tions of her memoirs are much leas worthy 
of credence. 

The latter half of Mrs. Pilkington’a life 
was extremely unfortunate. In 1732 Swift 
procured her husband an appointment in 
London, whither he proceeded without his 
wife. Literary jealousies are said to have 
alienated the pair. Later, however, Mrs. 
Ihlklngton joined her husband, and, accord- 
ing to her own account, found him living a 
life of profligacy. She soon returned to Ire- 
land, with her own reputation somewhat 
tarnished. Her father died in 1734, and 
she shortly afterwards gave her husband a 
good pretext for disembarrassing himself of 
jiis wife, being found entertaining a man 
in her bedroom between two and three 
o’clock in the morning. Swift, writing to 
Alderman Barber [see under Ba.kbbk, Mary], 
put her case in a nutshell : ^ She was taken 
in the fact by her own husband; he is now 
suing for a divorce and will not get it; she 
is suing for a maintenance, and he has noBe 
to give her.’ After strange adventures she 
came to England and settled in London. 
Colley Cibber interested himself in her story, 
and she managed for a time to beg sufficient 
for a livelihood. In 1748, however, she was 
sued for debt and imprisoned in the Mar- 
shalsea. I^on her release, again owing to 
the good offices of Cibber, she set to work 
to compile her ‘ Memoirs,’ and doubtless did 
not spare any efforts to blackmail some of 
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her old patrons. Tlie work first appeared at 
Dublin, in two volumes, as ‘ Memoirs of 
Mrs. Lmtitia Pilkingt,on, wife to the Kev. 
Matthew Pilkington, written by herself! 
Wherein are occasionally interspersed all her 
Poems, with YVnecdot(>s of several eminent 
persons living and dead ’ (1748). The work 
attracted a fair amount of attention, and tlie 
portions relating to Swift were extensively 
pillaged by newspapers and magazines; a 
tliird edition appeared at I.ondon in 1754, 
with aiuidditional volume edited by her son, 
Jolm Carteret Pilkingt on. After launching 
her' JMemoirSj’Mrs. Pilkington started asmall 
book.sliop in St. James’s Street, but the venture 
does not scfun to have succeeded, for she once 
more mad<^ Iku- way over to Ireland, and died 
in Dublin on 29 Aug. 1750. Among those 
who befriended her in her last years were 
Samuel Richardson, Sir Robert King, and 
Lord Kingsborough. ^ Tlie celebrated Mrs. 
Pilkington’s Jests, or the Cabinet of Wit and 
Humour,’ was published poathumously in 
1751; 2nd edit., with additions, 1766. It 
was claimed for this curious repertory of the 
broadest jests tliat when in manuscript it 
had he(m peruscHl by Swift, and had elicited 
from him a laugh. In her ‘ Memoirs,’ how- 
ever, Mrs. Pilkington explicitly states that 
she had never se(m Swift laugh. Her ‘ PoetUvS ’ 
were included in ‘ Po<nns by Eminent Ladies’ 
(2 vols. l.iOndon, 1755). Her burlesque, en- 
titled The Turkish Court, or the London 
Prentice,’ which was acted at Oapel Court, 
Dublin, in 1748, was never printed. 

Matthew Pilkington {f., 1783), the hus- 
band of LcTtitia, was also a poet, having pub- 
lished in 1730 ‘ I^ooms on Several Occasions ’ 
(Dublin, 8vo), of which a second edition, 
revised by Swift, and containing some addi- 
tional pieces, ap])eared in London in 1731, 
with commendatory verses by William Dun- 
kin. Swift, who afterwards had occasion to 
change his opinion of Pilkington, wrote, in 
July 1732, to his old friend, Alderman Barber 
(then lord-mayor elect), soliciting the post of 
chaplain to the lord-mayor for his prot6g6,and 
as soon as this rec uost was complied with. 
Swift wrote strongly on his behalf to Pope : 

' The young man,’ he wrote of Pilkington, 

^ is the most hopeful we have. A book of 
his poems was printed in London. Dr. De- 
lany is one of his patrons. He is married, 
and had children, and makes about 100^ a 
year, on which he lives decently. The utmost 
stretch of his ambition is to gather up as 
rnuch superfluous money as will give him a 
sight of you and half an hour of your pre- 
sence ; after which he will return home in 
full satisfaction, and in proper time die in 
peace.’ On the strength of this exordium, 
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Pope asked Pilkington to stay with him at 
Twickenham for a fortnight, hut subse- 
quently had occasion, in conjunction with 
Bolingbroke and Barber, to remonstrate with 
Bwift upon his lack of discrimination in re- 
commending such an ‘ intolerable coxcomb.’ 
In the same way as his wife (than whom he 
had far less wit), Pilkington seems to have 
won Swift’s good graces by his seeming in- 
sensibility to the dean’s occasional fits of 
ferocity. Thus, when Swift emptied the 
dregs of a bottle of claret and told Pilking- 
ton to drink them, as he ^ always kept a poor 
parson to drink his foul wine for him, ’Pilking- 
ton submissively raised his glass, and would 
have drunk the contents had not Swift pre- 
vented him. In 1732 Swift presented to Mrs. 
Barber his ‘Yerses to a Lady who desired to be 
addressed in the Heroic Style,’ which the lady 
conveyed to the press through the medium 
of Pilkington. When, however, some ex- 
pressions in the poem provoked the wrath 
of Walpole, Pilkington had no scruple in 
betraying both Barber, the printer, and Ben- 
jamin Motte [q. V.], the bookseller. This 
completely opened Swift’s eyes as to the real 
character of his proteg^, whom he subse- 
quently described to Barber as the falsest 
rogue in the kingdom. This view of his 
character is confirmed by Pilkington’s treat- 
ment of his wife, even it we do not accept 
the conjecture that he forged some offensive 
letters written to Queen Caroline from Dub- 
lin in 1731, and purporting to be from Swift. 
The latter certainly came to regard Pilkii^- 
ton as the author of these letters, which 
prejudiced him greatly in the eyes of the 
court, and which he warmly but uselessly 
disclaimed. In 1733 Pilkington inveigled 
Motte into issuing a counterfeit ^ Life and 
Character of Dean Swift, written by himself,’ 
in verse, which was a further source of an- 
noyance both to Swift and his publisher. 
During his year of office as chaplain to 
the lord mayor, Pilkington managed to 
extort more from his master and the al- 
dermen than any of his predecessors (see 
Barber’s Letter to Swift) ; but when his de- 
vious courses estraMed influential patrons, 
such as Swift and Barber, he fell into evil 
habits and obscurity, from which he only 
emerged to write a few tirades against his 
wife. After his separation from his wife his 
son, John Carteret Pilkington, espoused the 
cause of his mother. Nothing further ap- 
]pears to he knowu about Matthew, who must 
be carefully distinguished from the author 
of the ‘Dictionary of Painters,’ and from 
Matthew Pilkington, prebendary of Lich- 
fleld, with both of whom he has been con- 
fused. 


[Gent. Mag. 1748, 174:9, 1750, passim; Chal- 
mers’s Biogr. Dictionary ; Monck Mason’s Hist, 
of St. Patrick’s, 1820; Webb’s Compendium of 
Irish Biography; Lady’s Monthly Museum, Aug. 
1812; Nichols’s Lit. Illustrations; Crs^ik’s Life 
of Swift, pp. 443, 469 ; Swift’s Works, ed. 
Hawkesworth and Scott; Pope’s Works, ed. 
Elwin, V. 332; Baker’s Biogr. Dramatica; Didot's 
Biographie Generate ; Mrs. Pi Ikington’s Memoirs, 
and various squibs relating to her husband’s 
action for divorce in the British Museum ; J. C. 
Piikington’s Memoirs, pp. 3-5.] T. S. 

PILKINGTON, LEONAED (1527?- 
1599), master of St. John’s College, Cam- 
bridge, fifth son of Richard Pilkington, lord 
of Rivington Manor, and Alice, daughter of 
Laurence Asshawe or H assail of Charnock 
Heath, and brother of James Pilkington [q.v.], 
was descended from an ancient Lancashire 
family, and recei%'ed his education at St. 
John’s College, Cambridge. He proceeded 
B.A. in 1543-4, and on 24 March 1545-6 was 
admitted a feUow of his college. In 1552 he 
was appointed preacher of his college, being 
then in deacon’s orders. After the accession 
of Mary he was ejected from his fellowship, 
and fled with his brother to Frankfort, where 
he joined the reformed church, composed 
chiefly of refugees, in that city. On the ac- 
cession of Elizabeth he returned to Cam- 
bridge, and was a second time elected 
(27 Dec. 1559) senior fellow and preacher 
of the college. On 20 March 1560-1 he was 
collated to the rectory of Middleton in Tees- 
dale; and on 19 Oct. following, on his 
brother’s promotion to the see of Durham, 
was elected to succeed him as master of St. 
John’s CoUege. In the same year he was 
licensed one of the university preachers, w’as 
admitted B.D., and appointed to the regiiia 
professorship of divinity. This latter appoint- 
ment he resigned, however, in the following 
year, being, as Baker conjectures, ‘ either 
weary of the charge or not so equal to the 
business,’ The rectory of Whitburn in the 
county of Durham in some measure compen- 
sated for the loss ; but he took so little pains 
to conceal his puritan sympathies within his 
own college that his retention of the master- 
ship became difficult, and when, in 1564, it 
became known that Elizabeth was intending 
to visit the university, he deemed it prudent 
to resign. His brother’s influence obtained 
for him a canonry in the cathedral of Durham 
(1 Aug. 1567) ; but having failed to present 
himsen on the occasion of a visitation by the 
chancellor of the diocese, he was excommuni- 
cated (6 Feb. 1577-8), although absolved a 
few days after. In 1581-2 he visited his col- 
lege at Cambridge, and was twice entertained 
at the expense of the society. In 1592 he 
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was appointed treasurer of Durham Gathe- 
dral. lie died in Aug’ust 1699, and his will, 
dated 16 Nov. 1691, was proved in the fol- 
lowing September. 

He was twice married. His first wife, 
Catharine, he married abroad; she died before 
1559. By her he had five sons and two 
daughters. Of the former three survived 
him : Barnabas, married to Isabella Natrasse, 
who died in 1607 ; Joseph, who died in 1602-3 ; 
and Nehemiah. Of the daughters, Alice mar- 
ried Braucis Laycock, escp ; the other, Grace, 
Dr. Eobert Hutton, nephew of the archbishop 
of York. Pilkinglon’s second wife was Jane 
Dyllycotes, a lady of French extraction, and 
the widow of Eiclaard Barnes, D.l)., who had 
succeeded to the see of Durham on the death 
of James Pilkington. 

[-laving acquired a considerable property 
in Cleavedon and Whitburn, IhlkiTigton was 
able to make ample provision for his family ; 
and his will occupies four closely printed 
pages in Lieutenant-colonel Pilkington's 
‘ History,’ He was a benefactor both to tlie 
university library at Cambridge and to the 
library of his college. Although unduly 
biased by his puritan leanings, he appears 
to have been an efficient administrator. Ilis 
theological attainments were probably some- 
what slender ; and in Baker’s opinion he was 
^ a good preacher rather than a great divine.' 

(Raker’s Hist, of St. John’s College, ed. Mayor ; 
Plikington’s History of the Lancashire Family of 
Pilkington; Cooper’s Athome Canlahr. vol. ii. ; 
Mullinger’s Hist, of the University of Cambridge, 
vol. ii ] J. B. M. 

PILKINGTON, MARY (1766-1839), 
writer, the daughter of a surgeon named 
Hopkins, was born in Cambridge in 1706. 
At the age of fifteen she was left destitute 
by the death of her father. Her grandfather, 
a clergyman, afforded her shelter, and she 
married in 1786 her father’s successor, a sur- 
geon named Pilkington, who resided for a 
while in Ely, and then accepted a position 
as naval surgeon. Thrown on her own re- 
sources, she became governess to a family 
reservedly mentioned under the initial ^ W.’ 
Here she remained eight years. Her first 
nianuscript, ‘ Obedience rewarded and Preju- 
dice conquered, or the History of Mortimer 
Lascelles,’ was offered to Ne wbery in St, Paul’s 
Churchyard, and published by him in 1797, 
She speedily became a voluminous author of 
novels and works, chiefly of an instructive 
and edifying character. She had a disabling 
illness about 1810, from which she recovered. 
Her later life seems to have been spent in ob- 
scurity, and she died in 1839. Mrs. Pilking- 
ton’s chief publications, some of which were 


translated into French, were: 1. ‘Edward 
Barnard, or Merit exalted,’ London, 1797, 
1801, 12ino, 2. 'A Collection of Charades 
and Kiddles,’ 1798, ]2mo. 3. ^Scripture 

Histories,’ &c., London, 1798, 12mo. 4. ^A 
Mirror for the Female Sox,’ 1798, 12mo. 
5. ^Historical Beauties for Young Ladies,’ 
1798, 12mo. 6. ^ Tales of the Hermitage,, 
1798, 12mo. 7. ^ Tales of the Cottage,’ 1799^ 
12mo. 8. ^ Henry, or the Foundling,’ 1799, 
12mo. 9. ^ Marinonters Tales collected and 
abridged,’ 1799, 12ino. 10. ‘ P>iography for 
Boys,’ 1799, 12mo. 11. ^Biography for 

Girls,’ 1799, 12mo. 12. ^The Spoiled Child,’ 
1799, 12mo. 13. ‘Now Tales of the Castle,’ 

London, 1800, 12mo. 14. ‘The Asiatic 

I’rincesa,’ 1800, 12iu(). 15. ‘Tales of the 
Cottage,’ 1801, 12mo. 16. ‘Tales of the 
Hermit age,’ 1801, 12mo. 17. ‘ Mentorial 

Tales for Young laidies,’ 1802, 12mo, 
18. ‘Marvellous Adventures, or the Vicis- 
situdes of a Cat,’ 1802, 12mo. 19. ‘New 
Tales of the Castle, or the Noble Emigrant,’ 
London, 1803, 12zno. 20. ‘Goldsmith’s His- 
tory of Animat(id Nature,’ abridged, 1803, 
12nio. 21. ‘ Virtue,’ 1 2m(.). 22. ‘Biographi- 
cal Dictionary of OehdzratedFemah's,’ 12mo. 

23. ‘ Parental Duplicity,’ 3 vols. l2mo. 

24. ‘Crimea and Characters, or the Outcast,’ 

1805, 3 vols. 12mo. 25. ‘Violet Vale, or 
Stories for the Entertainment of Youth,’ 

1806, 12mo. 26. ‘The Disgraceful Effects 

of Falsehood,’ London, 12mo, 1807. 

27. ‘Ellen, Heiress of the Castle,’ 1807, 
3 vols. 12mo. 28. ‘ The Calendar, or 

Monthly Recreations,’ London, 12mo, 1807. 

29. ‘ The Minor’s Library,’ 1808, vol. i. 12mo. 

30. ‘Sacred Elucidations, or Sunday Even- 
ing Remarks,’ 1809, 12mo. 31. ‘ Sinclair, 

or the Mysterious Orphan,’ 1809, 4 vols. 
,12mo. 32. ‘TheIll-fatedMariner,orRichard 
the Runaway,’ 1809, 12mo. 33. ‘ A Reward 
for Attentive Studies,’ Stroud and London, 
12mo, 1810 (?). 34. ‘Characteristic Inci- 

dents drawn from Real Life,’ London, 1810, 
12mo. 35. ‘Original Poems,’ 1811, 8vo. 
36. ‘ The Sorrows of Ooesar, or Adventures 
of a Foundling Dog,’ 1813, 12mo. 37. ‘ Mar- 
gate, or Sketches Descriptive of that Place 
of Resort,’ 1813. 12mo. 38. ‘ Letters from 
a Mother to her Daughter,’ 12mo. 39. ‘Me- 
moirs of the Rockingham Family,’ 12mo. 
40. ‘Evening Recreations, or a Collection 
of Enigmas, Charades, Riddles, &c.,’ 1813, 
12mo. 41. ‘Memoirs of Celebrated Female 
Characters who have distinguished them- 
selves by their Talents and Virtues in every 
Age and Nation,’ 12mo. 42. ‘Pictures of 
Virtue and Vice, or Moral Tales for the 
Perusal of Young Gentlemen,’ 2 vols. 12mo. 
43. ‘ Sacred Elucidations,’ 12mo. 44. ‘ The 
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Shipwreck, or Misfortune the Inspirer 
of Virtuous Sentiments,’ London, 1819, 
12mo. 45. ‘Celebrity, or the Unfortunate 

Choice,’ a novel, 3 vols., London, 1825. 
The ‘Lady’s Monthly Museum’ adds ‘The 
Spoiled Child ’ and ‘ Letters from a Mother 
to a Daughter.’ 

[Lady’s Monthly Museum, Au^st 1812, por- 
trait ; liiograpiiie des Hommes Vivants, 1819, v. 
64 (t>ihliograpby).] J. K. 

PILKIMGTOM, MATTHEW {d, 1765), 
author. [See under PiLKiiTGTOifl-, Matthew, 
1700 P-1784.] 

PILKIMGTOH, MATTHEW (1700?- 
1781), author of the ‘Dictionary of Painters,’ 
was born in Dublin about 1700. He en- 
tered Trinity College, Dublin, as a scholar in ■ 
1721, and graduated B.A. in 1722. Shortly 
afterwards he was appointed vicar of Dona- 
bate and Portrahan, co. Dublin, and occu- 
pied this benefice until his death about 1784. 

Pilkington is known as the author of ‘The 
Gentleman’s and Connoisseur’s Dictionary of 
Painteis,’ London, 1770, 4to. This useful 
work, the first of its kind in England, em- 
braced about fourteen hundred artists, and 
continued a standard book until the appear- 
ance, 1813-16, of Bryan’s ‘Dictionary of 
Painters and Engravers,’ which w^as to a 
certain extent based upon it. In the mean- 
time Pilkington’s ‘Dictionary ’ had been very 
largely transformed in successive new edi- 
tions. The first of these, ‘ with remarks on 
the present state of the art by James Barry,’ 
and a supplement, appeared in 1798 (London, 
4to) . Another edition by J ohn W olcott, M.D., 
1799, 4fco, was followed by a new edition with 
alterations and additions by Henry Fuseli, 
1805, 4to, reprinted in 1810; another, revised 
and cojTected, 2 vols. 8vo, 1824 ; a sixth edi- 
tion, revised and corrected by Pichard Alfred 
Davenport [q.v.],2 vols. 8vo, 1829 ; a seventh, 
with introduction and new lives by Alan 
Cunningham, 1840, 8vo ; again by R. Daven- 
port, 1851, 8vo ; by Cunningham and Daven- 
port, 1852, 8vo, and 1857, 8vo. A supple- 
ment by Edward Shepard a ppeared in 1 803. ^ 
The lexicographer is to oe distinguished' 
from the husband of Lsetitia Pilkington 
[q. V.] and also from Matthew Pilkington, 
divine (1705-1765), son of Middlemore Pil- 
kington (1670-1752) of Stanton-le-Dale, 
Derbyshire, by his wife Hannah (Smith), 
who was baptised 25 May 1705 and graduated 
LL. B. from J esus College, Cambridge, in 1728, 
was collated to the prebend of Ruiton in Lich- 
field Cathedral on 25 Jan. 1748 and died in 
1765. He was author of ^ A Rational Con- 
cordance, or an Index to the Bible,’ Notting- 
ham, 1749, 4to, a volume containing many 


words not included in Priestley’s ‘Index to 
the Bible,’ 1805 ; and of ‘ Remarks upon 
several passa_:»es of Scripture,’ Cambridge and 
London, 1759, 8vo (Le Neve, ; IIoene, 
Bihl. BibL p. 133; Oevie, Bibl. Bihl.\ Lowndes, 
Brit. Lib. 89). 

[Webb’s Compendium of Irish Biogr. ; Taylor’s 
University of Dublin ; Ottley’s Painters and En- 
gravers, 1875, pref.; Blackwood’s Mag.xxiii. 579 ; 
Notes and Queries, 8th ser. ix. 264; Allibone's 
Diet, of English Lit. ; Brit. Mus. Cat.] T. S. 

PILKINGTON, RICHARD (1568.?- 
1631), protestant controversialist, horn about 
1568, was probably a nephew of James Pil- 
kington [q V.], bishop of Durham (seeWillSj 
old ser. Chetham Soc. i. 82,iii. 122). He was 
educated atRivington school, Lancashire, en- 
tered Emmanuel College, Cambridge, in April 
1585, and proceeded M.A. in 1593. He was 
incorporated M.A. at Oxford on 31 Oct. 1599, 
where he proceeded B.D. on 27 June 1600, 

I and D-D. in July 1607 as of Queen’s College 
(Wood, Fhs;ff,pp. 285, 322). From 27 May 
1596 till his death he was rector of Hamhle- 
den, Buckinghamshire; from 1597 to 1599 
rector of Salkeld, Cumberland, and of Little 
Kimble, Buckinghamshire, from 1620 till his 
death. On 13 Dec. 1609 he received the 
king’s license to hold Hambleden rectory 
along with ‘another’ benefice (Btate Bapensj 
Dom. James I, vol. 1., Doequet). From 1597 
till 1600 he was archdeacon of Carlisle, trea- 
surer of Lichfield Cathedral from 1625 till 
1628, and from 1625 till his death archdeacon 
of Leicester. 

He died in September 1631, and was buried 
in the chancel of Hambleden church. His 
wife was Anne, daughter of J ohn May [q. v.], 
bishop of Carlisle. 

In reply to the ^ Manual of Controversies ’ 
(1614) by Anthony Champney [q. v.], Pil- 
kington wrote ‘ Parallela, or the grounds of 
the new Roman Catholic and of the ancient 
Christian Religion out of the holy Scriptures 
compared together,’ London, 1618, 4to. 
Champney answered Pilkington in 1620, and, 
in a prefatory epistle to Archbishop Abbot, 
spoke of Pilkington as ‘ a minion of yours,’ 
who had been induced by Abbot to begin the 
controversy. 

[Wood’s Athenae Oxon. ii, 513, and Tasti, i 
284-5, 322; Lipscomb’s Buckinghamshire, ii 
353, iii, 573 ; Tanner’s Bibl. Brit.-Hih. ; Le Neve’s 
Fasti ; Hist. MSS. Comm. 4th Rep. p. 409 ; Pil- 
kington’s Hist, of the Pilkington Family, 1894, 
p. 64 ; information from Mr. E. S. Sbuckburgh 
of Emmanuel Coll. Camhr.] W. A. S. 

PILKINGTON, ROBERT (1765-1834), 

major-general and inspector-general of for- 
tifications, was horn at Chelsfield, Kent| 
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on 7 Nov. 1765. He passed through the 
Iloyal Military Academy at Woolwich, and 
obtained a commission as second lieutenant 
in the royal artillery on 27 Aug. 1787. He 
was transferred to the royal engineers on 
6 June 1789, embarked for Canada in July 
1790, and was stationed at Quebec. He was 
promoted first lieutenant on 16 Jan. 1793, 
captain-lieutenant on 3 June 1797, and cap- 
tain on 18 April 1801. In 1794 he esta- 
blished a fortified post on the river Miamis 
in North America. He returned to England 
ill January 1803, and was again stationed in 
the southern district, whence, in May, he was 
transferred for special service to the go- 
vernment gunpowder factory at Waltham 
Abbey. 

Pilkington was promoted regimental lieu- 
tenant-colonel on 24 June 1809. In this 
year he accompanied the expedition to Wal- 
cheren, as commanding royal engineer of one 
of the divisions under the Earl of Chatham, 
and took part in the siege and capture of 
Flushing, where he was wounded, and in the 
operations under Lieutenant-generals Sir 
Eyre Coote (1762-1824) [q. v.] and Sir 
George Don [q. v.] In November and Decem- 
ber he had charge of the work for the de- 
struction of the basin, arsenal, and sea defences 
of Flushing, previous to the departure of the 
army, when Captain Moore and six hundred 
men of the royal navy were employed under 
his orders. Great credit was given to Pilking- 
ton in the despatch of Sir George Don for 
the skill with which the operations were 
carried out. 

Pilkington returned to England in January 
1810, and was stationed first at Woolwich 
and later at W'eedon, where he superin- 
tended the erection of the large ordnance 
store establishment, gunpowder magazines, 
and barracks. In May 1816 he was ap- 
pointed commanding royal engineer of the 
north-western district ; and he was promoted 
regimental colonel on 1 Dec. 1816. In October 
1818 he was appointed commanding royal 
engineer at Gibraltar, and he remained at that 
fortress for twelve years, having been pro- 
moted major-general on 27 May 1825. He 
was appointee, a colonel commandant of the 
corps of royal engineers on 28 March 1830, 
when he returned to England. He succeeded 
General Sir A. Bryce as inspector-general of 
fortifications on 24 Oct. 1832, and died in 
London on 6 July 1834. 

Pilkington married, in 1810, at Devizes, 
Wiltshire, Hannah, daughter of John Tylie, 
by whom he had four daughters and one 
son. 

[Despatches ; Royal Engineer Coras Records; 
War Office Records.] R. H. V. 


PILKINGTON, Sill THOMAS {d. 1691), 
lord mayor of London, son of Thomas Pil- 
kington of Northampton, by his second wife, 
Anne Mercer, and grandson of John Pil- 
kington of Oakham in Rutland, came up to 
London at an early age, and was soon a suc- 
cessful merchant. He was a leading member 
of the Skinners’ Company, and served the 
office of master in 1677, 16 1, and 1682. He 
attracted public notice somewhat late in life. 
Being a staunch whig, he was returned as one 
of the four city members to the short parlia- 
ment which met on 6 March 1679. In the 
course of the debate Pilkington expressed a 
wish that the Duke of York might return from 
abroad, so that he might be impeached for 
high treason. He was again returned to the 
parliament of 1680. On 14 Dec. in the same 
year he was elected alderman of the ward of 
Farringdon Without {City JRecords. Reper- 
tory 86, fob 37). 

In Junel681 the citizens obtained a victory 
over the court party, on the election of Pil- 
kington and Shute as sheriffs, after a hotly 
contested poll, by a large majority over the 
court candidates, Box and Nicliolson. The 
election gave great oilence to the king(cf. 
Kenitet, History of JEnyland, 1706, iii. 401) ; 
but Pilkington braved the royal frowns, and 
entertained at his house the Duke of Mon- 
mouth, Shaftesbury, Essex, and other leaders 
of the whig party. Meanwhile the lord 
mayor, Sir John Moore (1620-1702) [q. v.], 
who led the court party in the city, gave 
similar entertainments to its chiefs at his 
house in Fleet Street (Lutteell, delation of 
State Affairs^ i. 172, 176). North stated 
that, on the trial of the Earl of Shaftesbury 
for high treason (24 Nov. 1681), Pilkington, 
as a whig, showed great partiality in return- 
ing the grand jury, and was reprimanded by 
the judges [Examen, 1740, pt. i. chap. i. p. 3). 
In March 1682 he was tried at the South- 
wark assizes on a trivial charge of libel, hut 
the jury brought in a verdict of 800b damages 
for the plaintiff {ib. p. 174). Pilkington ap- 
pealed on the ground of excessive damages, 
and eventually the case came before the House 
of Lords, by whom the judgment was con- 
firmed 3 June 1689. 

At the election of new sheriffs on mid- 
summer day 1682, Pilkington and his fellow- 
sheriff Shute, who presided, defeated, by an 
exceptional exercise of their authority, the 
lord mayor’s efforts to secure the election of 
the court candidates, Dudley North and 
Ralph Box [see under Mooee, Sie John 
1620-1702], The lord mayor on the follow- 
ing day attended with a deputation to inform 
the king that the sheriffs had behaved riot- 
ously. A privy council was hastily sum- 



Pilkington 301 .Pilkington 


moned, tlie slier iffs were ordered to appear, 
and were accused of riotous conduct. Their 
trial, together wdth that of Lord Grey of 
Wark, Alderman Cornish, Sir Thomas Player, 
Slingshy Bethell, and others, took place on 
16 Feb. in the following year. They were 
found guilty on 8 May, and were fined on 
26 June in various sums amountingto 4,100/., 
Pilkington’s fine being t500/. This judgment 
was reversed by the House of Lords on a writ 
of error on 17 July 1689. Pilkington’s shrie- 
valty closed on 28 Sept. 1682, when the out- 
going sheriffs declined to entertain, according 
to custom, the lord mayor at dinner (Ltjt- 
TEBLL, Relation of State Affairs^ i. 225). 
The alleged riots fomented by Pilkington and 
Shute were made in part the ground for sus- 
pending the city’s charter by the quo war- 
ranto of 1683. 

On laying down his office, more serious 
difficulties confronted Pilkington. The Duke 
of York had already brought against him an 
action of scandalmn magnatmn. He was 
charged with refusing- to accompany a depu- 
tation of the cor )oration on 10 April 1682 to 
pay respect to t re duke on his return from 
Scotland, and with saying, in the presence of 
Aldermen Sir Henry Tulse and Sir William 
Hooker, that the duke had burned the city, 
and was then coming to cut the citizens’ 
throats. Damages were laid by the duke at 
100,000/. The cause was tried on 24 Nov. 
1682 in Hertfordshire, and the jury decided 
against Pilkington for the damages claimed. 
Pilkington thereupon surrendered to his bail, 
was committed to prison, and resigned the 
office of alderman, to which Sheriff North 
succeeded ( City Records, Repertory 88, fol. 
385). After an imprisonment of nearly four 
years he was released by the king’s order 
towards the end of June 1686. Burnet de- 
scribes him as ‘an honest but indiscreet 
man that gave himself great liberties in dis- 
course’ (History of his own Time, 1724, i. 
535). 

On the flight of his old enemy, King 
James, and the arrival of the Prince of 
Orange in 1688, Pilkington soon enjoyed the 
royal favour. He was elected alderman of 
Viiitry ward on 26 Feb. 1688-9, and was 
restored to his former place and precedence 
in the court of aldermen (City Records, Re- 
pertory 94, fol. 111). He was also returned 
as one of the city representatives in parlia- 
ment. On the sudden death of Sir John 
Chapman, lord mayor, on 20 March 1689, 
Pilkington was elected for the remainder of 
the year. On 10 April 1689 he was knighted 
by the king; on Michaelmas day he was 
elected lord mayor for the next year ; and at 
his installation banquet entertained the king 


and queen, with the prince and princess of 
Denmark (Maitlxxd, History of London, 
1760, p. 491). The pageant "was written by 
Matthew Taubman, the city poet, and was 
prepared at the cost of the Skinners’ Com- 
pany. A copy of this scarce little hook is in 
the Guildhali library. 

The act which reversed the judgment in 
quo warranto (14 May 1690) directed that a 
lord mayor and the principal city officers 
should be elected on 26 May, and should con- 
tinue in office until the date at which the 
tenure of the office customarily determined 
in the following year (Hughsou", i.e. Pugh, 
London, i. 293, 297). Accordingly, Pilkington 
and Sir Jonathan Ra^-mond, a tory, were re- 
turned by the lively to the court, of aldermen, 
who for the third time elected Pilkingt on lord 
mayor. At the beginning of December 1690 
the common council complained in a petition 
to the House of Commons that the lord mayor 
and court of aldermen had encroached upon 
their privileges. The matter excited keen 
feeling in parliament, and after several heated 
discussions a motion for the adjournment of 
the debate was, to the satisfaction of all 
parties, carried on 11 Dec. by a majority of 197 
against 184. Pilkington did not long survive 
his third mayoralty, dying on 1 Dec. 1691, 
and letters of administration of his effects 
were granted in January 1692. 

Pilkington married Hannah Bromwich 
of London, by whom he had two sons. His 
town residence was in Bush Lane, Scott’s 
Yard, Cannon Street (London Directoi'y, 
1677). 

A portrait of Pilkington is preserved at 
Skinners’ Hall, and is reproduced in W ad- 
more’s ‘ History of the Skinners’ Company.’ 
There is a contemporary engraving (1691) 
by R. White, from a painting by Linton, 
and another by Dunkarton, representing 
bim in puritan costume, from a miniature 
belonging, in 1812, to S. W'oodbiun the 
publisher. 

[Authorities above cited; Herbert’s Hist, of 
the Livery Companies, ii. 325-7; Wadmore’s 
Hist, of the Skinners’ Company, 1876, pp. 68- 
73 ; Luttrell’sHistoricid Relation of State Affairs, 
Tol, i. passim ; Notes and Queries, 3rd ser. vol. 
iv. p. 431 ; Le Neve’s Pedigrees of Knights 
(Harl. Soc. p. 420); Gent. Mag. 1843, pt. ii. 
p. 226 ; Memoirs of Thomas Papillon, 1887 pp. 
206 et seq.; Maitland’s Hist, of London, 1760, 
pp. 476 et seq. ; The Trial of Thomas Pilking- 
ton, esq. and others on Midsummer- day 1682; 
the Case of Sir Thomas Pilkington, Knight, 
now Lord Mayor, 1689 ; Petition of Pilkington, 
Lord Mayor, and others, that they may he ex- 
cepted in the act of grace touching the riot on 
the election of sheriffs; the three tracts last 
mentioned are in the Guildhall Library. Two 
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official accounts of the sheriffs’ election of 1682, 
with many conflicting particulars, exist, one, 
inspired by Ltird-mayor Moore and tho toiy 
party, in the City liecords (Repertory 87, fol. 
yOQA; Sharpe’s fjondon and the Kingdom, ii. 
482—1), the other, with a strong whig bias, 
being the report of the parliamentary committee 
of inquiry in 1689 (House of Commons’ Journal, 
X. 156-60).] C. W-H. 

PILKIISraTOM, AYILLTAM (1753- 
1848), architect, born at Hatfield, near Don- 
caster, Yorkshire, on 7 Sept, 1758, was older 
son of William Pilkington of Ilatiield, by 
his second wife, Elizabeth, daughter of Wil- 
liam Barker of Tadcaster. He adopted archi- 
tecture as ‘a profession, and was entered as 
a pupil with Sir Robert Taylor [q. v.], whose 
assistant he remained until Taylor’s death. 
Pilkington had a large practice as surveyor 
and architect in London, being employed in 
that capacity by the board of customs 
(1782-1810), the parishes of St. Margaret 
and St. John in Westminster (1784), tho 
Sun Eire Assurance office (1792), and the 
Charterhouse (1792). He was employed as 
surveyor and architect by the Earl of Rad- 
nor at Salisbury, where he built the town- 
liall (1788-97) from Taylor’s designs, and at 
E’olkestone, where he built the gaol. He was 
also employed by the Duke of Cf raff on, for 
wliom he built a house in Half Moon Street, 
Piccadilly. Among his public works were 
the custom-house at Portsmouth (1785), the 
transport office in Cannon Row, Westmin- 
ster (1816), and the Naval Hospital at 
Great Yarmouth (1809-11). He occasion- 
ally exhibited designs at the Royal Aca- 
demy. Pilkington retired about 1842 to his 
property at Hatfield, where he resided for 
the remainder of his life and died in 1848. 
He married, on 16 June 1785, Sarah, 
daughter and coheiress of John Andrews of 
Knaresboroug’h, Yorkshire, by whom he left 
two sons, Henry Pilkington of Park Lane 
House, near Doncaster, an assistant poor- 
low and tithe commissioner, and Redmond 
William. 

The second son, Redmoi^d William Pil- 
KINQTON ( 1789-1844), architect, born in July 
1789, followed his father’s profession as a 
surveyor and architect, and succeeded him 
in some of his posts, such as those con- 
nected writh the Earl of Radnor, the Sun 
Fire Assurance office, and the Charter- 
house. At the Charterhouse he carried out 
the additions commenced by his father, 
and left it in its present form. Pil- 
kington was a magistrate for London, and 
lived in Hyde Park Gate, Kensington Gore. 
He purchased an estate near his father’s 
property at Doncaster, called Ash Hill, 


where he ditnl, alB^r a fiuv days’ illness, on 
22 May 1844, aged 54. He marriecl, in July 
1827, Francos, daughter of Thomas Adams of 
Bolgrave i’laco, London, by whom he left 
ont) son, 

Ltonul Scott PiLKiNaTot^, alia^ Jack 
Hawlky (1828 -1875), sportsman and eccen- 
tric, born in 1828, and educated for a 
short time at Rugby. One of his great- 
grandfathors had btum a stud-groom, and 
Ifilkinglon early in life developed a strong 
love of stable lile. On his fatlicr’s death he 
became heir to his property, taking up his 
residence, when became of age, at Ash Hill, 
near Doncaster, and living there all his life. 
Not wishing to ])ursuo tho life of a gentle- 
man, ho spent liis time in the stables, on the 
rac(‘.coiirs(\, on tlui farm, or in the cattle- 
yard and 8laught(n'hou8e. lie served Sir 
Joseph Ocury llawley [q. v.] as groom, and, 
being known in the stables as Mack,’ he 
adopted the surname of llawley on settling at 
Doncaster, and wnis known as Mack Hawley' 
for the rest of his life. lie was a man of 
education and a Roman catholic, and, in 
spite of his eccentric habits and appearance, 
was popular among his friends and neigh- 
bours. Hard drinking, however, shortened 
his days, and ho died on ChristinavS-day 1875. 
Ho was buried by his direction iti hunting 
dross, and in a grave made among some of 
his favourite animals, who had died of the 
rinderpest and btant buried in a paddock 
near his house, lie left liis property to his 
groom. 

[Papworth’s Diet, of Architecture; Burke’s 
Landed Gentry, 184 7 ; Ohl York.slure, 1882, iii. 
126-8; Life and Eccentricities of Lionel ScoLt 
Pilkington, alias Jack llawley.] L. 0. 

PILLANS .TAMES, LL.l). (1778-1864), 
Scottish educational reform c'r, son of James 
Pillans, was born at Edinburgh in April 
1778. His father was n printer, an elder in 
the ^ antiburgher ’ secession church of Adam 
Gib [q. V.], and a stalwart liberal in politics. 
Pillans was educated at the Edinburgh 
High School, under Alexander Adam, LL.D. 
[q. V.], of whom he subsequently contri- 
buted a biography to the 'Encyclopaedia 
Britannica.’ He wms second in the rector’s 
class, the 'dux’ being his close friend, 
Francis Horner [q. v.] ; another classmate 
was Sir John Archibald Murray [q. v.] His 
father wished to apprentice him to a paper- 
stainer, but he had no taste for a business 
life. Proceeding to the Edinburgh Univer- 
sity, where he graduated M.A. on 30 Jan. 
1801, he became a favourite pupil of Andrew 
Dalzel ]q. v.], professor of Greek, and en- 
joyed the stimulating influence of Dugald 
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Stewart. He attended also tlie chemistry 
lectures of Joseph Black, M.D. [q. v.] He 
was a member of the dialectic society’ 
founded by ‘ burgher’ divinity students at 
the Edinburgh University. After graduation 
he acted as tutor, first to Thomas Francis 
Kennedy [q. v.] at Dunure, Ayrshire, next 
in a family in Northumberland, where he 
had the opportunity of speaking French. 
He then removed to Eton, as a private 
tutor. His connection with the conductors 
of the ‘Edinburgh Review’ was known to 
Byron, who in his ‘English Bards and 
Scotch Reviewers ’ inserted the taunt (line 
360 of the original anonymous edition, March 
1809): 

And paltry Pillans shah traduce his friend. 

The line was never withdrawn, though 
Moore, in a note to his edition of 1832, 
states that ‘ there was not, it is believed, 
the slightest foundation for the charge in 
the text.’ 

On the death of Adam (13 Dec. 1809), 
Pillans offered himself, with some misgiving, 
for he did not feel attracted to ‘ the profes- 
sion of a public teacher,’ as a candidate for 
the rectorship of the Edinburgh High 
School, his chief opponent being Luke 
Fraser, one of the masters. Adam had re- 
commended Pillans as his successor; his 
whig politics stood against him with the 
tory town council, with whom the appoint- 
ment lay ; but the influence of Robert Blair 
[q. V.] of Avontoun, the lord president of 
the court of session, secured his election. 
In January 1810 Pillans entered on his 
duties in the old high school, Infirmary 
Street, Edinburgh, with a class of 144 hoys. 
At the outset he found it necessary to assert 
his authority in presence of insubordination, 
and for the first year he made effective use 
of the tawse. But he held that to rely on 
such aid was a sign of the teacher’s in- 
competence, and, being a strict disciplinarian, 
he was soon able to dispense with it 
altogether. He introduced a monitorial 
system, then unknown in the classical 
schools of Scotland, and so efficient was his 
method, both for order and teaching, that, 
though his class doubled its numbers, he 
declined the town council’s offer to provide 
him with an assistant. His reputation at- 
tracted pupils from all parts of the world. 
He developed the teaching of Greek, which 
had been begun by Christison in Adam’s 
time ; and encouraged the study of classical 
geography, always a favourite subject with 
him. His experience at Eton led him to 
cultivate Latin verse composition, which in 
Scotland was a lost art. A small volume of 


the compositions of his class. ‘ Ex Tenta- 
minihus Metricis ... in Schola Regia Edi- 
nensi . . . electa,’ Edinburgh, 1812 , Svo 
(dedicated to Joseph Goodall ^q. v."i, provost 
of Eton), was favourably noticed in the 
‘Edinburgh Review’ (November 1812 ) and 
severely criticised by Southey in the 
‘ Quarterly Review ’ (December 1812 ). Pil- 
lans admitted that the publication was 
premature, took the criticism in good part, 
and turned out better verse in after years. 
His favourite pupil was John Brown Pat- 
terson [q. V.] 

In 1820 the chair of ‘humanity and laws ’ 
(practically Latin) in the Edinburgh uni- 
versity was vacated by the death of Alexan- 
der Christison, father of Sir Robert Christi- 
son, M.D. [q. V.] Pillans was elected his 
successor, the patronage being then vested 
in the lords of session, the town council, 
the faculty of advocates, and the society of 
writers to the signet. He held the chair 
till within a year of his death, thus occupy- 
ing for over fifty-three years a prominent 
position, first in the scholastic, tlien in the 
academic life of Edinburgh. Robert Chambers 
humorously divided mankind into two sec- 
tions, those who had been pupils of Pillans, 
and those who had not. In the conduct of his 
chair he adopted some of the plans of which 
he had proved the efficiency at the high 
school ; hut he dignified his monitors with 
the name of ‘ inspectors.’ He was not freed 
from the task of teaching elementary Latin, 
for the frequenters of his junior class at the 
university were, as a rule, below the standard 
of the rector’s class at the high school. He 
was of opinion that universities should supply 
elementary teaching in classics, and hence 
opposed, with Philip Kelland [q. v.] and 
others, the institution (May 1855) of an 
entrance examination to the junior Greek 
class, though he was in favour of an ex- 
amination for admission to higher classes. 
Precision and refinement of scholarship, 
rather than wealth of erudition, charac- 
terised his prelections; he excelled in exact 
and luminous translation, and especially 
cultivated this power in his pupils ; of com- 
ment he was sparing, hut his illustrative 
matter was always terse, compact, and full 
of point. His success lay in his power of 
imbuing successive generations of students 
with a living interest in Latin literature, 
and an appreciative taste for its beauties. 
He enlarged the conventional range of 
authors proposed for study. Admiration for 
the Roman literary genius inspired his lec- 
tures and his prefaces ; he preferred Cicero 
as an orator to Demosthenes and, as an 
exponent of Plato, to Plato himself; ranked 
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Livy above Thucydides, Curtins above Xeno- 
phon, while for Horace, his favourite author, 
‘lie was an enthusiast. His lectures on ^ uni- 
versal gTammar ’ were valuable in their day ; 
the secondary title of his chair suggested his 
instructive course on Hhe laws of the twelve 
tables.’ A feature of his work was the en- 
couragement of English recitation, for which 
a prize was awarded by the votes of the 
class ; among those who gained it was Eox 
Maule (afterwards earl of Dalhousie) [q. v.], 
who joined the class when he was quartered 
with his regiment in Edinburgh Castle. 
Pillans was one of the first to teach the 
revised pronunciation of Latin now in some 
vogue, though in practice he conformed to 
tlie usual Scottish mode. He formed a 
class library at an expense to himself of 
nearly 300?. It was due to his inlliience 
that the society of writers to the sig- 
net gave auiiuaily from 1824 to 1860 a 
gold medal for competition in his senior 
class. 

During his summer vacations he devoted 
much time to the work of making himself 
practically acquainted with the state of 
education in Scotland, and comparing it 
with that of other countries. At the ex- 
aminations of both public and private schools, 
from infant schools to high schools, he was 
a familiar presence. He made tours for the 
purpose of inspecting the systems of Prussia, 
France, Switzerland, and Ireland. Before 
the committee of the House of Commons on 
education in 1834 he gave evidence which 
was minute and valuable. He was an early 
advocate for compulsorjr education. Though 
he wrote in defence of the just claims of 
classical training, his views on popular edu- 
cation were enlightened and broad. As 
president of the Watt Institution and 
School of Art, he inaugurated iu 1854 the 
statue of James Watt in Adam Square 
(since removed to the lleriot Watt College, 
Chambers Street), Edinburgh. 

In his later years, hints of the expediency 
of his retirement (which was generally ex- 
pected after the passing of the Universities 
of Scotland Act of 1 858) were met by in- 
creased labours in connection with his chair. 
His physique was remarkably hale. His 
manner, habitually measured and dignified 
became slower with age; he read his lec- 
tures with the aid of a huge magnifying- 
glass, for he disdained spectacles. Both for 
facts and persons he had a wonderful me- 
mory. In the after career of his students he 
took a kindly and helpful interest. 

He resigned at the close of his eighty- 
fifth year, and took formal leave of the uni- 
versity on 11 April 1863. The degree of 


IjL.I). was conferred upon him on 22 April. 
He died at his residence, 43 Inverleith Row, 
on 27 March 1864. He was buried on 
1 April in tlie graveyard of St. Cuthbert’s 
Church, Edinburgh. 

The best likeness of him in old age is a 
photograph (1860) by Tunny of Edinburgh, 
taken in his tartan dressing-gown. He was 
rather under middle height, well built and 
spare, with a fine head. His ordinarv cos- 
tume was not acachntiic ; he often wore a 
white beaver hat, and always on state occa- 
sions a blue coat with brass buttons. Pillans 
married Helen, second daughter of Thomas 
Thomson, minister ofDailly, Ayrsliire, sister 
of Thomas Thomson (1768'- 1852) [q. v.], t he 
antiquary, and of John Thomson (1778- 
1840) [q. V.], the landscapt'-paiuter, but was 
early left a widower without issue. 

Besides the volume of Latin v(‘.rse noted 
above, ho published: 1. ^Letters on the 
Principles of Elemcmtary Teaching,’ &c., 
Edinburgh, 1827, 8vo;‘l828, 8vo; 1855, 
8vo ^ (addressed to Kennedy of Duuure). 
2. ^ Three Lectures on the Proper Objects 
and Methods of Instruction,’ &c., 1836, ’8vo; 
Edinburgh, 1854, 8vo. 3. 'Eclogtc Cice- 
ronianai,’ &:c., 1845, I2mo (includes selec- 
tions from Pliny’s letters). 4. ‘ A Discourse 
on the Latin Authors read ... in the earlier 
Stages of (classical Discipline,’ &c., Edin- 
burgh, 1847, 12mo. 5. ‘Outlines of Oeo- 
gTaphy,’ &c., Edinburgh, 1847, 12mo. 6. ‘ Ex- 
cerpta ex Taciti Annalibus,’ &c., 1848, 16mo. 
7. ‘A Word for the Universities of Scot- 
land,’ &c., Edinburgh, 1848, 8vo. 8. ‘The 
Five Latter Books of the First Decade of 
Livy,’ &c., 1849,^ 1 2mo ; 1 857, 8vo. 9. ‘ The 
Rationale of Discipline,’ &c., Edinburgh, 
1852, 8vo (written in 1823). 10. ‘First 

Steps in the Physical and Classical Geo- 
graphy of the Ancient World,’ &c., Edin- 
burgh, 1853, 12mo; 10th ed. 1873, 8vo 
(edited by T. Fawcett) ; 13th ed. 1882, 8vo. 
11. ‘Elements of Physical and Classical 
Geography,’ &c., 1854, 8vo. 12. ‘Contri- 
butions to the Cause of Education,’ &c., 
1856,^ 8 VO (dedicated to Lord John Rus- 
sell; it includes reprints of Nos, 1, 2, 4, 7, 
and 9 above, and of articles in the ‘ Edin- 
burgh Review,’ minutes of evidence, &c.) 
13. ‘Educational Papers,’ &:Cm Edinburgh, 
1862, 12mo. 

[Obituary notice iu Scotsman, 29 March 1864 
(ascribed to Simon S. Laurie) ; Memoir by an. 
Old Student (Alexander Richardson), 1869; 
Catalogue of Edinburgh Graduates, 3 868, p. 
216; Edinburgh University Calendar, 1863, 
p. 132; Gi'ant’s Story of the University of 
Edinburgh, 1884, ii. 80, 84, 320 sq.; inscrip- 
tions from tombstones at St. Cuthbert’s, Edin- 
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burgh; information from Andrew Clark, esq., 
S-S.O., Leith ; from the late Professor Good- 
hart ; and from T. Gilbert, esq., registrar of 
Edinburgh University; personal recollection.] 

A. G. 

PILLEMENT, JEAN (1727-1808), 
painter, was bom at Lyons in 1727, and there 
commenced his artistic studies, which he 
com pleted in Paris. He was for some years 
emp'.oyed as a designer in the tlobelins manu- 
factory, and before 1757 came to England, 
where he resided for some years. Pillement 
painted landscapes, marine pieces, and genre 
subjects, which he treated in a theatrical and 
artificial style, with bright colours and strong 
effects of light and shade. He worked to 
some extent in oil, but earned his reputation 
hy his highly finished drawings in crayons 
and gouache, which, though mainly pasticci^ 
derived from prints after Wouwermans and 
other Dutch artists, were suited to the taste 
of the day, and gained much admiration. 
Charles Leviez, a French dancing-master who 
had established himself in London and dealt 
largely in prints and drawings, was an ex- 
tensive purchaser of Pillement’s works, and 
employed Canot, WooUett, Ravenet, and 
other able engravers to reproduce them ; the 
plates, two hundred in number, were all 
published in London between 1757 and 1764, 
and reissued in Paris by Leviez in a folio 
volume in 1767. Pillement exhibited with 
the Society of Artists in 1760, 1761, and 
1773. 

In the latter year he announced the sale 
of his pictures and drawings preparatory to 
his departure for Avignon on account of his 
health, but he probably revisited England, 
as he was a contributor to the Free Society’s 
exhibitions in 1779 and 1780. He travelled 
much about Europe, and the latter part of 
his life was spent at Lyons, where he died 
in poverty on 26 April 1808. Examples of 
Pil.ement’s work are in the Louvre and the 
galleries at Florence and Madrid. The en- 
gravings from his designs include ‘ The Four 
Times of the Day,’ by Canot and Elliot ; 
‘ The Four Seasons,’ by Canot, Woollett, and 
Mason ; ‘ La Chasse au Sanglier,’hy Woollett ; 
^ La Bonne Peche ’ and ^ La Mauvaise Peche,’ 
by P. Benazech ; ^ Le Gazette de Londres,’ 
hy S. F. Ravenet ; four views of the environs 
of Mushing, hy Canot ; ^ The Shepherdess ’ 
and ‘ The Villagers,’ hy W. Smith ; and several 
sets of plates of flowers and decorative Chinese 
subjects, by J, J. Avril and others. Pillement 
himself etched some groups of flowers. He 
held the appointments of painter to Queen 
Marie Antoinette and Stanislas, king of 
Poland. His son, Victor Pillement, was an 
able draughtsman and engraver. 

YOL, XLV, 


[Edwards’s Anecdotes of Painting; Redgrave’s \ 
Diet ^ of Artists ; Chavignerie’s Diet. des Artistes 
de TEcole Fran^aise ; Breghot dn Lut’s Biographie 
Lyonnaise, 1839 ; Nagler’s Eunstler-Lexikon ; 
Graves’s Diet, of Artists, 1760-1893.] 

F. O’D. 

PILON, FREDERICK (1750-1788), 
actor and dramatist, was born in Cork in 
1750. After receiving a fairly good educa- 
tion in his native city, he was sent to Edin- 
burgh University to study medicine, but he 
took to the stage instead. He first appeared 
at the Edinburgh Theatre as Oroonoko, but 
with small success, and consequently joined 
an inferior strolling company, with which he 
remained for some years. He finally drifted 
to London, where Griffin the bookseller em- 
ployed him on the ^ Morning Post.’ After 
Gr iffin ’s death had deprived him of this 
position, he seems to have worked as an ob- 
scure literary hack until he began to write 
for the stage. He was soon employed witli 
some regularity at Covent Garden Theatre. 
There, on 4 Nov. 1778, ^ The Invasion, or 
I a Trip to Brighthelm stone ’ — ^ a moderate 
farce,’ according to Genest — was performed, 
with Lee Lewis in the chief part (Oameleon) 
on 4 Nov. 1778. It was repeated twenty- 
. four times during the season, and was several 
times revived. ‘ The Liverpool Prize ’ fol- 
lowed at the same theatre on 22 Feb. 1779, 
with Quick in the chief part, illumination, 
or the Glazier’s Conspiracy,’ a prelude, sug- 
gested hy the illuminations on Admiral Kep- 
pel’s acquittal, was acted on 12 April 1779 
for Lee Lewis’s benefit. ' The Device, or the 
Deaf Doctor,’ when first produced on 27 Sept. 

1779, met with great opposition, but, revived 
with alterationas ‘ The Deaf Lover,’ on 2Feb. 

1780, it achieved some success; 'The Siege 
of Gibraltar,’ a musical farce (25 April 
1780), celebrated Rodney’s victory; 'The 
Humours of an Election,’ a farce (19 Oct. 
1780), satirised electoral corruption; 'The- 
lyphthora, or more Wives than One,’ a farce, 
satirising the work of the name by ^fartin 
Madan [c . v.], was produced on 8 March 

1781, anc was damned the second night; 
'Aerostation, or the Templar’s Stratagem ’ 
(29 Oct. 1784), dealt with the rage of the 
day for balloons; 'Barataria, or Sancho 
turned Governor’ (29 March 1785), was 
adapted from D’Urfey. Meanwhile Pilon de- 
serted Corent Garden for Drury Lane, where 
he produced, on 18 May 1782, 'The Fair 
American,’ a comic opera, which was not 
very skilfully plagiarised from the 'Adven- 
tures of Five Hours.’ Pilon’s last piece, a 
comedy, 'He would he a Soldier,’ after being 
rejected by Colman, was performed at 
Covent Garden on 18 Nov^ 1786, and 
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achieved considerable success. In 1787 Pilon 
married a Miss Drury of Kingston, Surrey; 
he died at Lambeth on 17 Jan. 1788, liis 
pieces were clever, if of ephemeral interest. 

Besides the plays mentioned, all of which 
he published, Bilon issued ' The Drama/ an 
anonymous poem, 1775, and ‘An Essay on 
the Character of Hamlet as performed by 
Mr. Henderson ’ (anonymous), 8vo, London, 
1785 ? An edition of G. A . Stevens's ‘ Essay 
on Heads ’ appeared in 1785, with additions 
by Pilon. 

[Thespian Diet. ; Gifford’s Mseviad ; Baber’s 
Biogr. Dram. ; Brit. Mus. Cat. ; Allibone’s Diet, 
of English Lit. ; Genest’s Account of the Stage.] 

D. J, O’D. 

PIM,BEDFOKD OLAPPERTON TRE- 
VELYAN ( 182(5-1 886), admiral, born on 
12 June 1826 at Bideford, Devonshire, was 
son of Lieutenant Edward Bedibrd Ihm, who 
died of yellow fever oh’ the coast of Africa 
in 1830, when he was engaged in the sup- 
pression of the slave trade, in command of 
the Black Y"oke, tender to the Dryad. His 
mother was Sophia Soltau, eldest daught.er 
of John Pair weather Harrison. Pim was 
educated at the Royal Naval School, New 
Cross, and entered the navy in 1842. Ho 
served under Captain Henry Kellett [q. v.] 
in the Herald from 1845 till 1849. In that 
year he was lent for duty on the brig Plover, 
and, wintering in Kotzebue Sound, Alaska, 
made a journey in March and April 1850 to 
Michaelovski in search of intelligence of Sir 
John Franklin. He reached England on 
6 J line 1851. In the following September he 
was raised to the rank of lieutenant. 

At this period Pim proposed an expedition 
in search of Franklin to the north coast of 
Asia, and offered to survey the coast. After 
receiving a grant of 6001. from Lord John 
Bussell, unlimited leave from the admiralty, 
and recommendations to the authorities m 
St. Petersburg, he went to Russia in Novem- 
ber 1851 ; but the Russian government re- 
fused to sanction his moject. On board the 
Resolute he left England on 21 April 1852, 
served under Sir Edward Belcher [q. v.] 
in the western division of his Arctic search 
expedition. In the following October, when 
the Resolute was in winter quarters off Mel- 
ville Island, a travelling party discovered in 
a cairn on the island the information (placed 
there by McClure the previous April) that 
McClure’s ship, the Investigator, was icebound 
in Mercy Harbour, Banks Land, 160 miles 
off. It was too late in the season to attempt 
a communication; but on 10 March 1863 
Pim was despatched as a volunteer in charge 
of a sledge for Banks Land. The journey 
was accomplished in twenty-eight days ; and 


on 6 April Pim safely reached the vessel, only 
just in time to relieve the sick and enfeebled 
crow I'seo JMcOi.ukm, Sie Roiuiex Jom Lu 
Mesueirr]. 

In January 1854 Pim was appointed to 
the command of the gunboat Magpie, and 
did good service in the Baltic. He was 
wounded at the bombardment of Sveaborg 
on 10 Aug. 1855, for which he received a 
medal. In April 1857 he was a ppointed to 
thecominand of the Banterer in t le war with 
China, being severely wounded at Sai Lau, 
Canton river, 14 Dec. 1857. He was in- 
valided home in June 1858, and promoted to 
the rank of commander. In J une 1 859 he was 
apiioiuted to tlu^ G orgon, for service in Cent ral 
America, While stal ioned off Grey Town he 
originated and surveyed the Nica,raguan route 
across the Istlmuis, through Mosquito and 
Nicaragua, which now bids fair to supersede 
the ill-tated Panama route. While on the 
station he purchased a bay on the Atlantic 
shore, now known as Gorgon or Pirn’s Bay. 
For tliis he was aomiiwhat harshly cimsured 
l)y the lords of the admiralty in May 1860. 
Returning to England in June, he retained 
the command of tlie Gorgon, and took her 
to the Cape of Good IIo])e in January 1861, 
On his way home he exiTianged into the 
F\iry. The following June he retired from 
active service ; his name, however, remained 
on the navy list. He became captain on 
the retired list in 1868. iTm made three 
journeys to Nicaragua, in March 1803, Octo- 
ber 1863, and November 1864, in reference 
to his transit scheme. After he had ob- 
tained additional concessions, in November 
1860 a company, called the Nicaraguan Rail- 
way Company, Limited, was registered ; but 
the necessary capital was not forthcoming, 
and it was dissolved in July 1808. 

Pim now turned his attention to the law. 
On 20 April 1870 he entered as student of 
the Inner Temple, and on 28 Nov. of Gray’s 
Inn, being called to the bar on 27 Jan. 1873. 
He was admitted a barrister of Gray’s Inn 
ad eundem the following month. His practice 
was almost exclusively confined to admiralty 
cases, and he went on the western circuit. 
At Bristol his name became a household 
word among seamen. He represented Graves- 
end in the conservative interest in parlia- 
ment from 1874 to 1880, but failed to retain 
the seat at the following general election. 
He was elected F.R.G.S. in November 1851, 
and an associate of the Institute of Civil 
Engineers on 9 April 1861. He laid before 
the institute, on 28 Jan. 1862, his mode of 
fastening armour^lates on vessels by double 
dovetail rivets. He was on the first council 
of the Anthropological Institute, 1 871-4, and 
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remained a member of the institute up to the 
time of his death. He was raised to the 
rank of rear-admiral on the retired list in 
1885. He died at Deal on 30 Sept. 1886, in 
his sixty-first year, and a brass tablet and 
window were placed in his memory at the 
west end of the church of the Seamen’s In- 
stitute, Bristol, by the pilots of the British 
empire and the United States of America in 
1888. He was a true-hearted sailor of the 
old school — brave, generous, and unselfish. 
Pim married, on 3 Oct. 1861, Susanna, daugh- 
ter of Henry Locock of Blackheath, Kent, 
by whom he had two sons. 

His published works include: 1. 'An 
Earnest Appeal ... on Behalf of the Miss- 
ing Arctic Expedition,’ 1857 ; 5th edit, same 
year. 2. ‘Notes on Cherbourg,’ with map, 
1858, 3. ‘The Gate of the Pacific,’ 1863, 

4. ‘The Negro and Jamaica,’ 1866 (special 
No. of ‘Popular Magazine of Anthropology’). 

5. ‘Dottings on the Roadside in Panama, 
Nicaragua,’ &:c., 1869 (in conjunction with 
Berthold Seemann). 6. ‘ An Essay on Feudal 
Tenures,’ 1871. 7. ‘War Chronicle: with 
Memoirs of the Emperor Napoleon III and 
of Emperor-ldng William I,’ 1873. 8. ‘ The 
Eastern Question, Past, Present, and Future,’ 
1877-8. 9. ‘Gems from Greenwich Hospital,’ 
1881. He also contributed an article on 
shipbuilding to Sevan’s ‘ British Manufac- 
turing Industries,’ 1876. 

[Family papers; Foster’s Men at the Bar, 
I880 ; McDougall’s Voyage of H.M.S. Resolute, 
18f53 , Osborn’s Discovery of the North-west 
PiiSSHge, 1856; Seemann’s Voyage of H.M.S. 
Herald, 1853; Arctic Expedition Papers (Blue- 
books), 1852-4; Inst. Ciril Engineers Proc. 
1861, vol. XX. ; Roy. Geogr. Soc. Journal, vol. 
xxii. p. Ixxiv, 1852, and Proceedings, 1857 and 
1862; Times, 10, 14, 19, and 25 Nov. 1851, 13 Jan. 
1852; United Service Mag. 1856, pp. 57, 58, 
61, 68.] C. H. C. 

PINCHBECK, CHRISTOPHER (1670 ?- 
1732), clockmaker, and inventor of the 
copper and zinc alloy called after his name, 
was born about 1670, probably in Clerkenwell, 
London. The family doubtless sprang from 
a small town called Pinchbeck in Lincoln- 
shire. In ‘ Applebee’s W’' eekl v J oumal,’ 8 July 
1721, it was announced ‘that Christopher 
Pinchbeck, in ventor and maker of the famous 
astronomico-musical clocks, is removed from 
St. George’s Court [now Albion Place], St. 
Jones’s Lane [i.e. St. John’s Lane], to the 
sign of the “ Astronomico-Musical Clock ” in 
Fleet Street, near the Leg Tavern. He 
maketh and selleth watches of all sorts, and 
clocks, as well plain, for the exact indication 
of time only, as astronomical, for showing the 
various motions and phenomena of planets 


and fixed stars.’ Mention is also made of 
musical automata, in imitation of singing 
birds, and barrel-organs for churches as 
among Pinchbeck’s manufactures. The ad- 
vertisement is surmounted by a woodcut 
representing an astronomical clock of elabo- 
rate construction with several dials. 

Pinchbeck was in the habit of exhibiting 
collections of bis automata at fairs, sometimes 
in conjunction with a juggler named Fawkes, 
and he entitled his stall the ‘ Temple of the 
Muses,’ ‘Grand Theatre of the Muses,’ or 
‘Multum in Parvo.’ The ‘ Daily Journal,’ 
27 Aug. 1729, announced that the Prince 
and Princess of WMles went to Bartholomew 
Fair to see his exhibition (cf. advertise- 
ments in Daili/ JPost, 12 June 1729, and 
Daily Journal^ 22 and 23 Aug. 1729). There 
is a large broadside in the British Museum 
Library (1850, c. 10, 71), headed ‘ Multum 
in Parv^o,’ relating to Pinchbeck’s exhibition, 
with a blank left for the place and date, evi- 
dently intended for use as a poster. The 
collection of satirical prints and drawings 
in the print room (No. 2537) contains an 
engraving representing a fair, and over one 
of the booths is the name ‘ Pinchbeck.’ His 
clocks are referred to in George Vertue’s 
‘Diary’ for 1732 and Queries, 2nd 

ser. xii. 81). No contemporary mention of 
his invention of the metal called after him 
has been discovered. 

He died on 18 Nov. 1732, and was buried 
on the 21st in St. Dunstan’s Church, Fleet 
Street (cf. Gent. Mag. 1732, p. 1083). There 
is an engraved portrait by I. Faber, after a 
painting by Isaac W’'hood, a reproduction of 
which appears in Britten’s ‘Former Clock and 
Watch Makers ’ (p. 122). His will, dated 
lONov. 1 732, was proved in London on 18 Nov. 

Edward Pinchbeck 1732), eldest son 
of Christopher, was born in 1713, and suc- 
ceeded to iiis father’s business, as appears by 
an advertisement in the ‘Daily Post, ’27Nov. 

1732, in which it is notified ‘that the toys 
made of the late ingenious Mr. Pinchbeck’s 
curious metal . . . are now sold only by his 
son and sole executor, Mr. Edward Pinch- 
beck.’ This settles the question as to the 
invention of pinchbeck, which is sometimes 
attributed to Christopher Pinchbeck, jun. 
Another of Edward Pinchbeck’s long adver- 
tisements appears in the ‘ Daily Post,’ 11 July 

1733. Both indicate the great variety of 
articles in which he dealt. He was baptised 
at St. Dunstan’s Church, Fleet Street, on 
7 April 1 738, when his age was twenty-five, 
but the date of his death is not recorded. 

Christopher (1710 .^^-1783), second son of 
Christopher Pinchbeck the elder, was horn 
about 1710; and possessed great mecbanical 
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He \vas a, raember, and at- one 
time president, of the Smeatoniau Society, 
the precursor of the Institution of Civil En- 
gineers. In 1762 he" devised a self-acting 
pneumatic brake for preventing accidents to 
the men employed in working wheel cranes, 
for which the Society of Arts awarded 
him a gold medal ('IVam, Soc, Arts^ iv. 
183). A full description is given in 
AV. Bailey’s ‘Description of the Macliines 
in the Repository of the Society of Arts’ 
(1782, i. 140). The brake was fitt<id to 
several cranes on the Thames wharves, and 
an account of an inspection of one at Bil- 
lingsgate, by a committee of the Society of 
Arts, is given in the ‘Annual Register,’ 1767, 
pt. i. p. 90. It is recorded in t he ‘ Gentleman’s 
Magazine,’ June 170”), p. 296, that Messrs. 
Pinchbeck and Norton had made a com- 
plicated astronomical clo(h for ‘ the (Queen’s 
House,’ some of the calculation.s for the 
wheelwork having been made by James 
Ferguson, the astronomer. There is no 
proof that Pinchbeck and Norton were ever 
in partnershi]), and there are two clocks an- 
swering to the descript-ion now at Biicking- 
liain Palace, one by Pinchbeck, with four 
dials and of very cora])licated construction, 
and the other by Norton. 

Pinchbeck took out three patents, in all of 
which lie is described as of ‘ Cockspur Street in 
the parish of St. Martin’s in the Fields, toy- 
man and mechanician.’ The first (No. 892), 
granted in 1768, was for an improved candle- 
stick, with a spring socket for holding the 
candle firmly, and an arrangement whereby 
the candle always occupied an upright posi- 
tion, however the candlestick might be held. 
In 17 68 (No. 899) he patented his ‘ nocturnal 
remembrancer,’ a series of tablets with 
notches to serve as guides Ibr writing in 
the dark. His patent snuffers (No. 1119, 
A.n. 1776) continued to be made in Bir- 
mingham until the last forty years or so, 
when snuffers began to go out of use. The 
contrivance inspired an ‘Ode to Mr. Pinch- 
beck, upon ]u8 newly invented Candle Snuf- 
fers ’ by ‘Malcolm MacGreggor ’ (i.e. William 
Mason), a fifth edition of which appearcnl in 
1777. In 1774 he presented to the Society 
of Arts a model of a plough for mendingroads 
( Tranmeiionsj i. 312 ; Bailey, Bef^enpHon of 
Mac.hineff, &e. ii. 21). Pinchbeck’s name first 
appears in the ‘ London Directory ’ for 1778, 
when it replaces that of ‘.Richard Pinchbeck, 
toyman,’ of whom nothing is recorded. Chris- 
topher Pinchbeck was held in considerable es- 
teem by George III, and he figures in Wilkes’s 
‘London Museum,’ ii. 33 (1770), in a ‘list 
of the party who call themselves the king’s 
friends,’ and also as a member of ‘the Buck- 


ingham House Cabinet.’ lie ivS called ‘Pinch- 
beck, toyman and turner.’ He seems in fact 
to have been a butt for the small wits of the 
day, and a writer in the ‘ London Evening 
Post,’ 19-21 Nov. 1772, p. 4, suggests that 
‘ if the Royal Society are not Scotchified 
enough to elect Sir W. I’riugle their presi- 
dent, another of the king’s friends is to bo 
nominated — no less a person than t-hc noted 
I’inchbeck, buckle and knick-knacic maker to 
the king^’ In 1776 there appiaired anony- 
mously ‘ An Elegiac h^pistle from an unlor- 
t unate Elector of Germany to his friend Mr. 
Ihnchbeck,’ almost certainly by William 
Mason. The king is supposed to have been 
kidnapp(Kl and carrit'd to Germany, and he 
begs Pinchb(ick to assist him in regaining his 
Ub(U’ty, HUgg(\st.ing among other devices that 
Pinchbeck should make him a pair of me- 
chauieal wings. He is also nnuitioned in 
‘ Pro- Pmchb(ick’s Answer t o the Ode from 
the AiUlior of the Thiroic Epist le to Bir Wil- 
liam ( -liamhers,’ 1776, probably also by Wil- 
liam Mason. He ditnl on 17’ March’ 1783, 
ag(id 73 [Ann. lieg. 1783, p. 200 ; (roM. Mag. 
liii. 273), and was huriecl at St. Martin’s-in- 
the-Melds. llis will, wliicli is very curious, 
is print(‘d in full in the ‘ Ilorological Journal,’ 
Novcunlxu* 1895. Oms of his daughters mar- 
ried William Hebb, who was described as 
son-in-law and 8ucce\ssor to the late Mr. 
PinchbtH'k, at his sho]) in Cockspur Street’ 
(inipi-int on Pinchbeck’s ])ort rait), and wliose 
son, Christopher Henry Il(d)b (1772-1861), 
practised as a stirgeoti in Worcester (ib. new 
ser. xi. 687). In a lett(U' pres(vrved among the 
Duke of Bedford’s papers {Hist. MSS. Comm. 
2nd Rep. App. p. 14), Lord Harcourt says 
that in 1784 he ‘ bought at Westminster from 
Pinchbeck’s son, wlio had bought in some of 
his father’s trumpery,’ portraits of Raleigh 
and of Prior for a guinea each. 

There is a portrait of Christopher Pinch- 
beck the younger by Cunningham, engraved 
by W. Humphrey. 

[Authorities cited, and Wood’s Curiosities of 
Clocks and Watches, p. 121 ; Britten’s Former 
Clock and Watch Makers, p. 121 ; Noble’s Me- 
morials of Temple Bar; Notes and Queries, (Hh 
ser. i, 241.] II. B. P. 

PINCK or PINK, ROBERT (1573- 
1647), warden of New College, Oxford, eldest 
son of Henry Pink of Kempshot in the parish 
ofWinslade, Hampshire, by bis second wife.^ 
Elizabeth, daughter of John Page of Seving- 
ton, was baptised on 1 March 1572-3, and 
was admitted to Winchester College in 1588. 
Pink matriculated at New College, Oxford, 
on 14 June 1594, aged 19, was elected fellow 
in 1696, graduated B. A. on 27 April , 1598, 
and M.A. on 21 Jan. 1601-2. In 1610 he 



Pinck 


309 


Pinck 


became proctor, and in 1612 bacbelor of 
medicine. In 1617 be -was elected warden of 
New College, and two years later, 26 June 
1619, was adniitted to the degree of B.D. and 
D.D. From 1620 he was rector of Stanton 
St. John’s, Oxfordshire, and perhaps of 
Oolerne, Wiltshire, in 1645 (Foster, Alumni 
Oxon. 1500-1714, p. 1165). 

Pink was a close ally of Laud in his 
measures for the reorganisation of the uni- 
versity, and was one of the committee of 
delegates charged to draw up the new 
statutes (Lxitd, Works, v. 84). On 12 July 
1634 Laud nominated Pink to succeed 
Dr. Duppa as vice-chancellor, and reap- 
pointed him again for a second year in the 
following July {ib. pp. 100, 115). At the 
end of his term of office the archbishop 
praised him for his ‘ care and pains, together 
w^ith his judgment in managing all business 
incident to that troublesome office,’ which, 
he added, ^ hath equalled the best and most 
careful endeavours of any of his prede- 
cessors ’ {ib. p. 143). In 1639 Pink assisted 
the vice-chancellor in the work of suppressing 
superfluous alehouses, a matter waich had 
aarticularly engaged his attention when he 
had himseli’ been vice-chancellor {ib. pp. 247, 
259, 260). Laud’s correspondence contains 
several letters to Pink on the affairs of the 
university or of Winchester College, and two 
letters from Pink to Laud are among the 
Tanner MSS. {ib. vi. 278, 288, 433, vii. 499; 
Tanner ccxxxviii. 56, 58). His in- 

j unctions with regard to the discipline and 
government of Winchester College are sum- 
marised in Kirby’s ^ Annals ’ of the college 
(p. 306). At the outbreak of the civil war 
Pink’s loyalty at once brought him into 
trouble with the parliament. About the end 
of June 1642 Dr. John Prideaux, the vice- 
chancellor of the university, left Oxford ^ for 
fear of being sent for up to London by the 
parliament ’ on account of his conduct in pro- 
curing money for the king, and did not resign 
his office before going ( W oon, Annals, ii- 442 ; 
Life of Wood, ed. Clark, i. 52). Convocation 
appointed Pink to discharge the vice-chancel- 
lor’s duties as pro- vice-chancellor, or deputy 
vice-chancellor. About the middle of August 
Pink began to inquire into the condition of 
the arms in the possession of the different col- 
leges and to drill the scholars. On 25 Aug. 
he held a review in New College quadrangle 
and proceeded to raise defences, and to at- 
tempt to persuade the city to co-operate with 
the university in erecting fortifications {ib. 
pp. 54-8 ; Report on the Luke of Rortland's 
MSS. i. 57). Lord Saye and the adherents 
of the parliament collected forces at Ayles- 
bury and threatened an attack on Oxford* 


Pink went to confer with the parliamentary 
commanders, and to j ustify his conduct, but 
was sent by them to London to answer for 
it to parliament (Wood, Life, i. 59). Before 
leaving, however, he appealed to the chan- 
cellor, the Earl of Pembroke, to protect the 
university from the ruin which seemed about 
to fall on it {PtUSHWOEXH, v. 11). The House 
of Commons kept him for a time under 
arrest, and on 17 Nov. ordered that he should 
be confined at Winchester House. On 5 Jan. 
1643 he was ordered to be released on bail 
{Coinmons^ Journals, ii. 857, 919). 

Pink soon contrived to return to Oxford, 
for W^ood describes him as procuring in 1644 
rooms and employment as chaplains for Isaac 
Barrow and Peter Gunning, who had been 
expelled from Cambridge for refusing the 
covenant {Atkence, iv. 140). He died on 
2 Nov. 1647, and was buried in New College 
chapel ^ between the pulpit and the screen.’ 
In 1677 Ralph Brideoake [q.v.], bishop of 
Chichester, ^ who had in his younger years 
been patronised by the said Dr. Pink, erected, 
out of gratitude, a comely monument for him 
on the west wall of the outer chapel.’ Pink 
was much lamented, says Wood, ^ by the 
members of his college, because he had been 
a vigilant, faithful, and public-spirited go- 
vernor ; by the poor of the city of Oxon be- 
cause he had been a constant benefactor to 
them . . . and generally by all who knew 
the great vii’tues. piety, and learning of the 
person’ {Athence, hi. 225). His contribu- 
tion to the payment of Lydiat’s debts when 
that learned person was imprisoned in Bocardo 
is an instance of his generosity [see Ltdiat, 
Thomas], and he also converted the chantry 
of Winchester College into a library at his 
own expense {ib. hi. 186 ; Kirbt, p. 169 
He left books to New College Library, a 
legacy to the Bodleian, and many other bene- 
factions [Notes and Caries, 8th ser. vii. 306). 
A small collection of verses ‘ In honour of 
the Right W’orshipful Dr. Robert Pink ’was 
published in 1648, containing poems by James 
Howell [q. v.] and others. They describe liis 
love for learning, and, punning upon his 
name, term him ‘the pride of Wykeham’s 
garden, cropt to be made a flower in Para- 
dise.’ 

Pink was the author of: 1. ‘ Quaestiones 
Selectiores in Logica,Ethica,Physica, Meta- 
physica inter authores celebriores repertae,’ 
Oxford, 1680, 4to, published by John Lam- 
phire, principal of Hart Hall. 2. Some 
Latin poems. 3. ‘ Gesta Nicecancellariatiis 
sui,’ a small manuscript volume used by 
Wood, which has since disappeared {Life of 
Wood, i. 133). Excerpts from this are found 
in Ballard MS. 70 {ib. iv. 144), 
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[Wood’s Athenifi Oxon. od. Bliss ; Cljirk’s 
Life of Anthony Wood ; Laud’s Works, Lihi'ary 
of Anglo-Catholic Theology; If irby’s Annals of 
Winchester College, 1892; a Memoir by Mr. 
W. D. Pink is printed in Notes and Queries, 8th 
ser. vii, 105.] C, IL P. 

PINCKAKD, GEOIIOE, M.D. (17(58-- 
1835), physician, son of Henry Pinckard of 
Handley llall, Northamptonshire, was born 
in 1768, and after tuition by a relative, a 
clergyman, studied medicine lirst at the then 
united hospitals of St. Thomas’s and G uy’s, 
then at Edinburgh, and finally at Leyden, 
wherehe graduated M .1). on iiO J une 1 79ii. lie 
res icled a f’terwards for a short time with his bro- 
ther and sister at Copet, near Geneva, and wit- 
nessed the capture of the city by the Erench 
under General Montesquieu (Notes on West 
Indies^ p. 84). On 30 Sept. 1794 he was 
admitted a licentiate of the Colh'go of Phy- 
sicians of London. In October 1795 lie was 
appointed a physician to the forces, and in 
that cnpacity accompanied Sir Ralph Abor- 
cromby^s expedition to the West Indies. He 
was on the St. Domingo staff, and had many 
delays before starting, during which he 
made the acquaintance of James Lind, M.D. 
(1710-1794) [q.v.], then in charge of Ilaslar 
Hospital. On 15 Nov. 1795 he sailed in the 
Ulysses, but after a fortnight of storms had 
to return to Portsmouth, and finally sailed 
for the West Indies in the Lord Sheffield on 
31 Dec. 1795, and reached Carlisle Bay, Bar- 
bados, on 13 Feb. 1796, after a stormy 
voyage. In his ‘ Notes on the West Indies ’ 
(3 vols. 1806 ; 2nd ed, 2 vols. 1810), which 
were originally written as letters to a friend 
at home, he describes at great length what 
he saw in the West Indies and Guiana, 
often dwelling upon the horrible incidents of 
slavery which came under his notice. 

In 1798 he was in Ireland, and served in 
the rebellion of that year on the staff of Gene- 
ral Hulse. He was promoted for his services 
to the rank of deputy inspector-general of 
hospitals, and had part of the direction of the 
medical service in the Duke of York’s expe- 
dition to the Helder. On his return he took 
a house in Great Russell Street, afterwards 
moved to Bloomsbury Square, London, and 
resided there till his death, lie established 
the Bloomsbury Dispensary, and was physi- 
cian to it for thirty years. In 1808 was pub- 
lished Dr. Pinckard’a Case of Hydrophobia,’ 
the account of a sawyer at Chipping Barnet, 
Hertfordshire, aged 25, who was bitten by a 
dog on 14 Sept., seemed well for a few days, 
but on 26 Nov. developed hydrophobia, which 
was fatal on 28 Nov. He subsequently pub- 
lished in the ^ London Medical Journal ’ two 
other cases of hydrophobia, and reprinted the 


three, with that of a man wliom he saw at 
Batt le Bridge, London, in 1819 in a pamphlet 
ontith'.d Hhises of II ydro])hol)ia,’ and dedi> 
catiKl to John J uitham, JM .1). [q. v.] Phill de- 
scriptions of the post-mortem appearances are 
given in all the cases but one. lie declares 
himseir strongly in favour of immediate ex- 
cision of the whole wound, or of its absolute 
destruction by the cautery. In April 1835 
ho published ^ Suggestions for restoring the 
hi oral (Jharacter aiiil tlio Industrious Habits 
of the I’oor; also for establishing District 
Work-farms in place of Parish Worklioiiaes, 
and for reducing the Poor-rates.’ He recom- 
mends the cultivation of farms laid out for 
tht‘. -purpose by the spado-labour of paupers. 
He had long had angina pectoris, and died in 
an attack wliilo writing a prescription for a 
patient in his conaiilting-room on 15 May 
1835. 

[Works ; Mimic’s Coll, of Phys. ii. p. 436 ; 
autograph note in one of his books in the 
Library of Royal Medical and Ohirurgical Hoc. 
of Loialow.] N. M. 

PINDAR, Sm PAUL (1565 P-1650), 
diplomatist, born at Wellingborough, North- 
amptonshire, in 15(55 or 15(5(5, was the second 
son of Thomas Pindar of that phice, and 
grandson of Robert Ihndar of Yorkshire. 
The family is said to have been long resident 
in Wellingborough. lie was educated for 
the univiu'sity, but, as he ' rather inclyned 
to be a tradi^snmn,’ his father apprenticed 
him at about the age of aeveutoento Parvish, 
a merchaut in London, who sent him when 
eighteen to be his factor at Venice. Pindar 
remained in Italy for about fifteen years, and 
by trading on commission and on his own 
account acquired *a very plentiful estate.’ 
In 1002 it was rumoured that he was acting 
as a banking agent in Italy for Secretary 
Cecil, who ‘ feared to have so much money 
in England, lest matters should not go weir 
(CaL State. Fa^xo's^ Dom. 1601-3, p. 166). 
From 1609 to 1611 Pindar was consul for the 
English merchants at Ale^o. In 1611, on 
the recommendation of the Turkey Company, 
he was sent by James I as ambassador to 
Turkey, and is stated (epitaph in St. Bo- 
tolph’s) to have been resident in this capacity 
for nine years, during which time he gave 
satisfaction by improving the Levant trade. 
This residence cannot, however, have been 
continuous, for there is evidence that he was 
recalled in 1616 (Cal. State Fapers, Dom. 
1611-18, p. 408, cf. p. 687), and he was cer- 
tainly in England in 1620 when, on 18 July, 
he was knighted by James I during his 
western progress (Nichols, Progresses of 
James Z, iv. 61). His final return to Eng- 
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land seems to liave taken ■3lace in 1623, when 
he was offered andrefusec.the lieutenantahip 
of the Tower. 

Pindar brought home from the East some 
remarkable jewels, and when the Duke of 
Buckingham took Prince Charles abroad with 
him in February 1623, he carried off ^ Sir 
Paul Pindar’s great diamonds, promising to 
talk with him about paying for them’ {CaL 
State Papers, Dom. 1619-23, p. 503). One 
fine diamond jewel, valued (in 1624) at 
35,000^., was lent by Pindar to James I to 
wear on state occasions. This jewel, known 
as the ^ great diamond,’ was purchased by 
Charles I about July 1625 for 18, OOOZ., though 
payment was deferred. It was eventually 
pawned in Holland for the royal service, 
about 1655, for the sum of 5,000^. In May 
1638 Charles I procured another diamond 
worth 8,000/., through Pindar’s agency, but 
payment was again deferred. 

In 1624 or 1&5 Pindar received (together 
with William Tumor) a grant from the king 
of the alum farm, at an annual rental of 
11,000Z. This manufacture had been intro- 
duced into England in the reign of James I 
by an Italian friend of Pindar’s, and Pindar 
himself applied a large amount of capital in 
the development and support of the works. 
Flis lease of the farm appears to have expired 
in 1638-9, but he is found claiming rights 
in the farm as late as 1648 {Hist. MSS. 
Comm. 7th Rep. pp. 18 a, 30 b'). On 6 Dec. 
1626 Pindar was appointed one of the ^com- 
missioners to arrest all French ships and 
goods in England,’ and from 1626 tifr about 
1641 he was one of the farmers of the cus- 
toms. About March 1638-9 he lent to the 
exchequer 50,000/., and in a news-letter of 
April 1639 it is stated that his recent loans 
had mounted np to 100,000/., ^for this Sir 
Paul never fails the king when he has most 
need’ (cf. Carew, H mc illce Lachry^nce,^.^'^). 
The money appears to have been lent to the I 
exchequer at interest at the rate of eight per 
cent, per annum, and on the security of the 
alum and sugar farms and other branches of 
the revenue, which, however, after the death 
of Charles I were diverted to other uses. In 
1643 and 1644 Pindar sent considerable sums 
in gold to the king at Oxford for ‘the trans- , 
portation of the queen and her children.’ In 
1650 he made a tender of his services to 
Charles II, who suggested that Pindar should 
be treasurer of any moneys collected in Lon- 
don for his service. 

Pindar died at night on 22 Aug. 1650, and 
was buried with some pomp at St. Botolph’s, 
Bishopsgate, on 3 Sept. ( Cal. State Papers^ 
Dom. 1650, p. 324) in ‘ a gigantic leaden 
cofiin,’ wliich is conspicuous in a vault ad- 
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joining the present crypt of the church. The 
funeral sermon was preached by Xehemiah 
Rogers at St. Botolph’s on 3 Sept. 1650, and 
a copy in manuscript is in the library of the 
Religious Tract Society (Mr. "W. Perkins in 
Northampton Mercury, 12 Xov. 1881). There 
is a mural monument to Pindar’s memory in 
St. Botolph’s (engraved in J. T. Smith’s 
Antiquities of London). He had been for 
twenty-six years a resident in the parish, and 
was vestryman in 1630 and subsequent years. 
He made several benefactions to St. Botolpli’s, 
and presented the communion plate. He also 
presented church plate to All Saints, Wel- 
lingborough, and to Peterborough Cathedral, 
and gave at least 10,000/. for the rebuilding 
and embellishment of St. Paul’s Cathedral 
(IMilmai^^, Annals of St. PauVs, p. 340). He 
presented to the Bodleian Library in 1611 
twenty manuscripts in Arabic, Persian, &c, 
(Macrat, Annals of the Bodleian, p. 33). 

By his will, dated 24 June 1646, Pindar 
(who never married) left one-third of his 
estate to the children of his nephew, Paul 
Pindar. He left legacies amounting to 9,500/., 
and made charitable bequests to various 
hospitals and prisons in and near London. 
Pindar’s estate had been valued in 1639 by 
his cashiers at 236,000/., exclusive of ‘ despe- 
rate debts ’ to the king and others. At the 
time of his death it was found that the des- 
perate debts predominated. His executor and 
cashier, WilUam Toomes,vainly endeavoured 
to get in the estate, and in 1655 committed 
suicide, having paid none of the debts or 
legacies. Pindar’s affairs were then taken in 
hand by Sir William Powell and George 
Carew, but the greater part of his numerous 
loans to noblemen, the king, and the ex- 
chequer was never recovered. Pindar’s affairs 
were also involved with those of Sir William 
Courten [q. v.], and repeated attempts were 
made from 1653 onwards to obtain from the 
Dutch East India Company compensation to 
the amount of 151,61 2/. for the confiscation in 
1643 and 1644 of ships belongingto Courten 
and his partner. 

Pindar built for himself in the early part 
of the seventeenth century a fine mansion in 
Bishopsgate Street Without. In 1787, or 
earlier, the main portion of the house (No. 
169 in the modem numbering) was used 
as a tavern, under the sign of the ‘ Sir Paul 
Pindar’s Head ’ (sign engraved in Gent. Mag.^ 
1787, pt. i. p. 491) it was pulled down in 
1890, and the carved oaken front is now in 
the Architectural Court at South Kensing- 
ton Museum. The fine panelling and richly 
ornamented ceihngs of Pindar’s house, though 
since 1810 much mutilated, were long the ad- 
miration of London antiquaries. Mews of tha 
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house may be seen inWaliord’s 'Old and Now 
Loudon/ ii. 151 (after J. T. Smith, IHIO), and 
ill llug’o’s ^ Itinerary of Bishopsg'ate/ ^ 

Pindar’s portrait was painted during his 
residence in Constantinople, and was exi- 
graved by John Simco in 1791. Pindar’s 
name is sometimes spelt ' Pyndar’ and / Pin- 
derd The last-named spelling occurs in the 
family pedigree in the ‘ Visitation of London/ 
1633 {Ilarkian Soc. Bubl. xvii. 1(50). 

[Carow’s Hiiic ilhe Lacryinie, 1081 ; Browrie^s 
Vox Voiiratis, 1083 ; Lox Talionis, 1082 ; Oahai- 
dars of State Papers, JJom. ami Colonial Wor. ; 
Alton’s Hist, of London, iii. 105, 160 ; lh‘i<lges’s 
Northamptonshire; Notes and Queries, dth ser, 
xii. 287, 6th sor. xi. 440, xii. 10, 110, 7th ser, 
xii. 20, 98, 197; Nortlmmptotisbirc Notes and 
Queries, 1880, i. 109, 100; Hugo’s Illnstruted 
Itinerary of the Ward of Bishopsgate; Brit. Mas. 
Cat. ; aiithoritioH cited above ; information from 
Mr. Arthur E. Wroth.] W. W. 

PINTDAR, PETER (1738-1819), satirist. 
[See WoLcoT, John.] 

PINE, Bm BENJAMIN GllIIXKY 
CAMPBELL (1809--1891), coloiiial gover- 
nor, the son of Benjamin Chilloy Ihne of Tun- 
bridge Wells, Kent, was born in 1809. lie 

G raduated from Trinity College, Cambridge, 
hA. in 1833 and M.A. in 1840. He was 
admitted to Gray’s Inn, 9 June 1831, 'aged 
22,’ and was called to the bar in 1841. In 
the same year he became queen’s advocate at 
Sierra Leone. 

In 1 848 he acted temporarily as governor 
of Sierra Leone, and display(^d much mili- 
tary capacity. He was ■present at the expe- 
dition to the Sherbro River, and hcdped to 
destroy a strong stockaded fort, whence the 
natives had harried the neighbourhood. In 
the following year his vigorous policy put an 
end to the civil war in the same district* 
This success led to his appointment in 
1849 as second governor of the infant colony 
of Natal. During the Kaffir war in the 
south-west he preserved peace within his 
territory, and received the thanks of the 
home government. In 1855 he led a force 
of volunteers against the Amabucas and en- 
forced their submission. In 1866 Pine re- 
turned to the west coast as governor of the 
Gold Coast Colony, and was knighted, In 
May 1859 he went to the less trying climate 
of 8t. Christopher, West Indies, as lieutenant 
governor. 

At that time each of the Leeward Islands, 
of which St. Christopher’s formed part, was 
governed practically as a separate colony in a 
loose conffideration, with a governor- in-chief 
at Antigua. Pine recommended that the 
government should be made federal, with a 
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central autliority at Antigiui. In 18()6 he 
was t('mporarily acting as governor of An- 
tigua, and ht‘l])cd to ptn-siiadt' the legislature 
to reform the constitution. He did the same 
in his own island of St. Christopher, The 
home govtmmmmt adopted his views, and in 
February L8()9 he was appointc^d governor- 
in-chief of the Leeward Isles, with a man- 
date to carry out hie sclumie. On 23 June 
1870, in an exhaustive address, ho laid lua 
project before the council of Antigua, and in 
the course of the year carried it in all the 
islands. He wtis thus the hrst governor 
under the federal constitution of the Lee- 
ward Islands. He was made a K.C.M.G, in 
Jiin(\ 1871 for his services. In 1873, before 
he had finislud his term as governor-in- 
chitif at Antigua, he was sent back to bis old 
colony of Natal. Ho retired on a pension in 
1875, 

Pino was made a benclier of Gray’s Inn in 
1880, and acted as its treasurer in 1885, He 
died on 27 ,b’cb. 1891 at his residence in 
Wimpole 8tr(*et, London. 

Ho was twice married : first, in 1841, to 
Elizabeth, daughter of John C'amphell, who 
died in 1847; se(‘.ouclly, in 1859, to Mar- 
garetta Anne, daughter of Colonel John 
Simpson of the Bengal army. 

Pine, who was a rhetorical speaker and 
writer, was the author of articles on the 
Alrican colonies in the ' Encyclopiedia Bri- 
tannica.’ 

[Colonial Office List, 1875 ; Times, 2 March 
1891 ; Oolonisl Eocords ; Luard’s Gradual i 
Cantab. (1818-1885), p. 319; Foster’s Grab’s 
Iim Admission Eogistors; personal knowledge.] 

C. A. H. 

PINE, JOHN (1690-1756), engraver, 
born in 1(590, practised as an engraver in 
London. His manner was dry and formal, 
but of great precision and excellence, re- 
sembling that of Bernard Picart, the great 
French engraver at Amsterdam. It seems 
probable that Pine was Picart’a pupil, since 
among his earliest works are the L.lustrations 
from Picart’s designs to 'Jonah,’ a popm 
published in 1720, Pine’s first work of im- 
portance was a series of large and important 
engravings entitled ' The Procession and 
Ceremonies observed at the Time of the In- 
stallation of the Knights Companions of the 
Most Honourable Military Order of the Bath 
upon Thursday, June 17, 1726/ &c, These 
plates, which contain portraits of the knights 
and their esquires from drawings by J osgph 
Higlimore, [q. v.l, were published in 1730 
by Pine, with an introductory text in French 
and English. In 1733 Pine published a 
facsimile engraving of the ' Magna Charta 
deed in the Cottonian Library, and in the 
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same year the first volume of a remarkable 
enterprise in engi’aving. This was a com- 
plete edition of the works of Plorace, illus- 
trated from gems and other antiquities, and 
the whole work engraved on copper plates ; 
the second volume was published in 1737, 
and this edition has maintained its popu- 
larity up to the present day. In 1739 Pine 
published another work of great interest, 
entitled ^ The Tapestry Hangings of the 
House of Lords, representing the several 
engagements between the English and 
Spanish Fleets in the ever-memorable Year 
jiDLxxxYlii/ with portraits, charts of the 
coasts of England, medals, &c. As these 
valuable tapestries, executed by H. C. 
Vroom to commemorate the defeat of the 
S])anish armada, were subsequently de- 
stroyed by fire, Pine’s engi-avings, done from 
drawings by C. Lempriere, are of the 
greatest historical value. Pine resided for 
some time in Old Bond Street, and later 
had a print-shop in St. Martin’s Lane. In 
1743 he was appointed Bluemantle pursui- 
vant-at-arms in the Heralds’ College, and 
appears to have taken up his residence 
there. In 1746 he published a large and 
important ‘ Plan of London,’ in twenty-four 
sheets on a scale of about nine inches to a 
mile, from a survey by John Piocque, com- 
menced in 1737 ; an index to the streets, 
&c., in this survey, was published in 1747. 
In 1749 Pine published, besides a copy of 
the illuminations to the charter of Eton 
College, two important views (1742) of the 
interiors of the House of Peers, with the 
king on the throne, and the House of Com- 
mons, with the speaker (Onslow) in the chair, 
and Sir Robert Walpole addressing the house. 
These engravings contain numerous portraits. 
In 1753 Pine published the first volume of 
an edition of ^ Virgil,’ containing the Bu- 
colics and Georgies, printed in ordinary type, 
with illustrations similar to those in his 
edition of ‘ Horace; ’ but the second volume 
was never published. In 1755 he published 
a second ^ Plan of London ’ in eig it sheets, 
on a smaller scale than the one already 
mentioned. Pine appears to have been a 
stout, jovial man, and was a well-known 
member of Old Slaughter’s Club. He was a 
personal friend of William Hogarth [q. v.], 
who painted his portrait (engraved in mezzo- 
tint by J. McArdell), in the manner of 
Rembrandt, and introduced another portrait 
of him, as a fat friar, in ‘ The Gate of Calais,’ 
published in 1749 ; from this latter circum- 
stance Pine obtained the nickname of ^ Friar 
Pine.’ He was associated with Hogarth, 
Lambert, and others in the petition which 
resulted in the passing of the act to protect 


engraved work. Pine was also one of the 
governors of the Foundling Hosiital, and 
held the office of ‘ engraver to tie King’s 
Signet and Stamp Office.’ In 1755 he was 
one of the committee who attempted to form 
a royal academy, but he did not live to see 
the plan succeed, as he died on 4 May 1756. 
He l.eft two sons — Simon Pine, who became 
a miniature-painter at Batb, and died in 
1772 ; and Robert Edge Pine, who is noticed 
separately — and a daughter Charlotte, whose 
portrait was also painted by Hogarth. 

[Redgrave’s Diet, of Artists ; Austin Dobson’s 
’William Hogarth; Pine’s own publications; 
Somerset House Gazette, No. 1 ; Walpole’s 
Anecdotes of Painting, ed. Wornum.] L. C. 

PIKE, ROBERT EDGE (1730-1788), 
painter, born in London in 1730, was son of 
John Pine [q. v.], the engraver, who probably 
gave him tus first lessons in art. Robert 
soon devoted himself to history and portrait- 
painting, and obtained much success, espe- 
cially in the latter branch of art. He painted 
portraits of numerous members of the thea- 
trical profession, one of his earliest works 
being ‘ Thomas Lowe and Mrs. Chambers as 
Captain Macheath and Polly,’ engraved in 
mezzotint by J. McArdell in 1752. He was 
a contributor to the first exhibition of the 
Society of Artists in 1760, sending ‘A Mad- 
woman’ (a favourite subject of his), a full- 
length portrait of Mrs. Pritchard as Her- 
mione, and a large painting of *Tlie Surrender 
of Calais to Edward III.’ For the last picture 
he obtained the premium of one hundred 
guineas awarded for the first time by the 
Society of Arts (see Gent. Mag. 1760, p. 198), 
a success which he repeated in 1763 1763) 
with ^ Canute rebuking his Courtiers on the 
Seashore.’ This he esdiibited with the So- 
ciety of Artists at the king of Denmark’s 
exhibition in 1768. Both these pictures were 
engraved by F. AJiamet, and the former was 
purchased by the corporation of Newbury in 
Berkshire. He continued to exhibit with 
the Society of Artists, sending, among other 
■Dortraits, one of Samuel Reddish as Post- 
Aumus (engraved in mezzotint by V. Green), 
and Mrs. Yates (whole length) as Medea 
(en^aved in mezzotint by W. Dickinson), 
until 1771, when, in consequence of an insult 
by the president, he erased his name from 
the list of members, and in 1772 exhibited 
at the Royal Academy. He had hitherto 
resided in St. Martin’s Lane, in a house oppo- 
site New Street, Co vent Garden, and among 
his pupils was John Hamilton Mortimer 

& v J ; but on his brother Simon’s death in 
72 at Bath, he went thither, and resided 
there for some years. He exliibited again 
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at tlio Koyal Academy in 17S0, sondiiif? a 
portrait of' Garrick, porhapa i.be one painttul 
atBatli for Sir Kicliard Sullivan, and now in 
the National Portrait Gallery (engTaved in 
mezzotint by W. Dickinson), and lor tlio last 
time in 1784, when lie sent port raits of Lord 
Amherst and the Duke of Norfolk, and a 
large painting of ^ Admiral Rodney in Act-ion 
on board the Formidable,’ which, after various 
wanderings, has found a homo in the town- 
hall at Kingston, Jamaica (sec the Jkfilij 
Gleaner^ 2 Aug. 1893, and the (Johmihian 
Magadne^ Kingston, for November 1797). 
Pine displayed a considerable amount of 
sympathy wit.h Wilkes and the so-called 
patriots. He paint.ed more than one portrait; 
0 f Wilkes, which remain the most satisfactory 
likenesses of that demagogue, were cngrav(sd 
in mezzotint by W. Dicki iison and J. Wa,tson, 
and have been fretmently copied. Wluni 
Brass Crosby [q. v.J, the lord mayor, and 
Aldermen Wilkes and Oliver werecoinmittcal 
to the Tower in 1771, Pine visited tlaun, and 
painted their portraits while in captivity, 
those of Crosby and Oliver hoing also en- 
graved by W. Dickinson. Pim^ is said to 
have painted four portraits of Garric.k, and 
a large allegorical composition of HJarrick 
reciting an Ode to Shakt^spcarc,’ by Pino, 
was engraved in stipple by Oaroliuo Watson. 
Ihne painted a series of pictures to illustrate 
Shakespeare, and in 178i2 held an exhibition 
of them in the Great Room at SpringGardems, 
which was, however, by no means successful ; 
some of these Shakespeanuin pictures were 
engraved by Caroline Watson and otluirs. 
Among the numerous portraits painted by 
Pine before this date were a full-length of 
George II, painted from memory in 1759 
(now at Audley End), and a full-length of 
the Duke of Northumberland for the Middle- 
sex Hospital. 

In 1783, after the declaration of indepen- 
dence by the States of America, Pine, not 
meeting with siillicient support in London, 
determined to go to America, in the hope 
of painting the portraits of the principal 
heroes of the American revolution, as well 
as commemorative historical pictures. He 
settled with his wife and children in Phila- 
delphia, where she ke];)t a drawing-school. 
Pine was furnished witEi an introduction to 
Francis Hopkinson, whose portrait was the 
first which he painted in America, and who 
gave him a letter of recommendation to 
George Washington. Pine painted Wash- 
ington’s portrait in 1785, and also others of 
the family at Mount Vernon, where he re- 
sided for three weeks. His portrait of Wash- 
ington was engraved as a frontispiece to 
Washington Irving’s ‘Life of Washington/ 


4 Pingo 

and passed (n'cntmilly into the possession of 
JVI r. 1 1 (uiiy Drcvo(ud- of Brfuddyn, U.S. Pino 
obtained con.si(hu*ahlo employment as a por- 
trait-painter in Am(u-i(^a,and painted several 
family groups. Robcu-t, Morris, George Read, 
and Thomas 8tonc were among his sitters, 
and a line portrait of Mrs, John Jay belongs 
to lior grandson, Jolm Jay, of Now York, 
IT. S. A. Among tKe paraphernalia of his art 
whi(‘.h ho took from England was a plaster 
cast of the Vcnius d(f JMialici, which lie was 
oMiged to k(Mq) (Miclosed in a box, it being 
the iirst sp(»eimen of a nude statue whicn 
hadluam seem in America. Pinediedsuddorily 
of apo'[)lexy at Dhiladelpliia on 18 Nov. 1788. 
H(‘ is described as a v(uy .small man, morbidly 
irritable. Afi-er liis dmith his widow ob- 
tained halve from the h^gislaturo of Penn- 
sylvania to dispost^ of las ])icturoa by lottery. 
A hirg(^ se.hu'tion of his hislorical worl'cs 
W(‘re ])r(‘S(n*V(ul in tlu^ Columbian Museum 
at Boston, 11. 8., wlu^rl^ tlu^y were seen and 
studied by the paint (U’, Washington Allstou, 
wlum young, who said that ho was much 
inlluemu'.d by I’inifs colouring. They all, 
however, p(n‘ished when that institution was 
burn(‘,d. 

[Bodgravo’s Diet, of Artists ; Edwards’s A need, 
of Painting ; .Danlaji’s Hist, of the Arts of Design 
in the Ihiitcid States; A})pleton’s CyclepEcdia 
of American hiogr. ; Chnloner Smiths British 
Mezzotinto Portrait.s; Baker’s Engraved Por- 
traits of Washinglon ; Catalogues of the Roc. of 
Artists and Royal Aeadomy.'J L. 0. 

PINGO, T^EWLS (1743-1830), medallist, 
son of I’homas Pin go [q. v.], medallist, was 
born in 1743. In 1763 lie was a member of 
the Free Society of Artists, and in 1776 was 
appointed to siicoetKl his father as assistant- 
engraver at the mint. From 1779 till his 
superannuation in 1 81 5 he was chief engraver. 
Pingo engraved tlie dies for the shillings and 
sixpences of George ITT in the issue of 1787 
(IIawkinb, Silver Coins, p- 4-11), and the 
second varic'.ty of the Maundy money of 
George III (ib. p. 416), He also engraved 
dies for the three-shilling Bank token and 
for the East India Company’s copper coinage 
(^Gent Mag, 1818, pt. i. p. 180). He made 
patterns for the guinea, seven-shilling piece 
(CROwa:HBK, English Pattern Coms, p. 36), 
p(jnny and halfpenny of George HI (Mon- 
TAGtr, Cojiper Coins, p. 105). Among Pingo’a 
medals may bo noticed : medal of Dr. Richard 
Mead, struck in 1773 (Hawkins, MedalKo 
Illustr. ii. 676); the Royal Society Copley 
medal, with bust of Captain J. Cook, l776; 
Freemasons’ Hall meda 1780 ; ‘ Defence of 
Gibraltar,’ 1782 (Cochran-Patbtck, Medals 
of Scotland, p. 1 08) ; Christ’s Hospital medal, 
reverse, open bible; medal of William Penn 
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(IIaweins, op. cit., ii. 348). His medals are 
signed L. p. and l . pii^go. 

Pingo died at Camberwell on 26 Aug. 1830, 
aged 87 {Gent. Mag. 1830, pt. ii. p. 283). 

[Eedgrave’s Diet, of Artists ; Hawkins’s 
Mt-dallic Illustrations, ed. Franks and Grueber ; 
Ending’s Annals of the Coinage, i. 45.] 

W. W. 

PINGO, THOMAS (1692-1776), me- 
dallist, was born in Italy in 1692, and came 
to England about 1742-5. He was a Lskilful 
and industrious worker, and made a large 
number of English medals, chiefly between 
1745 and 1770. His usual signature is 
T. PIXGO. In 1763 he was a member of the 
Free Society of Artists. He engraved a plate 
of arms for Thoresby’s ‘ Leeds ’ (Walpole, 
Anecdotes.^ iii. 984), and in 1769 modelled for 
Wedgwood representations of the battles of 
Plessy and Pondicherry. He also worked 
for Thomas Hollis. He was assistant- 
engraver at the English m int from 1771 till his 
death, which took place in December 1776 
(^Gent. Mag. 1776, p. 579). 

The following is a selection from Pingo’s 
medals : 1. The ‘ Captain Callis ’ medal, 1742 
(engraved in Hawkins, Medallic Illmtr. ii. 
569). 2, Medal of ‘ One of the Loyal Associa- 
tions,’ 1745? {ib. ii. 603). 3. ^Repulse of 
the Rebels,’ 1745 {ib. ii. 607). 4. ‘ Defeat of 
the French Fleet off’ Cape Finisterre,’ with 
bust of Anson, 1747 {ib. ii. 634). 6 . Medal 
relating to Dr. Charles Lucas, 1749 (en- 
graved, ib. ii. 654). 6 . The ‘ Oak Medal’ of 
Prince Charles, 1750 {ib. ii. 655). The en- 
graving of the dies cost 88 ^. I 65 . 7. Prize 

Medal of St. Paul’s School, obv. bust of 
Colet, rev. Minerv^a seated, 1755. 8 . ‘ Yic- 
tory of Plassy,’ 1758. 9. ^ Society for Pro- 
moting Arts and Commerce,’ 1758. The 
dies cost eighty guineas (H. B. Wheatley, 
Medals of the Soc. of Arts^p. 3). 10. ‘Cap- 
ture of Louisburg’ medals, 1758 ( H awejns, 
op. cit. ii. 685-6), 11 . ‘Capture of Goree,’ 
1758. This medal gained the prize of the 
Society of Arts for the best specimen com- 
memorating the event. 12. ‘Capture of 
Guadeloupe,’ 1759 (designed by Stuart). 

13. ‘ Majority of the Prince of Wales,’ 1759. 

14, ‘Battle of Minden,’ 1759 (engraved, 
Hawkins, op. cit. ii. 700). 15. ‘ Taking of 
Quebec,’ 1759. 16. ‘ Taking of Montreal,’ 
1760. 17. ‘ Subjugation of Canada,’ 1760. 
18, Coronation medal of Stanislaus Augustus 
of Poland, 1764 (made in London, Htttten- 
CzAPSKi, Catal. ii. 74). 19. ‘ Repeal of the 
Stamp Act,’ with bust of Chatham, 1766. 

20. Lord - chancellor Camden, 1766. 

21. Royal Academy medals, reverse, Minerva 
and Student j and reverse, Torso, 1770. 


Several of the above-named medals w’^era 
made by Pingo for the Society of Arts, under 
the aus-pices of Thomas Hollis and Horn 
designs hy Cipriani. 

There is a mezzotint portrait (1741) ot 
Pingo in 1738, i.e. at the age of forty-six, by 
Carwitham, after Holland (Bbokley, Cat. 
of Portraits, p. 471). 

Pingo married Mary {d. 17 April 1790), 
daughter of Benjamin Goldwire of Romsey, 
Hampshire, and had by her several children, 
of whom Lewis [q. v.], John, and Benjamin 
attained distinction. 

John Pingo {fl. 1770) was appointed assis- 
tant-engraver to the mint in 1786 or 1787, 
and in 1768 and 1770 exhibited medals and 
wax models with the Free Society of Artists. 

Benjamin Pingo (1749-1794), the fifth 
son, baptised 8 July 1749 in the parish of 
St. Andrew, Holhom, was appointed rouge- 
dragon pursuivant in 1780, and York herald 
in 1786. He was killed in a crush at the 
Haymarket Theatre on 3 Feb. 1794 { Ann. 
Peg. 1794, p.o). He bequeathed his manu- 
scripts to the College of Arms, and his books 
were sold by Leigh & Sotheby in 1794 (Ni- 
chols, Lit. Ilhistr. vi. 356, 357 ; Noele, Col- 
lege of Arms, p. 426). 

[Redgrave’s Diet, of Artists; Hawkins’s 
Medallic Illustrations, ed. Franks and Grueber ; 
Ending’s Annals of the Coinage, i. 45 ; Mete- 
yard’s Life of Wedgwood, i. 442, ii.92.] 

W. W. 

PINK, CHARLES RICHARD (1853- 
1889), architect, son of Charles Pink, was 
bom on 4 July 1853 at Soherton in Hamp- 
shire. In 1871 he was articled for four years 
to Thomas Henry Watson. In 1873-4 he 
attended Professor T. Hayter Lewis’s classes 
of fine art and construction at University Col- 
lege, London, carrying off the first prizes in 
ancient and mediaeval art, and the second 
in ancient and modern construction. In 187 5 
he returned to Winchester, where he was 
employed in designing the Chil worth and 
North Baddesly schools. In 1876 he became 
an associate of the Institute of British Archi- 
tects. He designed a number of houses and 
schools, and a few churches, mostly in Hamp- 
shire. Pink was especially well versed in 
architectural heraldry, his taste for which 
appears in his sketches, some of which were 
reproduced after his death in a little vo- 
lume called the ‘ Pink Memorial ; ’ they are 
spirited and graceful. He published ‘Notes 
on Heraldry ’ in 1884, and a paper on ‘ Archi- 
tectural Education ’ in 1886. In the profes- 
sional education of architects he took the 
keenest interest. He served on the committee 
of the Architectural Association till 1885, 
when he was elected president, and in 1886 
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he was elected follow of th(^ Uoyal huslitute 
of Jlvitish Architects. Ho died at Hyde, 
near Winchester, on 25 Fob. 1889, while still 
actively engaged in professional work. 

[Obituary notices in Building News and 
Journal of Proe. of Jioyal Institute of British 
Ar'diifects, new ser. v. 17*2, 311 (by Thomas 
Henry Watson); Ihnk Memorial; Brit. Mus. 
Oat. ; private information.] L. B. 

PINK, BOBERT (1578 -1947), warden 
of Now College, Oxford. [See Pinok,] 

PINKE, WILLIAM (ir)99?~lB29), au- 
tbor, bom in Ilamjishire, was probaldy one 
of tlie. Binkes of KempsUot, Wiualade, and 
related to Robert Ihiick or Fink ftp v.'j, (lie 
warden of New College, Oxford, llo ont.tu'cd 
Magdalen Hall, Oxford, as a cmnniomu* in 
^lichaelmas term KUo, and gnidimted B.A. 
on 9 June 11)19, M,.A. 9 May 1()22. He took 
holy orders, and became tutor or* nuider’ t,o 
George Digby, second earl of Bristol |(p v.] 
lie was also appointed philosophy reader o 
lilag'dalcn, and was electee, a fellow in 11)28. 
He was known as tin oxeelhmt classictil 
scholar and linguist, lie died in February 
l(i2’9, before the promise of his abilitfies was 
fulfilled, and was buried in Magdahm Col- 
lege chapel. He is described as atliorougk- 
going puritan. 

He wrote: * The Tryal of a Christian’s 
syncere loue vnto Ohriai,’ edited, witli a dtuli- 
cation to Lord George Higby, by William 
Lyford [q.v.], Oxford, 1630, 4to; 1681, 4to; 
1(J34, 12mo; 1036, lOmo ; 1657, 12mo; 1659, 
12mo ; the first edition of this work contains 
two sermons, the second and all subsequent 
editions contain four, lie was also author 
of * An Examination of those Plausible Ap- 
pearances which soemo most to commend the 
Romish Church and to preiudice tlui Re- 
formed/Oxford, 1626 ; this is a translation of 
the * Traits aiiquel sont examiner.,’ (fec.,La Ro- 
chelle, 1617, by John Cameron (1579 P '-1625) 
[q. Y.] Wood mentions a dedication to the 
master of the Skinners’ Company, which is 
not in the copy at the British M. useum. Pmke 
also left numerous manuscripts. 

[Wood’s AthenfB Oxon. ii. 475, and Fasti, i. 
386, 406 ; Brook’s Lix^es of the Puritans, ii. 365 ; 
Wood’s Hist. Antiq. Oxon. ed. Gulch, App. p. 
272; Clarke’s Indexes, hi. 375; Bloxam’s Magd, 
Coll. Reg. V. 88; Madan’s Early Oxfoid Press 
(Oxf. Hist. Soc.), pp. 130, 157-8, 170, 193 ; 
Alumni Oxon. early ser. iii. 1166; a first edition 
of his Sermons is in Hr. Williams’s Library.] 

C. F. S. 

PINKERTON, JOHN (1758-1826), 
Scottish antiquary and historian, born at 
Edinburgh on 17 Feb. 1758, claimed descent 
from an old family originally settled at 
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Pinkerton, luuir Dunbar, but no complete ac- 
count. of the «to]>« of the descent is given. 
His graudfatiuu* Waitin’ was a yeoman or 
Hniall farmer a(i Dalserf, Lanarkshire; and 
his fatlier Janu's, after following with some 
HueciiHs (h(i ( nide of a dealer in balr in Somer- 
Het, sid-tled in lidiuburgh, where he married 
a widow, Mrs. Bowie, whose maiden name 
was ll(*rmi, and who was the daughter of an 
Edinburgh mere.hanl. The ant iquary, their 
third son, retUHVi'd his early educjition at a 
small school in tJu^ suburbs of Edinburgh, 
and from 1704> to 1710 at tended the grum- 
uuvr school of Lanark, then taught by Mr. 
Thonu‘<on, broUuu* of the author of '* Tlio 
Heasons.’ On, his n'turu to Jidiiiburgh he 
expressed ast rong desire to euttu’the univer- 
sity there, l)utto Oils his father ubjected; and 
after (h'voting some time to private study, 
especially of I'Vmich and mat]iematics,ho was 
artiehul to Willia-m Ayton, a writer to the 
sigmd; in lOdiuburgh, with wJiom ho remained 
for live years. While si ill an apprentice with 
Ayton im published anonymously, in 1776, 
a small ]) 0 (nn of no great merit, entitled 
‘ ( h’aigmillar (last.le: an Elegy,’ which he 
dedieated to Dr. Beattie. 

Piiilicrton eomph'ted his a])])r(‘nticeship in 

1780, but; his fat her’s death in the same year 
led 1,0 Ids abandonment, of the profe.ssion of 
law; and, in order to obtain aiasoss to books 
of reference, lie removial, towards the close of 

1781, to J jondon, The same year he published 
a volume of ndscellanmius poetry which he 
entitled * Rimes,’ and wliicli consisted of four 
varieties: ‘melodies, symphonies, odes, and 
flonnols;’ in 1782, ‘Two Dithyrambic Odes: 
(I ) On Enthusiasm ; (2) On Laughter ; ’ and m 
the same year ‘ Tales in Verso.’ Although his 
verses indicate a facile command of a variety 
of metres, they possess no distinct poetic quali- 
ties. In 1783 he published ‘Select Scotish 
Ballads ’ with the sub- title* Hardy Knute : au 
Heroic Ballad, now first published complete; 
with other nine approved Scotiah Ballads and 
some not hitherto made public, in the Tragic 
stylo. To which are prefixed two ‘Disserta- 
tions : (1 ) on the Oral Tradition of Poetry ; 

g on the Tragic Ballad.’ Under the pseu- 
lyin of ‘ Anti-Scot,’ Ritson, in the ‘ Gentle- 
man’s Magasdne’ for November 1784 (pp. 
812-14), demonstrated that the second part of 
‘ Hardy Kanute,’ and a considerable nuniber of 
the other so-called ancient ballads of Pinker- 
ton were modem ; and in the preface to his 
‘Ancient Scotish Poems’ (pp. cxxviii-cxxxi) 
Pinkerton confessed himself the author of 
the second part of ‘ Hardy Kanute,’ and also 
gave a list ofother ballads which were in great 
part his own composition, alfirming at the 
same time that he had never directly as- 
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serted tlieir antiquity, but had purposely ex- 
pressed himself with ambigaity. He seems 
to have been influenced chiefly by exag- 
gerated notions of his own literary abilities ; 
but it is perhaps worth noting that, while 
himself a literary forger, he expressed his 
belief in the authenticity of the Shakespeare 
papers forged by Ireland (cf. IN' ICHOLS, Illustr. 
of Lit. iii. 779). 

In 1784 Pinkerton published anony- 
mously an ‘ Essay on Medals,’ in two volumes ; 
a valuable work, which originated inamanual 
and tables originally made for his own use, 
and gradually enlarged. In the final prepa- 
ration of the work for publication he had the 
assistance of Francis TDouce [q. v.] and Mr. 
Southgate of the British Museum. A third 
edition appeared in 1808. Under the name 
of Robert Heron (the surname of his mother), 
Pinkerton published, in 1785, a somewhat 
eccentric volume, entitled ‘ Letters of Lite- 
rature,’ in which, besides recommending a 
new method of orthography, he expressed 
very depreciatory opinions of the c-assical 
authors of Greece and Rome. The work has 
been ascribed to Robert Heron [c . v.], miscel- 
laneous writer ; but the coincichnce of the 
name was mere accident, and the statement 
that it injuriously affected Heron’s prospects 
can scarce be accepted, as Heron was then 
quite UTiknown. The book led to an acquaint- 
ance with Horace Walpole, who introduced 
Pinkerton to Gibbon the historian. Gibbon 
is said to have formed a high estimate of 
Pinkerton’s learning and historical abilities, 
and to have recommended him as translator 
and editor of a proposed series of ^ English 
Monkish Historians;’ the project which then 
came to nothing was attempted by Henry 
Petrie [q. v.] After the death of Walpole, 
Pinkerton sold a collection of his remarks 
and letters to the proprietors of the ^ Monthly 
Magazine,’ and in 1799 they were published 
in two small volumes under the title ^ Wal- 
poliana.’ 

In 1786 Pinkerton rendered an important 
service to Scottish literature by bringing out 
two volumes of ‘Ancient Scotish Poems never 
before in print. But now published from the 
MS. Collections of Sir Richard Maitland of 
Lethington, Knight, and Lord Privy Seal of 
Scotland, and a Senator of the College of 
J ustice, comprising pieces written from about 
1420 till 1586, with large Notes and a Glos- 
sary.’ Prefixed to the volumes were an ‘Essay 
on "the Origin of Scotish Poetry’ and a ‘List 
of all the Scotch Poets, with Brief Remarks ; ’ 
and an appendix was added, ‘containing 
among other articles an account of the Mait- 
land and Bannatyne MSS.’ Nichols {Illufitr. 
of Lit. V. 670) and, following him, Robert 


Chambers (Emhient ScoUmen) aflirm this work 
to have been also practically a forgery ; and 
describe the manuscripts as ‘feigned to have 
been discovered in the Pepysian Library, Cam- 
bridge.’ They of course were then, and still 
are, in the Pepysian Library [see Maitlaxd, 
Sir Richard, Lord Lethixotox]. In 1787, 
under the name of H. Bennet, M.A., Pinker- 
ton published ‘ The Treasury of Wit,’ being 
a methodical selection of about ‘Twelve 
Hundred of the Best Apophthegms and Jests 
from Books in several Languages,’ with a 
‘ Discourse on Wit and Humour.’ The same 
year appeared his ‘ Dissertation on the Origin 
and Progress of the Scythians or CTOths, 
being an Introduction to the Ancient and 
Modern History of Europe.’ The value of 
the work is by no means commensurate with 
its grandiloquent title. Its chief purpose was 
to expound his peculiar hypothesis as to the in- 
veterate inferiority of the Celtic race. He af- 
firms that the ‘ Irish, the Scottish highlanders, 
the Welsh, the Bretons, and the Spanish 
Biscayans ’ are the only surviving aborigines 
of Europe, and that their features, history, 
actions, and manners indicate a fatal moral 
and intellectual weakness, rendering them 
incapable of susceptibility to the higher in- 
fluences of civilisation. Throughout the 
work facts are subordinated to preconceived 
theories. In 1788 he contributed to the 
‘ Gentleman’s ^Magazine ’ a series of twelve 
letters on the ‘ Cultivation of Our National 
History.’ In 1789 he published a collection of 
‘Ancient Lives of the Scottish Saints,’ anew 
edition of his work on ‘ Medals,’ and a new 
edition of Barbour’s ] 3 oem of ‘ The Bruce.’ In 
1790 appeared his ‘ Medallic History of Eng- 
land till the Revolution,’ and an ‘Inquiry into 
the History of Scotland preceding tbe Reign 
of Malcolm III, or 1056, including the authen- 
tic History of that Period,’ a work of con- 
siderable original research. In 1792 he edited 
in three volumes ‘ Scotish Poems reprinted 
from Scarce Editions.’ In 1797 he delivered 
‘ to the public candour ’ what he termed the 
‘greatest labour of his life:’ ‘The History 
of Scotland from the Accession of the House 
of Stuart to that of Mary, with Appendices 
of Original Documents,’ in two volumes, with 
portraits of the author. Notwithstanding the 
combined tameness and pomposity of its 
style, the work is still of considerable value 
as an historical authority, and indicates very 
thorough and painstaking research. The 
majority, but not all, of the original docu- 
ments in the appendix are now included in 
one or other of the later historical collec- 
tions. In connection with the preparation 
of the work, Pinkerton, on the recommenda- 
tion of Arcliibald Constable the publisher 
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(cf. CoNsTABTJ-3, C()nrspo7idmc.ej i. ('ni« 
■ployBd William AiulerHon, an I'ldiubiir^’h 
lawyer, to make iniuHc.riplH from the Advo- 
cnteH’ Library and tdie public, rtaiords. In 
Appendix No. xxiii. (.0 the MriHiory ’ Pinion** 
ton published a ‘ Papin* on tlu^ Presiml Slate 
of the Public Pocm-dH,’ which lie aaid was 
written by Andin’son, and some, of the state- 
ments in which he profossial to corroborate 
by alhrminp;* that tlu' inxpouHe of e.Knminin,*’* 
tlu^se riH'.ords was ‘(nionnous, to jud^’i^ from 
the attonu‘y’a bill, which (‘.xciunled twtdvi^, 
pounds for a trilling' labour, whitjh in Lng- 
huid would have been richly rei'.om'janised 
by three or four guineas,’ Tins called forth 
a pamphlet by Anderson, entithsl ‘An An- 
swm* to an Att ae.k made by John Pinlun'ton, 
Lsqr., of llampslead, in his ‘Mlistory of 
Scotland,” lately publislied, upon William 
Anderson, writer in .Iklinlnirgh, containing 
an account of the Pecords of Scot land, ami 
many Strange Lettc'rsof Mr. Pinkm’ton, a,e- 
<iom])ani(ul with suitablti Lomnimits,’ Kdin- 
burgh, 1797. Anchjrson also comnumeod a 
suit against Pinkiu’ton to obt-ain ])ayment 
of his f(H^s, arrested H()m(‘, of his r(mt,s t.'o e.om- 
pel payment in Scotland, and compelhul 
payment of thc‘. costs of the suit. 

In 1797 Pinkerton published Mconogra- 
phia Scotica, or Portraits of Illusiirious Pivr- 
sons of Scotland;’ and in 1799 ‘The Seot.ish 
Lallery; or Portraits of bkninent Persons, 
with their Oharactcu'S.’ Theses are entirely 
distinct works, tlie formin’ being inainly con- 
cerned with royal personages, They ari^ 
chiefly of value for the portraits, many of 
them engraved for the first tiims from tliose 
in private collections. Ilis siibseipient works 
were somewhat miscellaneous in charactiw: 

* Modern Geograpliy digestml on a New Plati,’ 
2 vols. 1802, _ 2nd edit. 3 vols, 1807; ‘ Pe- 
collections of Paris,’ 2 vols. 180(5; ‘ (leiuiral 
Collection of Voyages and Travels,’ 17 vols. 
4to, 1807-14; ‘New Modern Atlas,’ in parts, 
1808-9; and ‘Petrology, or a Treatise on tlio 
Hocks,’ 1811. The ‘Collection of Voyages 
and Travels’ was a useful compilation in 
its day, being the most voluminous that 
bad hitherto appeared, with the exception of 
the French ‘Histoire G6n6rale des Voyages’ 
(Paris, 1785), which had occupied twenty- 
four bulky quarto volumes. A large number 
of very rare volumes of travels were incorpo- 
rated, and the average metit of the plates was 
considerable. 

Pinkerton was for some time editor of the 

* Critical Review.’ In 1814 he republished, in 
two volumes, his ‘ Inquiry into the History of 
Scotland,’ including with it his ‘Dissertation 
on the Scythians or Goths.’ Sir Walter Scott 
mentions, in March 1813, that Pinkerton bad 
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a play coming out at Edinburgh, and that 
it; was ‘ hy no mciins hud po(‘try, but not 
lilu'ly to l)(> popular’ (Lockhart, Life of 
Neo/L (mL 1817, p. 23(5). During the. latter 
jKH’iod of his Pile Pinktu’ton r('Hid(^d in IVis, 
where lu'. died on 10 March 1820. He is de- 
se.rihed as ‘ a V(‘ry 1 it Do and vo.vy thin old man, 
with a v(‘ry small, sharp, yellow face, thickly 
pitted hy the smalLpox, and docked with 
a pairof griMUi spt'etaeJi^s ’ ( Njohols, 

V. 073). Ilis lit(M*ary tahml.s wore scarcely 
comnienHurat<‘ with his pow(U‘B of n'searcli; 
and his judgment, was not unrre(|ueutly 
warp(al by pi'culiar pn'jiidicass and eccentri- 
citi(^H. (An’tain iniinnities of temper and 
chu,nu‘.((a* cnaited also many breaclu^s in his 
frieiulsliips ; and in s(W(M*al instances he 
showeil himself a. somewhat spiteful enemy. 
11(5 married in 1793 Miss Hurg(5Ssof Odiham, 
llampshin^, sister of Thomas Burgess (1750- 
1837) I (|. V. I, bishop of Salisbury; but they 
fleparat(Ml, and left no family. 

Portra.its of Piiilu'.rton are prefixed to his 
‘History of Scotland’ and uis ‘Literary 
Corr(5spond(5nc(5,’ 1 830. 

[NieholK's rilnHt,ra,l.ion.s, v. 605-73 and passim; 
(hair. Mag. 1826, pp. hSO -72 ; Pinkerton’s 
Lit(U’ary OornuspoTuhaua) ; (lhambors’s Eminent 
SeotHinen; jjfeof Archibald Constable ; Loek- 
luirt's Lif(5 of StMiUu] T. F. IL 

FINK ETHM: AH, WILLIAM (d. 1725), 
aid or, hidd original ly a low rank in the theatre. 
A tcnd(5nc.y to ov(5ra(2iand to introduce vulgar 
and impi^rtiuent business established him in 
the favour of th(5 ‘ groundlings,’ and he rose 
in tim(5 to be a trust, (^d, and in some senses a 
com' i(5t(5nt, pr'rformer. .1 1(5 is first heard of at 
the ''Pheatre Royal, isubseipamtly Drury Lane, 
in 1(592, in Sliadwell’s ‘ Volunteers, or the 
vStock-jobbers,’ in which he played Taylor, 
an original part of six linos. In the same or 
the following year lie was tlu‘. original Porter 
in Soutlmrno’s ‘ Maid’s Last Pray(5r,’ and in 
1694, in Ravensetroft’s ‘ Canterbury Guests, 
or a Bargain Broken,’ he played Second 
Innkeeper and Jack Sawce. On the seces- 
sion, in 1695, of Betterton and his associati-is, 
Pinkethman was promoted to a Ixitter line 
of parts. In 1696, accordingly, he played 
.faques in the ‘ Third Part of I)on Quixote,’ 
by D’Urfey ; Dr. Pulse in Mrs. Manley’s ‘ Lost 
Lover;’ Falmmon in ‘Pausanias,’ by Norton 
or South erne ; Sir Merlin JMarteen in Mrs. 
Behn’s ‘ Younger Brother, or the Amort^us 
Jill ; ’ Nic Froth, an innkeeper, in ‘ The Cornish 
Comedy ; ’ and Castilho, jun., in ‘Neglected 
Virtue^ or the Unhappy Conqueror.’ Among 
bis original parts, in 1 697, were Tom Dawkins 
in Settle’s ‘Man in the Moon,’ Amorous in 
‘Female Wits’ (in which also^ he appeared 
in hia own character), Q usman in ‘ Triumpha 



Pinkethman 319 Pinkethman 


of Virtue/ Major Kakisli in Cibber’s ‘ Woman’s 
Wit/ Baldernoe in Dennis’s ^Plot and No 
Plot/ First Tradesman, Quaint, and Sir Poli- 
dorus Hogstye in Vanbrugh’s ^^'Esop/ and 
Famine in Drake’s ^ Sbam Lawyer.’ He 
also played the Lieutenant in the ‘ Humou- 
rous Lieutenant ’ of Beaumont and Fletcher. 
Min Heer (sic) Tomas, a fat burgomaster, in 
D’Urfey’s ‘ Campaigners, or Pleasant Adven- 
tures at Brussels,’ Snatchpenny in Lacy’s 
*Sauny the Scot, or the Taming of the 
Shrew,’ and Pedro in Powell’s ^Imposture 
Defeated,’ belong to 1698 ; and Club in Far- 
quhar’s 'Love and a Bottle/ Jonathan in 
'Love without Interest,’ Beau Clincher in 
Farquhar’s ‘ Constant Couple, or a Trip to 
the Jubilee,’ to 1699, in which year he re- 
cited the prologue to the first part of D’Urfey’s 
' Rise and Fall of Massaniello,’ and probably 
played in both parts of the play. He was 
in 1700 the Mac. Taylor in a revival of the 
' Pilgrim,’ and played the first Dick Addle 
in ‘ Courtship a la Mode,’ a play written by 
Crawford, and given, as were other comedies, 
to Pinkethman. Don Lewis in ' Love makes 
a Man, or the Fop’s Fortune ’(Cibber’s adap- 
tation from Beaumont and Fletcher), Pun in 
Baker’s ‘ Humours of the Age,’ Clincher, 
the Jubilee Beau turned into a politician, in 
'Sir Harry Wildair’ (Farquhar’s sequel to 
the ' Constant Couple ’), Charles Codshead 
in D’Urfey’s 'Bath,’ belong to 1701. In 
1702 he was the original Old Mirabel in 
Farquhar’s ‘ Inconstant,’ Will Fanlove in 
Burnaby’s ' Modish Husband,’ Lopez in 
Vanbrugh’s ' False Friend,’ Trim in Steele’s 
' Funeral,’ Trappanti in Cibber’s ' She 
would and she would not,’ and Subtleman 
in Farquhar’s 'Twin Rivals.’ He also re- 
cited what was known as ' Pinkethman’s 
Epilogue.’ It was at this time, when play- 
ing many characters of high importance, 
that Gildon, in his 'Comparison between 
Two Stages,’ spoke of him as ' the flower of 
Bartholomew Fair and the idol of the rabble ; 
a fellow that overdoes everything, and spoils 
many a part with his own stuff.’ In 1703 
he created Squib in Baker’s 'Tunbridge 
Walks,’ Maggothead (mayor of Coventry) 
in D’Urfey’s ' Old Mode and the New,’ and 
Whimsey in Estcourt’s ' Fair Example.’ At 
the booth in Bartholomew Fair, which he 
held with Bullock and Simpson, he played 
on 24 Aug. 1703 Toby in ‘Jephtha’s Rash 
Vow.’ In this year also the company was 
at Bath. Storm in the ' Lying Lover ’ fol- 
lowed at Drury Lane on 2 Dec. 1703, and 
Festolin in ‘ Love the Leveller ’ on 26 Jan. 
1704. He also appeared in Young Harfort 
in the ' Lancashire Witches,’ giving his epi- 
logue on an ass. Humphry Gubbin in 


Steele’s ' Tender Husband ’ was first seen on 
23 April 1705; and Chum, a poor scholar, 
in Baker’s ' Hampstead Heath ’ on 30 Oct. 
1705. 

After the union of the Haymarket and 
Drury Lane companies in 1708, fewer original 
characters came to Pinkethman, who, how- 
ever, was assigned important parts in standard 
plays. He was, on 14 Dec. 1708, the First 
Nnapsack in Baker’s 'Fine Lady’s Airs,’ and 
on 11 Jan. 1709 Sir Oliver Outmt in ' Rival 
Fools/ an alteration of ' Wit at several 
Weapons,’ by Beaumont and Fletcher. On 
4 April 1707, for his benefit, he spoke with 
Jubilee Dicky [see N oheis, Heitey] a new epi- 
logue. The two actors represented the figures 
of Somebody and Nobody. At the Haymarket 
he created, on 12 Dec. 1709, Clinch in Mrs. 
Centlivre’s ' Man’s Bewitched,’ and on 1 May 
1710 Faschinetti in C. Johnson’s 'Love in a 
Chest,’ On 15 June he opened a theatre in 
Greenwich, where he played comedy and tra- 
gedy, appearing as First Witch in 'Macbeth.' 
On 7 April 1711 he was, at Drury Lane, the 
original Tipple in 'Injured Love;’ on 7 Nov. 
1712 the first Sir Gaudy Tulip, an old heau, 
in the ' Successful Pyrate;’ on 29 Jan. 1713 
Bisket in Charles Shadwell’s ' Humours of 
the Army;’ and, 12 May,Franklyn in Gay’s 
'Wife of Bath.’ On 23 Feb. 1715 he was the 
first Jonas Dock in Gay’s ' What d’ye call it ? ’ 
In Addison’s 'Drummer, or the Haunted 
House,’ he was, on 10 May 1716, the first 
Butler, and on 16 Jan. 1717 Underplot in the 
ill-starred 'Three Hours after Marriage.’ On 
9 Sept. 1717 he acted Old Merriman in a droll 
called 'Twice Married and a Maid still/ given 
at Pinkethman and Pack’s booth, Southwark 
Fair. On 19 Feb. 1718 he was, at Drury Lane, 
the first Ringwood in Breval’s ' The Play is the 
Plot.’ On 14 Feb. 1721 he was the original 
Sir Gilbert Wrangle in Cibber’s ' Refusal.’ 
This appears to have been practically his last 
original part. On 9 Jan. 1723 he was Pyra- 
mus in the burlesque scene from ' Midsummer 
Night’s Dream’ fitted into 'Love in a Forest/ 
an alteration of 'As you like it.’ On 23 May 
1724 he appeared in 'Epsom Wells,’ for his 
benefit. At an uncertain datehe played Judge 
Tutchin in Lodowiek Barry’s ' Ram Alley, 
or Merry Tricks.’ He retired from the stage 
in 1724 and died on 20 Sept. 1725, leaving a 
considerable estate (Hist, lUg. 1725, p. 42). 

Among characters, not original, which 
were assigned him in the latter half of his 
career were Dr. Caius, Sir William Bel fond 
in Shadwell’s ' Squire of Alsatia,’ Day in the 
' Committee/ Nonsense in Brome’s ‘North- 
ern Lass/ Hearty in Brome’s ' J ovial Crew/ 
Crack in 'Sir Courtly Nice,’ Antonio in 
. the ' Chances/ Daniel in ' Oroonoko/ Old 
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Brag m ‘Love for ]\loney/ Antonio in ‘ Ve- 
nice Preserved,’ Genllenian Uslier in ‘ Lear/ 
Abel Dnigger, Costar Peannain, Snap in 
^ Love’s Last Shift,’ Scrub, Old Bellair^ iti 
‘ Man of the Mode/ Caliaiuix in the ‘ Maid’s 
Tragedy/ Ruffian and Apothecary in ‘ (huns 
Marius/ Thomas A.nplotreo in the ‘ Recruit- 
ing Officer,’ and .j crry Blackacre in the 
* Plain Dealer.’ 

Pinkethman, also known as Po,nk(»,thman, 
Pinkeman, occasionally even Pinkennan,&c,, 
and, by a familiar abridgment, Pinke.y, was a 
droll rather than aconuMlian, and an imitator 
of A iithony Leigdi [(p v.], of whom, according 
to Colley Cihber, lie came far short. In the 
prologue to the ‘ Conscious Lovers’ it is said — 

Some fix all wit and humour in grimace, 

And make ii livelihood of Pinkoy’s face. 

As Lacy in the ‘Relapse’ he succeeded 
Doggett, and, though much inf(irior,eclips(ul 
him in the part. lie made a succ(iss as ( h^ta 
in the ‘ Prophetess/ and Crack in ‘ Sir 
Courtly Nice,’ parts which lent tlKunscdves 
to one who always ‘ delighted more in tln^ 
whimsical than the natural.’ Cibber, who 
calls him ‘honest Pin key,’ and owns to an 
attachment to him, denies him judgment. 
The matter he inserted in tlie *characl'(^rs 
assigned him was not always palatable (wen 
to Tiis patrons in the gallery. When he 
encountered what Cibber called a disgracia, 
he was in the habit of saying ‘Cdso ! I be- 
lieve I am a little wrong here/ a confession 
which once turned the reproof of the audi- 
ence into applause. Playing Harlequin in 
Mrs. Behn’s ‘ Emperor of the hloon,’ he was 
induced by his admirers to doff his mask. 
The result was disaster, his liumour was dis- 
concerted, and hisperformance failed to please. 
The nature of his gags may bo judged from 
the following story. Playing ^Fhomas Ap- 
pletree, a recruit, intlie ‘ Recruiting Officer/ 
he was asked his name by Wilks, as Captain 
Plume ; he replied, ‘ Why, don’t you know 
my name, Bob? I thought every fool 
had known that.’ ‘ Thomas Appletree/ whis- 
pered Wilks, in a rage. ‘Thomas Apple- 
tree! Thomas Devil!’ said he; ‘my name 
is Will Pinkethman/ and, addressing the 
gallery, asked if that were not the case. 
The mob at first enjoyed Wilks’s discomfi- 
ture, but ultimately showed by hisses their 
disapproval of the ‘ clown.’ finkethman is 
praised in the ‘ Tatler ’ and the ‘ Spectator.’ 
Steele, in answer to an imaginary challenge 
from Bullock and Pinkethman to establish 
a parallel between them such as he had 
instituted between Wilks and Cibber, said : 
‘ They both distinguish themselves in a very 
particular manner under the discipline of the 


Pinney 

Crabtree, with the only differeiKie that Mr. 
Jiullotdc has the more agreeable squall, and 
Mr. Pinkethman tins more graceful sliriio*; 
Pinkethman devours a cold chick with great 
applause, Bullock’s talent lies chiefly in 
S])arrow grass ; Pinkethman is very dexterous 
at conveying himsidf under a table, Bullock 
is no less active at jumping over a stick; 
]\Ir. Pinket hman has a groat deal of money, 
but Mr. Bullock is the taller man’ (Tatler^ 
vol. iv. No. 188 ; cf. vol. i. No. 4). 

A iiortra.it of Pinkethman, engraved by 
R, B. Barliors, from a, ])ainting by Schmntz, an 
iniitatiir of Sir Godirey Kiuillor, is in Mr. 
JjQwe’s edition of Ciliber’s ‘Apology.’ It 
shows him with a long and rather handsome 
fac('. and full ptu*iwig. 

Pinkethman, di‘, scribed as a bachelor of St. 
Paul’s, Co vent Carden, married, on 22 Nov. 
1714, at Bow Church, Middlesex, Elizabf‘th 
Hill, maiden, oftSt. Paul’s, Shadwell {Notes 
and Qnon'tis, 3rd sor. vi. 40). Pinkethinan’s 
booth descendt'd to lus son, who, at the 
opening of Covent Garden Theatre, 7 Dec. 
1732, playiM WaitwoU in the ‘ Way of the 
World,’ was Antonio in ‘ Chances ’ at Drury 
Lane, 23 Nov. 1739, and died 15 M.ay 1740 
(CMit. 3{a(/. ]740, p. 202). 

[Books cited; Noble's Biog. Hist. ii. 3/51-2; 
Notes and Queries, 8th ser. ix, 86; Gruardian, 

15 June 1718: (riMiosl.’s Ruglish Stage ; Downes’s 

Rofi(MUS Auglicamis ; Oolloy ( Jibber’s Aprdogy, ed. 
Lowo; Morhy’s Bartholomew Fair;Crildon’s Com- 
parison brtwc'cn Two iStag(vs; Davies’s Dramatic 
Miscollaniofl.] J. K. 

PINKNEY, MILES (1599-1674), ca- 
tholic divine. [See Oaiirb, Thomas.] 

PINNEY, CHARLES (1793-1867), 
mayor of Bristol, born on 29 April 1793, was 
son of John Proter (1740- 1818), whoassumed, 
onsucceedingtothe Pinney estates in 1 762, the 
surname and arms of Pinney by royal license. 
Charles was a merchant and slaveowner, in 
partnership with E. Case at Bristol, a firm, 
which in 1833 received 3,572^. as compensa- 
tion for the em ancipation of their slaves. On 

16 Sept. 1831 Pinney was sworn in mayor of 
Bristol, and held that office during the riots 
caused by the rejection of the Reform Bill. 
These riots commenced on Saturday, 29 Oct. 
1831, on the entrance into the city of Sir 
Charles Wetherell, the recorder, who was 
very unpopular, owing to the p.rt he had 
taken in opposing the Reform Bill in the 
House of Commons, and was immediately 
mobbed. After taking refuge in the mansion 
house, he left Bristol during the night. Oqn- 
tlicta between the mob on one side and special 
constables and soldiers on the other con- 
tinued through the evening, and thrice the 
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mayor read the Kiot Act. The next day, 
Sunday, the rioters reassembled, and the 
mayor’s life was in danger. The mob burnt 
and destroyed the mansion house, the bishop’s 
palace, the custom-house, the excise office, the 
gaol, and two sides of Queen’s Square. Finally 
the military, until then in a state of inde- 
cision, charged and fired on the people. About 
sixteen persons were killed, or perished in 
the flames, and one hundred were wounded 
or injured. Those rioters who were captured 
were tried by a special commission in Bristol 
in January 1832, when four of them were 
executed and twenty-two transported [see 
for the conduct of the troops, Bbeeetoit, 
Thojias, 1782-1832]. ^ 

On 25 Oct. 1832 Pinney was put on his 
trial in the court of king’s bencii, charged 
with neglect of duty in his office as mayor 
of Bristol during the riots. After a trial 
lasting seven days the jury returned a verdict 
of not guilty, asserting that Pinney ^ acted 
according to the best of his judgment, with 
zeal and personal courage.’ In 1836 he was 
chosen one of the first aldermen in the re- 
formed corporation. He died at Camp House, 
Clifton, on 17 July 1867, 

He married, on 7 March 1830, Frances 
Mary,fourthdaughter of John Still of Knoyle, 
Wiltshire, and had issue Frederick Wake i 
Preter Pinney of the Grange, Somerton; John | 
Charles Pinney, vicar of Coleshill, Warwick- 
shire ; and a daughter. 

[Nicholls and Taylor’s Bristol, 1882, iii. 325- 
338 ; Bristol Liberal, 17 Sept. 1831, p. 3 ; Lati- 
mer’s Annals of Bristol, 1887, pp. 146-79, 188, 
212; Trial of Charles Pinney, Esq. 1833 ; Aim. 
Eegister, 1831 pp 292, fee., 1832 pp. 5, &c.; 
Times, 30 Oct. 1831 et seq., 26 Oet. 1832 et 
spq. ; Burke’s Landed Gentry, 1886, ii. 1467-8; 
Gent. Mag. September 1867, p, 398.] G. C. B. 

PINNOCK, WILLIAM (1782-1843), 
publisher and educational writer, baptised 
at Alton, Hampshire, on 3 Feb. 1782, was 
son of John and Sarah Pinnock, who were 
in humble circumstances. He began life as 
a schoolmaster at Alton. He next became 
a bookseller there, and wrote and issued in 
1810-11 ^The Leisure Hour: a pleasing 
Pastime consisting of interesting and im- 
proving Subjects,’ with explanatory notes, 
and ^The Universal Explanatory Spelling 
Book,’ with a key and exercises. About 
1811 he removed his business to Newbury. 
In 1817 he came to London, and, together 
with Samuel Maunder [q. v.], bought the 
business premises of the ^ Literary Gazette,' 
at 267 Strand, the partners also taking 
shares with Jerdan and Colburn in that 
periodical. Pinnock and Maunder ceased to 
print the paper after the hundred and forty- 

YOL. XLT. 


! sixth number, and then entered upon the 
publication of a series of educational works. 
While at Alton, Pinnock had planned a sys- 
tem of ^ Catechisms,’ which Maunder nowput 
into execution. Pinnock was advertised as 
the author, but did little of the literary work 
himself. The ' Catechisms ’ formed short 
manuals of popular instruction, by means of 
question and answer, on almost every con- 
ceivable subject. Eighty-three were issued 
at9<^. each, and somewith a few illustrations. 
They met with extraordinary success, and 
were collected in ‘The Juvenile Cyclopaedia.’ 
‘ The Catechism of Music ’ was translated 
into German by C. F. Michaelis in 1826, and 
^ The Catechism of Geography ’ into French 
by J. G. Delavoye. The thirteenth edition 
of ^ The Catechism of Modern History ’ was 
edited by W. Cooke Taylor (1829). E^^en 
greater success attended Pinnock’s abridg- 
ments of Goldsmith’s histories of England, 
Greece, and Pome, the first of which brought 
2,000^. within a year. More than a hundred 
editions of these were sold before 1858. His 
series of county histories, which appeared 
collectively as ‘ Histo^ and Topography of 
England and Wales ’ in 1825, was also very 
successful, and he prepared new editions 
of ‘Mangnall’s Questions’ and ‘ Joyce’s Scien- 
tific Dialogues.’ Jerdan was of opinion that 
he might have made from 4,0007. to 5,000L 
a year by his publications. Unfortunately, 
however, he had a mania for speculation, 
and w’-as obliged to part with most of his 
copyrights to Messrs. Whittaker and other 
publivShers. He lost a large sum in an at- 
tempt to secure a monopoly of veneering 
wood, and sank further capital in manufac- 
turing pianos out of it when he found it 
unsaleable. The result was that he was 
always in financial distress. He died in 
Broadley Terrace, Blandford Square, London, 
on 21 Oct. 1843. 

Jerdan describes Pinnock as a ‘ well- 
meaning and honest man ruined by an ex- 
citable temperament.’ The progress of popu- 
lar education owed something to his cheap 
publications. Besides his eighty-three cate- 
chisms, grammars, and abridged histories, 
Pinnock issued: 1. ‘The Universal Explana- 
tory English Reader . . . consisting of Selec- 
tions in Prose and Poetry on interesting 
Subjects,’ 1813, 12mo, Winchester; 5th edit, 
enlarged, 1821, London. 2. ‘The Young 
Gentleman’s Library of useful and enter- 
taining Knowledge . . . with engravings by 
M. U. Sears,’ 1829, 8vo. 3. ‘ The Young 
Lady’s Library,’ &c. 1829. 4. ‘ A Guide to 
Knowledge,’ 1^3. 5. ‘A pictorial Miscel- 
lany for Intellectual Improvement,’ 1843. 

A portrait of W. Pinnock, with autograph, 

X 
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waspainted by Beard and enpfraved by 
Another was engraved by Findon. Pinnoek 
married a sister of his partner, Sainiud 
Maunder. 

His soiijWirxTAM TTekuy Finnock 
1885), divine and author, was eilueated at 
Corpus Christ! College, Cainbridgt^., gra- 
duated LL.B. in 1850 and LI^l). in 1855, 
being placed in the first class of the law 
tripos, and in 1859 he was adniittiHl ad 
eundem at Oxford, He was ordained in 
1848, and acted as curate aud locum leneus 
of Somcrsham and Colne in Huntingdon- 
shire for two successive rt'gius pndessors of 
divinity at Cambridge, Jhi was Knglish 
chaplain at Chant, illy from 1870 to 187(), 
when he became curatti in chargi^ of All 
Saints’, Dalston. In 1879 he was pri'sented 
to the vicaragxi of Pinner, I Icrtfordslurt^, where 
he died on 80 Nov. 1885. 

In his earlier years Pinnoclc, like Ins 
father, compiled elementary textbooks. He 
revised aud improved tlu^ tw(mty-first (mU- 
tion of the 'Catechism of Astroiunny,’ and 
edited a new edition (1847) of the ' History 
of England made (uisy.’ 1 1(‘ also wrot-(^ a con- 
tinuation of Pinnock’s abridgimmt of Cold- 
smith’s * History of England,’ Kith edit. 
1 868 . Many gross errors i u this W(U’<‘ j)oint(‘d 
out in the 'Gentleman’s Magazine’ (1850, 
pp, 261, 594-6). He was author of several 
works upon ecclesiastical laws aud usagf‘8,and 
^ome scriptural manuals by him, which were 
/dearly written, were largely used in .schools. 
His chief works were: l. 'The Laws and 
Usages of the Church and Clergy— the Un- 
beneficed Clerk,’ 2nd edit. 1854. 2. ‘llubrics 
for Communicants, explanatory of the Holy 
Communion Office . . . with Prayers,’ 1868, 
]2mo. 3. 'The Law of the llulmc; and 

the Transition Period of the Church of Eng- 
land,’ 1866. 4. 'The Church Key, Belfry 
Key, and Organ Key, with legal cases aud 
opinions, parish lay councils, and the auto- 
cracy of tlie clergy,’ 1870. 6. A posthumous 
work in two volumes, ' The Bible and Con- 
temporary History: an Epitome of the His- 
tory of the World from the Creation to the 
end of the Old Testament,’ was edited by 
E. M. B. in 1887. Pinnock also edited 
* Clerical Papers on Church and Parishioners,’ 
6 vols. 1852-63 (Tmes^ 5 Dec. 1885). 

[Jerdan’s Men I have known, pp. 336--47 ; 
Literary Gazette, 18 Nov. 1843, and Autobio- 
graphy, passim ; Alton parish register ; Alli- 
bone*s Diet, of Engl. Lit. ii. 1600 ; J3rit. Hus. 
Cat.; Ann. Beg. 1843, App. to Chron. p. 306; 
Evans s Cat. Engr. Portraits, No. 208, 349.T 

G. Lm G. N. 

PIKTO, Mbs. {d. 1802), singer. [See 
BbBNT, CHAELOriB.] 


PINTO, THOMAS (1710 P-1778), vio- 
linist, was horn in Englaiul about 1710, of 
Neapolitan jiarmits. His genius for violin- 
playing dev(dopi‘d early, and at the age of 
elevtm it was said Hint lie could play the 
whole of ( 'ondli’s cmuM'rtos. Jh.dbre he was 
twenty Im led a number of important con- 
' certs, inehiding those in the St. Cecilia Hall 
at Edinluirgh. His astonishing powers of 
reading even the most diflieult music at sight 
hal toear(dessu(‘ss and neglect of priictice, and 
he'allectod the fine gmitleman rather than 
tlu' musical studeat, . . . a switch in his hand 
displaced the Ibrgotton fidclhi-stick ’ (i)iT- 
juonitu, 77t(* Vtoiijf, 1882). The success of 
Giardini, who came to England in 1750, 
roused in him aiiMnibitlou not to he outdone. 
Making gre.ator elforts than hitherto, he be- 
canuUleadm* of the Italian opera on those 
occasions on which f Siardiui was engaged 
elsewluM'e. He was also at various times 
fir.st violinist, at Drury Lau(‘, Tlnuitn', and 
leadm* at provincial festivals, including those 
of llendbrtl and Worcestivr (1758), Glouces- 
t.er (17()()), and at Vauxhall Cardins. Tu 
1769, whin Arnold purchased Marylebono 
(hirdens, Pinto took some share in the specu- 
lation, and was leader of the. oreh(\stra. The 
venture provial a fnilun*, and Pinto took re- 
fuge, first in Edinburgh, aud subsequently 
in Ireland, where he led the band at Crow 
{Street Tluuitn^, Dublin, dhere he died in 
1778 (O’lvKiiFFi'i, 182t), pp, 

846-7). A portrait of Pinto, engraved ad 
vivum by .Ueinagle, is mentioned by Bromley, 

Pinto was twice niarriial : first, to Sybilla 
Gronamann, dauglit.er of a German clergy- 
man; and, secondly, to Oharlott.e Brent 
[q, V.], the singer and favourite piqiil of Dr. 
Arne, who died in iioverty in 1802. With 
her, Pinto made several prolonged tours. 
A daughter of Pinto, by bis first wife, 
married one Sauters, by whom she had a 
eon, 

Gbobob Pkebbiuo PrNTO (1787-1806), 
who assumed the surnamt^ of his grandfather, 
was born at Lambeth 28 Sept. 1787, aud 
after studying under Salomon and Viotti, 
took part as a violinist at the age of twelve 
in the concerts at Co vent Garden ; at 
fifteen he appeared in public performances 
ofHaydn’s symphonies at Salomon's concerts. 
After 1800 Pinro travelled with Salomon, 
playing at Oxford, Cambridge, Bath, Edin- 
burgh, where his success was remarkable, 
and twice visited Paris. Besides playing the 
violin, Pinto was an excellent pianist, and 
from the age of sixteen years he wrote sonatas^ 
for pianoforte solo and with violin, and a 
large number of songs. Several of the songs 
, enjoyed considerable vogue in their day. 
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rilito died on 23 March 1806, at Little 
Chelsea. He was buried at St. Margaret’s, 
Westminster, near Mrs. Pinto, his gi*and- 
father’s second wife. 

Salomon declared that Pinto could have 
become an ‘ English Mozart ^ had he pos- 
sessed sufficient force of character to resist 
the allurements of society. He was well 
read, and a good conversationalist. He was 
wont to visit prisons, ^ sympathising with the 
inmates, distributing the contents of his purse 
among them, and contributing more than he 
could afford to support an unfortunate friend 
with a large family.^ 

[Grove’s Diet, of JVInsic and Musicians; Georg. 
Era, iv. 544; Musical World, 1840 ; Lysons’s 
Origin and Progre-ss of the Meeting of the Three 
Choirs, &c., continued by C. Lee Williams and 
H. G. Chance; Dubonrg’s The Violin, 1832, and 
subsequent editions ; references, chiefly of an 
anecdotal character, in Kelly’s Beminiscenees, 
Parke’s Memoirs, &c., O’Keeffe’s Becolleetions, 
1826, and other memoirs of the period.] 

E. H. L. 

PIHWELL, GEORGE JOHN (1842- 
1875), water-colour painter, was born in 
J^iondon on 26 Dec. 1842. His early life ap- 
pears to have been a struggle against diffi- 
culties, and his first instruction in drawing 
to have been obtained in some local school of 
art until 1862, when he entered Heatherley’s 
drawing academy in Newman Street. In 
1863 he began his professional career by de- 
signing and drawing on wood, chiefly for the 
brothers Dalziel, whom he assisted in the 
production of their edition of the ^ Arabian 
Nights’ Entertainments,’ and for whom he 
made the designs for Goldsmith’s ‘ Vicar of 
Wakefield,’ published in 1864. He was em- 
ployed also on illustrations for the ' Sunday 
.Magazine,’ ^ Good Words,’ ‘ Once a Week,’ 
‘ London Society,’ and other periodicals ; and, 
together with Frederick Walker, John W. 
North, and others, he illustrated ^ A Round 
of Days’ (1866), Robert Buchanan’s bal- 
lad Stories of the Affections ’ (1866) and 
‘Wayside Posies’ (1867), Jean Ingelow’s 
‘Poems’ (1867), and other works, in all of 
which he was very successful. On the 
opening of the Dudley Gallery in 1865, he 
exhibited his first water-colour painting, 
‘An Incident in the Life of Oliver Gold- 
smith,’ which was followed, in 1866-9, by 
five other drawings. In 1869 he was elected 
an associate of the Society of Painters in 
Water-colours, of which he became a full 
member in 1870. He contributed regularly 
to' the society’s exhibitions, his more im- 
portant works being two subjects from Brown- 
ing’s poem of ‘ The Pied Piper of Hamelm ’ 
and ‘A Seat in St. James s Park,’ in 1869; 


‘ The Elixir of Love,’ ‘ At the Foot ot the 
Quantocks,’ and ‘ Landlord and Tenant ’ in 
1870 ; ‘ Away from Town ’ (a study of girls 
and turkeys), ‘ Time and his Wife ’and ‘The 
Earl 0 ’ Quarterdeck’ in 1871; ‘Gilbert k 
Becket’s Troth — ^the Saracen Maiden enter- 
ing London at Sundown,’ in 1872; ‘The 
Great Lady ’ in 1873 ; ‘ The Beggar’s Roost,’ 
‘The Prison Hole,’ and ‘The xA.uctioneer’ 
(three scenes in Tangier) in 1874 ; and ‘ The 
Old Clock’ and ‘ We fell out, my Wife and 
I,’ in 1875. He was also elected an hono- 
rary member of the Belgian Society of 
Painters in Water-colours. 

Pin well seems to have formed his style on 
that of Frederick Walker. His compositions 
were original, and were painted with much 
delicacy ; while, his designs possessed great 
power. But there was not a] ways the same 
quality in his colouring, and his work suffered 
irom a peculiar mode of dealing with the 
effects of light and shade. He studied paint- 
ing in oil, but left only some unfinished 
works, with one of which — ‘ V anity Fair ’ 
— he hoped to have made his mark. Ill- 
health caused great inequalities in his later 
work, and a visit to Tangier failed to pro- 
long a life of much hope and promise. He 
died of consumption at his residence, War- 
wick House, Adelaide Road, Haverstock Hill, 
London, on 8 Sept. 1875, and was buried in 
Highgate cemetery. An exhibition of his 
works was held in Deschamps’s Gallery in 
New Bond Street in February 1876, and his 
remaining drawings and sketches were sold 
by auction by Messrs. Christie, Manson, & 
Woods, on 16 March 1876. His ‘ Strolling 
Players’ was engi-aved in line by Charles 
Cousen for the ‘ Art Journal’ of 1873, and 
‘ The Elixir of Love ’ was etched by Robert 
W. Macbeth, A.R.A., in 1885. There are 
etchings also by W. H. Boucher of Pin- 
well’s ‘Princess and the Ploughboy’ and 
‘ Strollers.’ 

[Roget’s History of the Old Water-colour 
Society, 1891, ii. 396-9; Exhibition Catalogues 
of the Society of Painters in Water-Colours, 
1869-75 ; Art Journal, 1875, p. 365 ; Athenaeum, 
1875, ii. 349, 380; Pall Mall Gazette, 9 Sept. 
1875 : Illustrated London News (with portr-^it), 
18 Sept. 1875; Birmingham Weekly Post, 
30 March 1895.] R. E. G. 

PIOZZI, HESTER LYNCH (1741- 
1821), friend of Dr. Johnson, was horn on 
16 Jan. 1740-1 at Bodvel, near Pwllheli, 
Carnarvonshire (Haywa.bb, i. 40, ii. 321, 
359). Her father, John Salushury, was a 
descendant of Richard Clough [q. v.], from 
whom he inherited the estate of Bachy- 
craig, Flintshire. He married his cousin, 
Hester Maxia, sister of Sir Robert, Salushury 

t2 
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('^ot ion, and had at this limn run throiipfli 
Ids pro'ierty^and been comp(dled to ndh'o to 
a anial. cotlap:e in a remote disiriet. JIo 
was patroniised by Lord llaliiax, who, on 
becoming preaideut of the board ot* trade 
(October 17-J8), sent liim out in Home capa- 
mty to Nova Scotia. His wile,, with Hester, 
their only cliild, had sonuj time be.lbre gone, 
to live at Lleweny Hall, Denbighvshire, with 
her brother, Sir R. S, Cotton, a chiIdh‘HH 
widower, who promised to provide* for his 
niece, but died before making Ids will. Af((‘r 
Salusbury’s emigration they lived tirst. with 
jVtns. SalusburyVs mother, Lady (k)tton, at 
East Hyde, near L\iton, Jhalfordsldn*; and 
afterwards with Sir Thomas (hrtitluu* of John 
Saluabury, j i ic]g(‘ o f tlu* ad m i i*al ty e.o urt) , who 
had married tlie heiress of Sir Henry Peiiriee, 
and lived lit OlllcyJ lull, HertfOrdsldVi'. I lt‘.st(n* 
was a clever and lively girl. vSln^ bi'.eamo a 
daring horsewoman, and learnt Latin -ap- 
parently not Greek ( HAYW^vitn, i. 41), 114), 
though a knowledge both of Qret'k and He- 
brew is attributed to her hy Mangin— and 
modern languages from Dr, Collier, a, civilian, 
to whom she became much aitae.lual. She 
wrote papers before she was fifteen in tii(( ‘ St. 
James’s Clironkde,’ Her fathtu*, after fighting 
duels and ^bihaving peiwersely’ in Nova 
Scotia, had retuiaied t o England, and went to 
Ireland with L(jrd I lalifax, who was madedord 
lieutenant in 1701. During his absence, Sir 
Tliomas jjro'^osed a marriage betwemi his 
niece and L^enry Thrale. Thrale was the 
son of a native of Gilley who had become a 
rich brewer, and had brought uj) his son and 
daughters ^ quite in a higli style.^ Neither 
of the young people cared for the other, but 
tlie uncle's promiaos to make a settlement 
upon Ids niece on condition of the marriage 
decided Thrale and iMrs. Salusbiiry. Ilester 
appealed to her father upon his return. He 
quarrelled with his brother, and took his 
wife and child to London. There he died 
suddenly in December 1762. Ilia daughter 
seems to imply that his death was hastened 
by irritation at her proposed marriage to 
Thrale, and at Sir Thomas’s owm intention 
10 many a second wife. Her father being 
out of the way, ^Jiss Salusbiiry was married 
to Thrale on 1 1 Oct. 1 7 6;k She declares that 
Tlirale only took her because other ladies to 
whom he had proposed refused to live in the 
borough (lb. ii. 24). Thrale liad also a house 
at Streatham Park (destroyed in 1863), and 
kept a pack of hounds and a hunting box near 
Croydon. Mrs. Thrale complain.s that she was 
not allowed to ride or to manage the house- 
hold, and was thus driven to amuse herself 
witli literature and her children. Thrale -m-s 
a Solid, respectable man, who apparently be- 
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liaved kindly to his wifiGsciHier ' character’ 
of him, iA ii. 188) ; bntdie gave her some real 
cause for jealousy. TIk^ famous intimacy with 
.lohnsnn Ix'gan at the end of 1764, and iii 1765 
(sei* Rirkbeck Hill in Hoswkpl’s i. 
490,520-2) Johnson was almost douu'sticated 
at. Streatham. He acvoiupaniial tln^Thralos to 
Wales in 1774, a, ml to Krance in 1775. Thrale 
wastdecL'd for Southwark in December 1765, 
and coiitimied to represent, borough till 
t.Iie elee.tion of 1780, when he was deleated. 
IMrs. 'riinile took part in writing addresses 
and eaiiva.ssiug t In*. ehnUors. In 1 772 4’hrale 
was brought into great, dilliculties by e.x- 
piinses immrred to cany out. a schmue.*, sag- 
g(‘.sted by a (piaek, for making biuw ^without 
malt or hops’ ( IIaywaiu), ii. 26). Mrs. 
'riirah* raisiul mom^y from her mother and 
other friends; and says thnl, although their 
debts Hum amounted 6) 130,000/., they were 
all paid oil' In nint' yi^ars. She afterwards 
took an nctivi^ part m the business, besides 
managing lier eslati^ in Wales {Hn i. 70). 
On 21 Eld). 1780 Thrah,^ bad an attaede of 
(ipoph‘xy, whicdi pmmianmitly wmikened lus 
mind. Mrs. dhrab* had also Ikhsu much 
vexed for sonn^ time l)y his llirlalions with 
^ ftiqdiy ytreatlield,’ a prel ty widow (ib. i. 
110), who w also described by Miss Burney 
and who appmirs to have maxle many other 
conqiuwts. Thrahfs iuea])aclty, his (extrava- 
gance, and over-indulgence in (iat.ing caas(‘d 
his wife much anxiety, and on 4 April 1781 
ho died of a aocouil aHiudc. The brewery 
was soon afterwards sold to the .Barclays for 
135,000/. Thrahs she says, had hd’t 20jb00/, 
to each of his fivu*. daught(irs, and she esti- 
mated her own income at 3,000/. a year, 
which, howevtu, turned out to be consider- 
ably above tlie mark (lb, i. 1()8). 8lie 
had had twelve childrim, of whom Henry, 
the only son, di(‘d on 23 March 1776. Her 
eldest daughter, Hestt‘r Maria [h(‘o Ei> 
PHiNfsTONK, HksTKU iMakia], aft(uwards bt*- 
came Visiioiintesa Keitli, Anotber bi*came 
IMrs. Iloare. The youngest surviving daugh- 
ter, Cecilia, was afterwards Mrs, ^lostyn. 
Another daughi er appears to have remained 
unmarried, and a fifth died in infancy in 
1783. 

jMra. Thrale had made the acquaintance of 
Gabriel Piozzi, an Italian musician of much 
talent, hi 1780. He was her senior by six 
months (IIaywaud, i. 174). She had taluui 
a fancy to him, which now ripened into pas- 
sion. By the end of 1781 they were very 
intimate, and in August 1782, finding 
herself involved in a lawsuit with Ijady 
Salusbury and straitened for money, she re- 
solved to go to see Italy with Piozzi as 
^guide, and to economise {ib* I 160). She. 
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began to complain of Johnson. His ap- 
proval of her plan of travel showed, she 
thought, want of desire for her company, 
and she no doubt foresaw that he would ob- 
ject to the marriage with Piozzi, which she 
was beginning to contemplate. Her eldest 
daughter also strongly disapproved. She left 
Streatham in October 178^ and went to 
Brighton, whither Johnson followed her* 
She returned to London, and, after a violent 
scene with her eldest daughter, resolved to 
give up Piozzi. She told him in January 
that they must part (ib. i. 220). She retired 
to Bath, and Piozzi left for Italy (8 May 
1783) at the same time. In the ^ Anec- 
dotes ’ she attributes her retreat to Bath ex- 
clusively to the desire to escape from John- 
son’s tyranny ; but her diary {ib. i. 109,196) 
shows that this was at most a very subordi- 
nate motive [see under JoHifsox, Samuel, 
1709-1784]. Her daughters, seeing that her 
health was affected, finally consented to 
the recall of Piozzi. She was married by 
a catholic priest in London on 23 July, 
and at St. James’s, Bath, according to tne 
Anglican ritual, on 25 July 1784. A match 
with an Italian Roman catholic musician 
was naturally regarded with excessive dis- 
ap:Droval by the society of that time. It in- 
voA’ed a separation from her eldest daughter, 
of whom she speaks with coldness and re- 
sentment (Hayward, i. 305, ii. 69).^ They 
appear to have been afterwards on civil but 
distant terms. Cecilia, the youngest, stayed 
with her. 

Upon her marriage she went to Italy with 
her husband ; spent the winter at Milan, and 
in the next summer was at Florence, where she 
made friends with Robert Merry [q.v.] and 
the 'Della Cruscans.’ She contributed to 
tbe ' Florence Miscellany,’ ridiculed in Gif- 
ford’s ' Baviad ’ and ' Mseviad,’ and wrote the 
preface. She also wrote there her ' Anec- 
dotes,’ giving a very lively picture of J ohn- 
son, though it is partly coloured by a desire 
to defend her own conduct. It sold well, 
though it excited a good deal of ridicule, as 
indicated by Peter Pindar’s 'Bozzy and 
Piozzi.’ She returned to England in March 
1787, and was bitterly attacked by Baretti 
[q.v.], who had lived for three years in her 
house as tutor to Miss Thrale, in the ' Euro- 
pean Magazine.’ He is also supposed by 
.^Ir. Hayward to have been the author of ' The 
Sentimental Moth, a Comedy in Five Acts : 
the Legacy of an old Friend ... to Mrs. 
Hester Lynch Thrale,’ &c. (1789). She ap- 
pears, however, to have been well received 
in society, and settled at Streatham Park, 
upon which she and her husband spent 
2,000/. She published Johnson’s letters, for 


which, Boswell says, she had 500/., in 1788, 
and some other books (see below), showing an 
overestimate of her own accomplishments. 
At the end of 1795 she left Streatham for 
Wales. She lived there with her husband, 
who repaired Bachycraig, but afterwards 
built a villa, called Brynhella, in the valley 
of the Clwyd. He died there of gout in 
March 1809. She adopted a nephew of his, 
John Piozzi, to whom she gave the Welsh 
property on his marriage to a Miss Pem- 
berton. Piozzi had saved 6,000/., and left 
everything to his wife (Haywaed, ii. 75). 
They spent most of their winters at Bath, 
and after his death she seems to have gene- 
rally lived there. When nearly eighty she 
took a great fancy to a handsome young 
actor, William Augustus Conway [q.v.], and 
it was reported that she proposed to marry 
him. Her ‘ love-letters ’ to him, written in 

1819 and published in 1843, are of doubtful 
authenticity, but in any case only show that 
she became silly in her old age. On 27 J an. 

1820 she celebrated her eightieth (or seventy- 
ninth birthday by a ball to six or seven 
hundred people at Bath, and led off the dances 
with her adopted son. She died on 2 May 
1821, leaving everything to this son, who, 
having taken her maiden name and been 
knighted when sheriff of Flintshire, was now 
Sir John Piozzi Salusbury. 

Mrs. Piozzi was a very clever woman; 
well read in English literature, though her 
knowledge of other subjects was apparently 
superficial. Her early experience had given 
her rather cynical views of life, and she 
seems to have been rather hard and mascu- 
line in character; but she also showed a 
masculine courage and energy in various 
embarrassments. Her love of Piozzi, which 
was both warm and permanent, is the most 
amiable feature of her character. She cast 
off her daughters as decidedly as she did 
Dr. Johnson; but it is impossible not to ad- 
mire ber vivacity and independence. She was 
short and plump, and if not regularly pretty, 
had an interesting face. An engraving from 
a miniature by Roche, taken when she was 
seventy-seven, is prefixed to Hayward’s first 
volume, and an engraving of Hogarth’s, 
' Lady’s Last Stake,’ to the second. She ' sate 
for this,’ as she says, when under fourteen 
{ib. ii. 309). If so, Hogarth must have 
idealised the picture considerably; but it 
appears to have been painted in 1759 [see 
tmder Hogarth, William]. 

Mrs. Piozzi’s works are : 1. ' Anecdotes of 
the late Samuel Johnson, during the last 
twenty years of his Life,’ 1786. 2. 'Letters 
to and from the late Samuel J ohnson, LL.D.,’ 
1788. 3. ^Observations and Reflections 
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made in the couree of a Jourm^v thrt)Ui»;li 
Prance, Italy, and (Pnnnany,’ 2 vols. vSvo, 1 7S1). 
4. ‘Brithslx Synonymy/ 1704- (^a book with 
someamusin< 4 'anecdo(.eH, I)iitotlnu’\viH<' wort h- 
less). 5. ' Uetrospection : or a Kc.vnov of 
the movst strilcinp^ and important Evmits, C!Ua- 
racters, Situations, and tlndr (kxnsecpienct's 
which the last (hf’htemi hundred years have, 
presented to the Vie.ws of Mankind/ 2 voLs. 
4to, 1801. She wrote many lipht vtn‘S('H, 
most of which are given in the second volume 
of Hayward. The best known, the * Thnu^ 
■Warning's/ first appeared in the *j\Liscel- 
lanies ’ published by Johnson’s friend, Mrs. 
Williams, in 1700. 

[Autobiography, Letters, and Literary Re- 
mains of Mrs. Piozzi . , . edited ... by A, 
Hayward, Q.C., 1801, 2 vols. 8vo; 2nd edir. 
enliirgod (and cited above) in sjono year. This 
is founded partly upon ‘ 'riiraHaua/ a noti^- 
book kept by her from 177() to 3 800; witli 
autoliiographieal fragments, marginal net('H on 
hooks, and some eorrespoiubuure. ‘Piozziana; 
or Recolleotions of the late Mrs. Piozzi, with 
I emirks. By a Friend’ (tlio Her, M. Mangin), 
Ibtsd, de'^crihes her last y('Mr.s ut Bath. ILn* own 
publications, BoswelTs Johnson, and Mme. d’Ar- 
Idiiy’s Diaries and Memoirs of l)r. Burney, also 
give many roforenoeH,] Jj, S. 

PIPBE or PIPER, FRANCIS lw {d, 
1698), artist. [See L.bpu>:ui2.] 

PIRAN or PIRANUS, Saint (JL 550), 
is commonly identified wdth Saint Ciuran 
(^. 500-560) [q. v.] of Saigir. The names 
Firan and Ciaran or Kieran axo i(l(iuti(*.al — 
p in Britain being the equivalent of the 
Irish k. The history of the two saints is in 
the main features the same, though the Irivsh 
lives of St. Ciaran do not record his migration 
to Cornwall. But Capgrave in his < Nova Le- 
genda Anglic’ (p. 207), following John of 
Tinmouth, says ^Beatus Piranus, qui a 
quihusdam Kerannus vocatnr, in Cornubia, 
ubi quiescit, Piranus appellatm*.’ The same 
narrative states that Piran went to Cornwall 
at the bidding of St. Patrick, and, after per- 
forming many miracles, died, and was buried 
near the Severn sea, fifteen miles from Pe- 
trockstow or Padstow, and twenty-five miles 
from Mousehole, a situation that agrees with 
the ancient oratory of St. Piran at Perran- 
zabuloe. Leland {Itinerary^ iii, 195) says 
that Piran’s mother, Wingella., was buried 
in Cornwall. Mr. C. W. Boase favoured the 
identification of Piran and Ciaran, remark- 
ing that the Irish lives * seldom notice any 
such migrations, though the Celtic saints 
■were very migratory ’ (JDfof. Christ ISiogr. 
iv. 404). Other authorities, however, take 
an opposite view, and hold that if Piran were, 
an Irish saint, he was probably some other St. 
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Ciaran thati Ciiirau of Saigir (IIaddan and 
StUHHH, i. 157, UM ). 

riran holds a fonunost place in Cornish 
Imgiology ; lie, was tJie patron saint of all 
Cornwall, or at least of miners; and his 
banner, a wdute cross on a bbujk ground, is 
alh^ged t,() have been ancitmlly the standard 
of Connyall. Acajonling to (\»rnish legend 
it was Piran who discov^'nal tin, and hence 
ln\ was the patron saint, of tinners. Three 
jmrislu's in the county nm (halicat.ed to him, 
Perranzahuloe or Perraniu tlu‘ Sands, which 
i.s calhal Lampiran in Domesday, Berran- 
uthnoe or .Perran the Little near Marazion, 
and Pm*ranarworthal on Kalmouth Harbour; 
as well as ehaptdH in other parislu?)S such as 
Tiutagel. The Irish form of the name may 
he prt'.served in t ln^ parish of St. Keverne iii 
tlie Lizard district, and St. Kerian iuLxctcr. 
Th(\ shrine at Perrnnzabuloi' contained his 
In*, ad and ol lnu* relicts, luid was a great resort 
of pilgrims ( Ia’sonh, (hniimll, p. 2()4); Sir 
John Annultd nia(h‘ a bet(U('si to it in 1488. 
Tlu^ vmw ancient, oratory of St. Piran at 
Ikn-ranzulmloe may pmdnqis date from the 
si.xtli century. An acM'.ount of the discovery 
of this oratory, wluidi was laid hare by the 
shifting of tln\ sands in 1885, is given in 
llaslam’s ‘ hVom Death unto Life,’ together 
with sonu' illustrations. The most interest- 
ing of the nunains were removed to the Royal 
Institution of Cornwall’s museum at Truro, 
The ruin of the oratory is still uncovered, but 
has suirertal much from exposure, and has, in 
its presmit state, little interest. St. Piran 
was commemorated on 5 March, and this 
day is still kept as a feast at Porranzabuloe, 
Iku-ramithuoe, and St.. Keverne, Tliere was 
anciently an altar in honour of St. Piran in 
Exeter (Jatlualral, wherti an arm of the saint 
was also preserved. One of the canons’ 
stalls in tlu*. new cathedral of Truro is named 
after Piran. 

, [Capfrrave’s Nova Leg('nda Angbie ; Colgan’s 
Acta 8aiict. Ilibrnai. i. 4r)8 ; Bolhind. Acta Sanct. 
6 March, i. 889-4)9, 901 ; Iladdau and Siubbs'a 
Councils and Meclasiastical Documents, i. 157» 
164 ; DugdaUfs Mon. Angl. vi. 1449 ; Oliver’s 
Monasticon Exonioneo, p. 71, and additional 
snpploinent, pp. 10, 11 ; Diet, of Chr. Biogr. iv. 
404 ; Whitaker’s Cathedral of Cornwall, ii. 5, 9, 
210 ; Collins’s Lost Church Found ; Hunt’s Ro- 
mancosof the West of England, pp. 273-^5,475-0 ; 
Borlaso’s Age of the Saints.) C. L. K. 

PIRIE, ALEXANDER (1737-1804), 
Scottish divine, was born in 1737. About 
1760 ha was appointed teacher in philosophy 
in the divinity school at Abernethy, and, in 
the course of his lectures, recommended for 
the study of his pupils parts of Lord Karnes’s 
, ' Essays on the Principles of Morality andNa- 
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tural Religion.’ Por this he was suspended 
and excommunicated by the synod in 1763, 
and an appointment which he had to preach 
in North America w^as withdrawn. Upon 
this, a portion of the Abernethy congrega- 
tion gave its allegiance to him, and he left 
the anti-burgher portion of the secession 
church, and joined the burghers. Within a 
few years he was again charged with heresy, 
and, after an appeal from the presbytery to 
the synod, was suspended in 1768. In the 
following year he left the secession church 
and joined the independents, his first charge 
being at Blair-Logie. From this he removed 
to Newburgh, Fifeshire, where he died on 
23 Nov. 1804 

A cultured man, and one of exceptionally 
liberal religious views for his time, ]?irie was 
described as ‘capable of producing something 
more useful and permanent than any of his 
works are likely to be ’ (Oeme, Bibl. Biblical 
p. 351). 

His works are: 1. ‘The Procedure of the 
Associated Synod in Mr, Pirie’s Case,’ Edin- 
burgh, 1764; a defence of himself after his 
first trial for heresy. 2. ‘ A Review of the 
Principles and Conduct of the Seceders, with 
Reasons of the Author’s Separation from 
the Burghers in Particular,’ Edinburgh, 
1769- 3. ‘ Sermons on some Leading Doc- 
trines in the Christian System,’ Edinburgh, 
1776. 4. ‘ Psalms or Hymns founded on 
some important passages of Scripture,’ Edin- 
burgh, 1777 ; from this collection two fami- 
liar hymns have survived, ‘ Come, let us 
join in songs of praise,’ and ‘ With Mary’s 
love without her fear.’ 5. ‘ Critical and 
Practical Observations on Scripture Texts,’ 
Perth, 1785. 6. ‘Dissertation on Baptism,’ 

Perth, 1786. 7. ‘An Attempt to expose 
the Weakness, Fallacy, and Absurdity of 
Unitarian Arguments,’ Perth, 1792. 8. ‘The 
French Revolution exhibited in the Light of 
Sacred Oracles,’ Perth, 1795. 9. ‘Disserta- 
tion on the Hebrew Roots,’ published in 
Edinburgh after his death, 1807- ‘The 
Miscellaneous and Posthumous W^orks of 
Alexander Pirie,’ ir six volumes, were pub- 
lished in EdiuWrgh. in 1805, and went 
through two editions. 

[Scots Mag. 1763 p. 525, 1804 p. 974; 
McKerrow’s History of the Secession Church, 
p. 289 ; Julian’s Dictionary of Hymnoiogy, p. 
896.] J. B- M. 

PIRIE, WILLIAM ROBINSON (1804- 
1885), professor of divinity and principal of 
the university of Aberdeen, second son of 
George Pirie, D.D., minister of Slains, Aber- 
deenshire, was born at the manse of Slains 
on 26 July 1804. He studied at University 


and King’s College, Aberdeen, during sessions 
1817-21, but did not graduate. Originally 
destined for the bar, he spent some time in 
a lawyer’s office in Aberdeen, but ultimately 
yielded to his father’s wish, and attended 
theological classes during sessions 1821-5. In 
1825 he was licensed to preach by the presby- 
tery of Ellon, and in 1830 w^as presented by 
Gordon Cumming-Skene to the parish of Dyce, 
which he held for thirteen years. Pirie ent ered 
with keen spirit into the non-intrusion contro- 
versy, advocating the moderate views which 
wmre opposed to the veto system. His masterly 
dialectic power and shrewH ]oractical 'wisdom 
marked him out as a guide for the chufch of 
Scotland in very difficult times. In 1 846 he 
was presented to the Greyfriars’ Church by 
the town council of Aberdeen ; hut this 
charge he resigned in the following year, on 
account of a resolution of the general assembly 
discouraging pluralities. 

Meanwhile in 1843 he was appointed pro- 
fessor of divinity in Marischal College and 
University, and in the following year re- 
ceived the honorary degree of D.D., both 
from Marischal College and from his own 
alma mater ^ King’s College. On the union of 
the two colleges in 1860 he was assigned the 
professorship of divmity and church history, 
and on the death of Principal Campbell, in 
1876, he became the resident head of the 
imiversity, retaining this post until his deatlu 

From 1864, when Pirie was chosen mode- 
rator of the general assembly, and the free 
church celebrated her majority, the esta- 
blished church appeared to take a fresh start. 
The main object of his ambition and the 
chief subject of his thoughts for many years 
had been the procuring of the abolition of 
that system of patronage which had fettered 
the church since 1712. In several successive 
years he brought forward in the assembly a 
motion against patronage, the principle of 
which was affirmed by a large majority of 
that court in 1869, and formed the basis of 
a hill which received the sanction of parlia- 
ment in 1874. 

Pirie died at Aberdeen on 3 Nov. 1885. 
He married, on 24 March 1842, Margaret, 
daughter of Lewis W’'illiam Forbes, D.D., 
minister of Boharm, and sister of Archibald 
Forbes, the war correspondent, by whom he 
had three sons and four daughters. The 
eldest son, George, became professor of mathe- 
matics in the university of Aberdeen in 1878. 

His published works are: 1. ‘The Inde- 
pendent Jurisdiction of the Church vindi- 
cated,’ 1838. 2. ‘Letter on the Veto Act 

and the Non-intrusion of Ministers,’ 1840. 
3. ‘Some Notice of the Rev. Andrew Gray, 
1840. 4 ‘ Account of the Parish of Dj'ce, 
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(New Slat. Acc,), 184il 5. ‘An riKiiiiry 

into the Goiifltitution, Powera, and ^roc(^aa(‘a 
of the Human Mind,’ 1858. (). ‘ The Posit i(»n, 
Principles, and Duties of t ln^ Church of Scot- 
land,’ j 864. 7. ‘ An Iinpury into t he Punda- 
inental Ihoceasca of Ihdig'ioua, Moral, and 
Political Scitmce, ’1867. 8. ‘ ni^diChmThian]i,’ 
}B72. 9. ‘The (lod of Ueason and Kovela- 
tion’ (posthumous, 1892). 

[In Mcmoriam W. H. Pirio, 1888; Ahordeon 
Journal, 4 and 9 Nov. and 16 Dec. 1885; Life 
and Work, Docemhor 1885 ; personal knowledjji:e,] 

P. J. A. 

PIEME, WTLLTA]\r (1807-1882), sur- 
geon, the son of Georges Pirri(^, a farmer, wuvS 
horn near lluutly, Abenhamshire, in 1807. 
lie was educatial at (Pirtly parish so.IkhjI ; 
at Marischal College and Univta-sil y, Alu'r- 
cleon, where he graduated M.A. in 1825; at 
the university of l^ldinburgh, where lu^ 
raduated M J). in 1829 ; and in Paris, where 
e studied surgery under ihiron Dupuytnut, 
Eeturning to Aberdeen in 1 850, he was ap- 
pointed lecturer on anatomy and nhy.siology 
m the joint medical stdiools of King’s and 
Marischal colh^gcs. On the se])ara4i(vu of tln^ 
schools in 1859 ho became the hrst regius 
professor of surgery in jMariscdial Colh»ge; 
and when they were again united in 1860 h(^ 
continued to teach as professor of surgi^ry in 
the university of Aberdeen. In 1875*1 he 
university of Edinburgh conferr('d on him 
the honorary degree of LL.l). JJe resigned 
bis chair in the summer of 1882, and died on 
21 Nov. in the same year. 

Holding office for fifty-two years, Pirrie 
was well known to three generations of 
Aberdeen medical students, his portly figure 
and somewhat assertive maniun*, together 
with bis fondness for recalling bis Parisian 
experiences under Dupuytren, gaming for 
bim tbe sobriquet of ‘The Baron.’ His 
lectures were essentially demonstrative, and 
be possessed in a high degree tbe faculty of 
inspiring enthusiasm in his audience. To 
bim and to bis colleague in the chair of 
anatomy, Dr. John Strutbers, is due tbe 
credit of establishing the reputation of the 
Aberdeen medical school, which had never 
been so largely attended as at bis death. At 
bis solicitation bis old schoolfellow and 
steadfast friend through life, Sir Erasmus 
Wilson, founded a chair of pathology in the 
university. 

An intrepid and successful operator, he 
was during the latter half of his public career 
recognised as the foremost surgeon in the 
north of Scotland. He published, in addi- 
tion to numerous contributions to the medi- 
cal press, a treatise on ‘ The Principles and 


8 Pistriicci 


Priietici* or SurH'ery,’ 18 .")L', wliich passed 
tlirough several editions, and long held its 
gropnd as att^xlbook ; and, with Dr. William 
Keith, a \vork ‘Acupressure, an excellent 
Method of arn'sting Surghail Ilmmorrlinge 
and of accelerating the Dealing of Wounds/ 
1867. 

( Aberdeen .Tonrnal, 22, 24, 27 Nov. 1882 ; 
Lancet and Brit. Meil. Journal, 2jDoe.; personal 
knowledge.] I». J. a. 

PISTEXJCCI, BENEl )ETTO (1784- 
1855), g(mi-engrav(‘r and medallist, horn in 
Rome on 29 llay 1784, was (he st^cond son 
of lUHh'rico Pistnu'ci, juilgi^ of tlie high 
criminal court of Rome, by his wife Antonia 
(:Srm*o. H<^^ inherited a ])!iysical ])i'culiarity 
in having his hands and iVet cov(U*cd with a 
(hick calhuts skin. Heatlended schools at 
Bologna, K.OUUS and Nhiplcs, hut disliked 
Ijatin and made litlh* )»rogr('s.H. He amused 
himsidf by (amst meting (oy ears and cannon, 
amhvhen he was fourteen learnt gem-engrav- 
ing from Mango, an engravi'r of catmms in 
Rornt^.. lie hMiriu'd to cut hard and soft flints, 
and made rauid progress, though his master 
was an indilVerent lU'tist, Donunuco Desa- 
Hef, a cameo merchant, gave Pistrucci a 
stone of llirei^ strata to cut for him, and em- 
ployed him on a large cameo (the crowning 
of a warrior) tlmt ]>assed, as an antiipie, 
into tln^ cabinet of the innprcss of Russia. 
Wlum about fiftinm Pistrucci was taught at 
Rome by iMorelli, for whom ho mad(5 nine 
cameos. He attendiKl tbe drawing academy 
at the Gamtiidoglio, and obtained the first 
prize in sculpture. He soon, however, quar- 
relh'd with Morelli, and when not quite six- 
teen began, as he expresses it, his ‘ career of 
])rofes8or, loaded with commissions on all 
sides.’ 

Pistrucci married at eighteen, and worked 
in Rome for several years for Veacovali, for 
the Russian Count 'DemidofF, for General 
Bale, and for Angiolo Bonelli, an unscrupu- 
lous dealer in gems who tried to pass off 
I’istrucci’fl w^orks as antlipies. Pistrucci 
made portraits of tlu^ queen of Naples and 
the Princess Borghese at their command, and 
executed — in competition with Girometti 
and Santarelli^ — a cameo-portrait of the Prin- 
cess Bacciochi (Napoleon’s sister), who in- 
vited him to Florence and to Pisa, where he 
gave instruction in modelling at the court. 
In December 1814 Pistrucci wont to Paris, 
where he was visited by several amateurs of 
cameos. He made a model in wax of Na- 
pdlcon, kept it in bis pocket to compare with 
tbe original whan be appeared in public, and 
at last completed a portrait which was con- 
sidered ‘ extremely like ’ (BxLWjsra, fig. 115), 
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In 1816 he journeyed to London, and he 
complains that he and his stock of cameos 
and models were very roughly treated at 
the Dover custom-house. In London he 
modelled the portrait of Sir Joseph Banks, 
and at Banks’s house encountered Richard 
Payne Knight [f[. v.], who had called to 
show a fragmentary cameo (BlLLllto, fig. 
121) of ‘Flora’ (or Persephone) purchased 
"by Knight as an antique from the dealer 
Bonelli for 100/. (some accounts say five 
hundred and two hundred and fifty guineas). 
Pistrucci at once explained to Knight that 
he himself had made it for Bonelli about six 
years previously at Rome for less than 6/., 
and that (like all his productions) it bore 
his private mark. Knight angrily asserted 
that the cameo was antique, and declared to 
Banks that the w^reath was not of roses, but 
of an extinct species of pomegranate blos- 
soms. Banks examined it and exclaimed, 

‘ By God, they are roses — and I am a bo- 
tanist.’ This incident drew the attention 
of collectors to Pistrucci, and he began to be 
patronised, especially by William Richard 
Hamilton, vice-president of the Society of 
Antiquaries, for whom he made another 
‘ Flora ’ cameo. Knight’s ' Flora ’ (or Per- 
sephone) came to the British Museum as part 
of the Payne Knight bequest ; and Knight, 
in his manuscript catalogue of his gems, 
persists in describing the wreath as of pome- 
granate blossoms — ‘non rosas, ut B. Pistrucci 
gemmariim sculptor, qui lapidem hunc se sua 
manu scalpsisse gloriatus est, prsedicaverat, 
et se eas ad vivum imitando expresaisse, pari 
stultitia et impudentia asseruit.’ 

Banks paid Pistrucci fifty guineas for 
making him a jasper cameo of the head of 
George III, and in 1816 sent him with it 
to Wellesley Pole, the master of the mint. 
Pole directed Thomas Wyon, junior, the chief 
engraver, to copy it on the half-crown ; but 
the work proved inferior to the model, and 
was afterwards rejected. Pistrucci showed 
Pole the wax model for a gem, with the 
subject of St. George and the Dragon, that 
he iiad made for a ‘ George ’ to he worn by 
Earl Spencer, K.G. The design was con- 
sidered suitable as a reverse-type for the new 
gold coinage, and Pole paid Pistrucci one 
hundred guineas for making, as a model for 
the coins, a jasper cameo with this subject. 
The design (still retained) does not, strictly 
speaking, owe its origin to Pistrucci. It 
can be traced back to a sli ell-cameo, the 
‘ Bataille coquille,’ in the collection of the 
Duke of Orleans. This was cojfied, at least 
in part, by Giovanni Pikler, wuose intaglio 
with the subject became popular in Rome. 
Pistrucci himself, when iu Italy, bad made 


four copies (two cameos and two gems) of 
Pikler’s intaglio, and on coming to London in 
1815 employed the subject for Lord Spencer’s 
‘ George.’ In making the jasper cameo as 
the model for the coins, he, however, con- 
siderably modified the design, and modelled 
the St. George from the life—the original 
being an Italian servant belonging to the 
hotel (Bmnet s) in Leicester Square, where 
Pistrucci was staying. The design first ap- 
peared on the sovereign of 1817, and subse- 
quently on the crown of George IV, which 
Denon, the director of the h>ench mint, 
called the handsomest coin in Europe. 

During the manufacture of the new coinage 
during 1816 Pistrucci was employed at the 
mint as an outside assistant. On 22 Sept. 1817 
Thomas Wyon [q. v.j died, and Pole ofiered 
Pistrucci the post of chief engraver. The 
appointment was resisted by the ‘ moneyers ’ 
(the coi^oration of the mint), and for several 
years Pistrucci was attacked and calumniated 
in the ‘ Times ’ and other newspapers, chiefly 
on the ground of his foreign origin. He 
found a staunch defender in W. R. Hamilton. 
The office of chief engraver was kept in abey- 
ance, though Pistrucci continued to perform 
the duties. At last, in 1828, as a compromise, 
William. Wyon, the second engraver at the 
mint, was made chief engraver, and Pistrucci 
received the designation of ‘ chief medallist/ 
Pistrucci engraved part of the coinage at the 
end of George Ill’s reign, corrected the en- 
graving of the matrices and punches of the 
silver coins dated ‘ 18 16-1 7,’ and engraved the 
coins of the early part of George IV’s reign. 
In 1820-21 he engraved the coronation medal 
of George IV, and obtained sittings from 
the king, after refusing to copy Sir Thomas 
Lawrence’s portrait of George. In 1821, 
when required to execute a medal comme- 
morating the royal visit to Ireland, he re- 
fused to copy the king’s bust by Sir Francis 
Ohantrey, and in 1822 declined to reproduce 
this bust on the coins. He had no share 
in producing the coronation medal of Wil- 
liam IV, as he again refused to copy a bust 
by Ohantrey. The coronation medal of 
Victoria, which was hastily executed by 
Pistrucci in three months, gave general dis- 
satisfaction. 

In 1838 Pistrucci, on the recommendation 
of Samuel Rogers, made the silver seal of 
the duchy of Lancaster. The work was 
finished in the short space of fifteen days by 
a process which Pistrucci claimed to have 
invented, and by which a punch or die could 
be cast in metal from the artist’s wax or clay- 
model, instead of being co pied from it with 
graving tools, as had hitherto been usual 
. (Webeb, 1894), The 
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<»rl; 4 'in!Llit y of i\m (which hart aiuca 

htHMi atlopti'd by nn'duUirttH) was disputed ah 
the t iuie by Johti ibidd<dev ( 
zhu>^ xxxu, 401), who (dfiiiued that it luul 
Ihhui practised lift y years hofoia' by lus|j;'ratid- : 
fat.ht'r at (heldnho udnl ; but. I’isl nuuus claim 
was dcteiidcd by William Baddch'y(/7>. \.\viii. 
Ot)) a,ud ot hers (cf, AV.w* ii. Ill f , ; ' 

j\um>, (Viron. L bO, 1:20 b, 2.‘10 b) Ahout 
1824 FisOnuad’s work on t.ln‘ coins lunlcoino | 
to an o,n<l, but he (‘ontiiuuHl to laasidc. nt. tho 
mint till 18 01, wlnm he-wumt to live at- Kino 
Arts 0<)tlnt((t Old Windsor, sidiwajitetitly 
movinjjj* to Klora Lodge, Knglcliohl (ircim, 
near Windsor. 

llis sight, remaining good, he continued 
Ins work on cameos. Luring his residou(*ei 
at tihe mint lu^ had laani p(‘rmitted to inak*\ 
and H(dl cameos for his own hiundit, and oh- 
iained high pri<a'H. Ih^ work(‘d laU.h in cameo 
and intagli^g hut his Intaglios are now very 
rur(e JLi also (ho’obMl stune tinnUo seulp- 
tore, and mad(^ busts of several lannhm 
fri(mds, oft.he Duke, of VN’ellington (now in 
the IhiitiMl S(‘,rvien Mustmm), and ot Foz/.o 
<li Horgo. In 1850 Inulelivenal to the master 
of the mint tin', mat idea's of (ho famons 
AVaterloo medallion whii'h he lunl hi'i'n com- 
missioned to muh'tdalo^ for the mint as early 
as 1817. jle had for years worked at it in 
hifl leisure time, Invt "the dies wt're never 
hardened, though impressions in soft metal 
and elesctrotypes were taken and sold to t he 
piihlio. Kor this medallion he \vas paid 
d, 5005, on the calculation that it required as 
mucli work as tliirtyor inori^ ordinary nu'dals, 
for which Pistrucei’s usual <dmrg(', was 1005 

The latter years of Pistrucci’s life were 
tranquil and li ippy, He died at Klora I^odge, 
near Windsor, on 10 8ept. 1855, of intlam- 
mation of the lungs. He was chosen hy the 
committee a member of the Athmianun 
Club in 1842, and received diplomas from 
the academy of St. Luke at Home, from tln> 
Royal Academy of Arts at Coponhageii, and 
from the Institute of France. Pistrucci 
married, about 1802, a sister of Jacopo Kolchi, 
the physician, and daughter of a rich Roman 
merchant. He had several cliildren, of whom 
the two younger daughters, Elena and Maria 
Elisa (the latter married to Signor Marsn/i), 
attained reputation in Rome as camoo- 
engrayera. One of the sons, Oamillo, was 
a pupil of Thorwaldaen, and was em]>]oye(l 
by the papal government in the restoration 
of ancient statuea. Pistrucci’s elder brother 
Philip engraved skilfully on copper, and had 
a talent for musical and poetical improvisa- 
tions. Thomas Moore {Diary ^ iv. 71) men- 
tions one of these entertainments that he 
witnessed at Lady Jersey’s, 
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Kis(ruc(‘i, in his iutcri'siHigautobiograiiliy 
( writtmi uhnut. 1820 and translated in Ihl- 
ling’rt ‘Scimicc of (h'msO, describi's himself 
as ‘very ext'ital)h\ and unfortunately very 
pnnnl with the artists of my own era.’ lie 
was p('rscv«‘nng and laborious, and often 
wnrkod for lift «M'n hoars a day. As a gem- 
ongrav('r his reputation stands high, but sub- 
jects from th<' anti(iue of (be kind that de- 
liglUi'd the (adhsUtirs of his day will hardly 
ugaiii fuicl favour, llis work as a medallist 
has, in some points, hi'en siweroly criticised 
-for instanee, his * wiry’ treatimmt of hair, 
\‘el. he undouhlcdly iinpartial t.o our coinage 
a distimuion^ of styh' tliat had long bi'cn 
absent, fnjm ii. J’o i*Istrucci is dm^ the par- 
tial suhstitnlion on the rev(*rscs of Kmglish 
coins (»f a subject -<lesign for a merely heraldic 
dt'vic('. llis medals are not very numeroua 
or important, with tlu' (^.vi'eptaon of the 
Waterloo medalliou, which is full of beauty 
and delit'acy in detail, thougli it betrays 
its }aeet'tneal composition in a certain lack 
of vig<vur and Imnnony as a whole. The 
statemontrt tihat. Fistrucin cut. sttad matrix's 
for l)m coins with a lapidary’s wheel and 
(hat he svas taught- die-i'iigra-viiig by the 
Wyons appear to hi^ unfomuh'd, 

Pistnicei’s works (omitting some already 
nu'ulioned) are (diielly as follows: 

(kuNs. GM, 1. Boveri'ign of (LMmgft nr, 
1817, 1818, 1820. 2, Fatten! live-pound 

l)iece of fbun-gi'. Ill, 1 820. ( )nly twenty-five 
were sl rmdt, and it is said that Fistnicci, on 
hearing of the death of (leorge III, gave 
hasty onltu‘s for t.ln^ striking off of a few 
sneclmen.s, JL Fa item ilouble-sovexeign of 
( ieorge HI, 1 820. A bout sixty were struck 
(Cruwtuhh, Kmjl Daiiem ihim^ p. 87). 
4. Sovereign of (Jeorge 1.V, and the reverse 
of Uie douhle-sovixiugn, AV/acr. 5. Crown 
of 0 oorge 111, 1 8 1 8 ~ 20. 0. Pattmm crown of 
(Je.orge 111. 7, Crown of Ge.orge IV, 1821, 
1822. Fist rueci’s modc'Is in red jaH])or for the 
crown, shilling, and Hovix(Ugn of (Seorge III 
are in tht^ (udlmd.ionof the Knyal Mint(Ca3f. 
of (him mid Tokms^ Nos. 901- 8). 

M KDAUs. I , Coronation medal of George IV 
(oHicial), 1821, 2. Lord Maryborough (Wel- 
lesley Pole) 1828, 8. Georgm XV, rev. tri- 
dent and dolphins; made for Rimdell and 
Bridge, 3,824. 4. Frederick, duke of York, 
medal and miniature medals, 1827, 5. Sir 
Gilbert Blano (the Blane naval medical 
medal), 1880. 6. Coronation iruKlnl of Vic- 
toria (ollicial), 1888. 7. Coronation of Vic- 
toria, rev. ^l)a facilem curaiim;’ made for 
Rundell and Bridge, 1888. 8. Duke of 

Wellington, rev. helmet, 1841. 9. lion. John 
Ohetwynd Talbot (specimen in Guildhall 
, Library), 1858. 10. Design for Waterloo 
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medallion, 1817-50 (pliotograplied Billing, 
Kos. 143, 144). 

Pistrucci ^directed ’ the nong-service’ mili- 
tary medals of William IV and Victoria, as 
■well asW.J. Taylor’s medal of Taylor Combe 
[q. V.], 1826. Pistruccfs wax model of 
Combe’s portrait was in the possession of Dr. 
Gray of the British Museum, and a plaster 
cast of it is now in the medal room, British 
Museum. Pistrucci also made a portrait 
medallion of Joseph Planta [q. v.] of the 
British Museum, which was engraved by 
W. Sharp, and published in 1817 by W’. Clarke 
of New Bond Street. A wax medallion by 
Pistrucci of Matthew Boulton {d. 1809) is 
in the medal room (Brit. Mus.) Pistrucci 
also made a wax model of the portrait of Dr. 
Anthony Fothergill, which he submitted as 
a design for the Fothergillian medal of the 
Koyal Humane Society in 1837. On the 
suggestion that he should use another artist’s 
design, Pistrucci refused to execute the 
medal, and, when the secretary of the society 
called on him, practically had him turned 
out of the,, mint. Pistrucci’s signature on 
coins and medals is ‘ B. P.’ and ‘Pisteucci.’ 

Cameos. 1. Duke of York. 2. Medusa in 
red jasper (sold for tAvo hundred guineas). 
3. A St. Andrew and Cross on Oriental sar- 
donyx for Lord Lauderdale (three hundred 
and fifty guineas). 4. Cameos of Victoria 
as princess and as queen. 6. Young Bacchus, 
cornelian onyx (three hundred guineas). 
6. Medusa, sardonyx. 7. ^ Force subdued by 
Love and Beauty^ (two hundred guineas). 
8. Minerva, cameo, four inches in diameter 
(five hundred guineas). 9. Siris bronzes, copy 
in cameo (two hundred and fifty guineas). 
10. Cameo of Augustus and Livia in sapphi- 
rine (fetched only 30Z. at the Hertz sale, but 
Pistrucci was paid 800/.) Many of these 
and other productions of Pistrucci are photo- 
graphed in Billing’s ‘ Science of Gems.’ 

[Pistrucci’s Autobiography ; Billing’s Science 
of Gems ; collection of newspaper cuttings in 
Brit. Mus. Library relating to Pistrucci and 
W. Wyon ; memoir in Gent. Mag. 1856, pt. i. pp. 
653 f. ; Weber’s Medals and Medallions ... by 
Foreign Artists ; Numismatic works of Hawkins, 
Ken;yon, and Ending; King’s works on Gems; 
Brit. Mus. collection of coins and medals; infor- 
mation kindly given by Mr. H. A. Grueber,F.S.A., 
and by Dr. F. Parkes Weber, F.S.A.] W. W. 

PITOAIENT. [See also Pitcaiene.] 

PITCAIRN, DAVID, M.D. (1749-1809), 
physician, born on 1 May 1749 in Fifeshire, 
was eldest son of Major John Pitcairn, who 
was killed at the battle of Bunker’s Hill. 
Robert Pitcairn (1747 1^-1770?) [q.v.] was his 


brother. He Avas sent to the high school of 
Edinburgh, thence to the university of Glas- 
gow, and after some years to the university 
of Edinburgh, from which he went in 1778 
to Corpus Christ! College, Cambridge, where 
be graduated M.B. in 1779 and M.D. in 1784. 
In 1779 be began practice in London, and was 
elected a fellow of the College of Physicians 
on 15 Aug. 1785. He was five times censor, 
and in 1786 was also Gulstonian lecturer and 
Harveian orator. On the resignation of his 
uncle, "William Pitcairn [q. v.J, he was, on 
10 Feb. 1780, elected physician to St. Bartho- 
lomew’s Hospital, and held office till 1793, 
when he resigned. He rapidly attained a large 
private practice. Dr. John Latham, M.D. 
[q. V.], mentions, in his treatise on gout and 
rheumatism, that DaAod Pitcairn was the first 
to discover that valvular disease of the heart 
was a frequent result of rheumatic fever, and 
that he published his discovery in his teaching 
at St. Bartholomew’s Hospital. On 11 April 
1782 he was elected a fellow of the Eoyal 
Society. He had frequent attacks of quinsy, 
and failing health, accompanied by haemo- 
ptysis, in 1798, forced him to give up work and 
spend eighteen months in Portugal. He re- 
turned to England and continued to practise, 
but on 13 April 1809 had an attack of sore 
throat, followed by acute inflammation of 
the larynx, with consequent oedema of the 
glottis, of which he died on 17 April 1809, at 
Craig’s Court, Charing Cross. Dr. Matthew 
Baillie[q.v.],whohadlived in intimate friend- 
shi]D witn him for thirty years, attended him, 
and has described his case, with the similar 
one of Sir John Macnamara Hayes [q. v.], 
who died of the same disease three months 
later. Pitcairn’s body was examined by 
Sir Benjamin Collins Brodie the elder [q. v.j, 
in the presence of Matthew Baillie, Everard 
Home, and W. C. Wells. 

He was buried in the family vault in the 
cburch of St. Bartholomew the Less, without 
the walls of St. Bartholomew’s Hospital, 
London. A tablet to his memory was erected 
in the church of Hadham Magna, Hertford- 
shire. His portrait, by Hoppner, is in the 
College of Physicians, and shows him to have 
been a handsome man, with a peculiarly frank 
and open countenance. He married Elizabeth, 
daughter of William Almack, and she be- 
queathed this picture to the college. There 
is a good engraving of it by Bragg. 

[Munk’s Coll, of Phys. ii. 353 ; MacMichael’s 
Gold-headed Cane, London, 1828; Latham’s 
Eheumatism and Gout, London, 1796; manu- 
script minute-book of St. Bartholomew’s Hus- 
pitdl ; M. Baillie in Transactions of a Society for 
the. Improvement of Medical and Chirurgical 
^ Knowledge, London, 1812, voL iii.] N..M. 
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PITCAIRN, ROBERT (ISaOP-lSW), 

commendator of Dunfermline and Scottish 
secretary of state, born about 15:^0, was do- 
Bceiided from tlio Pitcairns of Pitcairn in 
Pife. The name of Piers de Pit, cairn ap- 
pears on the .Ua{:^'inaTi Koll as swearin^^ fealty 
to Edward I in 1.290; and Nisbet had seem 
charters of the family as far back as 1417 
(liemarks on the Itarpnan Itollj p. 0(5), The 
commendator was, how(iver, descended from 
a younger branch of the family, boiiift the 
son of David Pitcairn, not of Pitcairn, as 
tiaually stated, but of For thar- Ramsay in 
(he barony of Airdrie, Fileshire, and his wife 
Elizabeth Dnry or Durie ( Ite(/. iMaj/, /SVV/. k!rot, 
ir)4()-80, (miry ()()7). On 22 Jan. 1551-2 
bis father sold to him the lands of Eortlmr ( //>.) 
Ho was (iducal.ed for the church, and became 
commendator of Dunfermline, iti succession 
to George Durie, iu 15(51. Occasionally lus 
name appears in lettc'rs and (mnt.emporary 
documents as abbot, but he wfis only so by 
courtesy, the ollice having cunised to exist 
with the abolition of the ndigioiis houses. 
He was also archdeacon of St. Andrews. 

Pitcairn was one of those summoned on 
19 July 15(55 to a meeting of the privy coun- 
cil as extraordinary members, to talce into 
consideration a declaration of the. Earl of 
Moray as to a conspiracy against his life, at 
Perth (%/. P. a 841). On 19 Oct. 

of the same year he was aijpoiuted keeper of 
the havens of Limekilns and North Queens- 
ferry, with the bounds adjacent thereto (ih. 
p. 881). He is erroneously stated by Keith 
(Hist a. 540) to have been one of Argyll’s 
assessors at the trial of Bothwell. After tlie 
surrender of Queen IMary at Carberry Hill 
on 15 June 15G7, lie was chosen a lord of 
the articles; and on 29 July he was pre- 
sent at the coronation of the young king, 
James VI, in the kirk of Stirling (lie//. P. C. 
Scotl. i. 637). On 2 June 15G8 he was ap- 
pointed an extraordinary lord of session; 
and in September of the same year was 
chosen one of the principal commissioners 
to accompany the regent Moray to the con- 
ference with the English commissioiuirs at 
York in reference to the charges against 
Queen Mary. He was present in the same 
, capacity at Westminster and Hampton Court. 
At the Perth convention, in July 15(59, lie 
voted against the queen’s divorce from Both- 
well {Jteff. P. C. &ML ii. 8) ; and in Sep- 
tember he was sent to London to acquaint 
Elizabeth with the various negotiations con- 
nected with Mary’s proposed marriage to 
Norfolk (Cal. State Papers, For. Ser. 1669- 
1571, entries 420, 467 ; Heebihs, Memoirs, 
pp. 117, 119). Some time after the assassina- 
tion of the regent Moray he was, in May 1570, 


again sent ambassador to EUzabeth to know 
lier pleasiu'c in reftn’cnce to the future go- 
vornmimt of the rtMilm, and to ask for aid in 
'repression of thetr()ubl(\s’( ( W/. State Papers, 
For. Ser. 15(59 -7 1 , (uitru^s 871, 927) ; but liis 
mission met with indillc.n'nt succt‘ss. 

(.)n his return to Scothind Ijtmnox was 
chosen regent, and, as this election caust‘d 
Maitland fsc'o MArrUANU, AVii.liam, 1528?- 
157.‘(] seviu- himself from ( lie king’s 

party, Pitcairn was chostui to succ(!ed him 
as secretary. In Novembtu’ of the same 
ytuir he was again simt on an embas,sy to 
England (ih. (uit.ri(\s 1393, I KM ) ; and he'was 
also chosen to accompany Mort on on an (un- 
bassy, in tlu^ folbuviug JAibruavy, to ojipose 
proposals that lia,d laam nunbi for .Mary’s re- 
stonition to hiu' tlirouc (ii>. (mt.ry 1518; 
JlnuRrMR, p. 131). Along with Morton, be 
was also semt, in November 1571, to treat 
with Lord llunsdon and other English com- 
missioners at lierwick for an olle-usive and 
d{densiv(‘ huigne witJi England, tJie chief 
purpns(H)cing to oljtain aid from Elizab(4.h 
against the party of ()iieen Mary in tlu^ castle 
of Kdinlmrgli { C((L State Papers, For. Wer. 
15(59 71 , ent ry 2133). The negotiations were 
successful, and on their r(^t urn tlie Scottish 
emissaries reciuvt'd th(‘. special thanks of tlui 
privy council (AVy. P, C. ScoiL ii. 5)9). Pit- 
cairn enjoyiul so much of the confubmee of 
Morton that he was entrust(ul by him witli 
the (Idicate duty of coiulmd ing nVgotiations 
with tlie English ambassaih)!' Killigrew in re- 
gard to the ])ropo.sal for delivering Mary to 
tlie Scottish goverume.nt with a view to Inn: 
execution (cf. (\s])ecially Proofs and Illustra- 
tions, No, xxiv to vol. iii, of Tytleh’s Hist, 
of Scotland, ed. 18(54 ), He was frequently 
employed in negotiations with the deiendm‘s 
of the castle of Edinburgh, and was one of 
the commiflHion(‘,rs for the pacitication, with 
lluntly and the Hamiltons, at P(n‘t]i in 
February 1572-3 (Peg. P. C. Scot/, ii. 

Notwitlistandiiig his close association with 
Morton, Pitcairn was a party to the con- 
siiiracy against him in 1578 ; and he was one 
of the new council of twelve chosen after 
IMorton’s fall to govern in, the name of the 
king(MoysiE, p.'(5; CAimimwooD, 

Hist iii. 397). On 27 Juno he was, ' in re- 
spect of his ability and experience,’ chosen 
as ambassador to Elizabeth to thank her for 
the favour shown to the king ' in his younger 
age,’ and to confirm and renew the league 
between the realms (Peg. P. C. Scotl. ii. 
707-8). On his return he was declared to 
have 'truly, honestly, and diligently per- 
formed and discharged his charge,’ and this 
declaration was ordered to be embodied in 
an act 'ad perpetuam rei memoriam’ (ib* 
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iii. 23). On 20 May 1579 lie was appointed 
one of a committee for the sighting of the 
Lennox papers (ib. p. 163) ; on 8 Aug. one 
of a commission for enforcing the act of 
parliament for the reformation of the univer- 
sities, with special reference to the univer- 
sity of St, Andrews {ib. pp. 199-200); and 
on 23 April one of the arbiters in reference 
to the feud between the clans of Gordon 
and Forbes {ib. p. 279). Along with other 
chief Dersons of the realm, he signed the 
second confession of faith, commonly called 
the king’s confession, at Edinburgh, 28 Jan. 
1680-1 (Calderwood, iii. 601), He was one 
of a commission a])pointed on 16 July fol- 
lowing to hear the suit of Sir James Bal- 
four {^ 1683) [q. V.] and rtqiort to the king 
{R^gr. P. C. Scofl. iii. 403). Although latterly 
an opponent of Morton, the sympathies of the 
commendator were with the protestant party, 
and he had a principal share in the con- 
trivance of the raid of Hut liven on 23 Aug. 
1682, by wbicli the ascendency of Lennox 
and Arran in the king’s counsels was for 
the time overthrown. On 1 1 .Tan. following 
the keepers of the gn^at seal were ordered, 
under pain of rebellion, to appmid the great 
seal to the gift of the abbacy of Dunfennlino 
to Henry Bitcairn, son of the commeudator’s 
brother, reserving the life-rent to the com- 
mendator. This was to insure that the 
nephew would succeed, the gift liaving been 
made in recognition of Mlie long and true 
service of the commendator to the king since 
his coronation ’ (iV;. iii. 643). On 26 A^n’i! 
the commendator was appointed assessor to 
the treasurer, the Earl of Gowrie. 

The commendator used the utmost endea- 
vours to prevent the coiintev-revolution at 
St. Andrews on 24 Juiui 1583; and, while 
seeming to favour the king’s proposal for a 
convention of the nobility there, he * gave 
the king couns(d to let none of the lords 
come within the castle aocompanitHl with 
more than twelve persons/ ‘ This crafty 
counsel,’ says Sir Januis IMelville, ‘being 
followed, the next morning the castle was 
full of men for them of th(i contniry party 
well armed,’ who would again have made 
themselves masters of the king but for the 
immediate arrival of various gentlemen from 
Fife {Memoin^, pp. 288-9). For sogie time 
after the counter-revolution the commenda- 
tor remained at court. Finding his position 
insecure, he endeavoured to retain the king’s 
favour by bribing Colonel Stewart, captain 
of the guard, to whom he presented a velviit 
purse containing thirty-four pound-pieces of 
gold. The colonel, however, informed the 
king of the gift, representing that the purse 
had bt‘eu sent to bribe him to betray the 


king. He further distributed the gold pieces 
among thirty of the guard, ' who bored them 
and set them like targets upon their knap- 
sacks, and the purse was born upon a spear- 
point like an ensign ’ on the inarch from 
Perth to Falkland {ib. p. 292 ; Caiberwoob, 
iii. 721—2). Arran having shortly after- 
wards arrived at Falkland, where the king 
then was, the commendator was sent into 
•ward in the castle of Lochleven: but on 
23 Sept, he was set at liberty upon caution 
to remain in Dunfermline, or within six miles 
of it, under pain of 10,000/. (Oalberwoob, 
iii. 7 30). During the winter of 1583-4 he set 
sail to Flanders {ib. viii. 270). He returned 
to Scotland in a precarious state of health on 
1 2 Sept. 1684, and obtained license to remain 
in Limekilns, near Dunfermline {ib. p. 725). 
He died on 18 Oct. following, in his sixty- 
fourth year. . In the entry in the records of 
the privy council, representing him as having 
died before 25 April 1584 {liec/. F. C. iii. 765), 
the date 1684 seems to be a mistake for 1585. 
Nor did he die in exile, as stated in the pre- 
face to the volume (p. Ixvii). 

After his death the grants made by him 
out of the abbacy were revoked, on the 
ground that he was ‘suspect culpable’ of 
treason and had greatly dilapidated his bene- 
fices {ib. pp. 7 1 1-1 2) ; but after the extrusion 
of the master of Gray from the abliacy in 1687, 
Pitcairn’s neohew Ilenry entered into posses- 
sion of it. The commendator was buried in 
the north aisle of the cliurch of Dunfermline, 
where he is commemorated in a laudatory 
Tjatin epitaph as the ‘ hope and pillar of his 
country.’ l^itcairn is supposed to have been 
the author of the inscription on the abbot’s 
house, on the south side of Maygate Street, 
Duiifermline : 

Son vord is thrall and thoebt is free. 

Keep veill tbye tonge, I counsel the. 

[Histories by Buchanan, Calderwood, and 
Spotiswood; Cal. Srate Papers, For. 8or., reign 
of Elizabeth; Herrios’s Memoirs (Abbotsford 
Club); Hist, of James the Sext, Melville’s Me- 
moirs, and Moysie’s Memoirs (all ia tbo Banna- 
tynoClub); Bog. Mag. Sig. Scot. 1.546-80; Reg. 
F. C. 8coU. vols. i,-iii. ; Chalrnors’s Hist, of Dun- 
fermlino,] T. F. H. 

PITCAIBH, ROBERT (1747 770 .P), 

midshipman, son of Major John Pitcairn of 
the marines, killed in the battle of Bunker’s 
Hill, was born in Edinburgh about 1747. 
David Pitcairn [q. v.] was his younger brother. 
On 15 July 17()6 hfi was entered as a raid- 
ahipman on board the Swallow, then fitting 
out for a voyage of discovery under Captain 
Philip Carteret fq. v.] According to the 
SwalvOw’s pay-book, he was then nine teen. 
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On Thursday, 2 July ]7()7, the Swallow 
nighted an island in the Pacilic, according t o 
their reckoning, in latitude 20° 2' S. and 
longitude 1 2P AV. ‘ It is so high,’ wrote 
Captain Carteret, ^ that we saw it at the dis- 
tance of more than fifteen leagues ; and it 
having been discovered by a young gentle- 
inan, son to Major Pitcairn of the marines 
... we calhul ' it Pitcairn’s Island.’ The 
Swallow paid oO' in May 17()0, and I’itcairn 
appears to have joined tlu^ Aurora, which 
sailed from England on 30 Sept. After 
touching at the Cape of Good Hope she was 
never heard of, and it was supposed that she 
went down in a cyclone near Mauritius in 
January or E'ebruary 1770. Pit, cairn’s nann^ 
does not appear in her pay-book, but it is 
<piite possible that he was entiuaal very 
shortly before she sailed, and was not. reportaal 
to the admiralty, or that he was a sujxu*- 
imiaerary for di.sposal. Carteret statial tliat 
Ihtcairn was lost in Inn* in a subs(‘(j|ii(mt,ly 
publi.shed ‘Journal’ of the voya,ge of tli(‘. 
Swallow. The island which Pitcairn dis- 
covered could not afterwards he found, tlie 
r(‘ported latitude and longit,ude bting (uto- 
neous ; but ithas b(;en very g(ui(u'ully, and no 
doubt correctly, idcmtifitul with the. island 
to which the mutineers of the Bounty re- 
tired in 1789, and where the survivors and 
their descendants were found in ISOH and 
again in 1814 [see Adams, John, 17()()f- 
1829], This is now known as Pitcairn Island. 

[Carteret’s Journal in Hawkcswortli’s Voyagi's, 
i. 66L] J. K. L. 

PITCAIRN, ROBEIIT (1703-1 855), anti- 
quary and miscellaneous writer, second son 
of Robert Pitcairn, W.S., was born in Edin- 
burgh in 1793. After a sound general (uluc.a- 
tion, he was apprenticed to William Patriede, 
writer to the signet, Edinl)urgh, and was 
admitted writer to the signet on 21 Nov. 
1815. Re was long an a.ssistant to Thomas 
Thomson, deputy clerk rt'gister in her ma- 
jesty’s register house, and in 1853 he was ap- 
pointed one of the four ollicial searchers of 
records for iticnmbrances in that institution. 
In 1833 a])peared an elaborate and exhaus- 
tive treatise by Pitcairn, entitled ‘ Trials and 
other Proceedings in Matters Criminal before 
the High Court of J ustice in Scotland,’ 3 vols. 
4to. Pitcairn’s antiquarian tastes and literary 
bias commended him to Scott, who was 
stimulated by one of the narratives in his 
‘ Criminal Trials ’ to write his ‘ Ayi*shire Tra- 
gedy ’ (Lockhart, Life of Scott, vii. 202). 
Scott re viewed the eaidier portion of Pitcairn’s 
massive work in the ‘Qaiarteidy Review’ for 
1831, lauding his friend’s ‘encbiring and 
patient toil,’ and thanking him for his ‘self- 


denying (exertions’ in producing ‘a most ('x- 
traordimiry pi(d,uri' of nmnuer8,’('al(uilatecl to 
be ‘highly valuable in a philosophical point 
of view,’ and c.ontaining muck that would 
‘greatly interest tlui jurist and the moralist' 
.Pnif^e voL xxi.) 

1 ‘it, cairn died siuhhuily of heart-dis(ias(», in 
Edinburgh on 11 July 1855, 

On 4 S(q)t. 1839 Pile*, aim married Ib'sbw 
daughter of Henry Runt, merchant, 
London. 

An indiistriouR and ac(Uirate worki^r, Pit- 
cairn also publislu'd : I . ‘ Colh'ctions ndativo 
tothe Eiirn'rallsof Mary Queen of Scots,’ 1822, 
2. An edition of ‘ Chronicon (kenohii Sanetm 
Crucis Edinburgensis,’ 1828 (Bannatyne 
(Ilub). 3. ‘‘ Eamilit\s of tlu^ Name of Ken- 
maly,’ 1830. 4. James Midvill’s ‘Diary,’ 18 12. 

[Ediulnu’gh Evening (Jourant, Pi July 1855; 
8i!ot.srnan. 14 July 1855; bnckliart’s Life of 
Scott; Hist, of tlu\ 8o(‘iet,y of Writers to H. M. 
Signet; information from Mr. (L Stromuk, Ad- 
vocate's’ Li lirary, Edin burg 8- 1 T. B. 

PITCAIRN, AVTLLIAM, M.D. (1711-- 
1791 ). physician, tddesl, son of David Pil- 
ca,irn, minister of Dysart, Eifi'shirc, was born 
at Dysart, in 1 7 1 1 . Ih^ studieul at tlui univiu’- 
sity of I j(\yd(m, wb(u*e h(Mmt,(‘,re(l on tluvpbysic 
lin(‘, on 15 Oc.t. 1734, and atlonded tlie lec- 
tiin^s of Jkauduuive*.. D(Uook tlu^ degreo of 
Al.l). at Uh(dm.s. Dis mollnu’, (kitlu^.rine, be- 
longed tothe I Lunillou family, and he b('.came 
private tutor to Jnmiw, sixth duke of Damil- 
ton, stayed with him at Oxford, and travel hnl 
abroad with him in 1742, The university of 
Oxford gave him th(‘. (h^gn'e of M.D. at the 
openingof the Rackdidc Library in April 1749. 
Soon after he b(^gan praetic.f^ in London, and 
was (dected a bf low of the f’olh^ge of Idiy- 
sieuans on 25 June 1750. In 1752 ho was 
(Lilstonian lectunn*, and in 1753, 1755, 1759, 
and 1 7()2 a ctmsor. D was (‘hicted president 
in 1775, and (ivtuy year till he resigned in 
1785. He was (d('-ct,(al physician to St. Bar- 
tholomew’s Dospitid on 22 bVb. 1750, and 
resigned on 3hkb. 1 780. 1 1 (div(‘d in Warwi(dc 
Court, near the old (V)llej^e of Physicians in 
Warwick Lane, in the city of Ijondon, and 
had a very largo practic(^ as a physician. On 
4 March 1784 he was elected treasurer of 
St. Bartholomew’s Hospital, and thencefor- 
ward lived in the trea,surer’6 house in the 
hospital. He had a country residence, with 
a botanical garden of five acres, in Upper 
Street, Islington. Ho was long remembered 
in St. Bartholomew’s, where a ward is still 
called aRor him. His sagacious use of opium 
in fevers was remarkable, and in enteric fever, 
the entity of which was not then recognised, 
he no doubt saved many lives which bad other- 
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wise been lost by diarrhoea or by haemorrhage. 
Pie died at Islington on Nov. 1791, and 
was buried in a vault in the church of St. 
Bartholomew the Less, within the hospital 
walls, 1 Dec. 1791. His portrait, by Sir 
Joshua Reynolds, is in the censor’s room at 
the College of Physicians ; it was engraved 
by John Jones in 1777. Another engraved 
nortrait, by Hedges, is mentioned by Brom- 
.ey. Pitcairn received RadclifFe’s gold-headed 
cane from Anthony Askew [q.-v.], and hia 
arms are engraved upon it. 

[Munk’s Coll, of Phys, ii. 174; The Grold- 
headed Cane, London, 1827 ; Norman Moore’s 
Brief Relation of the Past and Present State of 
St. Bartholomew’s Hospital; Original Minute 
Books of St. Bartholomew’s Hospital.] N. M. 

PITCAIRNE, ARCPIIBALD (1652- 
1713), physician and poet, was horn in Edin- 
burgh on 25 Dec. 1052. His father, Alexander 
Pitcairne, a merchant and magistrate of 
Edinburgh, claimed descent from the old 
family of Pitcairne, Fifeshire ; and his 
mother, whose name was Sydserf, was con- 
nected with a family in Haddingtonshire 
descended from the Sydserfs of Rutlaw. 
After attending the school of Dalkeith, he 
in 1068 entered the university of Edinburgh, 
wherein 1671 he graduated M.A. The in- 
tention of his father was that he should study 
for the church, but ultimately he was per- 
mitted to enter on the study of the law, which 
he did, first in Edinburgh, and afterwards in 
Paris. At Paris he made the acquaintance 
of several medical students ; and, becoming 
interested in their studies, began to attend 
the hos])itals along with them. Returning to 
Edinburgh, he was induced by Dr, David 
Gregory (1661-1708) 'q. v,], his intimate 
friend, to begin the study of mathematics, in 
which he acquired exceptional proficiency. 
His mathematical studies did not divert his 
attention from medicine, but bis mathemati- 
cal bent more or less influenced bis medical 
theories and investigations. About 1076 he 
resumed his medical studies in Paris, and in 
August 1680 he obtained the degree of M.D. 
from the faculty of Rheims. Shortly after- 
wards he commenced practice as a physician 
in Edinburgh, and be was one of the original 
members of the Royal College of Physicians 
of Edinburgh, incorporated in 1681. When 
an attempt was made to found a medical 
school in the university of Edinburgh in 
1685, Pitcairne and Dr. Halkett were chosen 
soon after the appointment of Sir Robert 
Sibbald [q. v.] (Hattpbe op Fotjntain'Ha.ll, 
Mistoncal TVbfzcfis, p. 660), but it is supposed 
that Pitcairne itever delivered any lec- 
tures. 


In 1688 Pitcairne published, at Edinburgh, 

^ Solutio Problematis de Historicis ; seu de 
Inventoribus Dissertatio,’ of which an en- 
larged edition appeared at Leyden in 1693. 
This pamphlet, in which he vindicated the 
claims of Harvey to the discovery of the 
circulation of the blood, gained him so high 
reputation that in 1692 the council of the 
university of Leyden invited him to fill the 
chair of physic there. As his extreme Jacobite 
sympathies were proving somewhat preju- 
dicial to his success in Edinburgh, lie accepted 
the invitation, his inaugural lecture being de- 
livered on 26 April. It was published, under 
the title * Oratio, qua ostenditur Medicinam 
ab Omni philosoohandi secta esse liberam,’ 
Leyden, 1692; Edinburgh, 1713. He also 
published, at Leyden, ^ De Sanguinis Cir- 
CLilatione in animalibus genitis et non ge- 
nitis,’ 1693. At Leyden he delivered a 
course of lectures on the works of Bellini ; 
but, according to Bayle, their abstruse and 
mathematical character detracted from their 
popularity iv. 737). Partly, perhaps, 

on this account, as well as owing to the fact 
that the lady who was about to become his 
second wife was disinclined to settle at Ley- 
den, lie in 1 693 resigned his chair there, and 
returned to Edinburgh. 

Soon after his return to Edinburgh Pit- 
cairne became involved in various medical 
controversies, the bitterness of which was as 
much owing to political as to scientific anti- 
pathies. In 1695 be was severely attacked 
in a volume entitled ‘ Apollo Mathematicus, 
or the Art of curing Diseases by the Mathe- 
matics, a work both profitable and pleasant; 
to which is added a Discourse of Certainty 
according to the Principles of the same 
Author.’ The work was supposed to have 
been written by Dr. (afterwards Sir Edward ) 
Eyzat. The same year there appeared ‘ Tarrago 
unmasked, or an Answer to a late Pamphlet 
entitled Apollo Mathematicus, by George 
Hepburn, M.l)., and Member of the College 
at Edinburgh,” to which is added by Dr. 
Pitcairne The Theory of the Internal 
Diseases of the Eye demonstrated mathe- 
matically.’” For this pamphlet Dr. Hepburn, 
apiipil of Pitcairne, was suspended from the 
exercise of his right to sit and vote as a mem- 
ber of the College of Physicians. On 18 Nov. 
Pitcairne tendered a protest against the ad- 
mission of certain fellows, including Dr. 
Eyzat, as having been irregularly elected ; 
hut on the 22nd the committee to whom the 
matter had been referred reported that the 
protestation given in and subscribed by Pit- 
cairne was ^ a calumnious, scandalous, false 
and arrogant paper,’ and he was suspended 
I * from voting in the college or sitting in any 
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meetinp^ Several others wlio had 

atlherod to the protest of Pitcairne were also 
sus])ended. One object of this procedure was 
said to have been to influence the election 
of president for the ensuing year. Or, Trotter 
was elected, but Pitcairne and Ms party with- 
drew to the house of Sir Alexander Steven- 
son, and there proceeded to elect Stevenson 
president. The quarrel led to the publication 
of a pamphlet entitled * Information for Dr, 
Archibald Pitcairne against the appointed 
Professor, or a Mathematical Demonstration 
that Liars should have good Memories, 
wherein the College of Physicians is vindi- 
cated from Calnmuies,’ iSic., 1 (iOG. Ultimately, 
however, an act of oblivion was passed on 
4 .fune, and confirmed on the 11th and l^Jth, 
nfteu* which Pitcairne resumed his seat in the 
college. 

Un “2 Ang. IGOO Pitcairne received the 
degree of M.l). from tbe university of Aber- 
deen, and on 16 Oct. 1701 he was admitted 
a fellow of the College of Surgea-ms, Ldiu- 
burgh. In 1()05 he published at Edinburgh, 
* Dissertatio do Curat lone Pebrium, (pne per 
evacuationes instituitur; ’ and in l()0(>,also at 
Edinburgh, ‘ Dissertatio de Legibus llistorbe 
Naturalis.’ In 1701 his medical dissertations 
ap])earftd at Kotlerdam in one volume, under 
the title LVrchibakli Pitcarnii Scc)tiJ)iss(U’ta- 
tiones Medicm,’ decli(aite(l to Lorenzo Pell ini, 
professor at Pisa, who luid dedicated to him 
! lis ' Opuscula.’ A new atul enlarged edition 
appeared at Edinburgh in 1713, under the 
title ^Archibaldi Pitcarnii Scoti I)iss(‘.rta- 
tiones Modicie, quarum multm nunc primiim 
prodeunt. Sul)juncta est Tlionne Boeri, M.l)., 
ad Archibaldum Ihtcarnium Epistola, qua 
respondetur libello Astrucii Franci.’ 

Chiefly on account of his moclnuw — often 
by somewhat indecorous jests — of the puri- 
tanical strictness of the ])resbyteriankirk, Pit- 
cairne became strongly suspected of bdng at 
heart an atheist ; a suspicion which, if voritiod, 
would have entailed on him social ostracism. 
His religious opinions seem to have diflered 
considerably from those dominant in Scot- 
land at that time ; but, although accustomed 
to ridicule both the Calvinism of tin*, kirk 
and current notions as to the inspiration of 
scripture, he demurred to be classed as an 
unbeliever. ^ He was/ says Wodrow, * a pro- 
fessed deist, and by many alleged to be an 
atheist, though hehas frequently professed his 
belief of a God, and said ho could not deny a 
providence. However, he was a great mocker 
at religion, and ridiculer of it. He keeped 
no public society for worship, and on the 
Sabbath had his set meeting for ridiculing 
of the scriptures and sermons ’ (Analecta, ii. 
SJ65). He was the supposed author of an 


anonymous pamphlet, entitled H^])istoln 
Arcliimedis ad regein Gelonem Albre Graujiejl 
roperta anno fcrjc Ohristiame 1688,’ which' 
was made the subject of a lecture by Thomaj^i 
ITalyburton in 1710, published in 1713 at|| 
Edinburgh, under the title ^Natural Ueligionji 
insiiflieient and Revealed necessary.’ Wliilei 
at a book-sale, Piteairmi, commenting on the 
diliiculty of obtaining oilers for a CfU'tain copy 
of the scriptures, jocularly remarked that it 
was no wonder it remained on their hands, 
for S’erbnm Dei manet in ajternuni.’ On 
account of the jest In*, was denounced by a 
Mr, vVtdMter as an atluust, whereupon ho 
raistM an action against his libeller iti the 
court of session, but the mat ten* was (iually 
stittled by an arratigenuuit (i/j. iii. 307). Tht- 
cairne is the supposed author of * The 
A.ssembly, or Scote'.i Reibrmation ; a (Joint'd y 
as it was actf'd by tlu^ Ptu'sous in tbe Drama, 
done from llu^ original Traaiscript writ ten in 
the year lOOd,’ London, 1722; andofLBabtd, 
a ^satirical Poem, writttui originally in the 
Irish tongue, and translatfed into Stjoteh for 
the beneliteof thti Deidges, by A. P., a wtdl- 
wi.sher to tlieCJaiist^,’ 1(592. Both art', of some 
historitjal inte.rt'st, from tlii'.ir witty, if 
occasional ly ribald, satirical sktd.cht'.s of the 
leading Scottish divint'.s of the period. IHs 
anti] lathy to the presbyterian ministers ia 
partly to be tnuu'd to his strong Jacobite 
Hym])a(lii(',s. In a private hdftu* to a \)hysioian 
in London he madt' some unguardet. remarks 
in rtiference tt) a ptdltion for as.sembling a 
parliament, and, t he Itdlun having been in- 
terct'pted, he was on 25 July 1700 brought 
hefore tht^ council ; l)ut, onatdmowledging liia 
faidt in writing the ItsUer, which he said be 
had done in his (uip.s, and without any design 
of ridiculing the government, ho wa,s ab- 
solved, after a rtqirimand from the loi*d chan- 
cellor. 

Besi(le.s his satirical verses on the kirk, 
Pitenirne was the author of a considerable 
number of Latin vers(\s, a selection from 
which was published by Thomas Ruddiman 
[q. v,] in a volume (mtitled ‘ Welecsta Poemata 
Archibaldi Pitcarnii ot aliornm,’ Edinburgh, 
1727. Apart from their intrinsic merit, the 
poems are of value from their contemporary 
allusions. Some of these have been explained 
in Irving’s ‘ Memoirs of Buchanan '(Ap*o. No. 
xii), and by Lord I.lales in the ‘ Edinburgh 
Magazine and Review’ (i. 255). A collection 
of jeux d’esprit which Pitcairne occasionally 
printed for private circulation was mad© by 
Archibald C/onstable the publisher, but the 
collection cannot now be traced. In Donald- 
son’s ‘ Collection ’ there is a poem by Pit- 
cairne, under the assumed .name of Waiter 
Denestone, on ‘The King and Queen of Fairy/ 
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In two versions, Latin and English.. Ills 
Latin epitaph on Graham of Claverhoiise, 
viscount Dundee, was translated by Dryden 
( Work,^, ed. Scott, xi. 114), and Scott re- 
marks regarding it that ‘ it will hardly be dis- 
puted that the original is much superior to 
the translation, though the last be written 
by Dryden.' 

Pitcairne died at Edinburgh on 20 Oct. 
1713, and was buried in the Greyfriars church- 
yard, where there is a monument with a 
Latin inscription to his memory. By his first 
wife, Margaret, daughter of Colonel James 
Hay of Pitfour, he had a son and daughter, 
who died in infancy. By his second wife, 
Elizabeth, daughter of Sir Archibald Steven- 
son, he had one son and four daughters. The 
son, before attaining his majority, engaged 
in the rebellion of 1715, and was confined in 
the Tower ; but, through the intercession of 
Dr. Mead with Walpole, he obtained his re- 
lease. He then entered the Dutch service, 
but died soon afterwards. The second daugh- 
ter, Jane, married Alexander, fifth earl of 
Kellie. 

Pitcairne was one of the most celebrated 
physicians of his time, and, on the whole, his 
merits equalled his reputation. He was a 
very successful practitioner, and acquired a 
large income, but spent his money freely, a 
considerable part of it in charity, and died 
poor. The statements as to his indulgence 
in drink are probably exaggerated, his con- 
vivial habits being at variance with the 
Puritanism of the period. He succeeded in 
1694 in persuading the town council to agree 
to his olfer to -wait without fee on the sick 
poor who were without relatives, on con- 
dition that he afterwards obtained their 
bodies for dissection. A.lthough too much 
influenced by mechanical theories, he had 
no inconsiderable share in promoting the ad- 
vancement of medical science, the popularity 
of his publications being enhanced by bis 
literary style and power of clear exposi- 
tion. His library, said to have been one 
of the best private collections of the period, 
•was purchased after his death by the em- 
peror of Russia. His portrait, by Medina, 
is in the College of Siu’geons at Edinburgh. 
It has been engraved by Strange (cf. Beom- 

LEr). 

An English translation of Pitcairne’s 
medical dissertations ap oeared in London in 
1717, under the title ‘ '].’'he whole Works of 
Dr. Archibald Pitcairne, published by him- 
self ; Avherein are discovered the true Founda- 
tion and Principles of the Art of Physics, 
with Cases and Observations upon most Dis- 
tempers and Medicines. Done from the Latin 
original by George Sewel, M.D., and J. S. 
VOL, xlV. 


Desaguliers, LL.D. and F.R.S., with some 
Additions.’ The same year there was also 
published at London ‘Archibaldi Pitcarnii, 
medici celeberrimi Seoto-Britanni, Elementa 
Medicinse Physieo-Mathematica, libris duo- 
bus, quorum prior Theoriam posterior Praxin 
exbibet’ (compiled from notes taken by his 
pupils). An edition was published at the 
Hague in 1718, and at Leyden in 1737, and 
an English translation at London in 1718 
and 1727. A collection of all his Latin works, 
with the addition of a few poems, appeared 
under the title ‘Archibald i Pitcarnii Opera 
omnia Medica,’ Venice, 1733 ; Leyden, 1737. 
An ‘ Account of the Life and Writings of 
Dr. Pitcairne,’ by Charles Webster, M.D., 
was published at Edinburgh in 1781. 

[Webster’s Account of Life and Writings, 1781 ; 
Wodrow’s Analecta; Lauder of Pountainhall’s 
Historical Notices (Hannatyne Club); Chalmers’s 
Life of lluddiman ; Tytler’s Life of Lord Karnes ; 
Cheyne’s Kssay of Health, 1724. pref. p. ii ; Bio- 
graphia Britannica; Irving’s Scottish Writers ; 
Chambers’s Eminent Scotsmen.] T. P. H. 

PITCARHE, ALEXANDER (1622.?- 
1695), Scottish presbyterian divine, was son 
of AlexaiiderPitcarne, minister ofTaniiadice, 
Forfarshire. The family was subjected to 
much loss and sufiering during the civil 
wars, and the father’s petition for redress 
lay before tbe Scottish parliament from 1641 
to 1661, when it was ‘recomendit’ to the 
privy council (Acts of FarL vols. v. vii.) 
Alexander entered St. Salvator’s College, St. 
Andrews, in November 1639, matriculated 
in February 1640 (Univ. Matric. 
was laureated M.A. in 1643, became regent 
in February 1648, and so continued till De- 
cember 1656, when he was ordained minister 
of Dron, Perthshire. Although he was de- 
prived by acts of parliament and of privy 
council in 1662, Robert Leighton, bishop of 
Dunblane, within whose diocese Dron was in- 
cluded, so highly respected his character, 
learning, and scruples, that Pitcainie was per- 
mitted to continue to discharge his minis- 
terial duties (Fec/ister of the Diocemn Synod 
of Dunblane), But after Ramsay had suc- 
ceeded Leighton as bishop, Pitcarne was 
charged at a synodical meeting held at Dun- 
blane on 8 Oct. 1678 with having ‘ begun 
of late to doe things verie disorderlie,’ in ad- 
mitting people of other parishes to church 
ordinances. His case was referred to the 
moderator of his presbytery, who on 8 April 
1679 reported that ‘Mr. Pitcairne had verie 
thankfully entertained the connivance and 
kindness he had met with,’ the matter of 
offence being ‘ done mostly without his know- 
ledge’ {ib.) The imposition of the test, in 1681 

z 
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brought matters to a crisis, and, Pitcarne 
being again deprived, the crown appointed a 
successor. W aen the latter endeavoured to 
eater on the charge, so determined a resis- 
tance was ofiered that the privy council 
instructed the Marquis of Atholl to quarter 
troops on the parish, to hold courts, and fine, 
imprison, and scourge old and young, men and 
women, who failed to assist the crown’s 
nominee. Ejected from his parish, Pitcarne 
sought refuge in Holland, where in 1085 his 
treatise on ‘ Justihcation’ (infra) w'as pub- 
lished. In 1687 he returned to Scotland, 
and in 1690 was by act of parliament re- 
SEored to his parish ( Wodeow, Hist. iii. 390). 
At the instance of William of Orange he 
■was appointed provost of St. Salvator s Col- 
lege, St. Andrews, in 1691, and became 
in 1693 principal of St. Mary’s College, a 
post which he retained till his death {Minutes 
fjf Synod of Fife^ App. p. 214). For this 
event various dates have been assigned, but 
'hat given on the marble tablet put up to 
his memory in the vestibule of St. Salvator’s 
Church, viz. ‘ September, 1695/ is doubtless 
correct. This is also the date given in the 
* Minutes of the Synod of Fife ’ (App. p. 
214). He w'as about seventy-three years of 
age, and his office of principal remained 
vacant until 1697, when Thomas Forrester 
(1635.^-1706) [q. v.j was appointed his suc- 
cessor. 

On 13 March 1645 Pitcarne married Janet 
Clark of St. Andrews, by whom he had four 
— David, Alexander, George, and James 
— and a daughter Lucretia. Of the sons, 
Alexander was ordained minister of Film any 
m 1697, but died early. 

Notwithstanding Wodrow’s testimony that 
Principal Pitcarne was a ‘worthy and learned 
minister, known through the reformed 
churches by his writings ’ ( Wodeow, Hist. 
iii. 390), his reputation as an author has been 
impaired by the erroneous attribution of his 
Latin works to a supposititious writer of the 
same name ‘who Soiirished’ at the same 
period. Aik his books are controversial in 
tendency, and aim, in his own words, ‘ to 
vindicate orthodoxy and confute ancient and 
modem error.’ 

His best kno'wn and earliest work is en- ^ 
titled ‘The Spiritual Sacrifice, or a Trea- 
tise . . . concerning the Saint’s Communion 
wdth God in Prayer/ Edinburgh, Bohert 
Brown, 1664, in two vols. 4to, separately is- 
sued. The dedication to the \riscountess 
Stormont is prefixed to voL ii., and the au- 
thor experienced great difficulty in gettino- 
the volume through the press. In the same 
year it was issued in London with a new 
title-page, in 1 voL 4to, with the dedication, 


contents, and preface prefixed in due on 
' (Bodl.) 

Pitcarne also wrote a philosophical a 
j metaphysical treatise, dedicated to Bob* 
j Boyle, and entitled ‘ Oompendiaria et p< 
facilis Physiologite idea Aristoteiicse 
unacum Anatome Cartesianismi . . . Auth( 1 
Alexandra Fitcamio Scoto, Philosopl 1 
quondam professore,nuncDronensisEccle& f| 

. StratherniiB Pastore,’ 8vo, London, 167ow 
as well as ‘ Harmonia Euangelica Apo4 
stolorum Pauli et Jacobi in doctrina de Justyi 
ficatione,’ 8vo, Botterdam, 1685, dedicatedl 
to Sir James Dalrymple, first viscount 
Stair. 

[Acts of the Scottish Parliament ; Wodrow’s 
; History; Scott's Fasti ; Fountainhall’s Decisions ^ 

' Kegister of the Diocesan Synod of Dunblane, 
j Selections from the Minutes of the Synod of Fif-i | 
; Brunfcon and Haig’s Senators of the Coll, of Jus' | 
tiee ; St. Andrews University and Parish Regis- 1 
ters ] W. G. 

^ PITMAN, JOHN ROGERS (1782-1861) 
divine and author, was born in 1782, an J 
educated at Pembroke College, Cambridge! 
He was admitted B.A. in 1804, and proJ 
ceeded M.A. in 1815. Taking holy orders, 
he was appointed perpetual curate" of Ber-. 
den or Beardon and vicar of Ugley, Essex/ 
18 Feb. 1817 (Fostek, Index Bed. p. 141). He' 
became well known as a preacher in London/ 
at Berkeley and Belgrave Chapels, and atl 
the Foundling and Magdalene Hospitals he-? 
fore 1830. In 1833 he was presented to the" 
perpetual curacy of St. Barnabas, Kensing- 
ton, by the vicar, J. H. Pott. He resigned^ 
his Essex livings in 1846, and Kensington in 
1848, becoming domestic chaplain to the! 
Duchess of Kent. He died at Bath on 27 Aug.; 
1861, a few months after his royal patroness 
{Gent. May. 1861, ii. 452). 

He was a prolific writer, compiler, and'; 
editor, producing annotated editions of th^'^ 
•works of Jeremy Taylor (1820-2), Lio-ht-i 
foot (1822-5), Reynolds (1826), of Hooke’s 
‘Roman History’ (1821), of Patrick’s and 
Lowth’s Commentaries (1822), and of Bing- 
ham’s ‘ Origines Ecclesiasticae ’ (1840). Be- 
sides numerous sermons, he also published; 

L ‘Excerpta ex variis Romanis poetis/Lon- 1 
don, 1808, 8vo. 2. ‘ Practical Lectures upon 
the Ten First Chapters of the Gospel of St. 3 
John/ London, 1821, 8vo ; with a supple- 
ment, 1822. 3. ‘The School Shakespeare,’ 
with notes, London, 1822, 8vo. 4. ‘ Sophoclis 
Ajax,’ Greek and Latin, with notes, London, 
1830, 8vo. 0 . ‘ Practical Commentary on 
our Lord’s Sermon on the Mount,’ London. 
1852, 8vo. 

[LuarTs Grad. Cantabr. ; Foster’s Index Eccl. ; 
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Clergy List; Gent. ilag. i861, pt. j 

PITMEDDENj Lobd (1639 ?-i719), ; 
Scottish judge. [See Seto:;?, Sie Alex-: 
AXBEH.l 

PITS, ARTHUR C1557>1634 ?), catholic , 
priest, was younger son of Arthur Pitts, : 
LL.B., sometime fellow of All Souls’, Ox- : 
ford, registrary of the diocese of Oxford, and ^ 
impropriator of Itiiey, who died a man of 
some wealth on 10 May lo78. The son, 
horn at Iffley in 1557, became a chorister of 
All Souls’, ^d was afterwards for a time at 
Brasenose College, Oxford. He did not gra- 
duate, but with two brothers left for Douay, 
apparently in 1575, and joined an elder bro- . 
ther, Robert, who was already settled there ' 
in deacon’s orders. Although his father had ! 
left him and his brothers considerable pro- j 
perty at Staunton, Woodfrey, Iffley, and | 
Stafford, he was described in the Douay ma- 
triculation register as ‘pauper.’ From Douay j 
he was sent in 1577 to the English seminary I 
ai Rome. He wms back at Douay in 1579, 
when he was described as tw^enty-tw’O years ! 
old and student of theology in minor orders, 
and as having ‘ declared himself ready to pro- 
ceed to England for the help of souls, and 
confirmed this by oath.’ He set out for 
England on 2:^ April 1581, in company with 
Standishe, the two forming part of a detach- ; 
ment of forty-seven priests sent from Douay ’ 
during the year (cf. Lansd. MS. 33, No. 16). 
On 6 Feb. 1582 he was seized, with George 
Haydock and another priest, while dining to- , 
gether at an inn in London. The three were 
committed to the Tower. In October Car- , 
dinal Allen wrote that Pits was expecting 
torture and death. In January 15B4~5 he 
and twenty other priests were banished from 
England. They were shipped from Tower i 
TVharf, and landed on the coast of Normandy 
in February, after signing a certificate to the 
effect that they had been well treated on the 
voyage (Rishtox’s addition to Saudees’s 
English Schism * Troubles^ 2nd edit, p, 69). 

According to Dodd (hi. 80), Pits resumed 
his studies at Rheims, and came out doctor 
m both faculties — law and divinity. He 
seems to have graduated D.D. at Douay ; 
hut, according to a contemporary narrative 
{Eetgt MS. 53854, f, 228, at the Inner: 
Temple), Pits on his banishment ‘ came into 
Lorraine,’ and was received into the house 
of the Cardinal of Vaudemont, ‘ with whom 
all his life he was in great favour and credit.’ 
A charge of disaffection to the king of France, 
brought against him by a Jesuit, led to his 
imprisonment. The charge apparently arose 
from Pits’s patriotic insistence, in opposition 
to the Jesuits, on the desirability of converting 


England to Catholicism through the agency 
of martyrs rather than by the army of a con- 
tinental power. 

On 27 April 1602 Pits, according to an. 
informer, was in England. According to 
"W" ood, he came back ‘ at length for health’s 
sake/ieaving the preferments abroad. When, 
in 1623, the pope re-established the catholic 
hierarc^ in England, and William Bishop 
[q. T.J was nominated vicar-apostolic and 
bishop of Chalcedon, Pits was appointed one 
of the first canons of the English chapter, 
and he became titular archdeacon of London, 
Westminster, and the suburbs. In later life 
he resided with the Stonors of Blount’s Court 
in Oxfordshire, and, dying there about 1634, 
was buried in the church of Rotherfield 
Peppard. 

Kts wrote ‘ In quatuor Jesu Christi Evan- 
gelia et Acta Apostolorum Commentarius,’ 
Douay, 1636, 4to, published posthumously by 
the English Benedictines at Douay. 

[CaLState Papers, Dorn. ; Wood’s Athenae Oxon. 
ii. 58o ; Foster’s Alumni Oxon.; Marshall’s Ac- 
count of the Town of Iffley, pp. 60-8, 151 ; Clark’s 
Oxf. Bemsters ; Ingram’s Memorials of Oxfowl, 
p. 16 ; Hist. MSS. Comm. 11th Bep. pp. vii, 2US, 
6Th Bep. pp. 472-3; Gillow’s Haydock Pnpers, 
p. 27 ; Law’s Hist. Sketch of Conflict between 
Jesuits and Seculars, p. Ixxvii ; Pollen’s Acts of 
English Martyrs, p. 280 ; Foley’s Becords of the 
English Province of the Society of Je.^jus ; Chal- 
loners Memoirs of the Missionary Priests ; Knox’s 
Letters and Memorials of Wi lliam, Cardinal Allen ; 
Douay Diaries; information from theBev. Horatio 
Walmisley, rector of Iffley; Holin shed’s Chro- 
nicles, iii. 1379-80; Dodd’s Church Hist. iii. 
155-8; documents from the archives of theses 
of Westminster kindly furnished by Father Bi- 
chard Staunton.] W. A. S. 

PITS or PITSEHS, JOHN, D.D. (1560- 
1616), catholic divine and biographer, son of 
Henry Pits, by Elizabeth, his wife, sister of 
Dr. Nicholas Sanders [q. v.l, was horn at 
Alton, Hampshire, in 1560, and was ad- 
mitted to Winchester College in 1671 (Kieby, 
Winchester Scholars, p, 144). He became a 
probationer-fellow of New College, Oxford, 
in 1578, and would have been admitted a 
perpetual fellow of that house in 1580 had 
he not, for conscience’ sake, left the univer- 
sity and gone ‘ beyond the seas as a voluntary 
exile.' At Douay he was kindly received by 
Thomas Stapleton, Thence he went to 
Rheims, where the English College of Douay 
was then temporarily settled, arriving on 
12 Aug. 1581 (Me&irds of the English Catho^ 
lies, i. 180), After staying a fortnight he 
' proceeded to Rome, was amnitted into the 
English College in that city on 18 Oct. 1581 , 
. and took the college oath on 15 April 1682. 
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He studied pliilosophy and divinity at Rome 
for six years, and was ordained priest (Foley, 
Records^ vi. 149). Returning to Rheims 
(8 April 1587), he taught rhetoric and Greek 
there for two years. In consequence of the 
civil troubles in France, he then withdrew to 
Lorraine, having been appointed tutor to a 
nobleman’s son, and he took the degrees of 
master of arts and bachelor of divinity al 
Pont-^Mousson. Subsequently he resided 
for a year and a half at Treves, where he 
was made a licentiate of divinity. After 
visiting several of the principal cities of 
Germany, he settled for three years at In- 
olstadt in Bavaria, and was created a 
octor of divinity in that university. On 
his return to Lorraine he was appointed 
by Charles, cardinal of Lorraine, to a caiionry 
in the cathedral church of Verdun. At the 
expiration of two years he was summoned 
from Verdun hy Antonia, daughter of the 
Duke of Lorraine and wife of the Duke of 
Cleves, and appointed her confessor. "Wood 
says that in order to * be the better service- 
able to her, he learned the French tongue 
most accurately ; so that it was usual with 
him afterwards to preach in that language.’ 
After continuing about twelve years in the 
service of the princess, he went, on her 
death, for the third time into Lorraine, and 
ysras promoted by his former pupil, Jean 
Porcelet, bishop of Toul, to the deanery of 
Liverdun, which, with a canonry and an 
olficialship of the same church, yielded a 
large income. He died at Liverdun on 
17 Oct. (O.S.) 1616, and was buried in the 
collegiate church, where a monument with 
a Latin inscription, copied hy Wood, was 
erected to his memory. 

His principal work is: 1. ‘Relationum 
Ilistoricarum de Rebus Anglicis Tom. 1. 
quatuor Partes complectens,’ Paris, 1619, 
4to. Ko other volume was published. It 
is commonly referred to as ^ De illuatrihus 
AnglijB Scriptoribus,’ that berag the running 
title of the second or principal part of the 
work, which was edited, with a preface, by 
■Wilikm Bishop [^.v.], bishop of Chaleedon. 
The first part consists of certain prolegomena 
(a) De Laudibus Historiae, {b) I)e AntiquL 
tmte Ecclesiae Britanniae, (<r) De Academiis, 
tain antiquis Brltoimro, quam recentioribus 
Anglorum. The third part contains an ' Ap- 
]MndLtil!ustrium Scriptorum,’and the fourth 
fifteen indices. ^lost of the lives of English 
writer are taken from ^De Scriptoribus 
Mwris Britanni®’ hy John Bale [q.v.], 
bishop of Ossory, although Pits declares an 
abhorrence of Bale and his writings, omits 
Wiclif and ,all the Widifite writers whom 
Bale c»mmemorates, and shows throughout 


a strong catholic bias. Almost the only ori- 
ginal, and by far the most valuable, biogra- 
phies in Pits’s compilation are those of the 
catholic writers after the period of the Re- 
formation, most of whom withdrew to the 
! continent after the accession of Eli2abeth. 
Among them, however, he includes, probably 
from lack of full information, ^ some that 
were sincere protestants, or at least more 
Iprotestants than papists,’ such as Sir An- 
thony Cope, Thomas Gains, master of Uni- 
versity College, John Caius, John Leland, 
Robert Record, and Timothy Bright. 

Pits’s other works are : 2. ^ De Legihus, 
Tractatus Theologicus,’ Treves, 1592. 3. ‘ De 
Beatitudine, Tractatus Theologicus,’ Ingol- 
stadt, 1595. 4. ^De Peregrinatione libri 

seotem. Jam primum in lucem editi,’ Diis- 
se.dorf, 1004, 12mo; dedicated to the Prin- 
cess Antonia, duchess of Cleves. 

In Wood’s time there were preserved among 
the archives of the church of Liverdun three 
manuscript treatises by Pits, respectively en- 
titled * De Regibus Angliae ; ’ ‘ De E]3i8copis 
Angli®,’'chiefly taken from Godwin’s* Bishops 
of England’ (1601); and ‘De Viris Apo- 
stolicis Angli®.' 

[Addit. MS. 0878, f. 73 ; Biogr. Brit. ; Dodd’s 
Church Hist. ii. 374; Douay Dianes, p. 436; 
Foley’s Records, iii. 646-8, vi. 149 ; Foster’s 
Alumni Oxon. early ser. iii. 1170; Ghilini’s 
Teatro d’Huomini Letterati, 1 647, ii. 134 ; Kirby’s 
Annals of Winchester College, p. 289 ; Notes 
and Queries, 2nd ser. iv. 386. 6th ser. vii. 226, 
vifi. 464 ; Oxford Univ. Rea;, vol. ii. pt. ii. p. 
85; Pits, De Angli® Scriptoribus, p. 817; 
Wood’s Athen® Oxon. ed. Bliss, ii. 172.] 

T. C. 

PITSCOTTIE, ROBERT or (1500.^- 
1565 ?), Scottish historian. [See Lindsay.] 

PITSLIGO, fourth and last BaeonFokbes 
OF. [See Foebes, Alexandee, 1678-1762.] 

PITT, ANN (1720 P-1799), actress, was 
bom in London in 1720 or 1 721. After some 
practice in the country, she appeared as Miss 
Pitt at Drury Lane, under Garrick, playing 
on 13 Sept. 1748 the Nurse in the ‘Relapse.’ 
Her name appears during the season of 1748- 
1749 to Lady Loverule in the ‘ Devil to Pay,’ 
Dame Pliant in the ‘Alchemist ’ to Garrick’s 
Abel Drugger, Lucy in the ‘London Mer- 
chant,’ and Beatrice in the ‘Anatomist/ with 
an original part unnamed in the ‘ Hen Peck’d 
Captain,’ a farce taken by Richard Cross from 
D’ Urfey’s ‘ Campaigners.’ Next season saw 
her as Dorcas in the ‘Mock Doctor,’ Nurse in 
‘ Love for Love,’ Lady Darling in the ‘ Con- 
stant Couple,’ Mrs. Peachum in the ‘ Beggars’ 
Opera,’ Lettice in ‘ Friendship in Fashion,’ 
and the following season as Fool in the 
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‘ Pilgrim/ On 2 Feb. 17t51 she was tbe 
original Bernarda in Moore’s ^ Gil Bias/ and 
on 16 March, she played an original part 
( unnamed ) in ^ A Lick at the Town/ an un- 
printed play by "Woodward. On 28 Jan. 
1752 she first appeared at Covent Garden, 
with which, theatre she was associated during 
the remainder of her career. She played 
Jacinta in the ' False Friend.’ There fol- 
lowed Lucy in the ‘ Lover his -own Rival/ 
Lady Manlove in the ‘ Schoolboy/ Mrs. Day 
ill the ‘ Committee/ and Lady Wishfor’t in 
the ‘ W ay of the World.’ On 8 Oct. 1755, as 
Lappet in the ‘ Miser/ she was first advertised 
as 31 rs. Pitt. Among the characters in which 
she was most famous must be mentioned that 
of ihe 3vurse in ‘Romeo and Juliet/ the 
‘ Relapse,’ the ‘ 3Ian of Quality/ ^ Love for 
Love,’ and ‘Isabella, or the Fatal 3Iarriage;’ 
the hostess in ‘ King Henry V,’ 3Irs. Quickly 
in the ‘ 3Ierry Wives of Windsor/ Patch in 
the ‘ Busy Body,’ 3Irs. Croaker (her original ' 
character) in the ‘ Good-natured Man, ^ and ' 
3Irs. Hardcastle. She is said during her long 
lifetime to have played the Knrae to the fol- 
lowing Juliets : 3Irs. Cibber, 3Irs. Bellamy, 
ilissKossiter, 31iss Ilallam (Mrs. 3Iattocks), 
Miss Satchell (3Irs. S. Kemble), and Miss 
Young (Mrs. Pope). In a feeble and spiteful 
notice in his ‘Children of Thespis/ Anthony 
Pasquin (John Williams) says : 

Her Quickly, her Dorcas, old spinsters, and 
nurse 

Are parts, when she dies, should be laid in 
her hearse. 

Among other parts assigned her were Mora 
in the ‘ Wonder,’ Audrey in ‘As you like it,’ 
Lady Pride in the ‘ Amorous Widow/ Mrs. 
Prim in ‘ A Bold Stroke for a Wife/ Lady 
Wronghead in the ‘ Provoked Husband, ’Cob’s 
Wife in ‘ Every Man in his Humour/ Lady 
Woodville in ‘ Man of the Mode,’ Eutty Pry 
in the ‘Lying Valet,’ Viletta in ‘ She would 
and she would not,’ Aunt in the ‘Tender 
Husband’ and in ‘ Sir Courtly Kice/ Lucy in 
the ‘ Old Bachelor/ Tattlea id in tbe '‘Funeral/ 
Abigail in the ‘ Drummer, ’Mrs. Honeycombe, 
Lucy in the ‘ Recruiting Officer/ Ruth in 
the ‘ Squire of Alsatia,’ J)eborah Woodcock, 
Florella in the ‘ Orphan,’ Mrs. Midnight in 
‘Twin Rivals,’ and in ‘Country 3Iadcap/ 
Second Witch in ‘ 3Iacbeth/ Lady Rusport, 
the Duenna in the ‘ Duenna,’ Landlady in 
the ‘ Chances,’ Old 'Woman in ^ Rule a Wife 
and have a Wife/ and Dorcas in ‘ Cymon,’ 
Among her few original parts were Pert in 
Macklm’s‘ Married Libertine’ (28 Jan. 1761), 
Mrs. Drugget in 3Iarphy’s ‘ What we all 
must come to ’(9 Jan. 1764), Lady Syca- 
more in Bickerstafl‘’s ‘ Maid of the MilP ' 


, (31 Jan. ^1765), Catty Farrell in 3facklin’s. 
^ ‘ Irish Fine Lady ’ [‘ The True-born Irish- 
man’j (28 Nov. 1767, at which time her 
salary was 3f. a "week), 31rs. Croaker in the 
, ‘ Good-natured 3Ian ’ (29 J an. 1768 ), 3Irs.Carl- 
ton in Coiman’s ‘ 3Ian of Business ’ (31 Jan. 

1774) , Bridget in Sheridan’s ‘ St. Patrick ’s 
I^J^y or the Scheming Lieutenant ’ (2 May 

1775) , the 3Iarehi<oness in Dibdin’s ‘ Shep- 
herdess of the Alps’ ( 18 Jan. 1780), 3Irs. Trip 
in Ilolcroff’s ‘Lkiplicity’ (13 Oct. 1781), 
Mrs. Partlett in Cumberland’s ‘ Walloons ’ 
(20 April 1782), and Rodriguez in ‘Bara- 
tark/ by Pilon (29 3Iarch 1785). This 
seems to have been her last original part. 

: On 2 June 1792 she played the Spanish Lady 
in ‘ Barataria,’ after wffiich she left the stage. 
In the ‘ Retniniscences ’ of her grandson, 
Thomas Dibdin, it is stated that Mrs. Pitt, at 
the age of seventy-two, as Dorcas in Garrick’s 
‘Cymon/ was encored in the song ‘I tremble 
at seventy-two’ (i. 11). She died on 18 Dec. 
1799. She vras buried in the cemetery at- 
tached to St. James’s Chapel, Pentonville, 
in the family grave of Charles Dibdin the 
younger. A stone still standing gives her age 
as €ev«nty-eight years. 

Sir ’ John Hill, in tbe second part of the 
‘Actor/ praises 31 iss Pit for an ‘ important 

pertness in manner and a vol ubility of tongue ’ 
(p. 221)- The author of the ‘ Theatrical Re- 
view, 1757-8,’ says : ‘ I k?ok upon her as the 
best woman comedian in Covent Garden. 
She has been for some years the only actress 
who has exhibited the superannuated co- 
quettes, and herperformanceof them has been 
such as left the spectator no room to wish a 
better’ (p. 40). After speaking of a danger- 
ous coming rival in 3Irs. Clive, he adds that 
the province in question requires most genuine 
humour : that is the reason why 31rs. Pitt 
excels in them, [she] being possessed in an 
eminent degree of that essential qualification. 
She has also a great deal of pertness, which, 
in the chambermaids, is very agreeable and 
necessary.’ In the curious scale of actors 
which accompanies the volume he puts her 
as 13 in genius, 12 in judgment and in vis 
camica, and 13 in variety. Garrick’s fi^gures 
in the same respects, it may be said, are 
18, 16, 18, 18, and 31r8. Clive’s 17, 16, 17, 
15. 

A portrait, attributed to Hogarth (.®), is 
in the 3Iathews collection in the Garrick 
Club. A small engraved portrait of her 
as Lady Wishfor’t was published on 26 Oct, 
1776. 

Mrs. Pitt’s daughter, Haeeiet Pitt (d, 
1814), was a dancer at Covent Garden in 
January 1762, and appeared as one of the 
three graces in the ‘ Arcadian Nuptials ’ on 
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I’O Jan. 1764, and as Flora in the ‘Wonder^ 
on 10 Oct. and 14 Dec. 1765. She remained 
at Ck}vent Garden until the end of the season 
of 1767-8, dancing at Charles Dibdin’s benefit 
on 24 May 1768. She became, by Charles 
Bibdin the song-writer, the mother of 
Thomas John Dibdin [q. v.], and, after sepa- 
rating from Bibdin about 1775, she appeared 
at Brury Lane. Later, about 1783, she re- 
turned to Co vent Garden, where she took 
the name of Mrs. Bavenet to distinguish her 
from her mother, and was described by 
Pasquin in 1788 as an ‘old tabby.’ She died 
on 10 Bee. 1814, and was buried in the same 
graye as her mother (information supplied 
by E. R. Bibdin, esq.) 

[Books cited; Genest’s Account of the English 
Stage; Thespian Bicthmary ; Gent. Mas. 1800, 
pt. i. p. 84 ; Kelly’s Thespis ; Pasquin’s Children 
of Thespis ; Kotes and Queries, 8th ser. viii. 47, 
in.] J.K. 

PITT, CHRISTOPHER (1699-1748), 
poet and translator, was born at Blandford, 
Borset, in 1699. His father, Christopher, 
the descendant of a well-to-do Borset family, 
■was a physician of good standing, who ‘prao- 
tised in Blandford, and died there in ].723. 
He contributed the ‘Plague of Athens’ to 
the well-known translation of Lucretius by 
Thomas Creech [q. v.], a work dedicated to 
his kinsman, George Pitt of Strathfieldsaye, 
father of George Pitt, first baron Rivers 
[q.v.] The poet’s elder brother, Robert Pitt, 
was elected a fellow of Wadham in 1719, 
and displayed scholarly taste in a translation 
into Latin of five books of Milton’s ‘Para- 
dise Lost.’ Robert Pitt [q. v.], the physi- 
cian and fellow of the Royal ^ciety, was 
probably a great-uncle, and Governor Thomas 
Pitt (1653-1726) [q. y.J was the poet’s first 
cousin. 

Christopher was admitted a scholar at 
"Wmehester in 1713. He matriculated from 
Wadham Collep on 5 April 1718, but in 
the following March was elected scholar of 
Kew College, and presented the electors with 
an English metrical version of Lucan. This 
was never printed, in consequence of the ap- 
pearance of Rowe’s translation in the same 
year. W^hile stiU an undergraduate, how- 
evCT, he published a ‘ Poem on the Beath of 
the late Earl of Stanhcq>e. Humbly inscribed 
to the Countess of Stanhope,’ London, 1721, 
8vo. lady Stanhope (daughter of Governor 
Pitt) was his second consin. He was elected 
a fellow of Kew Coll^ on 5 March 1721 
and graduated B.A. on 10 Oct 1722. A few 
days later he was presented by George Pitt 
to the rectory of Pimpeme in Borset. He 
continued m residence at Oxford until he 


obtained the degree of M.A. in 1724, hut 
spent the remainder of his life at Pimperne 
in single contentment and seclusion. Com- 
bining an enthusiasm for literature with a 
modest estimate of his own powers, he de- 
voted his best energies to translations. In 
1725 he published a verse translation of the 
‘Be Arte Poetica’ of Marcus Hieronymus 
Vida, bishop of Alba, first published at Paris 
in 1534. This work had long been popular 
abroad, but had only recently been rendered 
familiar to English readers in the sump- 
tuous edition of T. Tristram (Oxford, 1723, 
12mo). Pitt’s translation saw a second edi- 
tion in 1742. About 1726 he sent to Pope 
a translation of the twenty-third book of the 
‘Odyssey,’ which the poet acknowledged in 
flattering terms and used extensively in cor- 
recting the labours of his journeyman, Wil- 
liam Broome [q. v.] In the following year 
he dedicated to George Pitt, under the title 
‘Poems and Translations,’ some juvenile 
poems, together with metrical versions of 
psalms. It was in 1728 that he first turned 
his attention to a translation of Virgil’s 
‘^neid,’ for which his facility in smooth 
and graceful versification specially fitted 
him. ^ In that year he issued an ‘ Essay on 
Virgil’s JEneid, being a Translation of the 
first Book,’ London, 8vo, which elicited warm 
praise from Br. Young, Bishop Seeker, 
Spence, Broome, Buncombe, and other 
patrons and friends. In March 1732 Spence, 
then travelling in Italy, wrote him a highly 
complimentary letter ‘from the Tomb of 
Vir^.’ Thus encouraged, he completed, 
on 2 June 1738, a translation of the whole 
poem into heroic couplets, which was dedi- 
cated to Frederick, prince of Whales, and 
published in two handsome quarto volumes, 
London, 1740. Pitt carefully read all the 
versions of his predecessors, and describes 
the fatigue experienced during the perusal 
of the translation by John Ogilby [q. v.] 
He disarmed any very scathing comment 
on his hardihood in following in Bryden’s 
footsteps by the remark in his preface that 
‘ a Painter of a lower Rank may draw a Face 
that was taken by Titian and think of mend- 
ing his Hand by it, without any thought of 
^uallin g his master.’ Pitt’s translation was 
included, with high commendation, in War- 
ton’s edition of Virgil (4 vols. 8vo, 1763) ; 
but the prevailing opinion of contemporaries, 
that it rivalled the work of Bryden in beauty 
while it surpassed it in accuracy, has not been 
confirmed by subsequent critics. Br. John- 
son remarked that ‘ Bryden’s faults are for- 
tten in the hurry of delight, and Pitt’s 
auties are neglected in the languor of a 
cold and listless perusal; Pitt pleases the 
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critics, andBrj’den the people j Pitt is quoted, ' 
and Brvden read.’ After the lapse of a cen- . 
tury, Professor Gonington remarks ; ‘ Besides 
Bryden’s, Pitt’s is the only yersion which 
can be said to he at present in existence : a ' 
dubious privilege which it owes to the fact 
of its having been included in the successive 
collections of English poetry, of which John- 
son’s was the first.’ 

Like more distinguished members of his 
family, Pitt suffered from an early age from a i 
very severe form of gout, which undermined ! 
his constitution. He died at Pimperne on 
15 April 1748, and was buried in Blandford 
church., where a mural inscription celebrates 
‘ his candour and primitive simplicity of 
manners/ and states that ^ he lived innocent 
and died beloved.’ A portrait engraved by 
Cook is prefixed to the selection of his verses 
given in BelFs ^Poets’ (1782, vol. xcix.) 
Selections, prefixed by memoirs, are also 
given in Anderson’s ^Poets’ (viii. 796), 
Chalmers’s ^Poets’ (vols. xii. xix.), Park’s 
^British Poets’ (vol. iii.), and Sanford’s 
‘ British Poets ’ (vol. xxi.) Several letters 
from Pitt to Buncombe are printed in the 
correspondence of John Hughes. 

[Hutchins’s Dorset, i. 236 ; Foster’s Alumni 
Oxon. 1500-1714; Kirby’s Winchester Scholars ; 
Gardiner’s Kegister of Wadham ; Cibber’s Lives 
of the Poets, v. 298 ; Nichols’s Lit. Anecd. ii. 
260; Johnson’s Poets, ed. Cunningham, iii. 219; 
Chalmers’s Biogr. Diet. xxiv. 593 ; Gent. Mag. 
1813, i. 637 ; Pope’s Works, ed. Klwin and Court- 
hope, passim; Julian’s Diet, of Hymnology; 
Brit. Mus. Cat.] T. S. 

PITT, GEOBGE, first Babon Rivebs 
(1722 .P“1803), eldest son of George Pitt of 
ytratfieldsaye, Hampshire, by his wife Mary 
Louisa, daughter of John Bernier, matricu- 
lated on 26 Sept. 1737 from Magdalen College, 
Oxford : hegraduated M.A. on 13 Marchl739, 
and D.O.L. on 21 Aug. 1745. At a by-election 
in June 1742 Pitt was returned to the House 
of Commons for Shaftesbury, and in Decem- 
ber of that year voted against the payment 
of the Hanoverian troops (ParL Hist. xii. 
1057), At the general election in the sum- 
mer of 1747 he was returned both for Shaftes- 
bury and for Dorset. He elected to sit for 
the county, and continued to represent Dor- 
set until the dissolution in September 1774. 
He was appointed colonel of the Dorset 
militia on its establishment in 1757, and from 
1761 to 1768 he served as envoy-extraor- 
dinary and minister-plenipotentiary to Turin, 
On 19 Feb. 1770 he was appointed ambas- 
sador-extraordinary and minister-plenipo- 
tentiary to Madrid, but was succeeded in 
that post by Lord Grantham in January 


1771. He was created Baron Rivers of 
Stratfieldsaye in the county of Southamp- 
ton on 20 May 1776, and took his seat in the 
House of Lords on the following day {Jour- 
nals of the Home of ZordSj xxxiv. 7il). In 
May 1780 he "was appointed lord lieutenant 
of Hampshire, but only held that post until 
1782, when he became one of the lords of 
the bedchamber. In October 1793 he was 
appointed lord lieutenant of Dorset, and on 
IG March 1802 he was created Baron Rivers 
of Sudeley Castle in the county of Glouces- 
ter, with remainder, in default of male issue, 
to his brother Sir W’ illiam Augustus Pitt, 
K.B. (see below), with a subsequent re- 
mainder to the male issue of Lord Rivers’s 
second daughter, Louisa. He died on 7 May 
1802, and was buried in the family vault at 
Stratfieldsaye ; there is a mural "tablet by 
Flaxman to his memory in the church. 

He married, on 4 Jan. 1746, Penelope, 
daughter of Sir Henry Atkins, hart., of 
Clapham, Sun*ey, by whom he had an only 
son — George, born at Angers in France on 
8 Sept. 1751, whose estate of Stratfieldsaye 
was purchased in 1814 for the Duke of Wel- 
lington, under the provisions of 54 George HI, 
c. 161, and who died, unmarried, on 20 July 
1828, when the barony of Rivers of Strat- 
fieldsaye became extinct— and three daugh- 
ters, viz. : (1) Penelope, who married, first, 
in 1766, Lieutenant-colonel Edward Ligo- 
nier (afterwards Earl Ligonier) [see under 
Ltgonier, Johk], from whom she was 
divorced by a decree of the London consib- 
tory court on 10 Dec. 1771, the marriage 
being dissolved by a private act of parlia- 
ment in the following year (12 Geo. Ill, 
c. 43), and, secondly, on 4 May 1784, a 
trooper in the blues ; (2) Louisa, who mar- 
ried, on 22 March 1773, Peter Beckford of 
Steepleton Iwerne, Dorset, and died at 
Florence on 30 April 1791, leaving an only 
son, Horace Whlliam, who became third 
Baron Rivers of Sudeley Castle upon the 
death of his uncle George in 1828 ; and (3) 
Marcia Lucy, who married, on 4 Ang. 1789, 
James Fox-Lane of Bramham Park, York- 
shire, and died on 5 Aug. 1822. Lady Rivers 
died at Milan on 8 Feb. 1795. 

Rivers was a very handsome man, and when 
young was a great favourite with Lady Mary 
AVortley Montagu Ajumm, Zettersj 1867, 
i. 179, ii. 157). AValpole, who celebrated the 
charms of Lady Rivers in * The Beauties, an 
Epistle to hlr. Eekardt the painter ’ (Ok- 
FOET), Works, 1798, i. 23), never tir^ of 
praising “ his lovely wife, all loveliness within 
and without’ (Walpole, Letters, iii. 460), 
while he describes Rivers as ‘her brutal, 
half-mad husband’ {ib, v. 422). A full- 
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length portrait of Eivers in uniform, painted 
by Gainsborough in 1769, was lent to the 
w’ inter exhibition at Burlington House in 
1881 {Catalogue^ hio. 20), There are mezzo- 
tints of Lady Rivers by 0. Corbutt after Miss 
Read, and by R. Houston after Miss Car- 
wardine. There is no record of any speech 
made by Rivers either in the House of Com- 
mons or in the House of Lords. 

He published: 1. ^ Letters to a Young 
Kobleman, upon various subjects, particularly 
on Government and Civil Liberty . . . with 
some Thoughts on the English Constitution, 
and the Heads of a Plan of a Parliamentary 
Reform,’ London, 1784, 8vo, anon. 2. ^An 
Authentic Account of a late Negotiation, for 
the purpose of obtainingthe Disfranchisement 
of Cranbourne Ohace, with an Appendix’ 
[London], 1791, 4to, anon. 3. ^ The Present 
State of the Dorsetshire Militia, set forth in 
a Series of Letters between the Colonel and 
some of the Principal Officers of that Regi- 
ment, from September 1793 to this Time,’ 
London, 1797, 4to, anon. 

The brother, Sir AtJuirsTtrs 

Pitt (1728-1809), general, fourth son of the 
family, was appointed cornet in the 10th 
dragoons on 1 J?eb. 1744, and served in the 
seven years’ war (1756-63). He distinguished 
himself in several actions, and was wounded 
and taken prisoner at Campen. Becoming 
colonel in 1762, and major-general in 1770, 
he was promoted to be colonel of the 12th 
dragoons in October 1770, and five years later 
was transferred to the 3rd Irish horse, now 
the 6th dragoon guards or carabineers. He 
btxame lieutenant-general in 1777, and gene- 
ral in 1793, was from 1784 t® 1791 com- 
mamder of the forces in Ireland, and was 
governor of Portsmouth from 1794 till his 
death, and colonel of the 1st dragoon guards 
from July 1796, He was jcreated a knight 
of the Bath in 1792. He predeceased Lord 
Rivers, dying at Highfield Park, Hampshire, 
on 29 Dec. 1809, and leaiving no issue. He 
married Mary, daughter of Scrioope, viscount 
ilowe, of the kingdom of Ireland i(Cax 2 soh’, 
Historkal Memrds the First or King^s 
Brogoon Gmrds, 1837 5 Gent. Mag^ ISio, 
pt. 1 . p. 92), 

[Hutchins’s History of Dorset, 2iid «dit iii. 
et passim ; Chatham Correspondence*. 1838, 
11 163-1; Gent. Mag, 1746 pp, 44-5, 17.^1 p. 
.427, 1771 pp. 566-7, 1773 p. 154, 1789 pt. ii. p. 
762, 1784 pt. i. p. 395, 1791 pt. i p, 496, 1795 
pt I. p. 255, 1822 pt. ii. p. 186, 1828 pt. ii. pp. 
463-5; Foster’s Alumni Oxon. 1715-1886, iii. 
1120; Edmonson’s Baronagium Geneal. 1784* 
swppl vel. pp. 79 - 1 ; Burke’s Extinct Peerage! 
1H83, p. 616; Collins’s Peerage, 1812, vii. 49(>-,2* 
Haydn’s Book of Dignities, 1890 ; Official Re- 


turn of List of Members of Parliament Lt ii 
pp. 87, 100, 111, 126, 139; Brit. Mus. Cat. l* ‘ 

Ci. E. R. B. 

PITT, JOHN, second Earl of Chathasi 
(1756-1835), general, born on 10 Sept. 1756, 
w^as eldest son of the statesman, 'William 
Pitt, first earl of Chatham [c . v.], whom lie 
succeeded in 1778. His mot ler w^as Hester 
Grenville, only daughter of Richard Gren- 
ville and sister of Earl Temple. The younger 
William Pitt, the statesman, was his younger 
brother. Entering the army as a lad in 1774 
he left in 1776. Re-entering it in 1778, he was 
appointed lieutenant in the 39th foot, and 
served as a subaltern during the siege of Gib- 
raltar in 1779-83. In 1779 he was promoted 
captain in the 86th or Rutland regiment, 
which was disbanded at the close of the 
American war. 

In J uly 1788 his younger brother, then prime 
minister, invited him to join his ministry, and 
he entered the cabinet on 16 July as first lord 
of the admiralty. He held the office until De^ 
cember 1794. He was admitted to the privy 
council on 3 April 1789, and wms created K.(3. 
on 15 Dec. 1790. On retiring from the admir- 
alty, to make way for Lord Spencer, on 20 
Dec. 1794, Chatham retained his seat in the 
cabinet, being appointed lord privy seal, and 
on 21 Sept. 1796 be was transferred to the 
presidency of the council. He resigned with 
his brother in July 1801. 

Meanwhile he maintained his connection 
with the army. He was promoted colonel 
in 1798, major-general in 1795, and colonel 
of the 4th (king’s own) regiment of foot in 
1799. In the last year he commanded a 
brigade in Holland under the Duke of York ; 
he was present on 2 Oct. 1799 at the battle 
of Bergen, aaid successfully relieved General 
Coote when that officer was warmly engaged 
and hard pressed by the French. Again, on 
6 Oct. he was present at the severe though 
indecisive affair at Beverwyk, where he was 
wounded. After his return home he was 
appointed to ifche responsible office of master- 
general of the ordnance (27 June 1801), and 
held it for five years, until 8 Feb. 1806. He 
became lieutenant-general in 1802, governor 
of Plymouth on 30 March 1805, and governor 
of Jersey on 22 Sept. 1807. 

Although extraordinarily distant in man- 
ner, be was a favourite of George III, to 
whose favour he mainly owed his numerous 
employments. But he was ambitious of mili- 
tary distinction, and was keenly disappointed 
by the bestowal of the command of the army 
in the Peninsula on "Wellesley in 1808. It is 
said that, to soothe his wounded feelings, he 
was directed to take charge in 1809 of tiie ex- 
pedition to Walcheren, with which his name 
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was to be cbieflj connected. Tbe object 
of tbe expedition w^as to destroy Napoleon''s 
fleet and arsenals on the Scheldt, after the i 
troops that usually protected them had been | 
ivithdrawm in order to take part in the Aus- i 
t rian campaign. Flushing ^Yas to be reduced, 
and Antw'erp captured. The force under his 
command was nearly forty thousand strong, 
while Sir Richard Strachan[q.v.], with thirty- 
five ships of the line and numerous smaller 
vessels, was ordered to co-operate with the ' 
land forces. Ciiatham proved himself wholly 
unequal to the task assigned him. On 29 July 
part of his army landed at Walcheren and 
siezed Middlehurg, while other divisions cap- 
tured fortresses about the month of the 
Scheldt. Antwerp, which could easily have 
been occupied, was neglected in order that 
Flushing might be besieged. Flushing sur- 
rendered on 16 Aug,, but meanwhile Antwerp 
had been strongly fortified, and its ganison 
reinforced. In September Chatham sus- 
pended operations, ordered fifteen thousand 
troops to "Walcheren, and accompanied the 
others home. The climate of Walcheren told 
on the soldiers, and half the army there was 
soon invalided. Orders were thereupon sent 
from London to destroy Flushing and aban- 
don Walcheren. 

Chatham’s failure was complete, and pro- 
voked a storm of recrimination in parliament. 
For many of the disasters the difierences of 
opinion in the cabinet, between Castiereagh, 
the w^ar minister, and Canning, the foreign 
minister, were responsible. But the thorough- 
ness of the disaster was due to Chatham‘’s 
lack of energy and military ability. On re- 
turning home he, contrary to etiquette, pre- 
sented a partisan report to the king in private 
audience, instead of forwarding it to Castie- 
reagh, the secretary of state. An inquiry 
into his conduct was held, and the revela- 
tions deeply compromised his reputation. He 
attributed fatal delays in bis early move- 
ments to the dilatoriness of tbe admiral, 
Strachan. Tbe situation gave rise to the 
epigram — 

Great Chatham, with his sabre drawn. 

Stood waiting for Sir Richard Strachan; 

Sir Richard, longing to he at ’em, 

Stood waiting for the Earl of Chatham ! 

Strachan’s friends retaliated with a charge 
of unpunctuality against Chatham, and ap- 
plied to him the sobriquet ‘ the late ’ Earl of 
Chatham. 

Nothwithstandinghis condemnation, Chat- 
ham received further promotion. He was 
promoted general in the army on 1 Jan. 
1812, and on the death of the Duke of Kent, 
in 1820, he was made governor of Gibraltar. 


That post he held till his death. lie died in 
London, at 10 Charles Street, Berkeley 
Square, on 24 Sept. 183o. 

Chatham strongly resembled his father ^ in 
face and person,’ and in nothing else. Ills 
manners were said by Wraxall ‘ to forbid 
approach’ and * prohibit all familiarity’ 
(\VitA.XALL, Memoirs, iii, 129). He married, 
in 1783, Mary Elizabeth, daughter of Thomas, 
first viscount Sydney, She died in 1821, 
without issue. 

[Doyle’s Officinl Baronase; Debrett’s Peerage, 
1834; Alison’s Hist, of Europe, vi. 251 a., vii. 
456 ?*., ix. 236, 238, 239, 240, 241, 246 ; Observa- 
tions on the Documents laid befoi*e Parliiiment 
kc. on the late expedition to the Scheldt, Lou- 
don, 1810 ; Royal 31ilitary Gilendar, 3rd edit. i. 
37o, London, 1820 ; Cast’s i^mlals of the Wars, 
v. 222-31 ; Cannon's Historical Records of the 
British Army : History of 4th or King’s Own 
Regiment of Foot] W. B-t. 

PITT, MOSES (/. lG.j4-1696),puhlisber 
and author, tbe son of John Pitt, yeoman, of 
St. Tenth, Cornw'all, was bound apprentice 
to Robert Littlebury, citizen and haberdasher 
of London, for seven years from 1 Oct. 1654, 
and was made freeman of the Haberdashers’ 
Company on 8 Kov. 1661. He became a 
publisher, and in 1668 issued ' at the White- 
Hart in Little Britain ’an edition of Thomas 
Braneker’s ^Introduction to Algebra.’ In 
1680 appeared the first volume of the mag- 
nificent publication for which Pitt is chiefly 
known, * The English Atlas,’ a work formerly 
held in great estimation. Bishop 'William 
Kicolson [q. v.] and Richard Peers [q. v.] were 
generally responsible for tbe geographical and 
historical descriptions, and their names ap- 
pear on some of the title-pages, hut Thomas 
Lane, Obadiah "Walker, and Dr. Todd had 
compiled the first volume (Wood, Athmee, 
ed. Bliss, iv. 291, 480, 534; Letters to H. 
Thoresby, i. 122) ; the maps are mainly based 
on Janssen’s * Atlas.’ It was to extend to 
eleven voliunes, but only four volumes, and 
the text of a fifth, large folio, appeared, with 
the imprint ‘ Oxford, printed at the Theater 
for Moses Pitt at the Angel in St. Paul’s 
Churchyard,’ 1680-2. The names of Chris- 
topher Wren, Isaac Yossius, John Pell, WTl- 
liam Lloyd, Thomas Gale, and Robert Hook 
are mentioned in the prospectus as having 
promised their advice and assistance. Pitt 
secured the patronage of Charles IT, the 
queen, and the Duke and Duchess of ^rk, 
and a long list of subscribers is given in the 
first volume. He claims to have had printed 
for him many bibles and testaments at Oxford, 
and to have reduced prices more than one- 
half (see Ciy of the Oppressed, passim, and 
note to Wood’s Life^ ed, Clark, ii. 170), 



Pitt 


34<5 


Pitt 


In spite of the encouragement of Dr. Fell, 
the ‘English Atlas’ was not successful from 
a pecuniary point of 7iew, and. Pitt also had 
losses in building speculations. On 13 April 
168o he was arrested at Obadiah Walker’s 
lodgings at Oxford on a suit for 1 ,000/. ( W OOD, 
op. cit. iii. 138), and was imprisoned in the 
Fleet from 20 April 1689 to 16 May 1691. He 
described his troubles in a yery interesting 
little volume, ‘The Cry of the Oppressed, 
being a true and tragical account of the 
unparallerd sufferings of multitudes of poor 
imprisoned debtors in most of the gao .s of 
England, together with the case of the pub- 
lisher,’ London, 1691, 12mo. This contains a 
remarkable account of the actual condition of 
prisoners for debt, not in London alone, but in 
many other towns, as Pitt conducted a large 
correspondence with fellow sulFerers through- 
out the country. He endeavoured to get a 
biU passed through parliament for their relief. 
The book is illustrated with twelve cuts de- 
scribing the cruelties of gaolers in a startling 
chapbook style of art. It is full of personal 
details, and is useful for the topographical 
history of Westminster, where Pitt built, 
besides other houses, one which he let to 
Jeffreys, in what is now Delahay Street. 

Pitt also -wrote ‘ A Letter to [Rev. George 
Hickes] the authour of a book intituled some 
Discourses upon Dr. Burnet and Dr. Tillot- 
fion, occasioned by the late funeral sermon 
of the former upon the latter,’ London, 1695, 
4to, with more particulars about his money 
troubles ; and ‘ An Account of one Ann 
Jefferies now living in the county of Corn- 
wall, who was fed for six months by a small 
sort of airy people called fairies, and of the 
strange and wonderful cures she performed,’ 
London, 1690, small 8vo. Of the latter 
work there are two editions which vary 
slightly; the book is reprinted in Morgan^ 
‘ Phmnix Britanuicus,’ 1732, 4to, pp. 545-51, 
and in C. S. Gilbert’s ‘ Cornwall,’ i. 107—14. 
At the time of his death, which took place 
between 1696 and 1700, he had almost com- 
pleted a catal<^ue of English -writers. 

Pitt married a Miss Upman. He is de- 
scribed by John Dunton as ‘ an honest man 
every inch and thought of him, and . . . had 
fathomed the vast My of learning. . . . His 
wit and virtues were writ legibly in his face, 
and be had a great deal of sweetness in his 
natural temper’ {Life and Errors, 1818, i. 
233-4). Anthony Wood was indebted to 
him for small items of information {Life^ 
Tols. il and iiL p.assim ; and ed. Bliss, 
ii. 27). ^ 

and ^^nrtney’s Bibliotheca Gonm- 
bww,i 271, iii 1314; Notes and Queries, 2nd 
ier. If, 142, v. 105.] H.. R, T. 


PITT, ROBERT, M.D. (1653-1713), phy- 
sician, son of Robert Pitt, was bom at 
Blandford Forum, Dorset, in 1653. He ma- 
triculated at Wadham College, Oxford, on 
2 April 1669, and was elected to a scholar- 
ship there in 1670. He graduated B.A. in 
1672, was elected a fellow of bis college in 
1674, graduated M.A. in 1675, M.B. in 1678, 
and M.D. on 16 Feb. 1682. He taught 
anatomy at Oxford, and was elected F.R.S. 
on 20 Dec. 1682. In 1684 he settled in 
London, and was admitted a candidate or 
member of the College of Physicians on 
22 Dec. He was created a fellow by the 
new charter of James II, and admitted on 
12 April 1687. He was a censor in 1687 
and 1702. He lived in 1685 in the parish 
of St. Peter-le-Poer, in the city of London ; 
in 1703, and till his death, in Hatton Gar- 
den. On the death of Francis Bernard [fj.v.] 
he was, on 23 Feb. 1697-8, elected physician 
to St. Bartholomew’s Hospital, and held office 
till 1707. He took an active part in the 
controversy which followed the establish- 
ment of a dispensary by the College of Phy- 
sicians in 1696, and published in 1702 ‘The 
Craft and Frauds of Physick exposed,’ dedi- 
cated to Sir William Prichard, president, 
and to the governors of St. Bartholomew’s 
Hospital, and written to show the small cost 
of the really useful drugs, the worthlessness 
of some expensive ones, and the folly of 
taking too much physic. The book gives a 
clear exposition of the therapeutics of that 
day, and is full of shrewd, observations. 
Sarsaparilla, wbich for more than a hundred 
years later was a highly esteemed drug, had 
been detected by Pitt to be inert, and he 
condemned the use of bezoar, of powder of 
vipers, of mummy, and of many other once 
famous therapeutic agents, on the ground 
that accurate tests proved them of no effect. 
A second and third edition appeared in 1703, 
In 1704 he published ‘ The Antidote, or the 
Preservative of Life and Health and the 
Restorative of Physick to its Sincerity and 
Perfection,’ and in 1705 ‘The Frauds and 
Villainies of the Common Practice of Physic 
demonstrated to be curable by the College 
Dispensary.’ He was attacked by Joseph 
Browne {Jl. 1706) [q.vj in 1704 in a book 
entitled ‘ The Modem Practice of Physick 
vindicated from the groundless imputations 
of Dr. Pitt.’ He also published a paper in 
the ‘ Philosophical Transactions ’ for 1691 on 
the weight of the land tortoise. The observa- 
tions which were made in conjunction with 
Sir Georjp Ent, M.D. [q. v.], compare the 
weight oj’ the reptile before and after hiberna- 
tion for a series of years. 

Pitt married Martha, daughter of John 
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iS'ourse of Wood Eaton, Oxfordsliire, in 
1686, and died on 13 Jan. 1712-3. 

[Works; Mnak’s College of Physicians, i. 
445 ; manuscript minute-tiooks of St. Bar- 
tliulomew’s Hospital ; Foster s Alumni Oxon,] 

H. M. 

PITT, THOMAS (1653-1726), East India 
merchant and governor at Madras, often 
called ^Diamond Pitt,’ bom at Blandford, | 
Dorset, on 5 J uly 1 653, was second son of John 
Pitt, rector of Blandford St. Mary, and of 
Sarah, daughter of John Jay. In youth he 
appears to have been at sea, and he is re- , 
peatediy styled ‘ captain’ in his earlier days ; | 
even before he was twenty-one he engaged 
in the East India trade as an interloper, i.e, 
as a merchant not authorised to trade by the ; 
East India Company. | 

In 1674 Pitt settled at Balasore, and ! 
began a long struggle vrith the company, j 
On 24 Feb. 1675 the court sent directions that i 
he should he seized : ‘wee do require you to 
take care to send them [Pitt and his party] to 
the fort, to remain there till next yeares ship- 
ping, and then to be sent to England.’ When 
this order reached India (in June 1676), 
Pitt seems to have left India on a trading ; 
expedition in Persia. On 19 Dec. 1670 the 
court again repeated their orders for his 
arrest, and Pitt is said to have been brought 
before the Madras council, and to have pro- , 
mised compliance with the company’s orders; I 
but he made no change in his methods of 
business. He paid further visits to Persia 
during 1677 and 1679-80, and he trafficked 
in very various commodities, including sugar | 
and horses. His ventures proved successful, j 
During 1681 he returned to England. On 
15 Feb. 1682 the court of the East India 
Company gave instructions for a writ ne 
exeat regno against Pitt and one Taylor, 

* untill the suit depending in chancery against 
them by the Company be beard and deter- 
mined.’ Nevertheless, Pitt left England in 
the Crown on 20 Feb. 1682, and reached 
Balasore about 8 July, immediately resuming, 
in the most open manner, his old modes of 
trading. ‘ We would have you,’ the court 
writes to Hedges, ‘ secure his person what- 
ever it cost to the government ... Be sure 
to secure him, he being a desperate fellow 
and one that we fear will not stick at doing 
any mischief that lies in his power.’ Accord- 
ingly Hedges obtained the consent of the 
nawab of Bengal, as the territorial sovereign, 
to the arrest of Pitt, who, however, after 
obtaining a permit from the nawab to build a 
factory on the Hooghly, left for England 
on 5 Feb. 1683. He was arrested on his 
arrival at the suit of the company, and was 


bound over in recognisances to the amount 
of 40,000/. 

The litigation seems to have detained Pitt 
in England for many years. In lte7 he 
was fined 1,000/. for interloping, but the 
court reduced the penalty to 400/. Settling 
down for the time in Dorset, he purchased 
and laid out land there, and in both 1689 
and 1690 w^as returned to parliament as 
member for New Sarum, or Salisbury. In 
1690 he bought the manor of Stratford (and 
Old Sarum) from James Cecil, fourth earl of 
Salisbury, Without vacating his seat in par- 
liament, he undertook in 1693 his last inter- 
loping voyage in the Seymour, in company 
with one Catchpoole. He arrived at Bala- 
sore on 1 Oct. The court and their agents in 
Bengal made vain efforts to stay his progress. 
‘Notwithstanding all onr endeavours with 
the nabob and Duan to frustrate and oppose 
the interlopers in their designs, they are 
rather countenanced and encouraged by tbe 
whole country in general!.’ Cons^uently 
in January 1694 the court, recognising their 
inability to resist Pitt, decided to come to 
terms with the interlopers, and to admit them 
to the company. Pitt received offers of help 
from the company, and early in 1695 re- 
turned to England, where he was temporarily 
engaged as agent for the company in tbe 
recovery of certain ships from Brest. On 
28 Oct. 1695 he was elected M.P. for Old 
Sarum. 

The court of the East India Company 
quickly recognised Pitt’s capacity, and on 
26 Nov. 1697 he was appointed president of 
Fort St. George. His commission, dated 
5 Jan, 1698, gave him for twelve months 
special power to suspend any officer; enjoined 
strict retrenchment, including, if possible, 
reduction of the number of officers ; and di- 
rected Pitt’s particular attention to the pre- 
vention of interloping, ‘ he having engaged to 
ns,’ as remarked in a despatch to Bengal, ‘to 
signalise himself therein.’ His term of ap- 
pointment was for five years, and his salary 
and adlowances 300/. a year, with 100/. for 
outfit. According to Sir Josiah Child, ‘ the 
adventurers ’ resented Pitt’s appointment to 
‘ such a degree as to turn out eighteen of 
that committee, whereas I never before knew 
above eight removed.’ On 12 Jan. Robert 
Pitt, ‘ son of tbe president/ was granted per- 
mission to reside at Fort St. George as a free 
merchant. 

Pitt arrived in Madras on 7 July 1698, 
On the 11th he entertained all the company’s 
servants and freedmen, byway of celebrating 
the reading of his commission. Settling down 
to business, both on the company’s account 
and his own, he was subjected to much hos- 
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tile criticism, and tlie court found it neces- 
sary to reaffirm their confidence in his 
management. In May 1699 he was disabled i 
by a lever. During the conflict between the 
old company, his masters, and the new com- 
constituted on 6 Sept. 
lo98. Put vehemently defended the interests 

Q- virir ‘n September 1699, 
Sir William Norris [q.v.] landed as envoy of 
the new company to Aurungzib, Pitt ‘de- 
clined to recognise him in the absence of 
orders from the old company. He pursued 
the new company’s' agent, his cousin, John 
• ‘ 1 -no j ® utmost rancour until his death, 
m 1/Od, denouncing him as crack-brained 
and inexperienced. These acrimonious dis- 
putes were determined by the union of the 
two rival companies in August 1702, and Pitt 
presidency of Madras 
L towhom,on 3 Oct. 

words to 

the French at Ryswick : ‘ ’Twas my fate, and 
nott my choice that mademee Your Enemy 

Masters are united’ 
Itt ShaU bee my utmost Endeavours to pur- 

Sendlffi" 

1700 February 

bWkad^ Carnatic^ 

blockaded Madras. Pitt met the danger with 
a charactenstic combination of shrlwdness 
and boldness, and on 3 May the nawab retir^ 

thSLZd^tl'ke^^?’ ^ restore all 

taat he had taken from the company or its 

ST359 

lime, 1. 359-60). In 1/08, apparentlvat his 
own request, Pitt’s term of five yeaSiwic! 

extend^ In 1708-9 he Sd ^e! 
^tiation with the successor to\urun<T'zib 
ar®>igement in & J 

SaS“Z’ “P°rtance was 

attached by the inhabitants of Fort St 

bv pTt-s “®Fotiation was curshS 

Dj Jritt s supersession. ^ 

Early in 17M MTlliam Fraser had h«. 

^"^Madr^f^g^™^^-- certain 
op»’t: 

6t once aocnsed Fraser nfArtii * i 

petitioners,Td sS^lfirw *^ t 

-o ./an. the eoiirt decided to 


Pitt 


remove Pitt and reinstate Fraser Pitt T 
characteristic promptitude hnn/l’ 
post and counL “rfhe cZj 
presence of the council on 17 Sept. 170™ He 
eft Sladras on the Heathcote aLut 25oS 

and“? W DanTsh ye^sei’ 

and landed at Bergen, where he stayed foi 
the greater part of a year. 

Pitt proved himself a resourceful myemnr 
He maintained considerable pomp^ yet thii 
revenues of the factory continuoZ^rl 
under his guidance. At one time he proposed 
to give some sort of municipal goye»t 
within the bounds of the 4tory. T^the 
value of ludicious commercial experiments 
he was fully alive. Early in 1700 he shinned 

home new kinds of neck-cloths and chintzy 

Sir Nicholas Waite calls him ‘the neat 
president, Md Peter Wentworth wrote that 
the great Pits is turned out.’ ‘ It was his 

general force of character, his fldelityTo tZ 

tault of keenness in money-making), his de- 
cision m dealing with difficulties, that won 
his reputation. He was alwaysZaZ 
a ways, till that last burst whicH brought 
>ioweverbitte?in 

Pirt“S cf Iiis stay at Madras 

kept a look-out for large diamonds, 
wkch he utilised from time to time as a 
means of sending remittances to the com- 
pany In Dumber 1701 a native merchant, 
cMled Japachund, brought him a large, rough 
stone weighing 410 carats, for whidi he de- 
manded 200,000 pagodas. The stone had 
been sold to Jamchimd by an English 

Ihe iatto had found it in the Parteal mines 
on the Eistna, and had secreted it in a 
leg* It was doubtless a vague 
nowledge of these circumstances which 
suggested Pope’s lines : 

Asleep and naked as an Indian lay, 

An honest factor stole a gem away r 
^ knight : the knight had 

So kept the diamond, and the rogue was bit. 


i^^oral Epist. iii. 361-5). Pope ori- 

imputation that Pitt 
had stolen the stone was ill-founded, as he 
proved before the council at Madras, and 
atterwards by an elaborate justification of 
Lis conduct which he wrote at Bergen in 
in ®i^s®quently published 

ZiIh 3 1^43. Pitt 

ehtin3 “ *i®rd bargain with Jam- 

chund, who was finally induced to part with 
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tlie diamond for 48,000 pagodas, or 20,400/. 
(at 8«. per pagoda). He sent it home 
by his son Robert in October 1702. The 
cutting was done with great skill in Lon- 
don at a cost of 5,000/., the diamond being 
reduced to 136| carats in the process. The 
cleavage and dust were valued at from 
6,000/. to 7,000/. After many negotiations, 
during which Pitt knew little rest, and spent 
most of his time in disguise, the embarrassing 
treasure was eventually disposed of, through 
the agency of John Law [q. v.] the financier, 
to the regent of France for the sum of 
185,000/. (see Saixt-Simojt, Memoires). Pitt 
and his two sons themselves took the stone 
over to Calais in 1717. The gem, which 
was valued in 1791 at 480,000/., was placed 
in the French crown, and, although it has 
experienced many vicissitudes, it is still pre- 
served among the few crown jewels of France 
that remain unsold (Yule, pp. cxxv, sq. ; 
Streeter, Great Diamonds of the World-, 
Wheeler, Hist, of Madras, chap, xxiii.) 

On 20 Dec. 1710, when Pitt was settled 
again in England, the court of the East India 
Company made arrangements to confer with 
him qn Indian afiairs, and not only took his 
advice, but gave evident signs of regretting 
his recall. W^hile in India Pitt had looked 
after the management of his ‘ plantations and 
gardens ’ in England, and had added to his 
estates, often showing his dissatisfaction 
with his wife’s conduct of his afiairs in his 
absence. He now began to consolidate his 
properties. Besides Mawarden Court at 
Stratford and the Down at Blandford, he 
acquired Boconnoc in Cornwall from Lord 
Mohun’s widow in 1717, and subsec iiently 
Kynaston in Dorset, Bradock, Tres iillard, 
and Brannell in Cornwall, W’’oodyates on the 
border of Wiltshire, Abbot’s Ann in Hamp- 
shire, and Swallowfield in Berkshire. He 
resumed his place in parliament, being elected 
for Old Sarum on 25 Nov. 1710, and re- 
elected on 16 Feb. 1714 and in 1715, on both 
occasions with his son as colleague. In 1714 
he ^declared himself against every part of the 
address,’ and in 1715 was appointed a com- 
missioner for building new churches under 
the acts beginning with 9 Anne, c. 22. On 
3 Aug. 1716 he accepted the government of 
Jamaica, and vacated his seat. But he ne%'er 
assumed the office, possibly because he failed 
to secure instructions to his liking, and he 
resigned in favour of another. At a by- 
election on 30 July 1717 he was elected to 
parliament for Thirsk. In 1722 he was re- 
turned for Old Sarum. 

Pitt died at Swallowfield, Berkshire, on 
28 April 1726, and was buried at Blandford 
St, Mary’s, in the church which he had re- 


stored, A stone or brass, with a 
^extravagant laudation’ commemorating iiis 
benefactions, was extant in the church 
until 1861, when a restoration swept it away. 
He also built or restored the cbm-ches ar 
Stratford and Abbot's Ann. 

Pitt was, above all things, a hard man nf 
business. He gave his son on goin£r up to 
Oxford characteristic advice : ‘ Let it evi-r 
be a rule never to lend any money but wlitre 
you have unquestionable security, for gene- 
rally by asking for it you lose your fiViend and 
that too.’ Yet, despite his intolerance of all 
mismanagement of money matters, his cor- 
respondence gives occasional evidence of 
kindness, co-nsideration, almost of affection. 

Pitt married, in 1678 or 1679, Jane (Vi. 
1727), daughter of James Innes of Reid TIall, 
Moray, who was descended in the female line 
from the Earls of Moray. He had three sons 
and two daughters. His eldest son, PLobert, 

1 was father of "William, earl of Chatham 
' [q. V.] ; his second son, Thomas, was created 
Lord Londonderry [q. v.] ; his third son, 
John (<i. 1744), was a soldier of some dis- 
tinction. His second daughter, Lucy, mar- 
ried, on 24 Feh. 1712-13, General James 
(afterwards first Earl) Stanhope. 

Two portraits of Pitt are extant ; one at 
Boconnoc in Cornwall, with the diamond in 
his hat ; another at Chevening, Sevenoaks, 

! is the property of Earl Stanhope. Both, are 
by Kneller, 

[Colonel Y’ule in vol. iii. of the Diary of Wil- 
liam Hedges (Hakluyt Soc.), 1889, has collected 
, everything which bears on the biography of Pitt. 
See also Wheeler’s Madras in the Olden Times, 
1861, vols i. and ii. passim ; Pope’s Works, ed. 
Elwin and Courthope, iii. 157 ; Certain Appen- 
dices to Life of Lord Chatham, London, 1793, 
and Collins’s Peerage of England, sub ‘ Chat- 
ham.’] C. A, H. 

PITT, THOMAS, first Earl of Loxrox- 
berrx (1688 P-1729), bom about 1688, vras 
second son of Thomas Pitt [q. v.], the colonial 
governor. He represented Wilton in the Bri- 
tish House of Commons from August 1713 
until the dissolution in July 1727, and served 
against the rebels in Lancashirein 1715 {Hut, 
MSS. Comm, 13th Rep. App, iii. p. 55). On 
3 June 1719 he was created Baron of Lon- 
donderry in the kingdom of Ireland, and 
took his seat in the Irish House of Lords 
on 8 July following {Journals of the Irish 
House of Lords, ii. 608). On 8 Oct. 1726 
he was further advanced to the dignities 
of Viscount Gallen-Ridgeway of Queen’s 
County and Earl of Londonderry, but he 
never sat in the Irish House of Lords as an 
earl (ib. iii. 540). At the general election in 
August 1727 he was returned to the British 
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House of Commons for Old Sarum, but va- 
cated bis seat on bis appointment to tbe post 
of governor of tbe Leeward Islands in May 
1728. He died at St. Kitts on 12 Sept. 1729, 
aged 41, and was buried in tbe family vault 
at Blandford. 

He married, on 10 March 1717, Lady 
Frances Ridgeway, younger daughter and 
coheiress of Robert, fourtii and last earl of 
Londonderry (created 1623), by whom be 
left two sons — viz.(l) Thomas, who succeeded 
as second earl, and died from a fall from bis 
horse on 24 Aug. 1734, aged 17 ; (2) Ridge- 
way, who succeeded as third earl, and died 
unmarried on 8 Jan. 1765, aged 43, when all 
tbe honours became extinct — and one daugh- 
ter, Lucy, who became the wife of Pierce Mey- 
rick, the youngest son of Owen Meyidck of 
Bodorgan, Anglesey. His widow, who in- 
herited the Cudworth estate in Yorkshire, 
n a’ried, in December 1732, Robert Graham, 
of South Wamborougb, Hampshire, and died 
on 18 May 1772. There is no record of any 
speech made by him either in the Irish 
House of Lords or in the British House of 
Commons. 

[Hutchinses History of Dorset, 2nd edit. i. 99 ; 
Boyer’s Political State of Great Britain, xxrviii. 
492; Gent. Mag. 1734 p. 452, 1765 p. 46, 1772 
p. 247 ; Burke’s Extinct Peerage, 1883 pp. 429, 
430, 453 ; G, E. C.’s Complete Peerage, 1893, v. 
130-1; Collins’s Peerage of England, 1812, v. 
46 ; Official Return of Lists of Members of Par- 
liament, pt, ii, pp. 34, 45, 57, 68 ; Haydn’s Book 
of Dignities, 1890, p. 727; Notes and Queries, 
8th ser. v. 227.] G. F. R. B. 

PITT, THOMAS, first Baeon’ Cameleoed 
(1737-1793), politician and connoisseur of art, 
bom and baptised at Bocounoc in Cornwall on 
3 March 1736-7, was the only son of Thomas 
Pitt (i. 1760), lord warden of the Stannaries, 
William Pitt, first earl of Chatham [q. v.], 
"was Ms father’s elder brother. His mother 
"was Christian, eldest daughter of Sir Thomas 
Lyttelton, hart., of Hagley. He was ad- 
mitted fellow-commoner at Clare College, 
Cambridge, on 7 Jan. 1754, and resided there 
until 1758. While at the university his 
uncle, W^illiam Pitt, sent him much advice 
in a series of sensible and affectionate letters, 
which were printed in 1804, and were in- 
cluded, togef :ier with the nephew’s rejjlies, 
in the ' Chatham Correspondence.* In 1759 
Pitt obtained the degree of M.A- per literae 

Pitt’s health was bad even as an under- 
graduate ; he was * troubled with fits.* In 
search of a cure he accompanied Lord Kin- 
ttooil, British ambassador to the court of 
P^agal, on his journey toLisbon in January 
17W. Cray and his friends contrived that 


Lord Strathmore, a college companion, should 
go with him ; and Philip Francis, who praises 
Pitt and Strathmore as ^ most amiable youn<T 
men,’ and retained throughout life the 
warmest attachment for Pitt, also joined 
the expedition. They entered the Tagus on 
7 March 1760, and left Lisbon on 21 May 
1760. Passing through Spain to Barcelona, 
they crossed to Genoa, and passed some time 
in Italy. Pitt corresponded with Gray, by 
whom he is called ‘ no bad observer,’ and 
wrote a manuscript journal of bis travels, 
a copy of which formerly belonged to Mr. 
Richard Bentley, and a second copy, by tbe 
Rev. William Cole, transcribed from that in 
the ^possession of Richard Gough, is No. 5846 
of tie Additional MSS. in the British Mu- 
seum. Gough speaks with pleasure of this 
^ most delicious tour, with most accurate de- 
scriptions, and some plans.* Cole notes that 
the description of the bull-fight in the manu- 
script is identical with that in the Rev. E. 
Clarke’s ^Letters on the Spanish Nation,* 
1763 (pp. 107-13). Horace Walpole intro- 
duced Pitt to Sir Horace Mann at Florence 
as ^not a mere matter of form, but an earnest 
suit to know him well,’ and praised his con- 
duct in cutting off the entail to pay his 
father’s debts and to provide for bis sisters. 
Pitt was staying at Florence with his uncle, 
Sir Richard Lyttelton, and making himself 
very popular, when news arrived of the death 
of his father, on 17 July 1761. 

He now became owner of tbe controlling 
interest in the parliamentary representation 
of Old Sarum and a considerable share in 
that of Okehampton in Devonshire. He ac- 
cordingly sat for the former borough from 
December 1761 to the dissolution in March 
1768, for Okehampton in the parliament from 
1768 to 1774, and for Old Sarum from 1774 
until his elevation to the peerage in January 
1784. He followed in politics his near rela- 
tive, George Grenville, who made him a lord 
of the admiralty in his ministry of 17 63. He 
was invited, in compliment to his uncle, 
Chatham, to continue in office with the Rock- 
ingham ministry ; but be was politically at 
variance with Chatham, and followed Gren- 
ville into opposition (cf. Walpole, Memoirs 
of George III, i. 339-43, Walpole, Letters, 
iv. 238-45, and The Grenville Papers, ii. 
232, 320-60). 

At intervals Pitt played an active part in 
politics. He was one of the seventy-two 
whig members who met at tbe Thatched 
House Tavern, London, on 9 May 1769, to 
celebrate the rights of electors in the struggle 
for the representation of Middlesex; he 
seconded S>ir William Meredith in his at- 
tempt to relax the subscription to the Thirty- 
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Bine Articles, and lie spoke against tke Royal 
Marriage Bill. Througli Ms influence, sup- 
ported by Lady Chatbam, tbe reconciliation 
of bis uncle and Lord Temple was effected 
in 1774. Walpole, who quarrelled with 
him on political topics, calls him a ‘ flimsy ’ 
speaker, though not wanting in parts; hut 
Wraxali recognised in him the possession of 
BO ordinary powers of oratory, and remarked 
that, although he rarely spoke, his name and 
family relations ^procured him a most fa- 
Tourable audience.’ It was acknowledged on 
all sides that he never spoke so well as in 
his speech in 1780 on Dunning’s celebrated 
motion to limit the influence of the crown. I 
He was one of the strongest opponents of 
Lord North’s ministry, and a warm anta- 
gonist of the coalition. In November 1781 
he protested against voting supplies until 
grievances were redressed, in a speech to ! 
which Fox referred in Ms own justification 
on 4 Jan. 1798, when opposing the pass- 
age of the Assessed Taxes Bill {Ransard^ 
xxxiii. 1230). In February 1783 he moved 
the address for the Shelburne ministry, pro- 
testing that he had always been opposed to 
the use of force against the American colo- 
nies, and he attacked Fox’s East India Bill 
with energy. 

A very favourable account is given by 
Wraxali of his speech in 1782 against par- 
liamentary reform, in which he did not 
^ make a false step,’ although hampered by 
the knowledge that he was returned to the 
House of Commons in respect of a single 
tenement. Next year, when the same ques- 
tion was brought forward, he incurred much 
ridicule by a change of opinion, and by an 
offer to sacrifice his borough for the public 
good. He was satirised by the authors of the 
'Rolliad’ (ed. 1795, pp. 171-2), and he was 
mercilessly chaffed in the House of Commons 
by Fox (13 March 1784) and Burke (28 Feb. 
1785). In March 1783, when the king was 
endeavouring to form an administration in 
opposition to North and Fox, the leadership 
of the House of Commons and the seals of a 
secretary of state were ‘ offered to and pressed 
upon Thomas Pitt ’ (Buckingham, Court of 
George III, 1853, i. 190), although Lord 
Ashburton, who conferred with the king on 
the subject, pleaded that he was a * wrong- 
headed man’ (Fitzmaueice, Life of Shel- 
burne, ii. 375-82). On 5 Jan. 1784 he was 
raised to the peerage as Baron Camelford of 
Boconnoc, a signal proof, as was generally 
remarked, of the influence of his cousin, the 
young William Pitt (cf. Chatham Corre- 
epondence, iv. 526-7). 

Ill-health often drove him to the conti- 
nent, From 1789 to 1792 he was in Italy, 


and, although he landed at Deal in June 

1792, he was obliged to flee to the conti- 
nent again in September, Peter Beckford 

^ says in his ‘Familiar Letters’ (1805 edit, 
i. 159), that Lord Camelford ‘left Florence 
for Pisa with the gout upon him, and died 
immediately on his arrival ; ’ but it is gene- 
rally said that he died at Florence on 19 Jan. 

1793. He vras buried on 2 March at Bocon- 
noc, where he had added to the old mansion, 
from his own designs, a second wing, in which 
is a gallery sixty-five feet long, containing 
many family and other portraits. In 1771 
he had erected, on the hill above the house, 
an obelisk, 123 feet high, to the memory of 
his uncle, Sir Richard Lyttelton {Larochial 
Mist, of Cornwall, i. 74-5). 

Pitt married, on 28 or 29 July 1771, Anne, 
younger daughter and coheiress of Pinckney 
W’'ilkinson, a rich merchant of Hanover 
Square, London, and Burnham, Norfolk. 
She had ‘ thirty thousand pounds down and 
at least as much more in expectation,’ wrote 
Gray. She died at Camelford House, Ox- 
ford Street, London, on 5 May 1803, aged 
C5, pining from grief at the career of her 
son, and was buried in the vault in Bo- 
connoc churchyard on 19 May. Their issue 
was one son, Thomas, second earl of Camel- 
ford, who is separately noticed, and one 
daughter, Anne, bom in September 1772. In 
March 1773 William Wyndham Grenville, 
baron Grenville [q. v.], wrote that the girl 
was ‘either dying or actually dead,’ but she 
lived to marry him in 1792, and survived 
until June 1864. 

Lady Camelford’s sister Mary made an 
unhappy marriage, in 1760, with Captain 
John Smith, by whom she was mother of 
Admiral Sir Sidney Smith. Camelford, who 
treated his sister-in-law and her children 
with much kindness, printed in 1785 a 
‘Narrative and Proofs’ of Smith’s bad con- 
duct {^Bibl. Comub. ii. 500). 

Pitt was high-minded, generous, and dis- 
tinguished for suavity of manners, but was 
of irresolute temperament. Sir Egerton 
Brydges describes him as ‘a man of some 
talents and very elegant acquirements in the 
arts’ (Collins, Peerage, ix. 438). Mrs. 
Piozzi, with more emphasis, calls Mm ‘a 
finical, lady-like man’ (Piozzi, Notes on 
WrcLvall, ed. 1836, vol. iv. addenda p, vii), 
and by Sir J. Eardley-Wilmot he was clubbed 
in 1765 ‘ the prince of all the naale beauties/ 
and ‘very well bred, Dolite, and sensible’ 
(Wilmot, Memoirs, p. 82). 

Several fugitive tracts have been loosely 
assigned to Camelford. Sir John Sinclair 
credits him with a ireply to his own ‘ Lucu- 
brations during a Short Recess,’ 1782 ( Corresp. 



Pitt 352 Pitt 


Tol. i. pp. xxviii, xxix). A few days after 
Ms elevation to the peerage a pamphlet, in 
which * the constitutional right of the House 
of Commons to advise the sovereign’ was 
warmly upheld, was attributed to Oamelford, 
and referred to in parliament by Burke, who 
also ridiculed him as the alleged author of 
a tract relating to parliamentary reform. In 
the autumn of 1789 Oamelford found it 
necessary to deny that he had published a 
treatise "on French affairs. He is included 
in Park’s edition of Walpole’s ‘ Royal and 
Noble Authors,’ iv. 348-50, as ^ the reputed 
author of a tract concerning the American 
war.’ 

From March 1762 Pitt lived at Twicken- 
ham, playfully calling his house the ‘ Pa- 
lazzo Pitti.’ He was then the neighbour of 
Horace Walpole, who recognised his skill 
in Gothic architecture, and went so far as 
to call him ‘ my present architect.’ On the 
death in 1779 of the second Earl of Har- 
rington, he bought the lease of Petersham 
Lodge (beneath Richmond Park, but now 
demolished and the grounds included in the 
park boundaries), and he purchased the fee- 
simple in 1784 from the crown, an act of 

f arliament being passed for that purpose, 
n 1790 it was sold by him to the Duke of 
Clarence. Pitt also built Oamelford House, 
fronting Oxford Street, at the top of Park 
Lane, Ijondon; and as a member of the 
Dilettanti Society, to wMch he had been 
elected on 1 May 1763, he proposed in Fe- 
bruary 1785 that the shells of two adjoining 
houses constructed by him in Hereford 
Street should be completed by the society 
for a public museum, but considerations of 
expense put a stop to the project. He inter- 
ested himself greatly in t le porcelain manu- 
factory at Plymouth, where employ ment was 
found for the white saponaceous clay found 
on his land in Coniwal[(PoLWHELE, Devon'- 
shirty i. 60; Polwhele, Ilernmiscences, i. 79- 
80 ; Pkideaux, Delks of Corkworthy, pp. 4-5 ; 
OwEJT, Two Centuries of Ceramic Art, pp. 
77-8, 115-16, 139-44). Angelica Kauffmann 
wrote to him on the free importation into 
England by artists of their own studies and 
designs (J. T. Smith, Book for a Bainy Day, 
1861, pp. 186-7). Rtt was a friend of Mrs. 
Deiany, to whom he gave for her lifetime 
portraits of Sir Bevil Grenville, his wife, 
and his father, and he proposed to Count 
Bruhl that they should joint y assist Thomas 
Mad^ in his plans for the improvement of 
nautical chronometers. The wainscoting of 
the stalls in Carlisle Cathedral, where his 
uncle, Charles Lyttelton, was bishop, was 
designied by him. 

Pitt’s letters to George Hardinge are 


printed in Nichols’s ‘ Illustrations of Litera- 
ture,’ vi. 74-139. Some of the originals 
were sold on 6 Dec. 1874, from the library 
of John Gough Nichols. Further letters by 
Pitt are in the British Museum, Additional 
MS. 28060, and Egerton MSS. 1969, 1970. 
Some letters written to him by the second 
W’^illiam Pitt are among the Fortescue MSS. 
(^Hist. MBS. Comm. 13th Rep. App. pt. iii. 
pp. 219, 558, 591-2). 

Pitt’s portrait by Romney, a favourable 
specimen of the artist’s talents, depicts him 
dressed in a scarlet suit and seated, resting 
his left elbow on a table. II is daughter’s 
portrait, by Madame Vigee le Brun, repre- 
sented her as IT ebe. It was painted at Rome 
in the winter of 1789-90, when she is de- 
scribed as ^ sixteen, and very pretty.’ Both 
portraits belong to the Fortescues of Bo- 
connoc {ArchceoL Journ. xxxi. 26). 

[Gent. Mag. 1771 p. 377, 1793 pt. i. pp. 94. 
141, 1803 pt. i. p. 48o ; Hutchins’s Dorset 
(1861 edit.),]. 164; Merivale’s Life of Sir P. 
Francis, i. 29, 331, ii. 217; Fitzmanrice’s Lord 
Shelburne, ii. 375-82, iii. 79, 345 ; Souvemi*s 
of Madame Vigde le Brun, i. 192-3; Gray’s 
Works, ed. Gosse, ii. 378, iii. 28, 30, 85, 98-9, 
406 ; Walpole’s Memoirs of George III. i. 259, 
396, ii. 194; Walpole's Journal of George III, 

i. 9-11, 43, 64, 368, ii. passim; Walpole’s Let- 
ters, vol, i. p. xcvi, iii. 286, 402, 422, 479, 497, 
501, 504, iv. 112, V. 312, vii. 68, 127,348; Miss 
Berry’s Journals, i. 181-3 ; Wraxall’s Hist, 
Memoirs (ed. 1836), ii. 442-6,511, 520-1, iii. 
82-4, 93, 240-1, 400-6, iv. 571, 692-3 ; Nichols’s 
Lit. Anecd. viii. 588; Hansard, xxiv. 348, 762, 
XXV. 248 ; Grenville Papers, ii. 198, iii. 79, 241 ; 
Letters of Gray and Mas^m, pp. 109-10, 200-2, 
255-6, 484, 508, 513 ; Barrow’s Sir Sidney Smith, 

ii. 120; Lysons’s Environs, i. 400; Duke of 

Buckingham’s Court of George III, i. 190, 207- 
213, ii. 198, 213-16; Flint’s Mudge Memoirs, 
p. 59 ; Mrs, Delany’s Life, v. 340-1, 400, vi. 
488 ; Buase and Courtney’s Bibl. Cornuh. ii. 
498-500, iii. 1314; Boase’s Collect. Cornuh. p. 
740; information from Rev. Dr. Atkinson, 
Clare Coll. Cambridge.] W. P. C. 

PITT, THOMAS, second Baeoh Camel- 
POED (1775-1804), commander in the navy 
and duellist, only son of Thomas Pitt, 
first lord Oamelford [q. v.], was born at Bo- 
connoc in Cornwall on 19 Feb. 1775. He 
passed his early years in Switzerland, and 
was afterwards at the Charterhouse. In the 
autumn of 1781 his name was borne for a 
couple of months on the books of the To- 
bago, hut in reality he entered the navy in 
September 1789 on board the Guardian, an 
old 44-gun ship fitted to carry out stores to 
New South Wales, under the command of 
, Lieutenant Edward Riou [q. v.l AVhen tlie 
_ ship, after striking on an ice-field near the 
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Cape of Good Hope, ivas deserted by a great 
part of the crew, Pitt was one of those who 
remained and succeeded in bringing the 
'wTeck into Table Bay. In March 1791 he 
joined the DiscoTery, -with Captain George 
Vancouver [q. v.], and continued in her for 
nearly three years, in the survey of North- 
west America. On 7 Feb. 1794 Pitt, who 
bv the death of his father on 19 Jan. 1793 
had become Lord Camelford, was, for some 
act of insubordination, discharged to the 
shore at Hawaii. During the following 
months he reached Malacca, apparently in a 
trading vessel, and on 8 Dec. was entered as 
an able seaman on board the Resistance. 
Three weeks later he was appointed acting- 
lieutenant of the Resistance, but on 24 Nov. 
1795 was summarily discharged and left to 
find his own way to England. He took a 
passage in a country ship named the Union, 
which was cast away on the coast of Ceylon ' 
in December. In September 179G he joined 
the Tisiphone in the North Sea, and a fort- 
night later was moved to the London in the 
Channel fleet. On 5 April 1797 he passed 
liis examination, and about the same time 
challenged Vancouver, who expressed his 
willingness to go out if any flag-officer to 
whom the case might be referred should de- 
cide that he owed Camelford satisfaction. 
Camelford refused any such reference, and, 
meeting Vancouver in the street, was only 
prevented from caning him by the bystanders. 

On 7 April 1797 Camelford was promoted 
to the rank of lieutenant; on 2 Augi he 
joined the Vengeance with Captain Thomas 
*Macnamara Russell 'q. v.], on the Leeward 
Islands station ; ancL on 13 Sept, was ap- 
pointed by Russell, then senior officer at 
St. Kitts, to command the Favourite sloop, 
whose captain had been invalided. Russell, 
who had no authority to give any promo- 
tion, made out the order of appointment as 
that of ‘ acting commander.’ On 16 Sept, the 
appointment was repeated by Rear-admiral 
Henry Harvey, the commander-in-chief, then 
at Martinique, who, having full authority to 
give an acting comini=sion, appointed Camel- 
ford lieutenant commanding’ of the Fa- 
vourite. 

Charles Peterson, the first lieutenant of the 
Favourite at the time, was Camelford’s senior 
by nearly two years, and his practical super- 
session by Camelford caused him much in- 
dignation, He contrived to transfer himself 
to the Perdrix frigate, then commanded by 
Captiiin William Charles Fahie [q. v,] On 
13 Jan. 1798 the two ships, Perdrix and 
Favourite, were alone in English Harbour, 
Antigua, both alongside the dockyard, refit- 
ting. Fahie was on leave, and Peterson 
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_ claimed to be senior officer in the port, both 
’ as the representative of Fahie and as Camel- 
ford’s senior on the lieutenants’ list. Camel- 
ford, repudiating such a pretension, sent in 
writing to Peterson a formal order, describ- 
ing himself as ^commanding bis Majesty’s 
I sloop Favourite and senior officer,’ Peter- 
j son addressed a counter-order to Camelford, 

1 describing himself as ‘ commander of his 
j Majesty’s ship Perdrix and senior officer.’ 

I Camelford on this sent a lieutenant of the 
I Favourite -with a party of marines to repeat 
the order and to arrest Peterson if he refused 
to obey. Peterson prepared to defend him- 
self, and the lieutenant, not caring to use 
force, withdrew. Camelford himself then 
went to the vrharf alongside of which the 
Perdrix was lying, and Peterson, calling to 
the men of the Perdrix to come on shore 
and fall in, went out to meet him. As the 
Favourite’s marines formed up behind Camel- 
ford, Peterson gave his men the order to load 
with ball cartridge. Camelford, advancing, 

, inquired if Peterson refused to obey his 
I orders. ^ I do,’ replied Peterson. Camelford 
i snatched a pistol from one of his officers, 

, presented it at Peterson, putting the same 
question a second and a third time, and re- 
ceiving the same answer. At the third re- 
fusal he fired, and Peterson fell dead. 

On 20 Jan. Camelford was brought to trial 
before a court-martial at Martinique. Ac- 
cording to naval law, Peterson was the senior 
officer, and Camelford was the mutineer. 
But, without entering into the facts of his 
appointment, the court assumed the truth of 
Camelford’s statement that he was senior 
officer and that Peterson was guilty of 
mutiny, and he was honourably acquitted. 
This decision can only be explained by the 
supposition that, with the knowledge of the 
occurrences at Spithead and the Nore, of the 
disturbed state of the fleet off Cadiz, and of 
the recent loss of the Hermione [see Pigot, 
Hugh, 1769-1797], the court was panic- 
stricken at the very name of mutiny (Minutes 
of the Court Martial ^ in the Public Record 
Office ; they have been printed, 1799, 8vo). 

Meanwffiile Camelford was promoted by 
the admiralty on 12 Dec. 1797, and on 4 May 
1798 exchanged into the Terror bomb, which 
he took to England. In October 1798 he 
was apix)inted to the Charon, and, while 
fitting ber out, resolved to go to Paris in 
order to get a set of French charts. At 
Dover he obtained from M. Bompard, then 
a prisoner of war [see WABitEN, Sir Johx 
Boetase], a letter of introduction to Barras. 
He was described as a man willing to render 
important service to France, The boatmen 
whom he hired to take him to Calais, how- 
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ever, were suspicious, and handed him over 
to the collector of customs, who searched 
him, found the letter to Barras, and sent him 
up as a prisoner to the secretary of state. 
After a prolonged examination before the 
privy council he was set at liberty ; but the 
admiralty, disapproving of his conduct, super- 
seded him from the command of the Charon. 
Camelford indignantly requested that his 
name might be struck off the list of com- 
manders, which was done (Marshall, Roy. 
Nav. Biogr. iii. 202). 

For the next few years he lived principally 
in London, where he achieved an extra- 
ordinary notoriety by disorderly conduct. 
On 7 May 1799 he was fined 500f. for 
knocking a Mr. Humphries downstairs in 
a quarrel at the theatre {True Briton, 17 May 
1799). On 7 Oct. 1801, when there was a 
general illumination in the west-end for the 
peace, the house in Bond Street in which 
Camelford lodged was by his orders left in 
darkness. The mob hammered at the door. 
Camelford rushed out and began striking the 
spectators right and left with a thick blud- 
geon, Finally, all the lower windows of the 
house were smashed, and he himself injured 
( TtTnes, 8 Oct. 1801). Camelford afterwards 
entered an action against the county for the 
damage done by the mob (ib. 17 Oct.) The 
story of another quarrel and fight at the 
theatre in February 1804 is related by two 
eye-witnesses, James and Horace Smith 
[q* V.], who called next day at Camelford’'s 
lodgings in Bond Street to say that, if wanted, 
they were ready to give evidence that he 
had been assaulted. Camelford received 
them with great civility. * Over the fire- 
place in the drawing-room,’ they wrote, 

* were ornaments strongly expressive of the 
imgnacity of the peer. Along thick bludgeon 
lay horizontally supported by two brass 
hooks. Above this was placed parallel one 
of lesser dimensions, until a pyramid of 
weapons gradually arose, tapering to ahorse 
whip ’ {Rejected Addresses, ‘The Rebuilding, 
by R. S.’) A fortnight later, on 6 Marcli, 
while in a coffee-house, he met a former 
friend and an admirable shot, Mr. Best, and 
grossly insulted Mm. A woman with whom 
Best had lived had told Camelford that Best 
had spoken of him in disparaging terms. The 
two men met next morning in the meadows 
to the west of Holland House, close by 
where Melbury Road now runs. Camelford 
fired fiR*t, missed his man, and fell mortally 
wounded by Best’s return. He died on 
10 March 1804. 

By his will, written the night before the 
duel, he made a particular request that no 
one should be proceeded against for Ms 


death, as the quarrel was entirely of his own 
seeking. A verdict of wilful murder, against 
some person unknown, was returned at the 
inquest. He desired to be buried in Switzer- 
land, at an indicated spot which he had 
known in his childhooci. The body was 
accordingly embalmed and packed in a long 
basket, but the course of the war prevented 
its being taken abroad, and it was left for 
many years in the crypt of St. Arne’s Church, 
Soho, probably thrust into some vault, and 
was eventually lost sight of (Reade, ‘ What 
has become of Lord Camelford’s body ? ’ in 
Jilt and other Stories). He was not married, 
and by his death the title became extinct. 
Camelford is said by those who knew him 
personally to have been capable of better 
things than his misspent life seemed to pro- 
mise. He read largely, and was especially 
devoted to the study of mathematics, che- ■ 
mistry, and theology, which last he took up 
— according to his own story — out of a desire 
to find matter to puzzle the chaplain of his 
ship. He was free with his money, generous 
anc. kind to those in trouble. 

[Life, Adventures, and Eccentricities of the 
late Lord Camelford (1804), a vulgar but fairly 
accurate chapbooh, which is now rare ; there is 
a copy in the Library of the Royal United Ser- 
vice Institution. Gent. Mag. 1 804, i. 284 ; Ann. 
Reg. 180-i, p. 470; Cockburne’s Authentic Ac- 
count of the late unfortunate Death of Lord 
Camelford ; other authorities in the text.] 

J. K. L. 

PITT, WILLIAM, first Earl of Chat- 
ham (1708-1778), statesman, was born in 
Westminster on 15 Nov. 1708, and was bap- 
tised at St. James’s, Piccadilly, on 13 Dec. 
following. He was the younger son of 
Robert Pitt of Boconnoc in Cornwall, by his 
wife Harriet, younger daughter of the Hon. 
Edward Villiers of Dromana, co, Waterford, 
and grandson of Governor Thomas Pitt (1653- 
1726) [q, V.] He was educated at Eton and 
Trinity College, Oxford, where he matri- 
culated on 14 Jan. 1727. Having sufiered 
severely from gout, he was advised to travel 
for the sake of his health. He therefore left 
the university without taking a degree, and 
spent some time in France and Italy. He 
returned to England, however, little better 
for the change, and continued through hfe 
subject to attack by his hereditary disease. 
As his means were limited, it was necessary 
that he should choose a profession. He de- 
cided for the army, and obtained a cornetcy 
' in the king’s own regiment of horse, other- 
' wise known as Lord Cobham’s horse, on 
9 Feb. 1731. Four years later he entered 
parliament- At a hy-election in February 
1735 he succeeded his elder brother, Thomas, 
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in the representation of the family borough 
of Old Sarum. He immediately joined Pui- 
tenev’s party of the ‘ patriots ^ in opposition 
to \Valpolet He spoke for the first time 
in the House of Commons on 29 April 
1736, when he supported Pulteney’s motion 
for a congratulatory address to the king on 
the marriage of the Prince of Wales {Pari. 
Mist. ix. 1221-3). Its covert satire was 
so offensive to the king that he was shortly 
afterwards dismissed from the army. ‘We 
must muzzle this terrible young comet of 
horse/ Walpole is reported to have said. 
The vacancy made by ‘the supersession of 
Cornet Pitt’ was filled up on 17 May 1736 
{Quarterly Mevieic, hLYi. 1.94). On 22 Feb. 
1737 Pitt warmly supported Pulteney’s mo- 
tion for an address to the king, praying 
that an annuity of 100,000/. might be settled 
on the Prince of Wales, and in September 
following he was appointed groom of the bed- 
chamber to the prince. In February 1738 
he spoke in favour of the reduction of the 
army (Farl. Hist^ x. 464-7). On 8 March 
1 739 he attacked the convention with Spain, 
which he described as * nothing but a stipu- 
lation for national ignominy ’ {id. x. 1280-3). 

On this occasion Pitt seems first to have 
shown his great powers of oratory. He is 
said by a contemporary writer to have spoken 
‘ very well but very abusively,’ and to have 
‘ provoked Mr. Henry Fox and Sir Henry 
Liddell both to answer him ’ (Coxe’s TVaU 
pole, 1798, iii. 519). On 13 Feb. 1741 Pitt 
supported Sandys’s motion for the removal 
of Walpole (Pari. Hist. xi. 1359-64). In 
the following month he violently opposed 
Walpole’s bill for the encouragement and 
increase of seamen {ib. xii. 104-5, 116-16, 
117). In the account of this debate, fur- 
nished by Dr. Johnson to the ‘ Gentleman’s 
Magazine’ for November 1741 (p. 569), Pitt 
is made to deliver the celebrated retort to 
Horace Walpole the elder, beginning ‘The 
atrocious crime of being a young man.’ 
Pitt possibly said something of the kind on 
this occasion, but the phrasing of the retort 
is clearly Johnson’s. An incident of a simi- 
lar nature appears to have occurred between 
Pitt and the elder Walpole some four years 
later (Walpole, Letters^ 1857-9, i. 405). 

At the general election in May 1741 Pitt 
was again returned for Old Sarum. On 
Walpole’s downfall in 1742 he and the ‘boy 
patriots ’ tried to come to an understanding 
with the ex-minister, ]3romising to screen 
him from prosecution if he would use his 
influence with the king in their favour 
(Macaulat, Essaysj 1852, ii. 167-8). The 
proposal was, however, declined. Pitt was 
not included in Pelham’s ministry, and be- 


came still more active and acrimonious in 
his denunciations of Walpole. He sup- 
ported both of Lord Limerick’s motions for 
an inquiry into Walpole’s conduct (Pari. 
Hist. xii. 482-95, 525-8, 553-63, 567-72), 
was appointed a member of the secret com- 
mittee of inquiry, and voted for the bill of 
indemnity to the witnesses. He also sup- 
ported George (afterwards first baron) Lyt- 
telton [q. V.] on 1 Dec. 1742 in his attempt 
to procure the appointment of another com- 
mittee of inquiry into Walpole’s conduct 
(Walpole, Letters, i. 217). 

On 6 Dec. 1742 Pitt took part in the debate 
on continuing the army in Flanders, and 
replied to Murray’s maiden speech ‘in the 
most masterly manner’ {Meuumals of the 
Eight Hon. James Oswald, 1825, p. 3 ; see 
also Walpole’s Letters, i. 218). Four days 
afterwards he attacked the practice of paying 
Hanoverian troops with English money, and 
declared with great violence that it was too 
apparent that Great Britain was ‘ considered 
only as a province to a despicable electorate’ 
(Pari. Hist. xii. 1033-6). At the opening 
of the next session, on 1 Dec. 1743, Pitt 
opposed the address, and stigmatised Carteret 
as ‘ an execrable, a sole minister, who had 
renounced the British nation, and seemed to 
have drunk of the potion described in poetic 
fictions, which made men forget their conn t ry ’ 
^ib. xiii. 135-6 n., 152-70 ; Walpole, Letters, 
i. 280). Pitt continued to abuse Carteret 
and oppose his Hanoverian policy through- 
out the session, hut he supported Pelham’s 
motion for an augmentation of the forces, in 
view of the threatened invasion by the Preten- 
der {Pari. Hist. xiii. 666-7, ra.) His deter- 
mined opposition to the system of foreign 
subsidies, though displeasing to the king, was 
very popular in the country. The eccentric 
Duchess of Marlborough, who died in October 
1744, left him a legacy of 10,000/. ‘upon 
account of his merit in the noble defence be 
has made for the support of the laws of 
England, and to prevent the ruin of his 
country’ (Almost, Anecdotes of the Life of 
the Earl of Chatham, 1793, i. 197). As 
one of the committee of nine appointed by 
the opposition to consider the question of a 
coalition wdth the Pelhams against Carteret 
(who became Earl Granville on 18 Oct. 1744), 
he gave his vote in favour of joining the Pel- 
hams without exacting any stipulations ( Bed- 
ford Correspondence, 1842-1846, vol. i. p. 
xxxiv). 

On Granville’s dismissal in November 1744, 
several of Pitt’s political associates obtained 
seats in the ‘ Broad-bottom’ administration. 
But Pitt had to he content with promises. 
Though he resigned his place in the prince’s 
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liouseliold, the king refused to forgive his ■ 
opposition to the foreign subsidies and the 
contemptuous tone in which he had spoken of 
Hanover. Nevertheless he gave the govern- 
ment the constant support of his eloquence. 
On 23 Jan. 1745, although he had been laid 
up with gout since the session began, he 
complimented Pelham ‘ on that true love of 
his country and capacity for business which 
he had always shown,’ and commended the 

* moderate and healing ’ measures of the 
ministry (JParl. xiii. 1054-6, n.) On 
18 Feb. he supported Pelham’s motion for 
the grant of a subsidy to Maria Theresa, 
queen of Hungary, which he described as , 
‘ a meritorious and popular measure’ {ib. xiii. ! 
1176-8, w.) At the opening of -parliament ; 
in October he opposed. Dashwooc.’s amend- : 
ment to the address as ^ very unseasonable’ 
(ib. xiii. 1348-51), and in the following, 
month he warmly sup ported the cause of the | 
new regiments which had been raised for | 
the suppression of the Jacobite rebellion 
(th. xiii. L 387-91 ; Walpole, Letters^ i. 400). 
Pitt appears to have ‘alternately bullied 
and flattered* Pelham in order to obtain the 
post of secretary of war {ih. i. 400, 405). 
IVlliam was inclined to yield, but the king 
still objected strongly to Ihtt, and the minis- 1 
ters, hearing of the king’s intention to dismiss | 
them, resigned office in February 1746. On 
the failure of Granville and Bath to form an 
administration Pelham returned to power, 
and Pitt was reluctantly appointed by the 
king joint vice-treasurer of Ireland with 
George, third earl ofCholmondeley, on 22 Feh. 
1746 (CoxE, I^elhani Administration. 1829, 
i. 292-6). 

Though not gratified to the extent of his 
wishes, Pitt zealously defended the minis- 
terial measures, and in April supported the 
employment of eighteen thousand Hano- 
verians in Flanders. He spoke so well on 
this occasion that Pelham told the Duke 
of Newcastle that he ‘ had the dignity of 
8ir William Wyndham, the wit of Mr. Pul- 
teney, and the knowledge and judgment of 
Sir Robert Walpole’ {ib. i, 309), On 6 May 
1746 he was promoted to the important 
post of paymaster-general of the forces, and 
on the 24th of the same month was sworn 
a member of the privy council. Greatly to 
his honour, and unlike his predecessors, Pitt 
declined to accept a farthing from his new 
office beyond the salary legally attaching to 
it. He refused either to appropriate to him- 
fi«df the interest of the huge balances in his 

• hands, or to accept the commission of one- 
half per cent, which foreign powers had been 
aeciistoiBed to pay on receipt of their suh- 
fiidiM. Owing to this disinterested conduct, 


Pitt, notwithstanding the grave incoiifeis- 
tencies of which he had been guilty since 
Granville’s downfall, secured a large share 
of the public confidence. 

At tie general election in June 1747 Pitt 
was returned, through the influence of the 
government for Seaford, The Duke of Ne-w- 
castle is said to have personally interfered 
in the election in his behalf, but the peti- 
tion against his return was dismissed by a 
majority of 151 votes {Farl. Eist. x‘iv. 
101 -8>. He continued to give a zealous 
support to the Pelhams, but, in spite of his 
abject submission, he failed to overcome the 
king’s aversion {Chatham Correspondence^ 
1838-40, i. 49). At the opening of the session 
in January 1751 Pitt warmly defended the 
new treaties with Spain and Bavaria, and 
declared that he was no longer an advocate 
for resisting the right of search claimed bv 
Spain {Part. Eist. xiv. 798-804). He o]^ 
posed the ministerial plan for the reduction 
of the naval establishment, because of his 
‘fears of Jacobitism.’ No other ground, he 
protested, would have induced him ‘to 
' difter with those with whom I am deter- 
mined to lead my life’ (Coxe, Memoirs of the 
Pelham Admiyiistration^ ii. 143-4; Walpole, 
Letters, ii. 239-40). On 22 Feb. he sup- 
ported the Bavarian subsidy ‘ in a good but 
too general speech’ (AValpole, Memoirs of 
the Beign of George II, 1847, i. 49; Pari. 
Hist. xiv. 963-70). 

During this session the long-smothered 
rivalry between Pitt and Henry Fox (after- 
wards first baron Holland) [q. v.] became 
very apparent, especially in the discussion 
of the Regency Bill, necessitated by the 
death of the Prince of Wales (Walpole, 
Letters, ii. 242; Dodington, liai'y, 1784, 
p. 121). On Pelham’s death in March 1754 
the Duke of Newcastle was a^ipointed first 
lord of the treasury; but, much to Pitt’s re- 
sentment, this change brought him no pro- 
motion. At the general election in the fol- 
lowing month he was returned to the House 
, of Commonsfor Aldboroiigh, a pocket borough 
' belonging to the Duke of Newcastle. On 
14 Nov. he obtained leave to bring in a bill 
I for the relief of the Chelsea out-pensioners 
' {Pari. Hist. XV. 374-5), which passed through 
I both houses without opposition, and received 
the royal assent in the following month (28 
George II, cap. i). Reconciled for a time by 
their common interest, Pitt and Fox vied 
with each other in ridiculing Sir Thomas 
Robinson, to whom Newcastle had entrusted 
the leadership of the House of Commons. On 
*25 Nov. Pitt suddenly startled the commons 
by an attack upon the duke himself. In 
I a remarkable speech he called on the mem- 
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bers to assist in preserving the dignity of 
tlie bouse, lest tbej ‘ should only sit to regis- 
ter the arbitrary edicts of one too power- 
ful a subject.’ Two days later be made a 
scathing attack upon Murray, the new at« 
tornev-geiieralj a great favourite of the prime 
minister (Walpole, Memoirs of the Keign 
ff George I/, i. 408, 4l:>-14; Walbeg-RAVE, 
Memoirs^ 1821, pp. 146-8, 150-2). Accord- 
ing to Horace AYalpole, Pitt delivered ^one 
of liis best worded and most spirited declama- 
tions for liberty ’ during the discussion ©f the 
Scottish Sheriil-depute Billon 26 Feb. 1755 
( Meimirs of the Reign of George ZZ, ii. 5)- 
In April the short-lived alliance between 
Pitt and Fox was broken off by Fox’s accept- 
ance of a seat in the cabinet, a desertion 
which Pitt never forgot or forgave {ih, ii. 37*- 
39; Chatham Corresj^ondencefi.lZ'l-'^). 

Pitt now connected himself with Leicester 
House, and agreed to support the Princess 
of Wales and her son, afterwards George Uf , 
against Newcastle, who had hitherto been 
her favourite minister (Walbegeave, Afe- 
7 mirs, pp. 37-9). During the summeir New- 
castle and Hardwicke vainly endeavoured 
to induce Pitt to give his cordial assistance 
to the ministry. Pitt, however, ^ was very 
explicit, and fairly let them know that he 
expected to be secretary of state and would 
not content himself with any meaner em- 
ployment’ {ib. p. 44). When the Hessian 
treaty was brought to the treasury, Legge, 
the chancellor of the exchequer, refused, 
at Pitt’s instigation, to sign the treasury 
warrants for carrying it into execution. At 
the opening of parliament on 13 Not. Pitt 1 
delivered a brilliant and powerful speech j 
against the subsidies. ‘ He spoke,’ says | 
Horace W^alpole in a letter to his friend | 
Conway, ‘ at past one for an hour and thirty- ! 
five minutes. There was more humour,, wit, ' 
vivacity, finer language, more boldness, in * 
short, more astonishing perfectionsjtthaneven 
you, who are used to him, cam conceive’ j 
(Walpole, Letters^ ii. 484), It was in the 
course of this speech that Pitt made the i 
famous comparison between the coaiition of j 
Fox and Newcastle and the juncture of the i 
Ilhone and the Saone (W’'alpole, Memoirs j 
of George II, ii. 58). Pitt and Legge were i 
dismissed from their respective offices on ; 
20 Nov. 1755. As his means were narrow, | 
Pitt induced his hrother-in-law, Temple, to * 
lend him 1,000/. a year till better times 
{Grenville Papers, 1^2-3, i. 149-52). 

Throughout 1755 hostilities had been con- 
tinual between the English and French in 
North America, and early in 1756 the rup- 
ture with France became complete. Pitt 
supported the government in their attempt 


to render the army and naw more effective, 
and spoke warmly in favour of the establish- 
ment of a real militia force, but continued his 
attacks on the subsidies to German princes. 
During the debate on Lyttelton’s motion 
for a vote of credit for a million in May 
IZoG, Pitt roundly abused the ministers for 
their incapacity. His charge, be said, was 
that *we had provoked before we could 
defend, and neglected after provocation ; 
that we were left inferior to France in every 
quarter; that the vote of credit had been 
misapplied to secure the electorate : and that 
we had bought a treaty writh Prussia by 
sacrificing our rights’ (Walpole, Memoirs 
of the Reign of George II, ii. 191-7). The 
disastrous events — the loss of Minorca, the 
defeat of Braddock at Fort Duquesne, the 
capture of Calcutta by Sura] ah. Dowlah, 
and the horrors of the Black Hole — vrhich 
folio-wed the prorogation of parliament com- 
pleted the unpopularity of Newcastle’s minis- 
try, and made Pitt’s accession to po-wer an 
inevitable necessity. The king, at length 
finding that he had no alternative but to 
call in the popular favourite, authorised 
Hardwicke t© open negotiations with Pitt, 
who boldly refused t® take any part in the 
administration while the Duke of Newcastle 
remained. Upon the duke’s declaration of 
his intention to resign in November 1756, 
Fox was directed to f®ri3Ei an administra- 
tion with Pitt. But Pitt also refused to 
act with Fox. After further negotiations 
the Duke of Devonshire consented to hecom.-j 
first lord of the treasiry, while Pitt, the 
actual premier, became secretary of state for 
the southern department (4 Dec. 1756) and 
the leader of the House ®f Commons. The 
great seal was put -in commission, Legge was 
made chancellor of the exchequer, Temple 
first lord of the admiralty, and George Gren- 
ville treasurer of the navy. Having vacated 
his seat at Aldboroiigh by the acceptance of 
office, Ktt was returned for Buckingham 
and Okehampton, and elected to sit for Oke- 
hampton. 

Distrusted by the king, and feebly sup- 
ported in the House of Commons, where 
the Duke of Newcastle’s eomipt infiiience 
was still dominant, Fitt soon found that he 
was unable to carry on the government of 
the country with the aid ^®f public opinion 
alone. -Vigorous measures were, however, 
immediately taken to increase the army, the 
Hessians were dismissed, a bill for the esta- 
blishment of a national militia was brought 
in, and, in order to allay the disloyalty of the 
Scots, the recommendation originally made 
by Duncan Forbes in 1738 was carried into 
effect by tbe formation of two regiments out 
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of the highland clans. During the earlier 
part of the winter Pitt was laid up with a 
severe attack of gout. He made his first 
appearance as leader of the house on 17 Feb. 
1757, when he delivered a message from the 
king, desiring su pport for his electoral do- 
minions and the king of Prussia (Walpole, 
Memoirs of the Iteign of George II, ii. 313). 
On the following day Pitt proposed a vote of 
200,000/. on that account, and was unkindly 
reminded by Fox that he had said 'the 
German measures of last year would be a 
millstone about the neck of the minister’ 
{ik ii. 314). In the same month he pleaded 
unsuccessfully with the king for Admiral 
Byng. When he urged that the House of 
Commons was inclined to mercy, the king 
shrewdly replied, ' Sir, you have taught me 
to look for the sense of my subjects in an- 
other place than the House of Commons’ 
(lb, ii. 331). To Waldegrave the king ex- 
pressed his dislike of Pitt and Temple in 
very strong terms, and complained that ' the 
secretary made him long speeches, which 
■possibly might be very fine, but were greatly 
beyond his comprehension; and that his 
letters were affected, formal, and pedantic’ 
(Waldegeate, 31emoirs, p. 95). Urged by 
the Duke of Cumberland, who was desirous 
that a new administration should be formed 
before he set out for Hanover, where he 
was about to take the command of the elec- 
toral forces, the king at length struck the 
blow which he had for some time meditated. 
On 5 April 1757 Temple was dismissed from 
office, and on the following day Pitt shared 
the same fate. The 'public discontent, which 
had subsided when Pitt had been called to 
]30wer, now burst out again on his dismissal 
from ofiSce. The stocks fell. The court of 
common council voted the freedom of the 
city to Pitt and Legge for ‘ their loyal and 
disinterested conduct during their truly 
lionourable though short administration,’ 
and for some weeks a shower of gold boxes 
and addresses descended upon Pitt from all 
parts of the country (Almok, Anecdotes, iii 
2-5). 

Ultimately, after a ministerial interreg- 
num of eleven weeks, the king found him- 
self obliged to acquiesce in Pitt’s return. 
On 11 June I^rd Mansfield was given full 
lowers to open negotiations with Pitt and 
Newcastle, With the assistance of Lord 
llardwicke as mediator, the alliance between 
the two statesmen was concluded, and on 
29 June Pitt once more became secretary of 
state, with the supreme direction of the war 
and of foreign afikirs. The Duke of New- 
castle returned to the treasury as the nomi- 
nal head of the ministry, with the disposal 


of the civil and ecclesiastical patronage, and 
of that part of the secret-service money which 
was employed in bribing the members of the 
House of Commons. Lord Granville re- 
mained president of the council. Legge 
again became chancellor of the exchequer; 
Sir Ptobert Henley, afterwards Lord North- 
ington, was appointed lord keeper of the 
great seal ; Temple lord privy seal, George 
Grenville treasurer of the navy, and Fox 
paymaster-general of the forces. Pitt was 
anxious to represent the city of Bath, which 
Henley vacated on his promotion to the 
peerage. As no new secretary of state had 
Deen ' appointed in his room, nor his com- 
mission revoked,’ he was under no necessity 
to offer himself for re-election (Phillimoee, 
Memoirs of Lord Lyttelton, 1845, ii. 594). 
He therefore accepted the Chiltern Hun- 
dreds {Journals of the House of Commons, 
xxvii. 926), and at a by-election in July 
1757 was returned for Bath. 

During the next four years Pitt’s biography 
is_ to be found in the history of the world. 
Since 1756 England, allied with Prussia 
mider Frederick the Great, had been arrayed 
in war against a combination of France, 
Austria, and the Empire, which was after- 
wards joined by Russia and Spain. The 
confiLict was pursued in America and India, 
as well as in Europe. The struggle had 
opened disastrously for England. ' My lord,’ 
Pitt had said to the Duke of Devonshire, 
' I am sure I can save this country, and no- 
body else can ’ (Walpole, Memoirs of the 
JReign of George II, iii. M). Upon being 
recalled to power, he immediately took steps 
to accomplish this task. Braving all charges 
of inconsistency, he brushed aside his old 
hatred of foreign subsidies and German alli- 
ances, and frankly declared that he would 
win America in Germany. With the open- 
ing of 1758 began a succession of victories 
all. over the world which effectually justified 
the claim of Pitt to be the restorer of the 
greatness of Britain. ' We are forced to ask 
every morning,’ said Horace Walpole in 1759, 
‘what victory there has been for fear of 
missing one.’ Pitt himself planned the ex- 
peditions, and he raised loans for war ex- 
penses with a profusion that a]3palled more 
timid financiers. In 17C0 no less than six- 
teen millions were voted. After the Duke 
of Cumberland’s humiliating acceptance of 
the convention of Kloster Seven (10 Sept. 
1757), which Pitt promptly disavowed, he 
raised another army for service in Germany, 
which, under Prince Ferdinand of Brunswick, 
gained the decisive battle of Minden (1 Aug. 
17 59) . In the meantime, in America, Lou is- 
burg and Fort Duquesne were wrested from 
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tlie Frencli. In 1759 the French navy was 
almost entirely destroyed in the decisive 
battles of Lagos and Quiberon. Wolfe’s 
crowning victory at Quebec (13 Sept. 1769) 
destroyed the last remnant of French do- 
minion in Canada. Clive’s victory of Plassy 
(23 Jan. 1757) rendered the English masters 
of Bengal, while in January 1760 Sir Eyre 
Coote routed the last French army in the 
East Indies at Wandewash. Pitt’s conduct 
of the war led to the culminating point of 
English power in the eighteenth century, 
and made England as much an object of 
jealousy and dread to aU Europe as Spain 
and France had been formerly. 

At the close of the reign of George II, 
Pitt was in the zenith of his glory. The 
® Great Commoner,’ as he was called, ‘ was 
the first Englishman of his time, and he 
had made England the first country in the 
world’ (MacattIuLT, Essays, ii. 198). His 
power over the House of Commons was com- 
plete. Divisions on party questions became 
unknown, and supplies were voted without 
discussion. The only political event which 
disturbed the placid current of domestic 
affairs was the resignation of Temple on 
14 Nov. 1759, because he had been refused 
the Garter, but even he was induced to re- 
sume office two days afterwards. 

On the accession of George III signs of an 
approaching change soon became apparent. 
The first royal s peech to the council was 
composed by the king and Bute without any 
previous consultation with Pitt, and it was 
only after a long altercation that Pitt in- 
duced Bute to eliminate from it a covert 
censure upon the conduct of the war. In 
March 1761 Bute was appointed secretary of 
state in place of Holdernesse, andLeggewas 
dismissed from the post of chancellor of the 
exchequer. At the general election in the 
same month Pitt was again returned for 
Bath. Bute and Pitt had been in political 
relations more than once during the late 
reign, but Pitt’s refusal to screen Lord George 
Sackville [see Geemaii^] had led to a cool- 
ness between them. Bute, anxious to rid 
himself of Pitt, at once took advantage of 
the jealousies which had begun to show them- 
selves in the cabinet, in order to make his 
continuance in it impossible, Bute urged 
the necessity of an immediate peace. Pitt 
had no real desire for any peace which did not 
involve the complete humiliation of France. 
In September 1761, having become aware of 
the ^ Family Compact,’ he proposed to com- 
mence hostilities against Spain. To this his 
colleagues, after a discussion of the question 
in three successive cabinet councils, refused 
to concur, and on 6 Oct. Pitt and Temple 


resigned their respective offices. In the hope 
of lessening^ his popularity, rewards W’ere 
pressed on Pitt both by the king and Bute. 
Though Pitt refused to become either gover- 
nor of Canada or chancellor of the Duchy of 
Lancaster, he accepted a pension of 3,000/. a 
year for three lives and the title of Baroness 
Chatham for his wife {Chatham Correspon- 
deme, ii. 146-63). A number of libels in- 
stantly appeared, in which he was accused 
of having sold his country. Finding that 
the cause of his resignation had been ‘ grossly 
misrepresented,’ Pitt wrote a letter to the 
town clerk of the city of London, explaining 
the real facts of the case (Thaceebat, Mis- 
tory of the Earl of Chatham, 1827, i. 594-6), 
and on lord mayor’s day he made a trium- 
phal progress to the Guildhall, while Bute 
was hooted, and the king and queen were 
scarcely noticed. 

On Pitt’s retirement Bute became supreme 
in the ministry, although Newcastle re- 
mained its nominal head, and even he re- 
signed in May 1762. The events which 
quickly followed, especially the declaration 
of war with Spain in January 17 G2, justi- 
fied Pitt’s sagacity. Nevertheless he care- 
fully abstained from any factious opposition 
during the first session of the new par- 
liament. On 11 Dec. 1761 he supported a 
motion for the production of the Spanish 
papers, and was savagely attacked by Colonel 
Barr 6, to whom he dleigned to make no reply 
(Walpole, Memoirs of the Jteiyn of 
George III, 1894, i. 91-6). He also took 
part in the debate on the vote of credit in 
May following, when he pointed out the 
necessity of continuing the war in Germany, 
and of giving adequate support to the king 
of Portugal {ib, i. 128-31), Though sufier- 
ing from Or severe attack of gout, Pitt at- 
tended the house on 9 Dec. 1762, when he 
denounced the preliminary treaty with 
France and Spain, and maintained that the 
peace was both insecure and inadequate 
{Paid, Hist. XV, 1259-71). At the end 
of the speech, which lasted three hours and 
twenty-six minutes, and was delivered by 
him sitting and standing alternately, he was 
compelled, by the violence of the pain, to 
leave the house without taking part in the 
division. He declined to present the address 
of the Bath corporation congratulating the 
king on the ‘ adequate and advantageous 
peace,’ and intimated to his firiend Ralph 
Allen [q. v.] that he would never stand 
again for that city (Thaceebat, Hist, of the 
Earl of Chatham, ii. 23-7), In March 1763 
he opposed Dashwood’s obnoxious cider tax, 
and made a laughing-stock of his brother- 
. in-law George Grenville [q. v.] {Pari. Hist» 
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XT. 1307-8). Next month Bute resigned, 
and GrenTilIe became prime minister with 
Lords Egremont and Halifax as his chief 
supporters. 

On Lord Egremont^s death in August 
1763, the king, by Bute’s advice, sent for 
Pitt, who insisted on the restoration of 
the great whig families. As the king re- 
fused to accede to these terms, the negotia- 
tion was broken off, and Grenville remained 
in power (Ha.eris, Life of Lord Chancellor 
Ilardmicke, 1847, iii. 372-81 ; Grenville 
Papers^ ii. 93-7, 192 et seq.) On 24 Nov. 
1763 Pitt opposed the surrender of the 
■pnvilege of parliament in Wilkes’s case ‘ as 
.jighly dangerous to the freedom of parlia- 
ment and an infringement on the rights of 
the people,’ but at the same time expressed 
bis thorough detestation of ‘ the whole series 
of ‘^NorthBritons” Hist.xr. 1363-4). 

On 17 Eeb. 1764 he supported a motion con- 
demning general warrants as illegal, and de- 
clared that Gf the House negatived the 
motion they would be the disgrace of the 
present age and the reproach of posterity' 
{id. XV. 1401-3). Towards the end of this 
year he became finally estranged from the 
Duke of Newcastle, to whom he never after- 
wards alluded but in terms of distrust and 
dislike. 

At the beginning of 1765 Pitt’s health 
became worse. He remained for several 
months in retirement at Hayes, and was 
absent from parliament during the whole 
of the session in which the Stamp Act was 
■>assed. In May 1765 the Duke of Cumber- 
r.and made a fruitless visit to Hayes in order 
to induce him to take office. In the follow- 
ing month the duke had again recourse to 
him, hut, after tw^o interviews with the king, 
he declined to form a government without 
the concurrence of Temple {Chatham Corre- 
;spondenoe, ii. 310-15). In July 1765 the 
Marquis of Rockingham succeeded Grenville 
as prime minister. On 14 Jan. 1766 Pitt, 
wffiose health had been partially restored by 
a visit to Bath, reappeared in the House of 
Commons. In a remarkable speech he de- 
clared that he could not give the Rocking- 
ham ministry his confidence, for ^ confidence 
is a plant of slow growth in an aged bosom : 
youth is the season of credulity.’ Though 
he asserted ^ the authority of this kingdom 
over the colonies to be sovereign and supreme 
in every circumstance of government and 
legislation whatsoever,’ he denied the right 
of the mother country to tax the colonies, 
and maintained that taxation w^as * no part 
of the governing or legislative power.* In 
reply to the charge that he had given birth 
10 sedition in America, he declared that he 


rejoiced that the colonists had resisted, and 
added : ^ Three millions of people so dead to 
all the feelings of liberty as voluntarily to 
submit to be slaves would have been fit in- 
struments to make slaves of the rest.’ lie 
concluded his second speech by recommend- 
ing that the Stamp Act should be repealed 
^ absolutely, totally, and immediatelv ’ {Pari. 
JList. xvi. 97-100^ 101, 103-8). While ob- 
jecting to the principle of the Declaratory Act 
' ill February 1766, Pitt zealously assisted the 
government in carrying the repeal of the 
Stamp Act. But he refused to listen to 
Rockingham’s frequent solicitations to join 
his ministry, though they w^ere agreed on 
most of the important questions of the day. 

I His conduct in declining this opportunity of 
i forming an honourable coalition with Rock- 
' ingliam is one of the most disastrous incidents 
of Pitt’s political career ; but it may well he 
doubted whether he would have acted as he 
didhad he been in full possession of his health. 
His habits had been for some time becoming 
increasingly eccentric, and there can be little 
doubt that his mind was already in a morbid 
condition. 

On Rockingham’s dismissal in July 1766, 
Pitt, who had warmly avowed his sympathy 
with the king in his wish to destroy party 
government, was instructed to form a ministry. 
Temple proved intractable, and quarrelled 
with his brother-in-law. Grafton became 
first lord of the treasury, Northington lord 
president, Camden lord chancellor, Charles 
Townshend chancellor of the exchequer, and 
Shelburne and Conway secretaries of state. 
Pitt, whose infirmity rendered a constant 
attendance in the House of Commons im- 
possible, took the sinecure office of lord pri\w 
seal(30 July 1766), and was raised to the peer- 
age with the titles of Viscount Pitt of Burton- 
Pynsent in the county of Somerset and Earl 
of Chatham in the county of Kent (4 Aug.) 
Thus was formed the ill-assorted ministry 
afterwards described by Burke in his famous 
speech on American taxation as 'atesselated 
pavement without cement; here a bit of 
black stone, and there a bit of white ; patriots 
and courtiers, king’s friends and republicans ; 
whigs and tories; treacherous friends and 
open enemies ... a very curious show, but 
utterly unsafe to touch and unsure to stand 
on’ { Wvrke of Pdmund Purke^ 1815, ii. 420). 

Pitt’s acceptance of a peerage was very 
unpopular. London the preparations for 
a banquet and a general illumination of the 
city in his honour were immediately counter- 
. manded when it became known that he had 
deserted the House of Commons. ‘ The joke 
I here is,’ wrote Lord Chesterfield to his son, 
I Hhat he has had a fall upstairs, and has 
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done liimself so mucliliiirt that lie will never ' 
be able to stand upon his le^s again ’ {Letters 
and IVorhs of the Earl of Chesterfield, 1845- 
1853i iv. 427). Chatham’s many difficulties ^ 
ill niJinaging his heterogeneous ministry j 
were greatly increased by the despotic 
manner in which he treated his colleagues. 
IVithin four months all those members of , 
the Ptochingliam administration who had 
been induced to remain in office resigned. 
To counterbalance these defections, Chatham 
made renewed overtures* to the Bedford 
party {Chatham Corre^jpo7idence, iii. 135), 
and." on their failure, the administration be- 
came more tory in character. 

On entering office Chatham endeavoured ^ 
to execute his long-cherished plan of making ! 
a great northern alliance against the house of 
Bourbon, but he soon found himself foiled in 
that direction by the selfish policy of Frede- , 
rick the Great. He also formed schemes for ' 
transferring the power of the East India 
Company to the crown and for the better 
government of Ireland. In England one of 
the first things to engage his attention was 
the apprehended scarcity of corn. On 24 Sept, 
the celebrated order in council was issued 
wliich laid an embargo upon the exportation 
of grain. His maiden speech in the House of 
Lords on II Nov. 1766 was delivered in de- 
fence of this unconstitutional though neces- 
sary step. He is said to have spoken with 
* coolness, dignity, and art ’ (Walpole, Me- 
moirs of the Reign of George III, ii. 263). 
His speech, however, during the debate on 
the Indemnity Bill on 10 Dec. was less 
successful. He flouted the peers and involved 
himself in an altercation with the Duke of 
Hichmond. Both lords were required to 
promise that the matter should go no further 
{Journals of the House of Loi'ds, xxxi. 448), 
and ^from that day Lord Chatham, during 
the whole remninder of his administration, ap- 
peared no more in the House of Lords ’ ( Wal- 
POLE, Memoirs of the Reign of George Illy 
ii. 291). ^ 

Early In 1767 Chatham was absolutely 
incapacitated from all attention to business. 
From May 1767 to October 1768 he held no 
intercourse with the outside world. He re- 
fused interviews with his colleagues, and 
even declined a visit from the king. So much 
mystery was observed as to the nature of his 
malady that his friends were unable to 
fathom it, and his enemies declared that he 
was playing a part (see Walpole, Letters^ 
V. 63, 131). Meantime Grafton assumed the 
duties of prime minister, the cabinet grew 
divided, and parliament unruly. The govern- 
ment was defeated on the annual vote for the 
land tax, Chatham’s policy was overturned by 


his colleagues, and America was taxed, by 
Charles Townshend, the chancellor of the 
exchequer. The king, however, insisted (iii 
Chatham remaining in office, ^ for though 
confined to your house,’ he wrote on 23 Jan. 
1768, ‘your name has been sufficient to 
enable my administration to proceed ’ [Chat- 
ham Correspondence, iii. 318). The privy seal 
was put in temporary commission on 2 Feb. 
1768 for the purpose of hearing the argu- 
ments in the Warmley charter case, and 
was redelivered to Chatham at Hayes on the 
21 3t of the following month. On 14 Oct. 
1768 Chatham, in a letter written by his wife 
in the language of that abject respect which 
always marked his communications witli the 
king, requested permission to resign {ib. iii. 
343-4), and on the following day his seal was 
delivered by Camden to the king, who re- 
ceived it with some show of reluctance. 

A severe attack of gout at last relieved 
Chatham from the mental disease under 
which he had been suffering. In November 
1768 he became reconciled to Temple and 
George Grenville (Walpole, Letters, v. 136). 
Some time, however, still elapsed before he 
resumed a part inpuhlic affairs. In July 1769 
he showed himself at a levee, and had a 
private interview wilh the king ( Grenrille 
Papers y iv. 426-7). At the opening of the 
session, on 9 Jan. 1770, Chatham reappeared 
in the house and made two vigorous speeches 
on the address. He boldly asserted that the 
liberty of the subject had been invaded, both 
at home and in the colonies; but, though he 
secured the adherence of Lord Camden, who 
openly denounced the Duke of Grafton’s 
arbitrary measures, his amendment condemn- 
ing the action of the House of Commons 
with regard to the Middlesex election was 
defeated hv a large majority (Prtr/'Lffi^f.xvi. 
644, 646, ^7-53, 656-65). On 22 Jan. Chat- 
ham, in a brilliant speech, seconded Bock- 
ingham^s motion for a day to take into con- 
sideration the state of the nation. He asserted 
that the constitution had been * grossly 
violated,’ and declared that if the breach 
was effectually repaired the people would 
^of themselves return to a state of tran- 
quillity ; if not , may discord prevail for ever ! ’ 
In order to deliver the House of Commons 
from the corrupt infinences of the rotten 
boroughs, he suggested that an additional 
member should be given to every county. 
At the close of his speech he announced that 
Lord Rockingham ^ and his friends are now 
united with me and mine upon a principle 
which I trust will make our union indis- 
soluble’ (j 6. xvi. 747-55). A week later 
1 Grafton resigned, and North became prime 
1 ministor. 
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Chatham, who never had many personal 
adherents at any time in his career, appears 
to have discovered the mistake which he had 
hitherto made in repudiating the assistance 
of the whigs, and nothing more was heard 
of his former doctrine of the necessity of 
breaking up political parties. He and his 
new friends were, however, far from united 
in their policy, and frequent signs of dis- 
union appeared in their ranks. On 2 Feb. 
Chatham supported Bockingham’s motion 
with reference to the proceedings against 
AVilkes, and condemned the cone uct of the 
House of Commons in most severe terms 
{ib. xvi. 816-20). During the debate on Lord 
Craven’s motion in favour of increasing the 
strength of the navy, Chatham complained 
strongly of ^ the secret influence’ behind the 
throne, owing to which, he asserted, there 
had been no * original minister’ since the 
accession of George III (ib. xvi. 841-2, 
846 ; AYalpole, Memoirs of the Meign of 
George III, iv. 62-3). On 14 March, while 
supporting a motion for the production of 
the civil list accounts, he declared that^Hhe 
late lord chancellor [Camden] was dismissed 
for giving his vote in this house.’ At the 
instance of Lord Marchmont these words 
■were taken down. Chatham, however, re- 
fused to retract them, and it was finally 
resolved that ‘ nothing has appeared to this 
House to justify that assertion’ (Journals of 
the House of I^rds, xxxii. 476 ; FarL Hist. 
xvi. 849-50, 851-2). CTiatham’s hill for the 
reversal of the adjudications of the House of 
Commons against AVilkes was rejected by 
the House ot Lords on 1 May (ib. xvi. 954- 
966). His motion censuring Lord North 
and his colleagues for the answer which 
they had advised the king to give to the 
remonstrance from the City, as well as 
his motion for a dissolution of parliament, 
met with the same want of success (ib. xvi. 
966-74, 978-9). On 1 June the thanks of 
the common council of London were pre- 
sented to Chatham for the zeal which he 
had shown * in the support of those most 
valuable and sacred privileges, the right of 
election and the right of petition,’ &c. 
(Thackeray, Jlktorg of the Earl of Chat- 
ham, ii. 193-5). On 22 Nov. he supported, 
in a speech of great power, the Duke of Bich- 
mond’s motion for the production of the 
loapers relating to the seizure of the Falkland 
Islands. He charged the ministers ‘ with 
having destroyed all content and unanimity 
at home by a series of oppressive, unconsti- 
tutional measures, and with having betrayed 
and delivered up the nation defenceless to a 
foreign enemy ; ’ and insisted in the strongest 
terms on the necessity of impressing seamen, 


declaring that ^ the first great and acknow- 
ledged object of national defence in this 
country is to maintain such a superior naval 
force at home that even the united fleets of 
France and Spain may never be masters of 
the Channel ’ (Farl. Hist. xvi. 1091-1108). 
He attacked Lord Chief-justice Mansfield 
more than once during the session for his 
direction to the jury in the case of AVoodfall, 
the publisher of the ^ Letters of Junius ’ (ib. 

xvi. 1302, 1305-6, 1313-1317). On 30 April 

1771 he supported the Duke of Bichmond’s 
attempt to expunge the resolution of the 
House of Lords of 2 Feb. 1770 relating to 
the Middlesex election, but failed to elicit 
any reply from the ministers (ib. xvii. 216- 
219 ). On the following day he unsuccess- 
fully moved for an address to the king to 
dissolve parliament, and declared himself a 
convert to triennial parliaments. 

During the next three years Chatham’s 
health was so infirm that he was rarely able 
to attend the House of Lords. On 19 May 

1772 he spoke warmly in favour of the hill 
for the relief of protestant dissenters, and 
made a violent attack upon the bishops (ib. 

xvii. 400-1 ; see AValpole, Journal of the 
Feign of George III, 1859, i. 95-6). But 
his energies were now mainly directed to- 
wards forcing on the government -a pacific 
solution of their difficulties with the Ame-^ 
rican colonies. On 26 May 1774 he reap- 
peared in the house, and implored the 
ministers ^ to adopt a more gentle mode of 
governing America,’ while he reasserted that 
‘ this country had no right under heaven ’ to 
tax the colonists (Farl. Hist. xvii. 1353-6). 
In the following month he opposed the 
Quebec Government Bill, which established 
alegislativecounciljbut confirmed the French 
laws. Pitt declared that ^ the whole of the 
bill a ppeared to him destructive of that liberty 
which ought to he the groundwork of every 
constitution ’ (ib. xvii. 1402-4 ; AValpole, 
Journal of the Feign of George III, i. 374). 
On 20 Jan. 1775 he proposed an address 
to the king requesting him to recall the troops 
from Boston, ^ in order to open the ways 
towards an happy settlement of the dan- 
gerous troubles in A merica.’ In an eloquent 
speech he told the ministers that they would 
be * forced to a disgraceful abandonment of 
their present measures and principles, which 
they avow, hut cannot defend.’ He fully 
justified the resistance of the colonists, and 
reminded the house that ‘ it is not repealing 
tliis act of parliament — it is not repealing a 
piece of parchment that can restore America 
to our bosom j you must repeal her fears and 
her resentments, and you may then hope Iot 
her love and gratitude ’ (Farl. Hist, xviiu 
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149-00, 165-6). He was supported by Shel- 
burne, Camden, Rockingham, and Rich- 
mond, but the motion was defeated by sixty- 
ei^^ht votes to eighteen. After a conference 
with Franklin, Chatham, on 1 Feb. 1775, 
introduced a bill ' for settling the troubles 
in America,^ the purport of which "was to de- 
clare the supremacy of this country over the 
colonies in all cases except taxation ; to ; 
annul the various obnoxious acts which ' 
had been passed; and to authorise the meet- 
ing of a general congress at Philadelphia, at 
which the colonists should acknowledge the 
restricted supremacy, and make a free grant 
to the king of a certain perpetual revenue, ’ 
subject to the disposition of the British par- 
liament {ib, xviii. 19S-:i04, 209, 210-11). 
The bill was rejected, and was subsequently 
printed and circulated by Chatham as an 
appeal to the judgment of the public from 
that of the House of Lords. ^ 

During the greater part of this year and I 
throughout 1776 an illness, ap parently similar 
to that which had befallen him during his 
last administration, prevented Chatham from 
attending parliament. Though in a state of 
great weakness, he went down to the house 1 
on 30 May 1777, and unsuccessfully moved ' 
an address to the crown for the stoppage of 
hostilities in America. ^You may ravage,’ 
he said ; * you cannot conquer. It is impos- 
sible. You cannot conquer the Americans. 
... I might as well talk of driving them 
before me with this crutch.’ He insisted on 
the immediate redress of all the American 
grievances. ^ This,’ he said, ' will be the 
herald of peace ; this will open the way for 
treaty ; ’ and added : ‘ Should you conquer 
this people, you conquer under the cannon 
of France; under a masked battery then 
ready to open. The moment a treaty with 
France appears, you must declare war, though 
you had only five ships of the line in Eng- 
land ’ (Thackebat, Hist, of the Earl of 
Chatham^ ii. 311-14, 319-20). According to 
the testimony of his son, 'William Pitt, 
Chatham replied to Lord Weymouth during 
this debate ‘ in a flow of eloquence, and with 
a beauty of expression, animated and striking 
beyond conception ’ {Chatham Correspon- 
dence^ iv. 438). In the following summer 
Chatham fell from his horse in a fit, while 
riding in the vicinity of Hayes. 

He made two brilliant speeches during the 
debate on the address at the opening of parlia- 
ment in November 1777, and vehemently de- 
nounced the employment of savages against 
the Americans. In his spirited reply to the 
Earl of Sufiblk, which a]3peared to the Duke 
of Grafton ^ to surpass all that we have ever 
heard of the celebrated orators of Greece or 


Rome,’ he made a famous appeal to the 
tapestry hangings of the House of Lords. 
In an amendment to the address he recom- 
mended the immediate cessation of hostili- 
ties, but was once more defeated (Farl Mist. 
xix. 360-75, 409-10, 411). On 2 Dec. he 
supported Richmond’s motion for an incuirv 
into the state of the nation, and pointed out 
the defenceless state of Gibraltar and Port 
Mabon {ib. xix. 474-8). On 5 Dec. he moved 
for the instructions to General Burgoyne, 
and again recommended the withdrawal of 
the troops from America, though he still 
declared himself ‘ an avowed enemy to 
American independency ’ (ib. xix. 485-91). 
Both this motion and another which he 
moved, with reference to the employment of 
Indians against the Americans, were de- 
feated by forty votes to nineteen (ib. xix. 
507-8, 509, 510, 512). On 11 Dec. he pro- 
tested against the adjournment of the house 
at a time ‘ when the affairs of this country 
present on every side prospects full of awe, 
terror, and impending danger’ [ib. xix. 
697-602), and was indecently told by 
Suffolk that he only wanted the house to 
sit because ‘he would he allowed to give his 
advice nowhere else’ (Walpole, /owma/ of 
the Reign of George III, ii. 173). 

In Jan. 1778 written explanations passed 
between Chatham and Rockingham with 
regard to their different views on the policy 
to be pursued towards the revolted colonies. 
Rockingham was anxious to acknowledge at 
once the independence of America, while 
Chatham, in spite of the gloomy outlook of 
affairs, persisted in his opposition to that 
course ( Chatham Correspondence, iv. 489-92). 
Early in the same year Chatham’s physician. 
Dr. Addington, and Sir James Wright, afriend 
of Lord Bute, .engaged in an ineffectual at- 
tempt to bring about a political alliance be- ’ 
tween the two statesmen, and their gossiping 
interviews gave rise to a considerable con- 
troversy after Chatham’s death (see Thack- 
ERAT, History of the Earl of Chatham, 
vol. ii. app. pp. 362-9, 633-57). Though 
the only liope of retaining the firiendship of 
America and of baffling the efforts of France 
and Spain lay in Chatham’s return to power, 
the king refused to hold any direct com- 
munication with him. In March 1778 North 
made a futile attempt to induce Mm to join 
the government, on the understanding that 
he should support ‘ the fundamentals of the 
present administration’ (Oorrespondmee of 
George III with Lord North, 1867, li. 149). 
But Shelburne, who represented Chatham in 
this negotiation, assur^ North’s envoy that 
Chatham would not accept office unless an 
entirely new government were formed (Loeb 
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Edmond Fctzmaddice, Life of William^ 
Jbktrl of Shelburne^ 1875-6, iii. 20-5), On 
•7 April the Duke of Richmond, who had 
formerly supported Chatham’s American 
policy, but now openly advocated the im- 
mediate acknowledgment of American inde- 
pendence, moved an address to the crown 
for the withdrawal of the forces from the 
revolted colonies. Against the advice of 
his physician, Chatham insisted on being 
present at the debate, in order that he might 
publicly declare his disagreement with the 
American policy of the Rockingham party, 
Wrapped up in flannel, and supported on 
crutches, he was led into the house by his 
son William, and his son-in-law, Lord 
Mahon. In a few broken words, uttered in 
a barely audible voice, he protested for the 
last time against 'the dismemberment of 
this ancient and most noble monarchy,’ and 
laughed to scorn the fears of a French in- 
vasion. While rising to speak a second 
time in reply to the Duke of Richmond, 
Chatham fell backwards in a fit. He was 
carried into the Prince’s Chamber, and the 
debate was immediately adjourned {FarL 
jEUt, xix. 1012-Sl). As soon as he could 
be moved he was carried into a messenger’s 
house in Downing Street, where he remamed 
a few days. Having recovered in some de- 
gree from the attack, he was removed to 
Hayes. There, after lingering a few weeks, 
he died on 11 May 1778, in his seventieth 
year* On the same day an address was 
carried unanimously in the House of Com- 
mons, praying the king ' to give directions 
that the remains of William Pitt, Earl of 
Chatham, be interred at the public charge, 
and that a monument be erected in the col- 
legiate church of St. Peter’s, Westminster, 
to the memory of that excellent statesman, 
’ with an inscription expressive of the public 
sense of so great and irreparable a loss ’ {ih. 
xix. 1224-5). Shelburne’s motion that the 
House of Lords should attend the funeral 
was deteated by a single vote {ib. xix. 1233- 
1234). A sum of 20,000/. was voted by 
the House of Commons on 26 May in pay- 
ment of Chatham’s debts, and a bill settling 
an annuity of 4,000/. on his successors in 
the earldom received the royal assent on 
3 June (ib. xix. 1225-8, 1233, 1234-55). 
The city of London presented a petition to 
the House of Commons requesting that 
Chatham might be buried in St. Paul’s 
Cathedral (t5. xix. 1229-33) ; but the pre- 
parations for the funeral in the abbey had 
alr^y been made, and the ministers were 
disittcimed to grant any favours to the city. 
The body lay m state in the Painted Cham- 
ber on 7 and 8 June, and was buried in the 


north transept of Westminster Abbey on 
the following day. The funeral was at- 
tended chiefly by members of the opposition. 
The banner of the lordship of Chatham was 
borne by Barr 6, accompanied by the Dukes 
of Richmond, Manchester, and Northumber- 
land, and the Marcuisof Rockingham. The 
pall -was upheld oy Burke, Dunning, Sir 
George Savile, and Thomas Townshend. In 
the absence of the eldest son on foreign ser- 
vice, William Pitt was the chief mourner, 
while Lords Shelburne, Camden, and six 
other peers followed as assistant mourners. 

Chatham was pre-eminently the most 
striking figure on the English political stage 
during the eighteenth century. By force of 
his own abilities and his extraordinary 
popularity he became the foremost man in 
the nation, notwithstanding the prejudice 
entertained against him by George II. ‘ In 
him,’ says Mr. Lecky, ' the people for the 
first time felt their power. He was essen- 
tially their representative, and he gloried in 
avowing it ’ {History of Enyland in the 
Eighteenth Century^ 1883, ii. 616). Ambi- 
tion was the ruling passion of his life, but 
'it was ambition associated with worthy 
objects — the reputation of his country abroad, 
the integrity of her free institutions at 
home ’ (Loki) Edmond Fitzmattkice, Life of 
William^ Earl of Shelburne^ iii. 33). In spite 
of his many foibles and weaknesses, Cliatbam 
wa s undoubtedly a man of consummate genius. 
His mind was singularly fertile in resources. 
The vice of irresolution was unknown to him. 
His courage was indomitable, his energy 
irresistible. ' II faut avouer,’ said Frederick 
the Great, 'que I’Angleterre a 4t§ longtems 
en travail, et c u’elle a beaucoup soufferte 
pour produire Pitt ; mails enfin elle est 
accouch^e d’un homme ’ ( Chatham Corre- 
spondence, i. 444-5). As a war minister, 
his greatness is beyond question. Though 
his military plans were often faulty, and 
sometimes unsuccessful, he revived the spirit 
of the nation, and inspired all those who 
worked under him with his own undaunted 
courage. Regardless of the traditions of the 
services, he chose men as commanders of 
his expeditions for their merit, and not for 
their rank. It wms his discernment that 
selected Wolfe for the command of the ex- 
pedition to Quebec. 'I am no more an 
enthusiast to his memory than you,’ wrote 
Horace Walpole of Chatham to his friend 
Cole. ^ I knew his faults and his defects ; 
yet . . * under him we attained not only our 
highest elevation, but the most solid autho- 
rity in Europe. When the names of Marl- 
borough and Chatham are still pronounced 
with awe in France, our little ca%dls make a 
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■jiiny sound. Nations tliat are beaten cannot 
mistaken’ vii. 76-7). On the 
other hand, it must be said that Chatham 
was too fond of war, and wms indifferent 
alike to the misery it caused and the cost 
which it entailed. 

Though Chatham’s character is absolutely 
free from suspicion of corruption, no states- 
man ever exhibited greater inconsistencies 
during his political career. Pride rather than 
principle seems to have actuated his conduct 
on more than one occasion. He consulted no ; 
iudgment but his own. His haughtiness to 
Ms colleagues was only equalled by his abject 
servility to the king. His vanity was ex- 
cessive,' and he delighted in pomp and osten- 
tation. He was always playing a part : ^ he 
was an actor in the closet, an actor at coun- 
cil, an actor in parliament; and even in 
private society he could not lay aside his j 
theatrical tones and attitudes ’ (Macattlat, j 
Essays^ 18o2, ii. 148). 

Owing to the absence of any regular and , 
full reports of the parliamentary debates, only ' 
a few fragments of Chatham’s actual speeches 
have been preserv'ed — by Hugh Boyd [q. 

Rir Philip Francis [q. v.], and others. His 
fame, therefore, as an orator rests almost 
entirely upon the evidence of contemporary 
writers as to the effects produced by his elo- 
quence. All contemporary accounts concur 
in describing these effects to have been un- . 
paralleled, and, judged by this test, he must 
oe ranked with the greatest orators of an- 
cient or modern times. He spoke generally 
without premeditation, and his few prepared 
speeches appear to have been failures. His 
merit was chiefly rhetorical. He was neither 
witty nor pathetic. Little sustained or close 
argument iigured in his speeches. He ^ de- 
lighted in touching the moral chords, in ap- 
pealing to strong passions, and in arguing 
questions on high grounds of principle rather 
than on grounds of detail ’ (Lbcky, Kist , of 
England in the Eighteenth Century, ii. 469). 
His invective and sarcasm were simply ter- 
rific. In grace and dignity of gesture he 
was not inferior to Garrick. He possessed, 
moreover, every personal advantage that an 
orator could desire. His voice ‘ was both 
full and clear ; his lowest whisper was dis- 
tinctly heard; his middle tones were sweet, 
rich, and beautifully varied ; when he ele- 
vated his voice to its highest pitch, the house 
was completely filled with the volume of 
sound ’ (Butler, EenuTuscences, 1824, i, 139- 
140). In the House of Commons his elo- 
quence overbore both criticism and oppo- 
sition ; friends and foes alike listened in 
breathless silence to the words which fell 
from his lips. In the uncongenial atmo- 1 


sphere of the House of Lords he was less 
successful : his impassioned style of orat ory 
proved unsuitable for so small and frigid 
an assembly. 

Chatham knew nothing of financial or 
commercial matters. He never applied him- 
self steadily to any branch of knowledge, and 
was not even familiar wdth the rules of the 
House of Commons. He appears to have 
confined his reading to a small number of 
books, and, according to his sister, ‘ knew 
nothing accurately except Spenser’s “ Fairy 
Queen (Macaulay, Essays, hi. 547). 
Demosthenes, Bolingbroke, and Barrow seem 
to have been his favourite authors in the 
matter of style, and he is said to have read 
the contents of Bailey's ‘ Dictionary ’ twice 
through from beginning to end. Like Lord 
Granville, he was unable to write a common 
letter well, and Wilkes has called him with 
some truth ‘ the best orator and the worst 
letter-writer’ of the age {Correspondence of 
John Wilkes, 1805, ii. 127). In private life 
his conduct was exemplary : ‘ it w'as stained 
by no vices nor sullied by any meanness ’ 
{Letters and Works of the Earl of Chester^- 
field, ii. 468). 

Chatham’.s figure was tall and imposing, 
with the eyes of a hawk, a little head, a thin 
face, and a long aquiline nose. He was 
scrupulously exact in his dress, and was 
never seen on business without a full-dress 
coat and tie-wng. His deportment in society 
was extremely dignified, and he ‘ preserved 
all the manners of the vieille cour, with a 
degree of pedantry, however, in his conver- 
sation, especially when he aft'ected levity’ 
(Lobe EoMOitD Fitzmaurice, Life of Wil- 
liam, Earl of Shelburne, i. 76). 

Monuments to Chatham, executed by John 
Bacon (1740-1799) [q. v.], were erected in 
Westminster Abbey and (with an inscrip- 
tion by Burke) in the Guildhall. The marble 
um, with a medallion of Chatham by the 
same sculptor, placed by Lady Chatham in 
the grounds at Burton-Pynsent, was subse- 
quently removed to Stowe, and is now in 
the garden of Revesby Abbey, Lincolnshire. 
There is a statue of Chatham by MacDowvll 
in St. Stephen’s Hall, Westminster, Statues 
were also erected in New York and in 
CharlestowTi in acknowledgment of his ser- 
vices in promoting the repeal of the Stamp 
Act (see Magazine of American Hist ory, x’iu 
67, viii, 214-20). A portrait of Chatham, 
by Richard Brompton, at Chevening, was 
presented by Chatham in 1772 to Philip, se- 
cond earl Stanhope. A replica is in the 
National Portrait Gallery, It has been en- 
graved by J. K. Sherwin and Edward Fisher. 
Another portrait, by William Hoare, belongs 



Pitt 


366 


Pitt 


to Viscount Cobliam. There are engravings 
of this portrait by Richard Houston, Ed- 
ward Fisher, and others. The picture in the 
Kational Gallery, strangely misnamed ^ The 
Heath of the Earl of Chatham [in the 
House of Lords],’ was painted by Copley in 
1779-80. It was engraved under the direc- 
tion of Bartolozzi by J. M. Helatre in 1820. 
References to a number of caricatures of 
Chatham will be found in the ^ Catalogue of 
Prints and Drawings in the British Musenm: 
Political and Personal Satires’ (vol. iii. pt. ii. 
pp. 1205-6, vol. iv. p'D. Ixxxii-iv). The ori- 
ginal Blacl&iars BricLge, designed by Robert 
Mylne, when first opened in 1769, was called 
‘ Pitt Bridge ’ by order of the common coun- 
cil, but the name was soon afterwards 
dropped. The city approach to the bridge, 
also named after him, ‘ Chatham Square,’ 
is now absorbed in Xew Bridge Street and 
the Thames Embankment. Fort Huquesne 
was renamed Fort Pitt, and subsequently 
Pittsburg, in bis honour. 

According to Lord Chesterfield, Chatham 
had * a most happy turn to poetry, hut he 
seldom indulged and seldomer avowed it’ 
(Chesteepielb, Letters and Works^ ii. 468). 
Some Latin verses written hy Chatham on 
the death of George I were pubhshed in 
^ Pietas Universitatis Oxoniensis in obitum | 
serenissimi Regis Georgii I,’ &c., Oxford, i 
1727, fol. These and some English verses 
addressed by Chatham to Temple and Gar- 
rick respectively are printed in Thackeray’s 
^History ’ (i. 4, 5, 172-8, ii. 250-1). Chat- 
ham published nothing himself, though more 
than one pamphlet has been erroneously 
ascribed to him. The authorship of the 
^ Letters of Junius ’ has also been attributed 
to Chatham, but on absurdly insufficient 
grounds. The connection of Francis and 
J unius with the reports of Chatham’s speeches 
is the subject of an article by Mr. Leslie 
Stephen in the third volume of the * English 
Historical Review ’ (pp. 233-49). Chatham’s 
letters ‘to his nephew, Thomas Pitt, esq. 
(afterwards Lord Camelford), then at Cam- 
bridge,’ London, 1804, 8vo, were edited by 
Vi-Tlliam Wyndham Grenville, baron Gren- 
ville [q. v.l and have passed through several 
editions. His ‘ Correspondence ’ was edited 
by Messrs. W. S. Taylor and J. H. Pringle, 
the executors of the second Earl of Chatham, 
and ‘ published from the original manuscripts 
in their possession,’ London, 1838-40, 8vo, 
4 Tols. A large number of Chatham’s des- 
patches and letters will be found in the 
Ke<»rd Office and at the British Museum 
(see indices to the Addit. MSS. 1783-1835, 
1854-75, 1876-81,1882-7,1888-93). Others 
belong TO Lord Cobham (see Hist, MSS. 


Comm. 2nd Rep. App. p. 38), theMarruisof 
Lansdowne (25. 3rd Rep. App.pp. 180-1,13,5 
142. 146, 6th Rep. App. p. 241), LordLecon' 
field (ib. 6th Rep. App. p. 315), and the Duke 
of Leeds {ib. 11th Rep. App. vii. 45). 

He married, on 16 Nov. 1754, Hester, only 
daughter of Richard Grenville of V'otton 
Hall, Buckinghamshire, and Hester, countess 
Temple. His wife’s brothers, Richard (after- 
wards Richard, earl Temple) and George, 
with her first cousin, George Lyttelton, and 
her husband, formed the famous ‘Cobham 
cousinhood.’ The marriage was a singularly 
happy one. They had three sons— viz.: 
(1) John "q. V.], who succeeded as second 
Earl of Chatham ; (2) William (1759-1806) 
[q. V.], the famous statesman; and (3) James 
Charles, born on 24 April 1761, who entered 
the royal navy, became captain of H.M.’s 
sloop ftornet, and died off Barbados in 1781 
— and two daughters, viz. : (1) Hester, born 
on 18 Oct. 1765, vp^ho married, on 19 Dec. 
1774, Charles, lord Mahon (afterwards third 
Earl Stanhope), and died at Chevening,Keiit, 
on 18 July 1780, leaving three daughters, 
the eldest of whom was the well-known and 
eccentric Lady Hester Lucy Stanhope [q.v.] ; 
and (2) Harriet, born on 18 April 1758, who 
married, on 28 Sept. 1785, the Hon. Edward 
James Eliot, remembrancer of the exchequer, 
second son of Edward, second baron Eliot 
of St. Germans, and died on 24 Sept. 1786, 
leaving an only daughter, Harriet Hester, 
who became the wife of Lieutenant-general 
Sir William Henry Pringle, G.C.B. Chat- 
ham’s widow died at Burton-Pynsent, Somer- 
set, on 3 April 1803, aged 82, when the barony 
of Chatham, bestowed on her on 4 Dec. 1761 , 
devolved on her eldest son, John, second earl 
of Chatham, She was buried in W estminster 
Abbey on 16 April 1803, 

For some years previously to his marriage 
Chatham resided at South Lodge, Enfield, 
Middlesex. He purchased Hayes Place, 
near Bromley in Kent, soon after his mar- 
riage. He rebuilt the house, and by subse- 
quent purchases extended the grounds to 
about a hundred acres. Here he indulged in 
his favourite pursuit of landscape-gardemng, 
sometimes even ‘ planting by torchlight, as 
his peremptory and impatient temper could 
brook no delay’ (AValfole, ATmoir# q/’t/ie 
Reign of George III, lii. 30). From 1759 to 
1761 Chatham lived in the house (now num- 
bered 10) in St. James’s Square which was 
occupied by Mr. Gladstone in the parliamen- 
tary session of 1890. On resigning office in 
October 1761 Chatham gave np his town 
house in St. James’s Square, and resolved to 
live entirely at Hayes. Sir William Pyn- 
j sent, an eccentric Somersetshire baronet, who 



Pitt 


367 


Pitt 


aied on 12 Jan. 1765, left his estate at Burton- 
Pynsent in the parish of Curry-Rivell, and 
n^rly 3,000/. a year, to Chatham, with whom 
hewas personally unacquainted. The validity 
of the will was unsuccessfully disputed by ^ 
the Rev. Sir Robert Pynsent, a cousin of | 
the testator. Chatham erected a column j 
(commonly known as the Burton steeple) in 
memory of his benefactor. A portion of the 
old mansion-house is still standing. On the 
death of Chatham’s widow the estate passed 
by sale to the Pinney family. When Chat- 
ham came into possession of Burton-Pyn- 
sentjhe sold Hayes to the Hon. Thomas Wal- 
pole. But on falling ill he became possessed 
vith a morbid belief that only the air of 
Hayes would restore his health, and Walpole 
was persuaded to sell it back to him {ib, 
hi. 30-3 ; Chatham Correspondence, iii. 
289-92). Chatham returned to Hayes in 
December 1767, and it continued his favourite 
residence for the rest of his life. Hayes 
Place was sold in 1785 to Mr. (afterwards 
Sir) James Bond, and by him, in 1/89, to 
George, viscount Lewisham (afterwards third 
Earl^f Dartmouth). It is now the resi- 
dence of Mr. Everard Alexander Hambro. 
In the chancel of Hayes church, adjoinin,^ 
the grounds, are hung the banners whica 
were borne at Chatham’s funeral in \yest- 
minster Abbey. Chatham occupied IS'orth 
End House, Hampstead, in 1766, and^during 
•jart of his mysterious illness in 1767. The 
iouse, which is now called Wildwood House, 
has undergone considerable alterations ; but 
Chatham’s room, concerning which Howitt 
relates some very curious particulars, still re- 
mains iJNorthem Heights of London, 1869, p. 
82). 

[Though much information as to Chatham’s | 
career can be gleaned from Frnncis Thackeray’s ' 
ponderous Histor^mf the Earl of Chatham (2 vols. 
4 to, London, 1827), from Macaulay’s Essays, 
the Chatham Correspondence, Almon’s Anec- 
dotes, and Timbs’s Anecdote Biography, 1862, an 
adequate life of Chatham has yet to be written. 
Besides the works quoted in the text, the 
following authorities among others have been 
consulted for the purpose of this article : 
Authentic Memoirs of the Right Hon. the late 
Earl of Chatham, 1778; Go twin’s History of 
the Life of William Pitt, Earl of Chatham, 1783; 
the Speeches of the Right Htm. the Earl of 
Chatham, with a Biographical Memoir, 1848; 
Coxe's Memoirs of Horatio, Lord Walpole, 1802; 
Memoirs by a celebrated Literary Character, 
1814; John Nichols's Recollections and Reflec- 
tions, 1822; Phillimore’s Memoirs and Corre- 
spondence of George, Lord Lyttelton, 1845; 
Albemarle’s Memoirs of the Marquis of Rocking- 
ham, 1852 ; Ballantyne’s Lord Carteret, 1887 ; 
Carlyle’s Frederick the Great, 1872-3; Bos- 


well's Life of Johnson, 1887 ; Lady Chatterfon’s 
Memorials of Admiral Lord Gambler, I80I, 
Tol. i ; Russell’s Life and Times of C. J. Pox, 
1859, voL i. ; Mahon's History of England, 1 858, 
vols. ii.-vii. ; Bancroft’s History of the tJnite<i 
States of America, 1876, vols. iii. iv. vi. ; Jesse’s 
Memoirs of the Life and Reign of King 
George III, 1867; Woodfall’s Junius, 1814; 
Nichols’s Literary Anecdotes. 1812-15 ; Seward’s 
Literary Anecdotes of Distinguished Persons, 
1814, li. 318, 353, 357-86 ; Memoirs of the Lite 
and Writings of Benjamin PranMin, 1818, i. 
305-7, 490-504, 508 ; Brougham's Historiciil 
Sketches of Statesmen, 1839, 1st ser. pp. 17-47 ; 
Grattan’s Miscellaneous Works, 1822, pp. 9-10; 
Rogers’s Complete CollectiQU of the Protests of 
the House of Lords, 1875, ii. 101-17 ; Lodge’s 
Portraits, 1849-50, vii. 289-304 ; Earle’s English 
Premiers, 1871, i. 129-217 ; Walpole’s Cata- 
logue of Royal and Noble Authors, 1806, iv. 
369-78 ; Whateley’s Observations on Gardening, 
1801, pp. 72 , 85 n. ; Thoms’s Hannah Lightfoot, 
&c., 1867; Retrospective Review, vii. 352-78; 

, North American Review, lvu377-425; Edinburgh 
i Review, Ixx. 90-1 23; Dublin Univ. Mag. xi. 1-18; 
GoUinson’s History of Somerset, 1791, voL i, 
Hundred of Abdick and Bulston, pp. 24-5; 
Thorne’s Environs of London, 1876, i. 188, 
289, 334 . 696 ; Wheatley’s London Past and 
Present, 1891, i. 367, 520, ii. 137, 161, 170, 242, 
281, 301, iii. 4, 463, 472, 479 ; Chester’s West- 
minster Abbey Registers (Harl. Soc. PubL), 
1875, pp. 426, 442, 469; Collins’s Peerage of 
England. 1812. v. 47-73 ; Doyle’s Official Baron- 
age^ 1886, i. 359-60 ; G. E. C.’s Complete Peer- 
age. 1889, ii. 212-13; Poster’s Alumni Oxon. 
1715-1886, iii. 1121; London Gazettes, 1746, 
Nos. 8512, 8533, 8540, 1766 No. 10646, 1768 
Nos. 10804, 10817, 1778 No. 11883 ; Hist. MSS. 
Gomm. 1st Rep. App. pp. 56-7, 8th Rep. App. 
i. 196, 219-26, 9th Rep. App. iii. 12th Rep. App. 
ix. 254-6, 13th Rep. App. iii. 38, 66, 73, 74, 
76-7, 84, 14th Rep. App. i. 10-13 ; Official 
Return of Lists of Members of Parliament, ii. 
80, 93, 106, 109, 111 115, 119, 129; Notes and 
Queries, passim ; Brit. Mus. Cat.] G F. R. B. 

PITT, WILLIAM (1759-180G), states- 
man, second son of William Pitt, first earl 
of Chatham [q. v.], and Hester, daughter of 
Richard Grenville, wms bom at Hayes, near 
Bromley, Kent, on 28 May 1759. As a child 
he was orecocious and eager, and at seven 
years olc^ looked forward to following in his 
father’s steps {Chatham Correspondence, ii. 
i 393-4). His health being extremely delicate, 
he was educated at home. His father took 
much interest in his studies, preparing him 
to excel as an orator by setting him to trans- 
late verbally, and at sight, passages from 
Greek and Latin authors, and hearing him 
recite. When thirteen years old he composed 
a tragedy — ‘ Laurent iiio, King of Chersonese ’ 

^which he and his brothers and sisters acted 

at his father’s house. It is extant in manu- 
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script. The plot is political, and there IS no se 

love in it (M aca-PLA-T, Miscellaneous Writings, pa 
p 396). At fourteen, when he knew more J.i 
than most lads of eighteen, he matriculated ac 
at Cambridge, entering Pembroke Hail m 
the spring of 1773, and going into residence m 
the fklo W October. He was put under oi 
the care of the Rev. George Pretyman, alter- i 

wardsTomrme[q.v.], one of the tutors. Soon m 

afterwards a serious illness compelled his ir 
return home, and he remained there until the p 
next July. Dr. Anthony Addington [q. v.] E 
recommended a copious use of port wine. 1 he d 
remedy was successful, and at eighteen his s] 
health was established. For two years and e 
a half he lived at Cambridge, with little or ] 
no societv save that of his tutor, Pretyman. n 
He studied Latin and Greek diligently, and t 
showed a taste for mathematics; but of ( 
modern literature he read little, and of j 
modern languages knew only h rench. ^ In i 
the spring of 1776 he graduated M.A. with- } 
out examination, and towards the end of f 
the year began to mix with other young 1 
men. He was excellent company, cheerfui, 1 
witty, and well-bred. AVhile still residing 1 
at Cambridge, he often w’ent to hear debates 1 
in parliament, and on one of these occa- < 
sions was introduced to Charles James Fox i 
[q. V.], who w’as struck by his eager com- 
ments on the arguments of the different 
speakers ^Staithope, Life, i. 27). He was 
present at his father’s last speech in the 
House of Lords on 7 A]:>ril 1778, and helped 
to carry the earl from tbe chamber. On his 
father’s death he w’as left wdth an income of 
less than 300/. a year, and, intending to 
practise lawy began to keep terms at Lin- 
coln’s Inn, though he lived for the most 
iiart at Cambridge. In the following October 
ae published an answer to a letter from 
Lord Mount Stuart with reference to his 
father’s political conduct (Ann. Meg. 1778, 
xxi. 267-61). lie was called to the bar on 
12 June 1780, and in August went the 
western circuit. At the general election in 
September he stood for the university of 
Cambridge, and w’as at the bottom of the 
l^oll. Sir James Lowther, however, caused 
!bim to be elected at Appleby, and he took 
his seat on 23 Jan. 1781. Among his closest 
friends were Edward Eliot (afterwards his 
brother-in-law), Richard Pepper Arden 
i afterwards lord Alvanley) , and W ilberforce. 
In their company he was always full of life 
and gaiety. At firat he gambled a little, but 
gave it up on finding that the excitement 
was absorbing ; for he resolved to allow 
nothing to hinder him from giving his whole 
mind to the service of his country. 

On entering parliament Pitt joined him- 


self to Lord Shelburne, then head of the 
party that had followed his father Chatham. 

He was thus in opposition to Lord North’s 
administration. He made his 6rst speech ou 
26 Feb. in support of Burke’s bill for eco- 
nomical reform. The house expected much 
of Chatham’s son, and was not disappointed. 
Perfectly at his ease, and in a voice full of 
melody and force, he set forth his opinions 
in well-ordered succession and in the best 
possible words (Pari. Hist. xxi. 1261). 
Burke’s praise was unmeasured ; Fox warmly 
congratulated him ; and North declared his 
speSjli ^ the best first speech that he had 
ever heard ’ (Sta:xhope, i. 56, 58 ; Life of 
Wilberforce, i. 22). On 12 June he spoke 
in support of Fox’s motion for peace with 
the American colonies. After expounding 
Chatham’s principles, which had been im- 
pugned in the debate, he insisted on tlie 
iniustice of the war and the miseries it had 
produced (Pctrl. PList. xxii. 486). In^ the 
summer he again went circuit, had a little 
business, and impressed his fellow-barristers 
by his genial humour (Stanhope, i. 63). In 
the debate on the address, on 28 Nov., after 
the disaster at York Town, he scornfully 
denounced the speech from the throne in an 
energetic speech, which was loudly applauded 
( Pari. Hist. xxii. 735). During the early part 
, of 1782 he was prominent in opposition to 
1 the government, and on 8 March, when 
5 North’s ministry was obviously tottering, 

L declared that were it possible for him to ex- 
3 pect to enter a new administration he ‘ would 
f never accept a subordinate situation.’^ Thoupn 
) the words probably fell from him accidentally 
- in the excitement of speaking (Memoirs of 
t Rockiwfham, ii. 423), they expressed a settled 
r intention (Tomline, i. 67). When, a few 
a days later, Rockingham was forming an ad- 
8 ministration, Pitt was offered some minor 
L offices, among them that of vice-treasurer 
n of Ireland, which, though of small importance 
e ' lolitically, was worth about 5,000/. a year and 
n iad been held by his father. Poor as he was, 
)f he refused it (Life of Shelburne, iii. 
le While givingthe government an independent 
id support, he was consequently not involved in 
ik its difficulties. Following in his father s steps, 

st he moved on 7 iMay for a select committee on 
is the state of the representation. He inveighed 
tn against the corrupt influence of the crown, 
e. declared that it was maintained by the system 
fe ' of close boroughs, and referred to his father s 
it opinion that reform was necessary lor t e 
at presentation of liberty. He did not, Low- 
w i ever, bring forward any defimte pla^* *■ 
lie motion was defeated by 161 to 141 (Pat • 

' Hist. xxii. 1416). On the 17th he supwrte 
n- 1 a motion for shortening the duration of par- 
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lianieiits, and on 19 June a bill for eliecking 

bribery. 

On "rLOcliingliam’s death. Pitt reaped the 
fniit of his refusal of subordinate office. 
Shelburne became prime minister ; Fox and 
Burke thereupon resigned, and Shelburne, 
almost without allies in the commons, turned 
to Pitt. On 6 July, at the age of twenty- 
three. he became chancellor of the exchequer. 
Biifering from Shelburne on the peace with, 
the Americans, he at once insisted that the 
preliminaries implied a recognition of inde- 
pendence that was irrevocable in the case of 
the failure of the final treaty. The king 
in vain urged that he should retract his 
words, declaring that, as a young man, he 
could do so honourably {Life of Shelburne, 
p. 309). The ministry needed further support. 
Neither Shelburne nor Pitt would consent to 
a union with North. Both vrere, however, 
willing to receive Charles James Fox, and on 
11 Feb. 17S3Pitt, at Shelburne’s request, in- 
vited him to join the ministry. Fox refused 
unless Shelburne ceased to be prime minister, 
and Pitt is said to have broken otF the inter- 
view with the words, ‘ I did not come here to 
betray Lord Shelburne.’ From this interview 
is to be dated the political hostility between 
Pitt and Fox (ib. p. 342 ; Court and CabineU, 

i, 149 ; ToMLiXEji. 89), ’While the coalition 
between Fox and North was being formed, 
Pitt, on the ITtli, upheld the government in 
a speech below his usual standard. He 
taunted Sheridan with his dramatic work, 
and Sheridan replied by comparing him with 
the Angry Boy in Jonson’s ‘Alchemist.’ 
On the 21st, however, he spoke against 
the coalition for two hours and three- 
quarters with unequalled power. It vras 
one of his most successful elforts, and 
North in reply referred to his ‘ amazing elo- 
quence ’ {Speeches, i. 50 sq. ; Malmesbury, 

ii. 35). On the 23rd Shelburne resigned, 
Pitt, although he had loyally supported him, 
disliked him heartily. Next day the king 
offered Pitt the treasury. Shelburne and 
his friend Bundas urged him to accept, and 
the king was importunate. He hesitated, 
but finally (25 March) declined the offer, for 
he considered that North’s support was essen- 
tial to success, and that it would he prejudicial 
to his honour as well as precarious to depend 
on North. The king expressed himself* much 
hurt ’ (Staxhope, vol. i. App. pp. i-iii ; Court 
and Cabinets, i. 209). On the 3lst he an- 
nounced his resignation, broke off all poli- 
tical connection with Shelburne, and declared 
that he was * unconnected with any party 
whatever,’ and should act independently 
{Memorials of Fox, i. 326). On 2 A]Dril the 
coalition ministry, with the Duke of Port- 
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land as premier, took office. On 7 ilay Pitt 
again brought forward the question of reform 
ot parliament, this time in resolutions em- 
bodying a definite plan for (1) checking 
bribe:^ at elections ; (2 ) disfranchising corrupt 
constituencies; (3) adding to the number of 
knights of the shire and members for London. 
His resolutions were lost by 293 to 149 
{Pari. Hist, xxiii. 827-75). "Another bill 
that he brought forward on 2 June, for re- 
forming abuses in public offices, passed the 
commons, but was rejected by the lords. 

On 12 Sept. 1783 he went with Wilber- 
force and Eliot to France, the only visit that 
he made to the continent. He stayed some 
time at Rheims, where he met Talleyrand, and 
on 9 Oct, went to Paris and Fontainebleau, 
where ^ men and women crowded round him 
in shoals.’ It is said, but probably falsely, 
that Necker proposed that Pitt should marry 
his daughter, afterwards Madame de Stael. 
He returned home on 24 Oct., and took up 
his residence in liis brother’s house in Berke- 
ley Square, intending to resume his legal 
work, for even his friends thought that the 
formation of the coalition had ‘ extinguished 
him nearly for life as a politician’ (Rose, 
Diary, i. 45). The coalition administration, 
however, soon came to an end over Fox’s 
India bill [see under Fox, Charles James], 
which Pitt opposed in terms of scarcely justi- 
fiable vehemence {Pari Hist, xxiii. 12*79 ). It 
passed the commons by majorities of more 
than two to one, but the king authorised Karl 
Temple to state in the lords that he should 
regard any one as his enemy who voted lor 
the hill ; and on 17 Dec. the lords rejected 
it by 95 votes to 7G. On the same day a 
resolution was moved in the commons con- 
demning in general terms the action of Earl 
Temple. Pitt declared the resolution * frivo- 
lous and ill-timed.’ Fox, in reply, taunted 
him with his youth and inexperience, and 
with following * the headlong course of am- 
bition.’ The resolution was carried by 153 
to 80. On 19 Dec. the king dismissed the 
ministers and appointed Pitt first lord of 
the treasury and chancellor of the exchequer. 
He had become prime minister before he was 
twenty-five. 

The* announcement of his acceptance of 
office was received in the commons with 
derisive laughter. There was a strong ma- 
jority in favour of the late ministers, in- 
cluding, with the exception of Pitt himself 
and Dundas, every debater of eminence in 
the house (Rosebery, p. 53), while the cir- 
cumstances under which the coalition hal 
fallen added to the bitterness of the oppo- 
sition. Pitt did not find it easy to form an 
administration, and when his cousin Temple 
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retracted on 2 1 Dec. liis acceptance of the 
peals of a secretary of state, he was ^ led 
almost to despair’ (Dose, i. 50). By the 
23rd he had ‘ hastily patched together an 
administration composed of men wholly in- 
adequate to the work before them’ {Bland 
Burges JPapers, pp. CO-8). His cabinet of 
seven contained no member of the commons 
besides himself. He alone, therefore, was to 
hear the main brunt of the battle. An im- 
mediate dissolution was expected (Life of 
JVilberforcej i. 48 ). Pitt was determined to 
appeal to the electorate ; but he was equally 
determined not to dissolve until public 
opinion was strongly on his side. Fox, on 
the other hand, was set on preventing a dis- 
solution, and hoped to drive Pitt from office 
by votes of the existing house. Pitt em- 
ployed the recess in framing an India bill 
which, while establishing a board of control 
as a state department, left the patronage to 
the company. On the meeting of the com- 
mons on 12 Jan. 1784, Fox proposed, as a 
means of preventing dissolution, that the 
house should at once go into committee on 
the state of the nation. In the debate Pitt 
loftily defended himself against charges of 
intriguing with the king. He was in a 
minority of 39. The attack was renewed on 
the 16th, when the opposition majority was 
2 1 . On the 23rd Pitt’s India bill was rejected 
by a majority of eight, and violent efforts 
were macie in vain to provoke him to disclose 
his intentions. The king, who regarded him 
as his one hope of salvation from the men 
he hated, was in de«:pair, and wrote that he 
thought a dissolution necessary for the pre- 
servation of the constitution. But Pitt re- 
mained hrm, A body of ^independent’ 
members proposed, and the king assented, 
that Pitt should meet the Duke of Portland 
wdth a view to a combination, and on 2 Feb. 
tbe house voted that a united ministry was 
necessary. Pitt refused to resign office as a 
preliminary’ to union, and declared that as 
the right of dismissal did not rest with the 
commons, a minister might constitutionally 
retain office against the will of the house. 
He denied its right to express a general want 
of confidence without specific charges. The 
proposed compromise failed. 

The tide began to turn at the same time. 
The clerkship of the pells, worth 3,000^. a 
year, fell vacant, and, instead of taking it 
for himself, Pitt won universal admiration by 
bestowing it on Colonel Barr^. [q.v.] on condi- 
tion that he surrendered a pension of greater 
value, which was thus saved to the country. 
The king helped him by creating some oeers on 
bis nomination. The lords on 4 Feb. c eclared 
strongly in his favour, and the East India 


Company was on his side. On the 2Hth the 
freedom of the city was presented to him at a 
banquet. As he returned his carriage was at- 
tacked opposite Brooks’s, the club frequented 
by his opponents, and he escaped with diffi- 
culty. This outrage excited much indigna- 
tion. Fox’s majority sank to twelve on 
1 March. He proposed to delay supply, and 
Pitt cast on him the odium of endeavouring to 
throw the country into disorder. Addresses 
in Pitt’s favour were presented to the king 
from many towns, and in the commons he 
succeeded in obtaining votes of supply. On 
the 8th Fox’s ^ Representation ’ to the king 
against the ministers W’as carried by only one 
vote, and the next day the Mutiny bill was 
passed without opposition. The victory was 
won, and the king dissolved on 24 March, the 
day fixed by Pitt (see Lecky, Hist, of Eng- 
land, iv. 297-308; Ma.y, Const. Hist. i. 83). 
Throughout the struggle Pitt was aided by 
the mistakes of Fox, but he owed his victory 
to his own skill and determination. 

At the general election of 1784 he was 
returned for the university of Cambridge, and 
kept that seat during the rest of his life. His 
triumph was assured by the rejection of 160 
of Fox’s party, and he was at this date sup- 
ported by a greater degree of popular favour 
than had ever been accorded to any mini- 
ster. In the debate on the address Pitt’s 
majority was 282 to 114. He at once turned 
his attention to the nation’s finances, which 
were in grave disorder. The interest of the 
funded debt, the civil list, appropriated duties, 
and the expenses of the services exceeded 
the permanent taxes by 2,000,000/., and there 
was an unfunded debt of about 14,000,000/., 
of which the hills were at 15 to 20 per cent, 
discount. Towards funding this debt Pitt 
issued a loan of 6,500,000/., for he would not 
disturb the money market by going too fast. 
Consulting only the interest oi the country, 
he took the then novel step of offering the 
loan for public tender, and accepting the 
most advantageous terms. He dealt a de- 
cisive blow at smuggling by lowering the 
duties on the articles most largely smuggled, 
while he increased the smugglers’ risks by 
the ^ Hovering Act.’ The duty on tea he 
reduced from 119 to 12|- per cent., ad mlo- 
rem, providing for the anticipated loss by a 
window tax. The success of this measure esta- 
blished his reputation as a financier. In his 
budget he proposed various taxes calculated 
to return 930,000/. (Tomline, i- 483-507; 
Dowell, Hist, of Taxation j ii. 184-7). In 
this and all his schemes for taxation he aimed 
at making all classes contribute to the re- 
venue without pressing unfairly on any. 
Nor, though there was much that was new 
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in liis finance, did lie strive for novelty ; for ' entliusiasm for any great question, partly to 
lie constantly adopted and improved on the some distrust of Pitt’s youth, and partly to 
devices of earlier financiers. His new India hps manners, which, though genial in private 
Bill, which passed easily, gave the crown life, were stiff and haughty with his political 
political power, while it left to the directors supporters ( Wilbeefoece, i. 78). 
the appointment of those who were to carry Pitt’s -financial successes enabled him in 
out the orders of the hoard of control. It 1786 to bring forward a scheme for the re- 
established the system of double government, duction of the national debt. He regarded 
which, with some modifications, remained in the debt as an excessive burden on the 
force until 1858. country, and in that belief declared it better 

In the session of 1785 be suffered a damag- for the country to borrow at a high than at 
in^ defeat in bis attempt to nullify Fox’s elec- a low rate of interest (Farl. Hist. xxiv. lOfifi). 
tion to Westminster, and by the course be Having a surplus of revenue of nearly 
pursued incurred the charge of acting vindic- a million, be proposed that a million a year 
lively. By bis motion for parliamentary re- should be placed in the hands of commis- 
form" of 18 April, which he pressed eagerly, sioners to be applied to the reduction of the 
be proposed to extinguish by purchase the debt, and that to it should be added the 
privileges of borough-holders or electors in interest of the sums so redeemed, that this 
thirty-six decayed boroughs, and to transfer ^ sinking fund ’ should be out of the control 
the seventy two seats to the larger counties ^ of the government, and that its operation 
and the cities of London and Westminster, should continue whatever the financial con- 
aiid to proceed in like manner in the future if dition of the country might he. A sinking 
other boroughs fell into decay (Pari. Hist, fund had already been tried by Walpole; Pitt 
sxv. Llo). Neither tbe cabinet nor the oppo- owed his scheme to Dr. Richard Price (1723- 
sitioE was unanimous on the motion, and Pitt 1791) [q. v.] He believed, and people gene- 
did not treat it as one on which the fate of the rally agreed with him, that if it was carried 
government was to depend. He spoke on it out -without interruption it would extinguish 
with eloquence, but was defeated \ry 248 to the debt simply by the efficacy of compound 
174, and, greatly as he desired reform, would interest (ib. xxv. 1310). The scheme was 
never again do anything for its accompHsh- adopted, and by 1793 ten and a cuarter 
meiit (Lecky, v. 63). In bis budget of millions of debt had thus been paid of But 
9 May 1785 he further reduced the floating it has long been proved that there is nothing 
debt by new taxes, some of which were op- spontaneous in the working of such a fund, 
posed, and passed with modifications. By and that public debt can only be lessened by 
including a number of taxes of various kinds taxation. It is obvious that the maintenance 
in a single group, known as the assessed of the fund during the war which began in 
taxes, he checked waste and fraud. He 1793, so far from being economical, was ex- 
sought to free trade from restrictions, and, tremely wasteful, for the nation borrowed 
anxious to strengthen the bond between vast sums at high rates and appbed part of 
Great Britain and Ireland, drew up resolu- them to paying off debts wffiich bore a low 
tions establishing free trade and reciprocity rate of interest. This was not perceived at 
between the two countries, and providing the time, and the knowledge that the fund 
that Ireland should contribute towards tbe was maintained helped to support public 
protection of the commerce of the empire in crecBt, and so strengthened Pitt’s position 
proportion to the consequent improvement during the worst periods of depression 
in its trade. His scheme, presented in re- (McCulloch, Tracts, pp. 526-53, 572 sqq.) 
solutions to the Irish parliament on 7 Feb. ThechargesagamstWarrenHastmgs[q. v.] 
1785, passed with a general concurrence, and were promoted by the opposition, and were 
on 22 Feb. Pitt introduced it in the English opposed by Pitt’s friends generally. He voted 
parliament. Here it was vehemently opposed, against the Rohilla charge, which was re- 
and be was forced to modify it in the interests jected on 2 J une 1786 : but when, on 13 J une, 
of English manufacturers (Pari. Hist. xxv. Fox brought forward the Benares charge, to 
778). The bill was recast, ‘ seriously to the the astonishment of all he spoke and voted 
detriment of Ireland’ (Lecky) ; it was, in for it, and it was carried by 119 to 79 (ParL 
its new form, passed in England, but was JECist xxyi. 102). It is probable that on. 
rejected by the Irish parliament. In 1786 studying tbe charges be came to the conclu- 
another government measure, tbe proposal to sion that be could not honourably continue 
fortify Plymouth and Portsmouth, was re- to support Hastings. He voted for the Begum, 
jected by tbe speaker’s casting vote. Such charge in February 1787, and thus rendered 
rebuffs were due partly to the fact that the the impeachment certain (Stakhopb, i. ^8“ 
ministerial party was not knit together by 305,327; Memoirs of SirP. Frauds., ii. 237; 
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Kosebeey, PiYf,pp. 84, 87-8). During 1780 over liis India declaratory bill, wliicli corn- 
lie Avas engaged on a commercial treaty witli , pelled the board of control to maintain a 
France, negotiated by AViiliam Eden, after- i permanent body of troops out of the funds 
■wards Lord Auckland [q. v.], on lines sug- of the company. The course of the struggle 
gested by Bolingbroke in 1713, and contem- ^ illustrates the extent to Avbich the hnld'of 
plated by Shelburne. Pitt’s attitude signally ' the government on its majority depended on 
exhibited his dislike of restrictions on trade Pitt personally {Court and Cabinets^ i. 3-56 
and his freedom from national prejudice, j 361 ; Annual Beglster^ 1788, xxx. 103-21)! 
Fox objected to the treaty in January 1787 on ! His bill tinally passed with some modifica- 
the ground that France was the unalterable ' tions. The success of his financial measures 
enemy of England. Pitt replied that Ho enabled him for the time to dispense Avitli 
suppose that any nation could be unalterably any new taxes, and to bring forward a plan 
tbeenemy of another was weak and childish.’ for compensating the American loyalists. 
The treaty was approved by a large majority. ; It was in accordance with his adduce that 
By reducing the duties on French wines it "Wilherforce took up the slave-trade question 
revived the taste for them in England, and and, Wilberforce being ill, Pitt, on 9 Mav 
The consumption increased rapidly ( Lecky, 1783, brought forward his resolution on the 
V. 37-46; JdarL Hist.x'sxi. 233,382-407). subject for him. It was supported by Fox 
HLs consolidation of the port and excise 1 and Burke, and Avas carried (z?/e of Wilber- 
duties and the produce of other taxes into ' force, i. lol, 171). In the same session he 
one fund Avas an important fiscal improve- I supported Sir William Dolben’s bill for regu- 
ment (Duavell, ii. 192 ), and the masterly lating the slave trade [see under Dolbex, 
fashion in which he dealt with the nearly SiE John], in 1789 and 1790 upheld Wil- 
tlsree thousand resolutions occupied by tins j berforce’s motions, and on 2 April 1792, in 
intricate measure excited the admiration 1 opposition to many of his followers, urged 
evenoftheqppositioii(_ToMLiXE, u. 233-49). ! the immediate abolition of the trade in a 
Both in this year (1787) and in 1789 he i speech which, eloquent throughout, ended 
resisted motions for the repeal of the Test with a gorgeous peroration {FarL Eist xxix. 
and Corporations Acts ; for, though not op- 1134-88, 1277). 

posed to religious freedom, he held that the In November 1788 Pitt’s position Avas im- 
alliance of church and state w^as founded on ! perilled by the king’s insanity. Had the 
expediency, that the restrictions imposed by 1 Prince of Wales become regent, Pitt would 
the acts were necessary to it, and that they | hav^e been dismissed in fuA^our of Fox and his 
Avere not in themselves unreasonable {Pari, party. PittyWhilehelonkedforwardunmOA'ed 
sxri- B2d, xxix. b09 ). ^ ^ to loss of office, held that it A\’as for parlia- 

Iii 1<S7 eA’ents induced Pitt to specially ment to name a regent, and to impose such 
direct his^ attention to foreign affairs. He I restrictions on him for a limited time as 
held the independence of Holland to he a | would enable the king, on his recovery, to 
maiter of the highest importance, and de- | resume his poAver Avithout difficulties. *The 
sired to check the groAvt a of French influ- ; prince and his party intrigued to preA^ent the 
ence there. The stadtliolder, the Prince of ' imposition ofrestrictions, and Lord-chancellor 
Urange, AA'ho iavoured the English alliance, Thurlow treacherously abetted them. On 
had been forced by the ^ patriot ’ party, 10 Dec. Pitt moA'ed for a search for prece- 
whieli AA'as in close alliance Avitli France, to dents; Fox declared that the prince had an 
leaA’e the Hague. ActiA’e assistance was inherent right to the regency Avith sovereign 
promised by trance to the states, while a pov^ers, and that parliament had merely to 
Prussian army Avas sent to reinstate ^the decide when that right was to be exercised, 
prince. P^tt proniised to aid the Prussians 1 Pitt, on hearing this argument, whispered to 
with a fleet. seemed imminent, and j his neighbour, ^I'll nmvhig the gentleman 

preparations for it. But i for the rest of his life’ {Life of Sheridan, 
^ receried in Holland as Ai. 38). W^hile aclmowdedging that the prince 

allies, r ranee l^ld bacl^ the stadtholder was had an irresistible claim, he maintained that 
reinstated, and both England and France it was not of strict right, and Avas to be de- 
^reeci to put an oud to their preparations cided on by parliament. He ansAvered an in- 
tor war Oct.) Since the American temperate ‘attack by Burke bv a dignified 
war England had no ally on the continent appeal to the house. On the Idth his reso- 
except Portiigai. Pitt tollowedup the success lutions for a bill of regency wwe carried by a 
p>hcy in Holland by an alliance in 1788 ■ majority of sixty-four ( Court and Cabinets] ii. 

49-54 ). Still many waA^ered, and some mem- 
English influence abroad. bers of the cabinet A\’ere inclined, in case of a 
Early m that year he had a hard struggle regency, to coalesce with the opposition. Not 
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SO Pitt, ayIio contemplated returaing to work 
at tile bar (Rose, i. 90)* Impressed by his 
liio-li-miiided conduct, the London merchants 
odbred him a gift of 100, OOO/., which he de- 
clined. On the 30th he wrote to the prince 
announcing the provisions of his regency 
bill, which withheld the power of making 
peers, and of granting pensions or offices 
except during pleasure, and placed the king’s 
person and household, Avith the patronage, 
amounting to over :200,000/. a year, wholly 
in the queen's hands. These provisions were 
drawn up in the well-grounded expectation 
that the king’s disablement was temporary. 
The hill passed the commons on 5 Feb. 1789 ; 
its progress in the lords Avas stopped by the 
king’s recoA'ery. Meanwhile, the Irish par- 
liament had invited the prince to assume the 
regency in Ireland with full powers, but Pitt 
upheld" the lord lieutenant, the iMarquis of 
Buckingham, in his refusal to present the 
address to the prince, and recommended crea- 
tions and promotions in the peerage as re- 
wards of Buckingham’s supporters (Court 
and Cabinets^ ii. 146, 156). The violence 
and tactical mistakes of the opposition were 
in part responsible for Pitt’s triumph at this 
crisis; but his conduct throughout showed 
the highest skill and courage. The king was 
conscious of the debt that he OAved him, and 
both inside and outside parliament his posi- 
tion was stronger than eA'eii at the date of 
his victory over Fox four years before. 

The general election of Oetober-NoA*em^ 
her 1790 gave the government an increased 
majority; on important divisions it was 
generally well over a hundred. The king 
tressed Pitt to accept the Garter (December)^ 
Te declined, and rec nested that it might be 
conferred on his brother, Lord Chatham 
(Staxhope, ii. App. p. xili). At the king’s 
request he accepted, in August 1793, the 
wardenship of the Cinque ports, which was 
worth about 3,000/. a year. In the autumn 
of 1785 he had bought an estate called 
Hollwood, near Bromley, Kent, raising 
4,000/- on it by mortgage, and paying 4,950/. 
by 1794. He took much delight in the place, 
and loved to improve it. But his affairs 
rapidly fell into disorder ; he neglected them, 
and his serA'ants robbed him. 

When the question was raised whether 
the impeachment of Hastings was abated by 
the late dissolution, Pitt had an interview 
with Fox. The rival statesmen treated each 
other cordially, and came to an agreement. 
On 17 Dec. Pitt spoke against the abate- 
ment Avith such masterly effect as ‘to settle 
the controversy’ (Pari. Jfist. xxviii. 1087- 
1099 ; Life of Sidmouth, i. 80). The dislike 
of the English in Canada to the Quebec Act 


I of 1774 made Lgislatioii necessary, and Pitt, 
in April 1791, brought forAA^ard a bill for the 
, government of Canada. He proposed the 
, creation of two sepiarate colonies, in order 
: that their mutual jealousy might prevent 
I rebellion, and by his ‘ Constitutional Act ’ 
dhided the country into Upper and Lower 
Canada, giving to each its own governor, 
house of assembly, and legislative council. 
Provision Avas made for a protest ant clergv 
from lands called the clergy reserAvs, and 
the crown was empowered to grant heredi- 
tary honours in Canada. Both these last 
provisions were strongly opposed bv Fox 
■ {Pari. ILiat. xxix. 111). Soon afterAvarLls 
Pitt came to an open rupture with ThurloAV, 
the lord chancellor, who had long been an 
■element of discord in the cabinet. Out of 
consideration for the king, 'Pitt bore for 
years Avith his opposition and ill-temper. In 
' 1793, howeA'er, the chancellor vehemently 
i opposed Fox’s libel bill, to which Pitt guA'e 
: a vigorous support. Pitt plainly told the 
I king that he must choose betAveen him and 
I the chancellor, and C^eorge dismissed Thiir- 
; low (Staxhope, ii. 81, 73, 147-50, App. pp. 

; xii, xiii). 

I AleanAAffiile foreign politics made heavy 
' demands on Pitt’s attention. Spain, hoping 
; for help from France and Russia, had in 1789 
seized a British trading station on Xootka 
, Sound in Uanco liver’s Island, and had taken 
I some English A'essels. Pitt insisted on re para- 
tion, obtained a vote of credit in May 1790, 
and equipped the fleet for service. France, 

; however, was dwerted by domestic aflairs; 

' and though for a time war seemed certain, 
Spain drew back, and on 38 Oct. a conven- 
tion was signed that satisfied the demands 
of England. The energy of the government 
I raised Pitt’s reputation abroad. In Decem- 
' berPittjin a supplementary budget, arranged' 
to pay the expense of the armament, amoiint- 
1 ing to 3,133,000/. in four years by special 
i taxes, which, so far as Avas possible, touched 
I all classes (Doavell, ii. 195-6). But while 
i insisting on respect for the rights of Great 
' Britain, Pitt was anxious to maintain peace, 
and to preserve the status quo and the balance 
I of power in Europe. With this object he 
! had, in 1788, forwarded the alliance betAA’een 
Great Britain, Holland, and Ih-ussia. The 
; allies had, by threats of war, saved the inde- 
! pendence -of Sweden in that year, and their 
action secured British commerce in the Baltic. 
Though unable to stop the war of Catherine 
of Russia — Avhose forward policy was highly 
distasteful to Pitt — and her ally the Emperor 
Leopold II against the Turks, be persiiaded 
the emperor, in 1790, to make an armistice 
with the Porte on the basis of the status quo. 
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In the negotiations with Bussia, however, Pitt 

sustained a signal rehutl. Pitt considered that 
it was for the interest of the maritime powers 
to prevent Russia from establishing a naval 
torce in the Black Sea {Pad. Sist. xxix. 

), and agreed with Prussia to insist on 
Catherine’s restitution of Oczakow and its 
district. The fleet was prepared for service, 
an ultimatum to the empress was despatched, 
and on 28 March 1791 Pitt moved an address 
pledging the commons to defray the expenses 
of the ^Russian armament.’ The address 
was carried by 228 to 135 ; but tbe argu- 
ments of the opposition w'ere strong, the 
prospect of the war was unpopular, and 
Pitt, finding that persistence in the line of ; 
the status quo would risk the existence of 
the government, gave way, and Russia re- 
tained Oczakow. He was deeply mortified, 
his reputation at home and abroad suffered, 
and the alliance with Prussia was relaxed. 

The revolution in France soon involved 
more perplexing considerations. Pitt had 
vievred the outbreak of 1789 as a domestic 
quarrel, which did not concern him, and into 
which he was resolved not to he drawn. 
To Elliot, who was in unofficial communi- 
cation with Mirabeau, he vTOte in October 
1790 that England would preserve a scrupu- 
lous neutrality in the struggle of French 
political parties (Stanhope, ii. 38, 48, 59 ; 
Lecey, v. 559), and Burke was convinced 
that it was im]possible to move him from 
that position (Bueke, Correspondence, iii. 
343, 347). In February 1792 no thought of 
war had entered his head. Having on the 
17th shown a surplus of 400,000^., he re- 
pealed taxes amounting to 223,000Z., reduced 
the vote for seamen by two thousand men, 
declared that the Hessian subsidy would not 
be renewed, and, speaking of the sinking 
fund, said that in fifteen years twenty-jfive 
millions of debt would be paid oft*. Nor was 
it, he said, presumptuous to name fifteen 
years ; for * there never was a time when, 
from the situation of Europe, we might 
more reasonably expect fifteen years of peace 
than we may at the present moment ’ {Pari. 
Hkt. xxix. 816-37). In the autumn, how- 
ever, the situation changed. In August the 
French court to which the English ambas- 
sador was accredited had ceased to exist, and 
he was recalled from Paris. France had al- 
ready declared war on Austria and Prussia, 
and in September conquered Savoy and Ivice. 
In November Holland was threatened, and 
treaty rights set at naught by the opening 
of the Scheldt. Pitt recognised that England 
was bound by the treaty of 1788 to maintain 
the rights and independence of Holland 
(Rose, i. 114). Maret, a French envoy, found 


Pitt eager to preserve peace as late as 2 Bee, 
(Ernottp, Maret, Due de Bassano, pp, 94-^5), 
but resolved never to consent to the opening 
of the Scheldt {Pari. Hist. xxx. 253 sq.) 

Meanwhile French republican agents, and 
especially the insolent envoy Chauvelin,were 
busy in England. Societies were formed in 
London and Edinburgh to propagate revo- 
lutionary doctrines. Their members were in 
constant communication with Paris. Sedi- 
tious publications were widely distributed 
among British soldiers and sailors, and riots 
were raised. The government issued a pro- 
clamation against seditious writings ; on Pitt’s 
advice the militia was partially called out, and 
he supported the alien bill, a police measure 
rendered necessary by the crowd of French 
! immigrants xxx. 229-38). Chau- 

veliu, who had no recognised diplomatic posi- 
tion, made himself personally obnoxious to 
Pitt, who refused to see him, and, when the 
1 news of the king’s murder reached England, 
he was ordered to leave the kingdom. On 
. 30 Jan. 1793 the French agent Maret, who 
was acceptable to Pitt, revisited London in 
an informal capacity. Pitt voted in the 
cabinet to receive him, but Lord Hawkes- 
bury, in the king’s name and his own, op- 
posed his reception. The majority supported 
Hawkesbury (Ernouf, p. 126). The time 
for diplomatic intervention was then past. 
On 1 Feb. Pitt gave a masterly exposition 
of the provocations which the English govern- 
ment had received from France [Pad. Hist. 
xxx. 270 sq.), and on the same day France 
declared war against England. In the House 
of Commons Fox and his small party alone 
contested Pitt’s prudence at this crisis, 
and throughout the continuance of the war 
pursued him and his ]3olicy with unremit- 
ting hostility. In 179 tL the government was 
strengthened by the accession of the^ Duke 
of Portland, Lords Spencer and Fitzwilliam, 
and Windham, leading whigs^ who were in 
favour of a strenuous prosecution of the war. 
When asked whether he did not fear that 
these new allies might outvote him in the 
cabinet, Pitt replied that he had no such fear, 
for ‘ he placed much reliance on his new col- 
I leagues, and still more on himself’ (Dife of 
' Sid7muthi i. 121). 

Pitt believed that the finances of France 
would soon be exhausted, and that the war 
would therefore be short {Pari. Hist. xxxi. 

. 1043-5; Life of Wilbei force, ii. 10, 92, 332). 
On this assumption he determined to meet 
the war expenses mainly by loans, so as to 
avoid a great increase of taxation and the 
danger of thereby checking commercial de- 
velopment. On 11 March 1793 he announced 
a eontinuance of some temporary taxes, and 
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made up tlie deficiency in the estimates by 
horroving four and a half milhona. lie tried 
to obtain this loan at 4 or o per cent., but 
was forced to issue it at 3 per cent, at la 
price of 72L In 1794, while imposing some 
new taxes, he announced a loan of eleven 
millions. He declared that commercial pro- 
sperity and the growth of the revenue would 
continue, since in all wars, while we had 
the superiority at sea, our trade had in- 
creased (Fart. Hist. u.s. 1022). In 1793 a 
serious monetary crisis took place, arising 
from causes unconnected wdth the war. To 
restore credit, Pitt issued exchequer hills for | 
five millions, to be advanced on good security. 
Only four millions were borrowed, confidence 
was restored, and the money was repaid. 

At the same time the declaration of war 
made it, in Pitt’s opinion, absolutely neces- 
sary that all domestic dissension should be ! 
suppressed. He shared the general fear of * 
revolutionary doctrines, and believed it es- 
sential to check their dissemination. With | 
this object he supported, on 15 May 1793, ' 
the ^ traitorous correspondence ’ bill, which 
was followed by prosecutions and judicial 
sentences that cannot be wholly justified. 
In May he brought in a Habeas Coitus Sus- 
pension Bill, which, though vehemently op- 
posed by Fox and his party (Pari. Hist xxx, 
517 ), passed through all its stages in twenty- 
four hours. Such repressive measures were 
demanded and approved by popular senti- 
ment. From the beginning of the war, too, 
Pitt, in his anxiety to avoid domestic dis- 
putes, opposed parliamentary reform. It was 
not, he said, speaking against a motion for it 
on the If th, ‘ a time to embark on a constitii- 
t ionalchange’ (zb. pp. 890-902) ; he considered 
that the demand was urged by dangerous 
means, and that the bill itself went too far. 

At the outset of the war Pitt resolved to 
meet the aggressions of France by form- 
ing a great European coalition against 
her. Between March and October 1793 he 
concluded alliances with Russia, Sardinia, 
Spain, Naples, Prussia, Austria, Portugal, 
and some German princes, and granted sub- 
sidies of 832,000/. for the hire of foreign 
troops. The Austrian and Prussian armies 
wei-e at first successful ; at sea Hood in 1793 
destroyed the French fleet in Toulon, although 
he was compelled to evacuate the town, which 
had been handed over to the English by the 
anti-Jacobins; gains were secured in the 
West Indies, and on 1 June 1794 Howe 
■won his famous victory ofl’ Brest. But in 
Europe the tide turned, and in 1794 the 
Austrians and Prussians retreated into Ger- 
many. The Duke of York, in command of the 
British and subsidiary forces, was routed near 


Dunkirk, and the Belgic provinces and sub- 
sequently Holland were conquered. In spite 
ot the resistance of the king, Pitt insistec on 
iork s dismissal. The keeping the allies 
together taxed all Pittas energies. In April 
he wms forced to grant a subsidv of 1,226,000/. 
to Frederick l/V' illiam II of Prussia, vpho vrave 
no return for it, and in 1795 signed a peace 
which neutralised North Germany. 

In a short time Austria and Sardinia were 
the only active allies left to England. ' We 
must,’ Pitt said, ‘ anew commence the salva- 
tion of Europe ’ (Alisq^", Hktoiy, hi. 157). 
He formed a triple alliance with Russia and 
Austria, the Austrian emperor receiving’ a 
loan of four millions and a half. Russia 
however, remained inactive, and the action of 
Austria was barren of results. From these 
disappointing results he turned hopefully to 
an ill-judged scheme for conveying French 
royalist troops to Brittany in English ships. 
Money and stores were liberally supplied for 
the expedition. The emigrant troops were 
landed^on the peninsula of Quiberon, and in 
July 1795 -were destroyed by Hoche. The 
disaster was attributed by the French re- 
fugees to Pitt’s du plicity, and Fox declared 
that he had lowerec the character of Britain 
by sending a gallant army to be massacred. 
While Pitt, no doubt, thought more of the 
possible advantage to England by the de- 
struction of the enemy’s munitions of war 
than of the success of the royalist cause in 
France, he fully performed his share in the 
expedition, and t ae accusations of disloyalty 
brought against him seem unfounded (Parl 
Hist, xxxii. 170 ; cf. FonxEEOJt, Histoire des 
Hm'ffres, ii. 99-116, 150). 

The budget of February 1795 marks the 
beginning of a long period of financial diffi- 
culty. Pitt was compelled both to increase 
taxation and to raise a loan of eighteen mil- 
lions on terms equal to interest at 4/. 1 6s. 2d. 
per cent. At the same time he observed that 
the foreign trade of the country ^surpassed 
even the most flourishing years of peace’ 
(Farl Hut xxxi. 131t5). Scarcity, however, 
prevailed owing to had harveks, and in 
August wheat was at 108^. a quarter. On 
' going to open parliament in October, the king 
was greeted with cries of * Bread,’ ‘ Peace,’ 
and 'No Pitt,’ and a missile was aimed at him. 
The law of treason was at once extended, and 
Pitt carried a ' sedition bill.’ The distress of 
the poor led Pitt to adopt a temporary mea- 
sure of relief, which contravened his economic 
principles. He defended his action on the 
ground of emergency. In December he 
urged the necessity for a reform in the poor 
laws. He embodied his plans in a bill con- 
taining provisions strongly savouring of state 
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socialism , sucL. as tlie formation of ‘ schools 
of industry,’ and the supply of cows to pau- 
pers. The bill was laid before the commons, 
but it was severely criticised, and was aban- 
doned {Times, 19 March 1838; Stanhope, 
ii. 365-7; Rosebeky, pp. 169-70) [sccBent- 
ea:u, Jerejit.] 

Early in 1795 Pitt had to meet an Irish 
difficulty. In 1785 he had sought to give 
Ireland the same commercial position as Eng- 
land, and to effect a parliamentary reform on 
a protest ant basis (Lecky”, vi. 375). The 
Erench revolution, which won much sym- 
pathy in protestant Ulster, inclined him, how- 
ever, to favour the claims of the Roman 
catholics, in whom he detected a powerful 
conservative element. Misled by the anti- 
catholic spirit in Europe, he believed, too, 
that the papal system was near its end 
{ib. p. 497). He consequently supported 
the English Catholic Relief Bill of 1791, 
and insisted, with reference to the Irish 
Catholic Relief Bill of 1792, that the go- 
vernment should not pledge itself against 
further concessions. He considered that a 
legislative union would be the means by 
which catholics might most safely be ad- 
mitted to the franchise {ib. 513). Already 
in the rejection of his commercial proposals 
and in the differences that had developed 
themselves on the subject of the regency he 
had been impressed by the difficulties arising 
from legislative independence. The Catholic 
Relief Act, passed by the Irish House of 
Commons in 1793, was due to the pressure 
that his government brought to bear on the 
goveniment in Ireland, but the act stopped 
short of complete emancipation, and failed 
to alleviate Irish discontent. The whigs 
who joined Pitt in 1794 urged on him a 
policy of reform and emancipation. Pitt 
promised that Lord Eitzwilliam [see Eitz- 

WIXLIAM, WiELIAM WeNTWORTH, SeCOnd 

Earl], a strong whig, should he appointed 
viceroy, and Portland and Eitzwiliam at 
once led the whig leaders in Ireland to be- 
lieve that there would he a complete change 
of system and administration. Pitt had no 
intention of surrendering Ireland to the 
whigs, but to avoid a split in the cabinet 
he nominated Eitzwilliam, on the vague 
understanding that there were to he no 
sweeping changes, and that the admission 
of catholiCB to parliament should not be 
treated as a government question, though 
if he were pressed he might yield (Life 
of Gmtfan, iv. 177). Eitzwilliam, on his 
arrival in Ireland, dismissed John Berea- 
ford [q. V,] and other tory officials, and in- 
formed the cabinet that emancipation must 
be granted immediately. Pitt, with the 


assent of the cabinet, straightway recalled 
him, and thus roused the bitterest animositv 
among the exasperated catholics (Lecky, 
vii. 1-98; Rosebery, pp. 174-85). Pitt's 
error lay in not giving Eitzwdlliam more 
explicit inf>tructions. The king vras hostile 
to emancipation, and, although Pitt himself 
desired it, he considered that the time for it 
had not yet come. The personal question 
involved in the dismissal of his political 
friends also weighed much with him. 

By the end of 1795 he was anxious for 
peace, and in March 1796 caused proposals 
to be laid before the French directory. They 
failed, and on 10 May Fox made their failure 
the occasion of a strenuous attack on the con- 
duct of the war. Pitt replied ably, and had 
a majority of 216 to 42. In his budget, be- 
sides a new loan, he announced additions to 
the assessed taxes, and to the duties on 
horses and tobacco, and introduced a new 
tax on collateral successions (Dowell, ii. 
213-15). A dissolution followed, and in the 
new parliament his majority was maintained, 
During the year Great Britain made some 
gains in the West Indies, hut the French, 
though suffering some temporary reverses in 
Germany, conquered Italy. In the course 
of the general election Pitt had found it 
necessary to support the emperor by a loan 
of 1,200,000^., and he raised it without the 
consent of parliament. "When attacked on 
the gi*ant by the opposition in December, he 
argued that the loan came under the head 
of ‘ extraordinaries,’ recognised as necessary 
in times of war ; but, although he obtained 
a majority of 285 to 81, opinion was against 
him, and he promised not to repeat the irre- 
gularity. In the late autumn further at- 
tempts to obtain peace proved futile. France 
refused to give up the Netherlands (Malmes- 
bury, Dianes, iii. 259-365), and threatened 
an invasion of Ireland. Pitt appealed to 
British patriotism by issuing a loyalty loan 
of eighteen millions at 5 per cent., which 
was taken up with enthusiasm at lOOi for 
112^. 105. stock. In his budget for 1797 he 
imposed additional taxes of over two mil- 
lions, the incidence of which he made^ as 
general as possible, the more important being 
a third addition of 10 per cent, on the 
assessed taxes, and additions to the duties 
on tea, sugar, and spirits. The failure of the 
peace negotiations ] ed to a run on the Bank 
of England. The directors appealed to Pitt 
for help, and on 26 Feb. 1797 cash pay- 
ments were suspended by an order in council. 
The victory off' Cape St. Vincent (14 Feb.) 
gave him only temporary consolation, for the 
mutiny of the fleet at the Nore in May, when 
the Dutch fleet was threatening invasion, 
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seemed to paralyse tlie arm on lie ' With the Irish rebellion of 1793 Pitt bad 

cbietiy leant. England’s prospects never little to do directly, but on its outbreak lie 
looked less hopeful. Ireland was on the eve considered it necessary to renew tlie siispen- 
of open rebellion ; Paissia deserted the anti- sion of habeas corpus, and other bills were 
French policy of Catherine ; in October Aus- passed for the suppression of secret societies 
tria made peace with France ; and the war j and the regulation of newspapers. Measures 
onthe eoiitinent cametoan end. The gene- i of defence mainly absorbed his attention, 
ral alarm was manifested by the fall in the During the debate on his bill on manning 
price of consols to 4S. _ the navy, on 2o May, Tierney, who had be- 

Throughout these calamities Pitt main- ; come prominent in opposition to him, spoke 
tained a^n extraordinary calm, and made , against hurrying the bill through the house, 
stirring appeals to the spirit of the nation. : Pitt suggested that he desired to obstruct 
Nevertheless, he was anxious for peace, and | the defence of the country, and Tierney sent 
in April 1797 obtained the king’s unwilling ' him a challenge. Pitt informed the speaker 
consent to reopen negotiations, ferenville ’ of the matter as a friend, in order to prevent 
vehemently opposed him in the cabinet, hut him from interfering, and he met Tierney on 
he was determined Mo use every effort to Sunday, 27 May, on Putney Heath. Both 
stop so bloody and wasting a ’war’ (Wind- ! fired twice without eftect, Pitt the second 
HA3I, jDwrz/, p. 368; 2tLiL3Ji:sBURY, u.s. iii. i time firing in the air, and the seconds declared 
369). To Malmesbury, who was sent to : that honour was satls^ed(Life of Sidinouth^ 
negotiate at Lille, Pitt gave secret instruc- 1 i. 205 ; Life of Wilberforce^ ii. 281-4). 
t ions that, if necessary, he might offer France ' The victory of the Nile on 1 Aug. 1798, 
either the Cape or Ceylon {ib, iv. 128). The its important and far-reaching consequences, 
negotiations failed in September. Pitt’s ' and its effect on the European powers, aided 
budget of November showed a deficit of Pitt in forming a second great coalition 
twenty-two millions ; three millions he I against France, which hy the end of the 
borrowed from the bank, twelve he obtained year consisted of Great Britain, Portugal, 
by a new loan, and the remaining seven ' Naples, Biissia, and the Porte, Austria ac- 
he provided for by a Mriple assessment,’ ceding soon afterw’ards. For a time the 
charging the payers of assessed taxes on a military operations on the continent, where 
graduated scale. His heavy demands ex- | Suwarow drove the French out of Italy in 
cited discontent, and in December, at the j 1799, as well as the taking of Seringapataiii 
uublic thanksgiving for the naval victories, (4 May), gave him encouragement. Believing 
he was insulted hy the mob, and guarded by that the Dutch were ready to rise against the 
cavalry. The publication of the ‘ Anti- , French, he planned an expedition to Holland 
Jacobin,’ which began in the autumn, was ’ consisting of British and Russian troops. In 
useful to him, for it ‘ turned to his side the August the British fleet captured the Dutch 
cuir.mt of poetic wit which had hitherto ; vessels in the Texel. The Dulie of York took 
flowed against him ’ (Stanhope, iii. 84-9), 1 the command by land; the Dutch did not rise; 
At the same time the opposition in parlia- the duke was unsuccessful, his army sufiered 
ment had since July relaxed its aggressive ; from sickness, and he capitulated. Pitt, un- 
energy, owing to the partial secession of Fox. 1 dismayed, planned an attempt on Brest in 
Pitt’shealth was weakened by the anxieties * conjunction with French royahsts, which 
of the year, and never fully recovered. He was happily was not carried out. 
ill in June 1798, and tlie opposition new^s- On 25 Dec. 1799 Bonaparte, the First 
papers insisted, without the slightest ground, ' Consul, wrote to George III personally,pro- 
that he was insane. ^Yilberforce in July found I posing negotiations. The adv^erse answer 
him better, and improved in habits’ — that is, j sent by Grenville was approved by Pitt, who 
probably drinking less port -wine (X^e q/* ira- no doubt rightly believed that negotiations 
berforce^ p. 317). During the summer of 1800 w^ouldhave dissolved the new coalition with- 
his physicians ordered him to Bath, but public out leading to a lasting peace, but in tone 
business kept him in town, and he preparedfor , and matter the letter was unfortunate. The 
the labours of the following November session government was attacked for the rejection 
hy a visit of three w'eeks to Addington, the ; of the overture, and on 3 Feb. 1800 Pitt 
speaker. During 1796 he had taken much 1 offered a masterly vindication of his policy 
pleasure in the society of Eleanor Eden, a j (Par/.HLXxxxiv. 1197-1203, 1301-97 j. He 
daughter of Lord Auckland, but he explained ' was, however, full of anxiety; Russia was iil- 
to her father that his affairs were too embar- affected and had withdrawn from, co-opera- 
rassed to allow him to make her an offer of tion; it was necessary to support Austria, and 
marriage. His debts amounted at the time ! on the 17th he announced that two millions 
to about 30,OO0Z. (Stanuopje, iii. 1-4). ( and a half ■would be required for subsidies. 
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III answer to Tierney, who challenged the 
luiiiisters to deny that the object of the war 
was the restoration of monarchy in France, 
Pitt retorted, in a speech full of passionate 
eloquence, that its object was security (ib. 
pp. 1438-47). His hopes of Austria were 
disappointed, for she was forced to an armh 
stice. Though meeting with strong opposition 
ill the cabinet, he again made overtures for 
neace during the blockade of Malta. They 
■failed, and Malta surrendered to the British. 

The government’s financial embarrass- 
ments were rapidly growing. Early in 1798 
Pitt arranged to receive voluntary contri- 
butions to supplement payments due under 
the triple assessment, and himself contributed 
2,000/. in lieu of his legal assessment (Rose, 
i. 210). In April he rendered the land tax 
perpetual and subject to redemption, and 
stock being as low as fifty-six, about a 
quarter of the charge was redeemed by the 
end of 1799 (Dowell, iii. 88). His budget 
of 3 Dec. 1798 show^ed an excess in supply 
over the ordinary revenue of more than 
twenty “three millions. Premising that the 
amount to be raised by loan should be as 
small as 'Dossible, and that no loan should be 
greater tJian could be paid within a limited 
time, he pointed out the defects of the triple 
assessment, which, he said, had been shame- 
fully evaded, and proposed that a general tax 
should be levied on income, beginning with a 
120th on incomes of GO/., and rising by de- 
grees until on incomes of 200/. and upwards 
it reached teu per cent. This, he calculated, 
would return ten millions, but in 1799 tlie 
yield was little more than six (ib. p. 92). 
His resolutions were carried. He also issued 
a loan of three millions, and in June 1799 
another of fifteen millions (Newma.rch). 
His budget on 24 Feb. 1800 showed esti- 
mates for supply amounting to thirty-nine 
and a half millions, and he announced the 
contract for a loan of eighteen and a half 
millions taken by the public at 157/. stock at 
three per cent, for 100/. money. Although his 
account of the revenue justified his belief in 
the growing commercial prosperity (ib. xxxiv. 
1615-19), the wet and cold summer of 1799 
had created widespread distress. Wheat rose 
to 120s. a quarter, Pitt desired to adopt 
remedial measures, but Grenville argued that 
artificial contrivances would increase the 
evil (Stajteope, iii. 244--60). By Pitt’s ad- 
vice there was an early meeting of parliament 
in 1800 to consider measures for relief. He 
pointed out that war had no necessary con- 
nection with scarcity, and recommended re- 
gulation, though he deprecated the sugges- 
tbn of ^ a maximum price of corn ’ (ib. xxxv. 
614-31,789,793). 


Although Pitt had in 1792 looked on a 
legislative union with Ireland as the be>t 
means of solving the religious difficulty, be 
did not set himself to carry it outuntilJune 
1798, when the rebellion was in prooress. 
His tentative policy towards the catholics' 
and his want of precision in the Fitzwilliam 
affair, had helped to increase the ferment in 
Ireland (Lecky, viii. 281, 285), and the 
question of the union had become urgent. 
At first he hoped to effect a union on a basis 
of emancipation, but he soon doubted 
whether that would be possible (Castlereagh 
Correspondence^ i. 404, 431 ; Cornwallis Cor- 
respondence, ii. 414-18). The cabinet gene- 
rally was against such a scheme, and Clare 
[see Fitzgibbon, Jora, Earl op Claire] 
persuaded Pitt in October to adopt an ex- 
clusively -protestant basis for the union. Yet, 
while yielding to considerations of policy, he 
was determined that the union should be 
the means by which the catholics should at- 
tain political rights (Life of WUberforce, ii. 
318, 324). On 23 Jan. 1799 he brought pro- 
posals for the union before the British House 
of Commons, and was opposed by Sheridan, 
whose amendment received no support. He 
continued the debate on the 31st, when lie 
made an eloquent speech, which he corrected 
for the press. He held out the prospect that 
the union would lead to the recognition of 
the catholic claims, which could not safely 
he admitted otherwise, and that, after it was 
effected, emancipation would depend only on 
the conduct of the catholics ana the temper 
of the times. He ended by moving eight 
resolutions which were carried. Pitt has 
been blamed for the means taken by the 
Irish government to obtain a majority. He 
has been charged with cynically securing the 
assent of the Irish parliament to its own dis- 
solution, by recklessly bribing its members. 
Extensive jobbery was practised by Corn- 
wallis and Castlereagh in accordance with 
the evil traditions of Irish politics before the 
union, and Pitt, as prime minister, must he 
held largely responsible for their doings (Com* 
toallis Correspondence, iii. 8, 100). But the 
amount and character of the corruption sanc- 
tioned by Pitt have often been exaggerated. 
Little money was sent from England during 
the struggle (ib. pp. 34, 151, 166, 184 ; CcxA'f/e- 
reagJi Corresp.iii. 260; Lecry, viii. 409 ; 
Ingram, Irish XJnion, p. 219), and little, if 
any, was spent in the purchase of votes. 
Cornwallis declared it would be bad and 
dishonourable policy to offer money-bribes. 
Borne Irish members of the opposition vacated 
their seats during the struggle, induced by 
money payments, promises, or grants of pen- 
, sious. The bill disfranchised eighty-fbujc 
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boron gbs, and Pitt, in the Reform Bill wliicli 
he had vainly introduced into the English 
House of Commons in 1785, had accepted 
the principle that compensation was due to 
dispossessed borough-holders. Other views 
prevailed in 1832 ; but in 1793, unless pro- 
vision had been made for such compensation, 
no bill which involved the disfranchisement 
of boroughs would have had any chance of 
passing the legislature either in Ireland or 
England. Under Pitt's scheme, as accepted 
by the Irish legislature, a court was esta- 
blished for the settlement of borough-holders’ 
claims, and 1 ,260,000/. was paid under the act. 
In a few instances official posts were promised 
or granted ; seven officers of the crown were 
dismissed and tw’o resigned. Pitt allowed 
Cornwallis and Castlereagh to promise 
honours to some waverers. At the end of 
the struggle there were granted in fulfil- , 
ment of these pledges sixteen new peer- 
ages and nineteen promotions in the Irish 
peerage, and four or five English ] 3 eerages 
to Irish peers. Pitt’s methods will not be 
approved in the light of modern political mo- 
rality. But it is difficult to detect any flaw 
in the arguments by which he convinced 
himself and others that the measure was 
essential to the stability of the empire and the 
welfare of Ireland. The Irish parliament 
having ]oassed the bill for the union on 
28 Marcli 1800, the first imperial parliament 
of Great Britain and Ireland met on 22 Jan. 
1801. 

In the king’s speech, Pitt referred to the 
unfortunate course of the war. The failure 
of the coalition was fully declared by the 
treaty of Lun^ville, and Russia had renewed 
the policy of 1780 by forming an alliance of 
armed neutrality in the north. Still un- 
daunted, Pitt urged the importance of a naval 
attack before the northern powers had as- 
sembled their forces, and maintained the 
justice of the British system with respect to 
neutrals. To this he ascribed ^that naval 
preponderance which had given security to 
this country and more than once afforded 
chances for the salvation of Europe ’ {ib. pp. 
908-18). His position in the house may be 
gauged by the rejection of an amendment to 
the address by 245 to 63, the opposition being 
in comparatively strong force. A few weeks 
later he ceased to hold ministerial office. 

Pitt, in accordance with his original view, 
had regarded the Irish union as incomplete 
without catholic emancipation; and while 
not definitely pledging himself to that effect, 
had allowed Cornwallis to enlist the votes 
of catholics on the understanding that it 
would follow {Castlereagh Corresg. iv. 10, 
11, 34). Accordingly, he had at once 


planned with Grenville the abolition of the 
sacramental test, the commutation of tithes 
m both countries, and a provision for the 
Insh catholic clergy and dissenting ministers 
{Court and Cahmets, iii. 128 - 9 ). The lord- 
^aneellor, Loughborough, who spoke against 
Pitt s plan in the cabinet on 30 Sept.' 1800 , 
betrayed Pitt’s intentions to the king, and 
did all he could to intensify George's dislike 
of the proposals. Pitt, while the matter was 
still before the cabinet, abstained from speak- 
ing of it to the king. On 29 J an. the speaker, 
Addington, by the king’s request, endea- 
voured to dissuade him from his purpose. 
On the 31st Pitt learnt that the king had 
declared that he should reckon any one who 
proposed emancipation as his personal enemy. 
Thereupon he wrote to George that, unless 
he could bring the measure before parlia- 
ment with the royal concurrence and the 
whole weight of government, he must re- 
sign. George was obdurate. On 3 Feb. 
Pitt announced his intention of resigning, 
and the king agreed to accept his resigna- 
tion. He did not, however, quit office imme- 
diately. On 18 Feb. he brought forward his 
budget, announcing loans of twenty-eight 
millions and additional taxation calculated 
at 1,794,000/. For the first time his budget 
was not oppsed. Wishing to calm the 
catholics, Pitt instructed Castlereagh to 
write a letter to Cornwallis, promising the 
catholics the support of the outgoing mini- 
sters. His surrender of his seals was delayed 
by the king’s derangement. On 6 March he 
was much moved by a message from the 
king attributing his illness to Pitt’s conduct. 
Although he remained convinced of the 
necessity of emancipation to the end of his 
life {Pari. Debates, xvi. 1006), he sent back 
an assurance that during George’s reign he 
would never agitate the catholic question 
(STAitHOPE, iii. 304). Thereupon some of 
his friends urged him to cancel his resigna- 
tion. He hesitated, but decided not to do 
so except at the king’s request, and on the 
voluntary withdrawal of Addington, who 
had been designated his successor with his 
concurrence. Addington declined to move 
in the matter, and Pitt finally deemed the 
project improper (Rose, i. 329; Malmes- 
BTJET, iv. 33-7). The king recovered, and 
on 14 March Pitt formally resigned; among 
those that went out of office wdth him were 
Lords Grenville, Spencer, and Cornwallis, 
Bundaa, Windham, and Canning. On 
25 March Pitt haughtily declared in the 
commons that he had not resigned to escape 
difficulties. His assertion was imdonbtedly 
true. 

Convinced that it was important for the 
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coiintTV that the new ministry should be 
strong, ^ Pitt did what he could to strengthen 
it. He probably promised his support to 
Addington too unconditionally (A-A.lmes- 
BUEYj iv. 76). On the "whole, he heartily 
approved the preliminaries of the peace of 
Amiens of 1801, differing therein li-om Gren- 
Tille and others of his friends. During the 1 
session of 1802 he relaxed his attendance m | 
parliament, but maintained constant commu- 
nication with Addington. In February he 
was attacked in the commons by Tierney, in 
Ms absence, and felt aggrieved by the luke- 
warmness of Addington in his defence. But 
he advised Addington on both the budget in 
April and the royal speech in June. Gren- ' 
vide and others urged on him the weakness of ; 
the government and the need of a strenuous 
policy in view of a probable renewal of the 
war. He became convinced that the peace 
would not last, and that measures should be 
taken to show that England would not sub- 
mit to injury or insult. On 12 April he was 
violently attacked hy Sir Francis Burdett 
[q. V.], and on 7 May John Nicholls moved 
an address to the king thanking him for hav- 
ing dismissed Pitt. The house, aowever, voted 
by 211 to 62 that Pitt had ‘ rendered great 
and important services to the country, and 
deserves the thanks of the house.’ His birth- 
day (28 May 1802 ) was celebrated by a dinner, 
for which Canning wrote the song ‘ The pilot 
that weathered the storm,’ Pitt, who was 
residing at AV aimer Castle, was not present. 

Private debts were causing Pitt much em- ! 
harrassment. Though his official salaries had 
for some years amounted to 10,500/., he owed 
45,000/. in 1801. On the loss of his political 
salaries, his creditors became pressing, and an | 
execution was feared. The London merchants ! 
again tendered him 100,000/. and the king 
proposed a gift of 30,0()0/. from his privy : 
purse, but he declined both offers. Finally ’ 
fourteen of his friends and supporters ad- 
vanced him 11,700/. as a loan, and he sold 1 
H ollwood which, after the mortgage on it was 
paid, brought him 4,000/. (Rose, i. 402-27 ; 
Adolphus, Hz’s/on/, vii. 695-6 ; Stasjhope, 
iil 341-9). In September 1802 he had at 
AV aimer a sharp attack of illness, which 
necessitated a visit to Bath next month. 
In 1803 he took his niece, Lady Hester Stan- 
hope, to live with him, and, while spending 
the autumn at AA'almer, organised and re- 
viewed a large body of Cinque port volunteers 
in anticipation of a French invasion. AVhen 
subsequently 2sapoleon gathered about Bou- 
logne 130,000 men ready to invade England, 
Pitt, while at AV aimer, busily attended re- 
views and promoted works of defence. 

Late in 1802 Canning and Grenville had 


strongly represented to him the incapacity 
of the ministers, and that it was his duty to 
‘ resume his position. ’ He replied that be 
was bound by an engagement to support 
Addington, though if the cabinet should ask 
his advice, and then act contrary to it, his 
hands would he free. His absence from 
London was prolonged at the entreaty of his 
friends, who desired that it should signify 
his diaapprov'al of the government’s policy. 

At Addington’s earnest request he visited 
him on 6 Jan. 1803, but left unexpectedly 
the next day. On a renewal of his visit 
Addington suggested that he should return 
to ^ an official situation,’ meaning that be 
should form some coalition. Pitt answered 
guardedly {Life of Sidmoiith, ii. 112-13). 

I AVhile avowing to his friends, w^ho made no 
I secret of it, his dislike of tlie^ government’s 
I proceedings, and specially of its finance, he 
still refused to take any step that might over- 
throw it {Court and Cabinets^ iii. 251). 

I By the middle of March 1803 it was 
I evident that war was at hand, but Pitt re- 
mained at AV aimer. On the lOth Adding- 
ton sent Lord Melville (Dundas) to propose 
that he and Pitt should hold office together 
under some first lord of the treasury to be 
named by Pitt, suggesting Pitt’s brother, 
Lord Chatham. AVhen Alelville opened the 
scheme Pitt seems to have cut him short, 
and said afterwards in reference to the inter- 
view, ‘ Really I had not the curiosity to ask 
what I wms to be ’ ( Life of Wilberforcej iii. 
219). Later, he declined the proposals, de- 
claring his disapproval of the governments 
finance and policy generally, and saying that 
there should be a real first minister, and that 
finance should he in his hands (Colciiestee, 
Diari/, i. 414). Addington then requested 
an interview with a view to Pitt’s rein- 
statement as prime minister. Pitt agreed 
to meet him on 10 April at Charles Long’s 
house. Meanw^hile Grenville arrived at 
AAmlmer, and communicated to Pitt the terms 
on vrhich he might reckon on the support- of 
him and his friends. Grenville insisted that 
a new ministry should be formed by Pitt,^ 

S and urged the admission of some members of 
' the old opposition, like Aloira and Grey. On 
I that point Pitt expressed his unwillingness 
^ to act contrary to the kings "wishes {Court 
andCahi7iets, iii. 282-90). But_ resolving to 
j adopt Grenville’s first suggestion, he told 
I Addington at their meeting that, if the king 
' called upon him, he must submit his own 
j list of ministers, and suggested that Adding- 
‘ ton should take a peerage and the speaker- 
ship of the lords. Addington demanded the 
exclusion of Grenville and AAIndham. 
Several letters passed without advancing 
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matters (Vfe of Sidmoufh, ii. 11 9-29 j Eose, 
ii, 33-40)5 the differences between them 
grew acute, and their old friendship was in- 
temipted. The feebleness of Addington and 
his ministiy meanwhile excited much 
popular ridicule. Pasquinades, the best of 
which are by Canning, appeared in a paper 
called the ‘ Oracle ’ ( reprinted in the ^ Spirit 
of the Public Journals.’ 1803-4), and exposed 
the absurdity of Addington’s pretensions to 
rival Pitt ; for, as Canning wrote, 

‘ Pitt is to Addington 
As London to Paddington.* 

War w'as declared on 16 Ma}^ 1803, and 
Pitt returned to Tjondon on the 20th. The 
country’s need of a strenuous policy drew 
him back to parliament. Towards the 
ministry he assumed an independent attitude, 
supporting strong war measures, and opposing 
those that were w’eak and insufficient. In 
speaking in behalf of the address on the 23rd. I 
he warned the house that thestrugfole would | 
be more severe than during the last war, and 
that the French would strive to break the 
spirit of the nation. His speech, which was 
virtually unreported, was held to be the 
finest he had made ( M.vlmesbuky, iv. 250), 
and, although its delivery showed signs of 
impaired physical power,*’ Fox said that ^ if 
Pemostlienes had been present, he must have 
admired and might have envied ’ it {Memoirs 
of Horner^ i. 221 ). On a vote of cemsure on 
the ministry on 3 June, he moved the orders 
of the day, saying that, while he -would not 
Join in the censure, he held the ministers to 
blame. His motion was lost by 335 to 58, 
the minority roughly represWting the 
number ot his personal following as distinct 
from Grenville’s party. Pitt’s motion appears 
to have been a tactical mistake ; it satisfied 
no section (Haljiesbury, iv. 263-4; Life of 
SiflmoutJu ii. 140), At the close of the 
session, Pitt was attacked by Addington’s 
party in a pam-ohlet entitled ‘A few cursory 
.Remarks, &c.’; he at once instructed hisfriend 
George Hose (1744-1818) [q. v,] to procure an 
answer. This was written by Thomas Pere- 
grine Courtenay [q. v.], and other pamphlets 
followed on both sides. Although exas- 
perated by this attack, Pitt resolved not to 
depart from his position of neutrality, and 
persisted for a wbaile in wffiat Grenville, with 
some iiTitation, described as ‘middle lines 
and managements and delicacies “ on Ton se 
perd ” ' {Court and Cabinets^ iii. 342 ; Malmes- 
BiJEY, iv. 288-91). But from the beginning 
of 1804 he showed increased hostility to the 
government. In February, when there was 
a strong probability of 'invasion, he con- 
demned the ministerial measures for defence , 


as inadequate ; and on 15 March, when he 
moved for papers on the navv, passed severe 
, strictures, some of which were ill-founded 
on the administration of Lord St. Vincent' 
' the admiralty ( Speeches, iv! 

o, :.8/ ; Mahax, ii. 123 ). On the i9th, how- 
government against 
the followers of Fox and G-reiivilie. 

At the moment the king was ill, and Pitt 
wished to avoid a crisis. If, in formini^ 
a ministry, he found that the kins? insisted 
on the exclusion of Fox and Grre'nviile he 
determined to yield ( Letter of 29 March • 
Sl.VMHOrE, iv. 142-3). After the reces.s 
he went into avowed opposition. On 16 April 
he denounced a government measure: the 
followers of Fox and Grenville voted with 
him, and the majority sank to twenty-one. 
Addington invited his advice on the situa- 
tion. He answered that his opinion as to 
a new government was at the service of 
the king. The lord-chancellor, Eldon, called 
on him,^at the king’s request, at his house, 
IS o. 14 York Place. He commuuicated these 
proceedings to Fox, and through Fox to 
Grenville, and promised, in general terms, 
to persuade the king to consent to a com- 
prehensive government. He informed the 
I intention of opposing the 0 * 0 - 

I vernment, and on the 23rd and 25th spoke 
1 strongly against its policy. Addington’s 
! resignation was now imminent, and the 
king ordered Pitt to prepare a plan for a 
new government. Pitt requested permis- 
sion to treat with Fox and Grenville. The 
king angrily refused, and demanded of Pitt 
a pledge to maintain the Test Act. Pitt re- 
newed his promise as to the catholics, and 
on 7 May, in a long interview with the king, 
sought to overcome his objections to Fox and 
Grenville. ^ He ultimately obtained per- 
mission to include Grenvdlle and some of his 
party. Pitt consented to form an admini- 
stration on these terms. He hoped in a short 
time to bring Fox into the cabinet, and to 
persuade him meanwhile to accept a mission 
to Hussia. But next day he was informed 
that none of Fox’s or Grenville’s friends 
would take office wdtliout Fox. Fox declined 
to see him. lie thus lost the help of, among 
others, Lords Grenville, Spencer, and Fitz- 
william, and Windham, and was forced to 
look merely to his own friends and some of 
the existing ministers. He was highly in- 
dignant with Grenville. He would, he said, 

^ teach that proud man that in the service, 
and with the confidence of the king, he could 
do without him, though lie thought hishealth 
such that it might cost him his life’ (Hose, 
ii. 113-29; Malmesbeey, iv. 299-302: Life 
of Eldorij i. 447). 
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Pitt re-entered office as first lord of tlie 
treasury and chancellor of the exchequer on 
10 May 1804; his cabinet consisted of twelve 
members, of whom he and Castlereagh alone 
were in the commons ; six were members of 
the late government, the rest were chosen 
from his own following; it was therefore 
neither comprehensive nor thoroughly homo- 
geneous. Arrayed against him were three 
parties, respectively headed in the commons 
by Addington, "Windham, and Fox. The 
return to a more vigorous policy was at once 
apparent. In June the government’s Ad- 
ditional Force Bill, although attacked by all 
three parties in opposition, was carried after 
a sharp struggle. At the close of the session 
Pitt went to Walmer, but as he was con- 
stantly needed in London, he rented a house 
on Putney Heath, that he might have country 
air while attending to his official duties. 

Pitt was endeavouring to form a third 
coalition against France. The negotiations 
proceeded slowly. A preliminary agree- 
ment was formed between Russia and 
Austria in November; but Prussia stood 
aloof, and Russia was offended by the British 
capture of the Spanish treasure-ships. Spain 
declared war against Great Britain on 
3 Dec. On 19 Jan. 1805 Pitt, being assured 
of the goodwill of Austria, formally invited 
the accession of Rissia (Alison, vi. 391-3). 
The Anglo-Russian convention was signed 
on 11 April; Sweden and Austria also 
entered the alliance. 

Pitt had during the summer of 1804 also 
been engaged in negotiating a reconciliation 
between tbe king and the Prince of Wales, 
and he seems to have made some inquiry as 
to the possibility of obtaining the sup port of 1 
the prince's friends, but was answerec^ in the ' 
negative (Court and Cabinets, hi, 373-6). 
His ministry needed strengthening. Un- 
able to obtain aid elsewhere, he communi- 
cated with Addington, who accepted a peer- 
age, as Viscount Sidmouth, and entered the 
cabinet on obtaining a promise from Pitt 
that some of his friends and relatives should 
receive secondary offices as soon as possible 
(Life of Sidmouth, ii. 324-44). Pitt and 
Addington had a personal reconciliation on 
23 Dec. On the opening of the next session 
the opposition in the commons showed some 
vigour, but on 11 Feb. 1805 Pitt obtained a 
majority on the Spanish warof 313to 106. On 
the 18th he expounded his budget ; the esti- 
mates were enormous, the tota.L charges, ex- 
clusive of the interest on debts, being put at 
forty-four millions. A loan of tw^enty mil- 
lions was announced, and, to meet the in- 
terest, augmentations were made to postage 
and various duties; the property tax was also 


increased by twenty-five per cent. Durlncr 
this session most of the ministerial depart- 
ments depended on Pitt for inspiration^nd 
the incessant work told heavily on his de- 
clining health. By the end of 1804 he felt 
the need of rest and solitude. His physicians 
urged another visit to Bath, hut he was kept 
in London by the negotiations with Russia. 
Again at Easter 1805 he was detained by 
public business. 

Pitt was much harassed by the charges 
brought against his old friend Melville [see 
under Dfndas, Henbv, first Viscolxt 
Melville], then first lord of the admiralty. 
Convinced that Melville had not ‘ pocketed 
any public money,’ lie determined to support 
him. Sidmouth, however, by a threat of 
resignation, forced him to agree to a select 
committee of inquiry (Colchestee, i. 546-7), 
On 8 April 1805 he advocated this course as 
against a motion for censure. When tbe 
speaker, the numbers on division being equal, 
gave his casting vote for the censure, one of 
Ihtt’s friends saw ‘ the tears trickling down 
his cheeks.’ Some young members of his 
party formed a circle round him, and in their 
midst he walked out of the house shielded 
from the brutal curiosity of his opponents. 
His mortification probably helped to shorten 
his life (Malmesbeex, iv. 347). During the 
further proceedings against Melville, a ques- 
tion was raised as to an advance that Pitt had 
in 1796 made from the navy funds to cer- 
tain contractors for a public loan ; no impu- 
tation was made on his integrity. He ad- 
mitted that he had acted irregularly for the 
benefit of the country, and a bill of indemnity 
was passed unanimously. On 14 May he 
spoke against the catholic petition presented 
by Fox, referred to his previous policy, and 
declared that a revival of the catholic claims 
would be useless, and would only create 
discord. 

TV'hen Melville resigned, Sidmouth de- 
manded an appointment that would have 
placed office at the disposal of one of his 
relatives. Pitt refused to act on the sugges- 
tion, and Sidmouth, who charged him with 
a breach of the agreement made in December, 
threatened with his follower, Lord Bucking- 
: hamshire, to retire. Pitt persuaded Sidmouth 
to remain (26 April), promising that his 
' friends should be at liberty to vote as they 
pleased on Melville’s impeachment, and that 
their claims should he considered. But 
despite professions of good feeling, their 
mutual relations were unstable. Sidmouth s 
brother, Hiley Addington, and Bond, one of 
his party, pressed matters against Melville 
with such violence that Pitt declared that 
* their conduct must be marked,’ and that he 
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coold not. give them places. Sidmouth. was 
offended, and he and Buckinghamshire re- 
signed on 5 July. 

At the close of the session of I8O0, Pitt's 
health was had, but his hopes ran high. In 
Aua-iist X-apoleon’s plan of invasion ended in 
failure, and in September Pitt took leave of 
Aelson, The coalition seemed to promise 
well. He was, however, fully aw^are of the 
weakness of his ministry, and in September 
visited the king at AVeymouth, and pressed 
upon him the need of opening negotiations 
with Fox and Grenville, but George refused 
to yield and Pitt forbore from further insis- 
tence for fear of injuring the king’s health 
(Rose*, ii. 198-201). In order to strengthen 
liis cabinet, he decided to bring in Canning 
and Charles Yorke. 

The news of the capitulation of Him 
(20 Oct.) affected him deeply. When he first 
heard it on 2 Nov., he declined to credit it ; 
the next day, when it was confirmed, his look 
and manner changed, and Lord Malmesbury 
had a foreboding of his death (Malmesbuky, 
iv. 340), The mingled joy and sorrow that 
the news of Trafalgar (21 Oct.) brought him 
(tb. p. 341) destroyed his sleep, w^hich had 
hitherto been proof against all mental excite- 
ment. On the 9th he attended the lord 
mayor’s banquet, and was in good spirits. 
When he was toasted as ' the Saviour of 
Europe,’ he simply said that Europe was not 
to be saved by any one man, and that ‘ Eng- 
land has saved herself by her exertions ; and 
will, as I trust, save Europe by her example ' 
(Staithope, iv. 346). Nelson’s victory had 
given him fresh hopes, and he offered Frede- 
rick William of Prussia large subsidies if he 
would join in the war. 

On 7 Dec. he found it possible to go to 
Bath. While there the news of the battle 
of Austerlitz (2 Dec.) gave him his death- 
blow. When he heard of the armistice that 
followed it, the gout left his feet, and he fell 
into extreme physical debility. He was re- 
moved from ]3ath on 9 Jan. 1806, and took 
three days on the journey to his house at 
Putney. As he entered the house he noticed 
the map of Europe on the wall. ‘ Roll up that 
map,’ he said ; ‘ it will not be wanted these ten 
years.’ On the 1 3th he received Lords H awkes- 
bury and Castlereagh, and on the 14th drove 
out and received Lord Wellesley, who found 
his intellect as bright as ever. lie took to his 
bed on the 16th, and was visited ministerially 
on the 22nd by his old tutor, Bishop Prety- 
man, to whom he dictated his last wishes. 
The following night his mind wandered, and 
he died early on the 23rd, his last words being, 

* Oh, my country ! how I leave my country ! ’ 
(Sta>thoj>e, VOL Iv. xYpp. p. xxxi). His 


debts, amounting to dO.CKX)/.— exclnsive of 
the 11,700^. advanced by friends, who de- 
clined repayment — were paid by the nation ; 
pensions were granted to his three nieces, and 
a public funeral was voted, which was car- 
ried out on 22 Feb. in Westminster Abbey. 

There are statues by Westmacott in West- 
minster Abbey, by Chantrev in Hanover 
Square, London, by J. G. Bubb in the Guild- 
hall, London ('with an inscription by Canning), 
and by Nollekens in the senate-house, Cam- 
bridge. Flaxman executed a bust. Pitt’s 
portrait was painted by Gainsborough, IIopp- 
ner (painted in 1805)," and Sir Thomas Law- 
rence. The last is at Windsor. That by 
Gainsborough, of which there are replicas and 
copies, is engraved in Stanhope’s ^ Life ; ’ of 
that by Iloppner there are copies and an en- 
graving in Gifibrd’s ^ Life.’ A drawing, by 
Copley, of Pitt in his youth, was engraved 
by Bartolozzi; and again by IIoll for" Stan- 
hope’s ^ Life.’ Other engravings are by Bar- 
tolozzi, from a portrait by G. du Pont, by 
J. Jones, Sherwin, Gillray, Edridge, and by 
Cardon in Gifibrd’s ^ Life",’ after the bust by 
Flaxman (STAitHOPE, iv. 398-9 and note C"; 
Beomley, Catalogue of Engraved Portraits^ 
sec. ix. p. 3). 

Pitt wms tall and slight, and dignified, 
though rather stiff, in carriage. His counte- 
nance was animated by the brightness of his 
eyes. In his later years his hair became 
almost white, and his face bore the marks ot 
disease, anxiety, and indulgence in port wine. 
The habit was acquired early through a 
doctor’s recommendation, and" he made no 
serious effort to break it. He was once only 
seen drunk in the House of Commons 
(Weaxall, Memoirs, lii. 221). His private 
life was remarkably pure. His debts were 
the result in part of his absorption in public 
affairs, and in part of a culpable contempt 
forprivate economy,inheritedfrom his father. 
To all not on intimate terms with him, his 
naanners were cold and even repellent. The 
naass of his supporters, who admired and 
obeyed him, were not drawn to him per- 
sonally. Men of the highest rank found him 
stiff and unbending; and the king, though 
he esteemed him, looked on him as a master, 
and felt far more comfortable with Adding- 
ton. His intimate friends were few ; they 
were ardently attached to him, to them he 
was warm-hearted and affectionate, and in 
their company was cheerful and gay. He 
loved children, and enjoyed romping wdth 
them. He exercised a special charm over 
younger men, who found him sympathetic 
and inspiring. Eager by nature, he trained 
himself to a singular degree of calmness and 
self-possession. Greatness of soul enabled 
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liim to rise above calamity and, conscious of 
lus powers, to remain undismayed by defeat. 
His temper was rarely ruffled, but he did not 
easily forgive those who offended him. While 
he retained through life his delight in Greek 
and Eoman literature, and appreciated ele- 
g^ant English waiting, he did not approach 
Eox either in classical scholarship or know- 
ledge of literature generally. In office he 
offered no reward either to literature or art 
— a course which, if not matter for reproach, 
proved impolitic. As an orator, he spoke 
more correctly than Fox, expressed his mean- 
ing with less effort, and was far more master 
of himself. The best word always seemed 
to come spontaneously to his lips ; he never 
stormed, his speeches were lucid, and his 
handling of his subject always complete. 
His memory was good, and he seldom used 
notes. He excelled in sarcasm, and used it 
freely. While Fox persuaded his hearers, 
Pitt commanded their assent; hisspeeches ap- 
pealed to reason, and breathed the lofty sen- 
timents of the speaker. His voice was rich, 
but its tone lacked modulation ; his action 
was vehement and ungraceful, -llis judg- 
ment in party matters was admirable, and 
was conspicuously shown in his refusal of 
office in 1782, in his use of Fox’s mistakes, 
and his conduct of affairs in 1784 and 1788- 
1789, and in his readiness to withdraw taxes 
that were generally obnoxious. Constantly 
needing the help of men of the higher classes, 
he paid for it with honours that cost the 
country nothing. He thus almost doubled 
the number of the House of Lords, and de- 
stroyed the whig oligarchy which, during 
the earlier years of the reign, had become in- 
tolerable (Koseb^y, pp. 27o-7). He showed 
remarkable foresight in. declaring, during his 
last days, that a national war beginning in 
Spain might even then save Europe ( 2 ^. p, 
2 o 6 ); but in one ortwo notable instances, such 
as his belief that the war with France would 
be short, his prescience was at fault. He 
made some serious political mistakes. A 
sanguine tendency to resort, in the face of 
difficulties, to a policy of vagueness, probably 
^counts for the Fitzwilliam imbroglio, and 
IS to be discovered in his hopes about Fox in 
1804, and his promises to Sidmouth. He 
acted unwisely in not speaking earlier to the 
king about his intention respecting catholic 
emancipation ; and his pledge to abandon the 
question during the king’s lifetime, though 
well-intentioned, is not to be defended. At 
times his conduct was inconsistent. Hisatti- 
tiide Towards Addington’s ministry, though 
dictated by a sense of honour, was insnired by 
no intelligible principle. He honestly strove 
in 1804 to persuade the king to consent to a 


comprehensive government ; but be allowf^l 
the Xing’s wishes to outweigh his judgment 
m a matter which clearly iuTolved the 
country s best interests. 

As a peace minister Pitt aimed at extend- 
ing the franchise and purifying elections 
Supported by the crown, and vet actincr in’ 
dependency, he destroyed the whig oligarchv 
and pursued in every direction a policy lar^e 
and statesmanlike. He strengthened pubfic 
credit by creating a surplus, established an 
enlightened system of finance, and brought 
order into the administration of the revenue. 
In 1783 the three-per-cents were at 74 ; in 
1792 they were over 9G(NEWiMAECH). Thesuc- 
cess of his commercial policy, which is illus- 
trated by his reduction of customs duties, by 
his proposals for Ireland, and by his treaty 
with France, may be estimated by the vast 
increase in British commerce between the 
same dates (Rosebery, p. 280). He enabled 
the country to reap the full benefit of the 
extension of manufactures consequent on 
the introduction of machinery. Peace was 
necessary for the fulfilment of his work; 
war forced him to abandon domestic reforms 
and to direct his energies as a domestic mini- 
ster towards stringently exacting from the 
people, in face of a relentless foe, the fullest 
adherence to the existing constitution. 

As a war minister he has been compared 
unfavourably with his father. Chatham, 
however, had not to deal with Bonaparte ; 
his son had no snch ally as Frederick the 
Great. Pitt recognised that England should 
not engage in a war on land. The war on 
the continent had to he carried on by the 
continental powers, and Pitt, by means of his 
coalitions, strained every nerve to array them 
against France. The European sovereigns 
would not stir in the common cause without 
money, and he had to find it. From 1793 
to 1801 8, 836, 000 was spent in subsidies. 
This and other expenses of the war he met 
largely by loans, increasing the public lia- 
bilities during the period by 334,525,436/., 
though from this must be deducted the large 
amount of debt redeemed by the sinking 
fund ( 26 . pp. 150-1). He was forced to bor- 
row at high rates of interest, wffiich made the 
difierence between the money he received 
and the capital he created 103,000,000/., but 
he was unwilling to check commercial deve- 
lopment by excessive taxation, and his loans 
employed capital that could not in any case 
have l3een used in trade. Pitt’s coalitions 
failed of their purpose, but it w^as not his 
fault that the sovereigns of Europe were 
jealous, selfish, and short-sighted. 

He held that it was the part of Great 
Britain to check French aggrandisement by 
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mtikiii? herself mistress of ^ the sea. By 
ttrikiii^ at France in the West Indies, and 
bv riffidly restraining the trade of neutrals, 
he inflicted a severe blow on the enemy and 
vastlv enlarged the resources of his own 
country. The commerce of France was 
ruiiiedl The British navy, which was in- 
creased 82 per cent, between 1792 and 1800 
(M.ihaX, ii. 401), was everywhere victorious, 
and controlled the trade of the world. Be- 
tween 1793 and 1799 the average value of 
British imports as compared wdth the pre- 
ceding six years rose by upwards of three 
and a half millions, that of the exports of 
British merchandise by nearly two and a 
half, and of foreign merchandise by nearly 
five and a half millions (Newmabch ; Rose- 
BBRi). On the progress of this increase, 
and the progresswe decline in the enemy’s 
trade, Pitt constantly insisted in his speeches, 
and these results should weigh for much in 
an estimate of his policy as a war minister. 
It was well for this country and for Europe 
that in the period of her deepest need Great 
Britain was guided by his wisdom and ani- 
mated by his lofty courage. He lived for 
his country, was worn out by the toils, 
anxieties, and vexations that he encountered, 
and died crushed in body, though not in 
spirit, by the disaster that wrecked his plans 
for the security of England and the salvation 
of Europe. 

[Besides the tragedy and the answer to Lord 
Macartney noticed above, Pitt wrote the articles 
on finance in the ‘ Anii-Jaeobin/ Nos. i., ii., xii., 
and xw., and in No. xxxv. the ‘Review of the 
Session.’ He was also responsible for a verse of 
the ‘ University of Gottingen,’ a translation of 
Horace, Ode iii. 2, and a few other lines of verse. 

Lives of Pitt have been published by Gifford 
(i.e. John Richards Green [q. v.]) as a History of 
Pitt's Political Life (3 vols. 4to, 1809), verbose, 
once useful, but superseded ; by Bishop Tomline 
(formerly Pretyman) (3 vols. 8vo, 1822), goes 
down to 1793, and is so far useful; by Lord 
Stanhope (4 vols. 8vo, 2nd ed. 1862), the stand- 
ard ‘ Life/ written with much care, and defending 
Pitt throughout; by Lewis Sergeant in Engl. 
Political Leaders Ser. (8vo, 1882), a fair hand- 
book ; and by Lord Rosebery in the ‘ Twelve 
English Statesmen ’ Ser. (8vo, 1891), a masterly 
and interesting study. For general views of 
Pitt’s career, see Brougham’s Sketches of States- 
men, 1st ser. vol. ii. (12mo, 1845), a poor pro- 
duction; Macaulay’s Essay on William Pitt, 
written for Encycl. Brit. 1859, and included in 
Miscellaneous Writings (8to, 1860, 1889); Sir 
George Cornewall Lewis’s Essays on the Ad- 
ministrations of Great Britain (8vo, 1864), 
extremely valuable; Mr. Goldwin Smith’s Three 
English Statesmen, 1867, 8vo, and The Two Mr. 
Pitts in Macmillan’s Magazine, August 1890; 
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also an art. by Mr. Lecky on Pitt in Mae.miiiaut 
February 1891. For notices of early life : 
Chatha.sQ Correspondence, ed. Taylor (4 vois. 
8vo, 1840); Pitt’s Speeches (4vols."8vo, ISOb) ; 
see also Pari. Hist, and Pari. Deb. and Ann. 
Reg. sub ann. For notices in Memoirs, &e. ; 
Fitzmaurice s Life of Shelburne (3 vols. Svo, 
1875); Lord Albemarle’s Memoirs of the Marquis 
of Rockingham (2 vols. 8vo, 1852) ; R. I. and S. 
Wilberforce’s Life of W. Wilberforce (5 vols. 
l2mo, 1838) which contains many viduable no- 
tices, and is specially interesting as witnessing to 
Wilberforce’s friendship for William Pitt ; Rus- 
sell’s Memorials of C, J. Fox (4 vols. 8vo, 
1853-7) and Life of C. J. Fox (3 vols. 8vo, 1859); 
Diaries and Corresp. of first Earl of Malmesbury 
(4 vols. 8vo, 1844); Holland’s Mem. of the Whig 
Party (2 vols. 1854); Rose’s Diaries and Corresp. 
ed.Harconrt (2vols.8vo, 1860) ; Lord Auckland’s 
Journal and Corresp. (4 vols. 8vo, 1866); Gren- 
ville's Court and Cabinets of George III (4 vols. 
8vo, 1855) which contains important notices of 
private negotiations ; Pellew’s Life of Sidmouth 
(3 vols. 8 VO, 1847) which presents an ex parte 
view of William Pitt’s relations with Addin^on; 
Lord Colchester’s (Abbot) Diary and Corresp. ed. 
Colchester (3 vols. 8vo, 1861) on Addington’s 
side ; Windham’s Diary, ed. Baring (8vo, 1866) ; 
L. Homer’s Life of F. Horner (2 vols. Svo, 1853) ; 
Twiss’s Life of Eldon (2 vols. 2nd ed. 1846); 
Wraxall’s Hist, and Posth. Memoirs (5 vols. Svo, 
1884); Moore’s Life of Sheridan (2 vols. Svo, 
1825); Yonge’s Life of Lord Liverpool (3 vols. 
Svo, 1868); Letters and Corresp. of Bland Burges, 
ed. Hutton (Svo, 1885); Bruce’s Life of Sir W. 
Napier (2 vols. Svo, 1864) which has some inte- 
resting personal reminiscences in vol. i. For ne- 
gotiations with France, 1792-3, see Marsh’s Hist, 
of Politicks (2 vols. Svo, 1806) ; Ernouf’s Maret, 
Due de Bassano (Svo, 1878); W. A. Miles’s 
Corresp. on the French Revolution (2 vols. 1890) ; 
Browning’s England and France in 1793 in Fort- 
nightly Review, February 1883. For Pitt’s public 
economy and finance : Dowell’s Hist of Taxation 
(4 vols. Svo, 2nd ed. 1888) ; Tooke’s Hist, of Prices 
(Svo, 1858); Bastable’s Public Finance (Svo, 
1892) ; Collection of Tracts on the National Debt, 
by McC ulloch. specially the last tract by Hamilton 
on the Sinking Fund and the Debt (Svo, 1857); 
Speech by Mr. Gladstone in the House of 
Commons on 8 May 1854, in Pari. Deb. 3rd ser. 
vol. cxxxii, cols. 1472-9, containing an attack 
on Pitt’s finance during the war, which is ably 
defended in Newmarch’s On the Loans rallied by 
Mr. Pitt, 1793-1801 (Svo, 1855), criticised in 
Rickard’s Financial Policy of War (Svo, 1855). 
For Pitt’s attitude to constitutional questions, see 
Erskine May’s Constitutional Hist., 1760-1860. 
For the expedition of 1795: Fomerou’s Histoire 
Generale des Emigres (2 vols. 2nd ed. 1884). 
For dealings with Ireland : Fitzpatrick’s Secret 
Service under Pitt (Svo, 1892) contains little 
personal information ; Stewart’s [Marquis of 
Londonderry] Mem. and Gorr. of Viscount 
Castlereagh (12 vols. Svo, 1848), for this pur- 
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pose vols. i ~iv. ; Cornwallis’s Corr. (3 vols. 8vo, 

1 8r59) has also other important notices of William 
Pitt ; Corresp. between W. Pitt and Charles, 
Puke of Euiland, 1890 ; Grattan’s Life of Grat- 
tan (5 vols. 8vo, 1839); Grattan’s Speeches 
(4 vols. 8vo, 1822); Coote’s Hist of the Union 
‘(Svo, 1802); Lecky’s Leaders of Public Opinion 
in Ireland, 1861 ; Ingram’s Hist, of the IrLh 
Union (Svo, 1887); above all, Lecky’s Hist, of 
England, vols. vi.-viii. Por satirical wi’iting on 
Pitt’s side : Spirit of the Public Journals, 1802- 
1804, see list of Canning’s verses in Lewis’s Ad- 
ministrations, p. 249 ; the Anti- Jacobin. Against 
Pitt: Wolcot’s [Peter Pindar] Works (5 vols. 
Svo, 1812); Morris’s Lyra IJrbanica (2 vols. 
12mOj 1840). Eor caricatures, see Works of 
James Gillray, and in Wright’s Caricature His- 
tory of the Georges (Svo, 1868). For accounts 
of 'William Pitt in general histories: Lecky’s 
Hist, of England in the Eighteenth Century 
(8 vols. Svo, 1882-90), vols. iv.-viii. ; Mahan’s 
Influence of Sea Power on the French Bevolii- 
tion, 1793-1812 (2 vols. 8vq, 1892), which con- 
tains a fine defence of Pitt’s war policy, specially 
with reference to naval operations ; Adolphus’s 
Hist, of England (7 vols. 8vo, 1845) ends at 
1803; Alison’s Hist, of Europe (12 vols. 9th ed. 
8vo, 1853), vols. ii.-v.] W. H- 

PITT, WILLIAM (1749-1823), writer 
on agriculture, was horn at Tettenhall, near 
"Wolverhampton, in 1749. He was one of 
the most able of those employed by the board 
of agriculture in tbe preparation of the re- 
ports on the different counties. He lived 
first at Pendeford, near W'olverham'oton, but 
removed afterwards to Edgbaston, Birming- 
ham. He died on 18 Sept. 1823, and was 
buried at Tettenhall. He published : 1. ‘ A 
General View of the Agriculture of the 
County of Stafford, with Observations on the 
Means of its Improvement,’ London, 1794, 
4to ; _ 1796, 4to ; 1808, 8vo ; 1815, Svo. 
2. Similar reports on the agriculture of 
Horthamptonsaire, 1809, Svo; "Worcester- 
shire, 181 8, Svo; and Leicestershire, to which 
is annexed < A Survey of the County of Rut- 
land. By Pdchard Parkinson’ (1748-1815) 
[q. V.], London, 1809, Svo, 3. < On Agri- 
cultural Political Arithmetic’ (Essay xxi. 
in Hunter’s ‘ Georgical Essays,’ vol. iv., York, 
1803, Svo). 4. ‘ The Bullion Debate,’ a serio- 
comic satiric poem, London, 1811, Svo. 5. ‘ A 
Comparative Statement of the Food produced 
from Arable and Grass Land, and the Returns 
arising from each ; with Remarks on the late 
Enclosures,’ &c., London, 1812, 4to. 6. ‘ A 
Topographical History of Staffordshire,’ &c,, 
Newcastle-under-Lyme, 1817, Svo. 

[Donaldson’s Agricultural Biography, p. 74 ; 
Loudon’s Eneyclopsedia of Agriculture, p. 1210 • 
Simms’s Bibliotheca Staffordiensis, p. 361 ] 

W. A. S. H, 


PITTARRO"W, Lord (d. 1576), Scottish 
judge. [See Wish art, Sir John.] 

PITTENDREICH, Lord (d. 1583'^ 
Scottish judge. [See Balfour, Sir Ja3ies,] 

PITTIS, THOMAS (1636-16S7), divine, 
son of Thomas Pittis, a captain of militia in 
the Isle of AVight, by his wife Mary, was bom 
at Niton, where his family had lived for several 
generations. He wasbaptisedon28 Junelfibfi. 
In 1652 he entered as a commoner at Trinitv 
College, Oxford, but migrated to Lincoln Col- 
lege, whence he matriculated on 29 April 1653, 
graduating B.A. on 15 June 1656, M.A, on 
29 June 1658, B.D. in 1665, and D.D.in 1670. 
Wood says he was ^ esteemed by his contem- 
poraries a tolerable disputant; but, his speech 
being disliked by the godly party of those 
times, he was expelled from the university 
in 1658.’ He was presented, before March 
1660, by John AYorsley of Gatcombe, to the 
rectory of Newport, Isle of AVight. In 1665 
he was presented to the living of Holyrood, 
or St. Cross, Southampton, where his strong 
royalist sympathies brought him into conflict 
with the mayor and corporation (cf. A Pri- 
vate Conference behoeena liich Alderman and 
a Poor Country Vicar 7nade Public^ 1670). 
He was appointed one of the king’s chaplains 
and lecturers at Christ Church, Newgate 
Street, about 1670, and in 1677 was also pre- 
sented by Charles II to the rectory of Lutter- 
worth, Leicestershire, but was removed in 
1678 to the rectory of St. Botolph’s, Bishops- 
gate. Here he remained until his death, on 28 
Dec, 1687. He was buried at Niton. A slab 
was placed in his memory in St. Botolph's 
chancel by his wife, who survived him. He 
married, on 4 Eeb. 1661, in Gatcombe church, 
Elizabeth, daughter of AA^illiam Stephens of 
Newport, and sister of Sir AATlliam Steuliens, 
knight, of Burton, Isle of Wight. By ner he 
left two sons : Thomas, bom in 1669, vicar 
of AA^arnham, Sussex, and AA^illiam, noticed 
below ; with two daughters : Elizabeth, who 
married Zacheus Isham [q. v.], Pittis’s suc- 
cessor at St. Botolph’s ; and Catherine. 

Besides separate sermons Pittis published 
two ^ discourses ’ : (1) ^ Concerning the Trial 
of Spirits,’ London, 1683, Svo; the other 
^ Of Prayer,’ London, 168^ Svo. 

William Pittis (1674-1724), the second 
son, entered Winchester School in 1687, ma- 
triculated at New College, Oxford, on 14 Aug. 
1690, graduated B.A. 1694, and was fellow of 
his college 1692-5. He was afterwards a 
member of the Inner Temple. On 27 April 
1706 he was ordered by the court of queen's 
bench to stand in the pillory three times and 
to pay a fine of one hundred marks for writ- 
ing a ‘ Memorial of the Church of England,’ 
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T^iiicli iiad been published in 1704, and in 
vbicli James Brahe, Poley the member for 
Ipswich, and others were accused of haying 
a hand [see art. Brake, James]. On 3 
Dec. 1714 he w^as again in custody for 
writing ^ Keasons for a War with Prance.’ 
He died at his chambers in the Inner 
Temple, over the crown olE.ce, in Novem- 
ber 1724. He was author of an epistolary 
poem ^ To John Dry den on the death of 
James, Earl of Abingdon,’ 1699 ; an elegy 
MJn the death of Sir Cloudesley Shovel’ 
(170S ) is in manuscript (Addit, MS. 23904, 
f. 516). He also wTote : 1. ^ The History of 
the present Parliament and Convocation, 
with the Debates on the conduct of the War 
abroad,’ &c., London, 1711, 8vo. 2. ^The 
History of the Proceedings of the Second 
Session of Parliament,’ London [1712 ?], 8vo. 

3. ‘ The History of the Third Session ’ [1713], 

4. ‘Memoirs of the Life of John Radcliffe, 
M.B.’ IJI'5, Svo ; 3rd edit. 1716 ; 4th 
edit. 1736. 5. ‘The Proceedings of both 
Houses of Parliament . . . upon the Bill to 
prevent Occasional Conformity,’ London,’ 
1710, 8 VO, signed ‘ W. P.’ 

[For the father see Foster’s Alumni Oxon.; 
Hearne’s Collections, i. 100; Wood’s Athense 
Oxon. iv. 220 ; Wood’s Fasti, ed. Bliss, ii. 192, 
214, 282, 320 ; Kennett’s Register, pp. 920, 925; 
Newcourt’s Repert. i. 313-14 ; Westminster 
Abbey Registers (Harl. Soc.), 279 ; Registers of 
St. Botolph’s, Bishopsgate, published in Hallen’s 
London City Church Registers, pt. i. pp. 499-502, 
pt. ii. p. 271 ; Nichols’s Collections for Leicester- 
shire, pp. 494, 1141; W^oodward’s Hist, of 
Hampshire, Suppl. (Isle of "Wight), pp. 59, 67«-, 
6 S«. For the son, Kirby’s Winchester Scholars, 
p. 208 ; Hearne’s Collections, ed, Boble, i. 235, 
237.] O.F.S. 

^ PITTMAN, JOSTAH (1816-1886), mu- 
sician and author, the son of a musician, was 
bom on 3 Sept. 1816, He studied the organ 
under Goodman and S. S. Wesley. Subse- 
quently he toolt lessons in the pianoforte from 
Sloscheles and in composition from Schnyder 
vonW artensee at Frankfort. In 1831 he was 
appointed organist at the parish church of 
Sydenham, and in 1833 he obtained a like 
office at Tooting; from 1835 to 1847 he wa.s 
organist at Spitalfields, and from 1852 to 1864 
at Lincoln's Inn (Grove). He composed 
many services and much sacred music, some 
of w'hich he published in 1859. A close 
study of the requirements of the established 
church with regard to congregational singing 
or chanting led him to the conclusion that 
the Book of Common Prayer was made ‘ for 
song and naught else.’ He deplored the 
absence of music from the psalter as ori- 
ginally framed, and the consequent dis- 


couragement of the people from active par- 
ticipation in church services. In 1 858 he set 
forth these^ views in ‘The People in Chiircli.’ 
This was followed in 1859 by ‘ The People 
in the Cathedral,’ mainly an historical trea- 
tise. 

In 1865 he became accompanist at Her 
Majesty’s Opera, and fromlSfc)8 until his death 
he tilled the same office at Covent Garden. 
The value of his musical work at the opera 
was best understood by those behind the 
scenes, while his literary abilities fitted him 
to assist in the translation of libretti. The 
series of operas in pianoforte score published 
as ‘The Royal Edition’ by Messrs. Boosey, 
ranging from Auber through the alphabet 
to Weber, were edited by Pittman, who again, 
in co-operation with S^uUivan, selected the 
operatic songs for the popular ‘ Royal Edi- 
tion’ albums issued by the same publishers. 
Pittman also edited a volume of Bach’s 
Fugues, and the musical portions of theore- 
tical works by Cherubini, JIarx, Callcott, and 
others. ‘Songs of Scotland/ compiled by 
Colin Brown and Pittman, was published in 
187a 

Pittman died suddenly, in his seventieth 
Tear, at 228 Piccadilly, on Good Friday, 
23 April 1886. 

[Grove’s Diet. ii. 759, iv. 749; Musical 
Standard, 1886, p. 279 ; Musical Times, 1885, 
p. 228; Times, 29 April 1886; Pittman’s com- 
pilations in the Brit. Museum Library.] 

L. M. M, 

PITTS, JOSEPH (166.^1735?), tra- 
veller, was bom ai; Exeter in 1663, and in 
the spring of 1678 sailed as an apprentice on 
board the Speedwell, a merchantman hound 
for the West Indies, ‘ Newfoundland, Bil- 
boa, the Canaries, and so home.’ On her 
return journey the vessel was captured oif 
the Spanish coast by an Algerine pirate, 
commanded by a Dutch renegado. Pitts was 
taken to Algiers and sold to a merchant, 
by whom he wms treated with great bar- 
barity. Beyond a formal summons to change 
his faith, however, no attempt was made 
to convert him to Islamism. In 1680 Pitts 
changed hands, and his second master, or 
‘patroon/ was of a difierent mind. He tor- 
tured the unfortunate I’itts by belabouring 
his feet with a cudgel until t'hejr were suf- 
fused with blood, and choking his cries by 
ramming his heel into his mouth, uni il his 
victim repeated the required formula of sub- 
mission to Mahomet. A few months after- 
wards, in attendance upon this patrooii, he 
made the pilgrimage to Mecca, sailing to 
Alexandria, thence hy caravan to Cairo (of 
which he gives a very graphic account) and 
Suez, and so by ship to Jeddah, the port of 
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JMecca. At Alexandria tlie genuineness of 
his conversion was tested by his being blind- 
folded and told to walk a distance of ten paces 
to the stump of a tree, said to be the fig-tree 
that was blasted by the curse of Jesus Christ. 
He succeeded in stumbling against the tree, 
and -was accounted to have passed the ordeal 
with credit. Shortly after ais return to Al- 
giers, he went to Tunis, where he heard news 
from England and sought to obtain the means 
of ransom from the English consul. The latter 
was prepared to advance 60^., but his patroon 
would take no less than lOOZ. Later he 
passed into the hands of a third master, by 
whom he was kindly treated and finally 
manumitted. He remained in his service as 
a supercargo until 1693, when he succeeded 
in effecting his escape in a French vessel to 
Leghorn, through the agency of William 
Eaye, the English consul at Smyrna. From 
Leghorn he accomplished the journey home 
on foot by way of Florence, Augsburg, 
Frankfort, Mainz, Cologne, Eotterdam, and 
Helvoetslnys. From Helvoetsluys he sailed 
to Harwich, where, upon the first night of 
his return, he was impressed for the navy. He 
obtained his release with difficulty through 
the agency of Sir William Falkener, a pro- 
minent Turkey merchant, with whom he had 
had dealings in the Levant. He then pro- 
ceeeded to Exeter, where he was welcomed 
by his father early in 1694, and was greatly 
relieved to find that his opportunism in 
adopting the creed of Islam had been con- 
doned by his father’s spiritual advisers, 
among them his old preceptor, Joseph Hal- 
lett (1656-1722) [c . v.] He was living in 
Exeter in May 173:., aged 68 ; but the date 
of his death has not been ascertained. 

In 1704 Pitts published, in 8vo, at Exeter, 
^A Faithfull Account of the Religion and 
Manners of the Mahometans, in which is a 
particular Eelatiou of their Pilgrimage to 
-Mecca.’ This work (of \vhich Gibhon seems 
to have been ignorant) is the first authentic 
^ Englishman of the pilgrimage 
to Mecca. It gives a brief but sensible and 
consistent account of what the writer saw. 
A second edition of the ‘Faithful Account’ 
appeared at Exeter in 1717, 12mo: and a 
third, dedicated to Peter King, first lord 
• additions and corrections, 

in 1/31, Hmo. To this edition were added a 
map of Me^a ' (more exactly a plan of the 
temple and Ka’ahah) and ‘a cut of the ges- 
tures of the Mahometans in their worship.’ 
iittss namtive was also reprinted in vol. 
3t:vu. of ‘The World displayed ’ (1778), and 
as an appendix to Henry Maundrell’s ‘ Jour- 
^ Jerusalem’ (London, 


[Pitts’s Eaithfiil Account; 
to Mecca, ] 893, ii. 358 sq. ; Crichton’s Arabk 
n. 208; Quarterly Review, xlii. 20* Dublin 
Univ. Mag. xxvii. 76, 213 ; Athenaeum,’ 1893 h 
697-1 • 

PITTS, WILLIAM (1790-1840), silver- 
chaser and sculptor, born in 1790, was son 
of a silver-chaser, to whom he was aporen- 
ticed as a boy. In 1812 he ol>tamec‘ the 
gold Isis medal from the Society of Arts 
for modelling. He chased a portion of the 
‘Wellington Shield’ designed by Thomas 
Stothard [q. v.] for Messrs. Green & Ward, 
and the whole of the ‘ Shield of Achilles ’ 
designed by John Flaxman [q. v.] for Messrs. 
Rundell & Bridge. In later life he modelled, 
in imitation of these, a ‘ Shield of ^neas,’ and 
a ‘ Shield of Hercules ’ from Hesiod, hut only 
a portion of the former was cainied out in 
silver. Pitts had a very prolific imagination, 
and gained ^ a great reputation for models 
and reliefs in pure classical taste. In 1830 
he executed the bas-reliefs in the bow-room 
and drawing-rooms at Buckingham Palace. 
He exhibited many of his models at the 
Royal Academy. He made two designs for 
the Nelson monument, though he was ncit 
successful in the competition. He made in- 
numerable designs for plates ; the greater 
part of the 5pergnes, candelabra, fee., for 
presentation at this time were designed, 
modelled, or chased by Pitts. He was ambi- 
dextrous, drawing and modelling equally 
well with either hand, and in the latter art 
sometimes using both at once. He was a 
good draughtsman, and also tried his hand 
at painting. He executed for publication 
a series of outline illustrations to ‘ Virgil,’ 
of which only two numbers were puhlished, 
and also a series of illustrations to ‘ Ossian,’ 
of which two were engraved in mezzotint, 
but never published. He made similar 
drawings to illustrate Horace and the 
‘ Bacchae ’ and ‘ Ion ’ of Euripides. 

Pitts suffered from depression caused by 
professional disappointments, and committed 
suicide on 16 April 1840 by taking laudanum 
at his residence, 5 Watkins Terrace, Pimlico. 
He married at the age of nineteen, and left 
five children, of whom one son, Joseph Pitts, 
attained some distinction as a sculptor, and 
in 1846 executed the bust of Robert Stephen- 
son, now in the National Portrait Galery. 

[Gent. Mag. 1840, i. 661; Grayps’s Piet, of 
Artists, 1760-1893 : Times, 21 April 1840.] 

L. C. 

PIX, Mrs. MARY (1666-1720 .P), dra- 
matist, horn in 1666atNettlehed in Oxford- 
shire, was daughter of the Rev. Roger Griffith, 
vicar of that place. Her mother, whose 



Pix 


3S9 


Pix 


maiden name ^as Lucy Berriman, claimed 
descent from the * very considerable family 
of the Wallis's.’ In the dedication of ^ The 
Spanish Wives’ Mrs. Pix speaks of meeting 
Colonel Tipping ‘ at Soundess/ or Sound- 
ness. This house, which was close to Nettle- 
hed, was the property of John Wallis, eldest 
son of the mathematician. Mary Grif&th’s 
father died before 1684, and on 24 July in 
that year she married in London, at St. 
Saviour’s, Benetfink, George Pix {b. 1660), a 
merchant tailor of St. Augustine’s parish. 
His family was connected with Hawkhurst, 
Kent, BV him she had one child, who was 
buried at ilawkhurst in 1690. 

It was in 1696, in which year Colley Cib- 
ber, Mrs. Manley, Catharine Cockburn (Mrs. 
Trotter), and Lord Lansdowne also made 
their debutsy that Mrs. Pix first came into 
public notice. She produced at Dorset Gar- 
den, and then printed, a blank-verse tragedy 
of ^ Ibrahim, the Thirteenth Emperor of the 
Turks.’ When it was too late, she discovered 
that she should have -written ^ Ibrahim the 
Twelfth.’ This play she dedicated to the 
Hon. PJchard Minchall of Bourton, a neigh- 
bour of her country days. In the same year 
(1696) Mary Pix published a novel, ^ The 
Inhuman Cardinal,’ and a farce, * The Spanish 
Wives,’ which had enjoyed a very consider- 
able success at Dorset Garden. 

From this point she devoted herself to 
dramatic authorship with more activity than 
had been shown oefore her time by any 
woman except Mrs. Afra Behn [q. v.l. In 

1697 she produced at Little Lincohi^s Inn 
Eields, and then published, a comedy of ^ The 
Innocent Mistress.’ This play, which was 
very successful, shows the influence of Con- 
greve upon the author, and is the most read- 
able of her productions. The prologue and 
epilogue were written hy Peter Anthony 
Motteux [q. v.] It was followed the next 
year by ^ The Deceiver Deceived,’ a comedy 
which failed, and which involved the poetess 
in a quarrel. She accused George Powell 
[q.v.], the actor, of having seen the manu- 
script of her play, and of having stolen from 
it in his ‘ Imposture Defeated.’ On 8 Sept. 

1698 an anonymous ^ Letter to Mr. Congreve’ 
was published in the interests of Powell, from 
which it would seem that Congreve had by 
this time taken Mary Pix under his protec- 
tion, with Mrs. Trotter, and was to he seen 
* very gravely with his hat over his eyes . . . 
together with the two she-things called 
Poetesses ’ (see Gosse, life of Congreve, pp. 
323-5). Her next play was a tragedy of 

Queen Catharine,’ brought out at Lincoln’s 
Inn, and published in i698. Mrs. Trotter 
wrote the epilogue. In her own prologue 


Mary Pix pays a warm tribute to Shakespeare. 
‘The False Friend’ followed, at the same 
house, in 1699 ; the title of this comedy was 
borrowed three years later hy Vanbrugh. 

Hitherto Mary Pix had been careful to 
put her name on her title-pages or dedica- 
tions ; but the comedy of ‘ The Beau De- 
feated’ — undated, but published in 1700 — 
though anonymous, is certainly hers. In 
1701 she produced a tragedy of ‘ The Double 
Distress.’ Two more plays have been attri- 
buted to Mary Pix by Downes. One of 
these is ‘ The Conquest of Spain,’ an adapta- 
tion from Pto wley ’s ‘ All’s lost by Lust,’ which 
was brought out at the Queen s theatre in 
the Haymarket, ran for six nights, and was 
printed anonymously in 1705 (Dowxe, 
Roscius AnglicanuSy p. 48). Finally, the 
comedy of the ‘ Adventures in Madrid ’ was 
acted at the same house with Mrs. Brace- 
girdle in the cast, and printed anonymously 
and without date. It has been attributed by 
the historians of the drama to 1709 ; but a 
copy in the possession of the present waiter 
has a manuscript note of date of publication 
‘10 August 1706.’ 

Nearly all our personal impression of 
Mary Pix is obtained from a dramatic satire 
entitled ‘ The Female Wits ; or, the Trium- 
virate of Poets.’ This was acted at Drury 
Lane Theatre about 1697, but apparently 
not printed until 1704, after the death of 
the author, Mr. W. M. It was directed at 
the three women who had just come for- 
ward as competitors for dramatic honours — 
Mrs. Pix, Mrs. Manley, and Mrs. Trotter [see 
CocEBTTEX, CATHAEiisrE]. Mrs. Pix, w^ho is 
described as ‘ a fat Female Author, a good, 
sociable, well-natur’d Companion, that will 
not suffer Martyrdom rather than take off 
three Bumpers in a Hand,’ 'was travestied by 
Mrs. Pow-ell under the name of ‘ Mrs. Wellfed.’ 

The style of Mrs. Pix confirms the state- 
ments of*^her contemporaries that though, as 
she says in the dedication of the ‘ Spanish 
Wives,’ she had had an inclination to poetry 
from childhood, she was without learning of 
any sort. She is described as ‘ foolish and 
open-hearted,’ and as being ‘ big enough to be 
the Mother of the Muses.’ Her fatness and her 
love of good wine were matters of notoriety. 
Her comedies, though coarse, are far more 
decent than those of Mrs. Behn, and her 
comic bustle of dialogue is sometimes enter- 
taining. Her tragedies are intolerable. She 
had not the most superficial idea of the way 
iu which blank verse should be written, pom- 
-pous prose, broken irrep'ularly into lengths, 
’being her ideal of versification. 

The writings of Mary Pix were not col- 
lected. in her own age, nor have they htexi 
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reprinted since. Several of them have 
become exceedingly rare. An anonymous 
tragedy, ‘ The Czar of Muscovy,’ published 
in 1702, a week after her play of ‘ The Double 
Distress,’ has found its way into lists of her 
writings, but there is no evidence identifying 
it with her in any way. She was, however, 
the author of ^ Violenta, or the Rewards of 
Virtue, turn’d from Bocacce into Verse,’ 
1704. 

[Miscellanea Genealogica et Heraldica, 2nd 
ser. V. 110-3 ; Vicar-General’s Marriage Licences 
(Harl. Soc.), 1679-87, p. 173; Baker’s Biogr. 
Dnmiatiica ; Doran’s Annals of the English Stage, 
i, 243 ; Mrs. Pix’s works ; Genest’s Hist. Account 
of the Stage.] E. G. 

PLACE, ^ PRAjN^CIS (1647 - 1728), 
amateur artist, was fifth son of Rowland 
Place of Dinsdale, co. Durham, by Catherine, 
daughter and coheiress of Charles Wise of 
Cop^rove, Yorkshire. His father had been 
admitted to Gray’s Inn on 9 Oct. 1633 (see 
PosTEE, Gray’s Inn Registers), and Place 
was articled there to an at torney, a profession 
for which he had no inclination. Owing to 
the outbreak of the great plague in London 
in 1665, Place left London, and quitted the 
law for an artist’s life, having great gifts 
for drawing and engraving. He was a per- 
sonal friend of Wenceslaus Hollar 'q. v.], 
the engraver; hut, though he modelled his 
style of drawing and engraving on that of 
Hollar, he said himself that he was not his 
pupil. Place took up his residence in the 
manor-house close to St. Mary’s Abbey at , 
York. He was an intimate friend of \Vil- 
liam Lodge [q. v.], Ralph Thoresby [q. y.], 
and other artists and antiquaries in or near 
York. With Lodge he went many drawing 
and angling excursions, and during the alarm 
of popery caused by Oates’s plot the pair 
were on one occasion taken up and put into 
prison. Place had considerable merit as a 
painter of animals aud still life, and also 
drew portraits in crayons ; among his crayon 
portraits is one which is probably the only 
authentic likeness of the famous William 
Penn. He etched a number of landscapes, 
marine or topographical subjects, including a 
valuable set of views of the observatory at 
Greenwich, and a view of St. Winifred’s Well. 
Some of his plates were done for the publica- 
tions of his friends, such as Thoreshy’s ‘ Du- 
catus Leodiensis’ and Drake’s ‘Eboracum.’ 
Place also etched several sets of birds and 
animals after Francis Barlow, and the plates 
to Godartius’s ‘ Book of Insects.’ He was one 
of the first Englishmen, if not the very first, 
to practise the newly discovered art of mezzo- 
tint-engraving, and left several interestino- 
examples, including portraits of Sir Ralph 


Cole, Nathaniel Crew (bishop of Durham) 
Archbishop Sterne, and his friends Hemy 
Gyles, the glass-painter, William Lodge, John 
Moyser of Beverley, Yorkshire, Pierce Tem- 
pest and Richard Tompson the print-sellers 
pd Philip W oolrich. Most of these engray! 
ings are very rare. A good collection of 
Place’s drawings (chiefly of Yorkshire topo- 
graphy) and engravings is in the print-room 
of the British YLuseum. Place lived for forty 
years at York, where he also made some 
experiments in the manufacture of pottery, 
producing a ^ey ware with black streaks 
of which a few specimens have been pre- 
served. Place died on 21 Sept. 1728, in 
his eighty-second year, and was buried in 
St. Olave’s Cburch Without at York. He 
married, on 5 Sept. 1693, Ann Wilkinson, 
by whom he had three daughters, one of 
whom, Frances, was married to Wadham 
W’^yndham. Upon his death his widow left 
the manor-house at Y'ork, where Place had 
resided, and disposed of a number of his 
paintings. He drew his own portrait, and 
another was painted by Thomas Murray. 

[Walpole’s Anecdotes of Painting, ed.Womum; 
Chalmers’s Biogr. Diet. xxv. 32; \ ertue’s Diaries 
(Brit. Mus. Add. MS. 23070, f. 25); Surtees’s 
Hist, of Durham, iii. 237; Durham Visitation 
Pedigrees (Harl. Soe. Publ.) ; Davies’s York 
Press; Thoresby ’s Diary and Corresp.] L. 0. 

PLACE, FRANCIS (1771-1854), radical 
reformer, was born on 3 Nov. 1771. His 
father, Simon Place, was an energetic but 
dissipated man who had begun life as a 
working baker, and was in 1771 a bailiff to the 
Marsh alsea court and keeper of a ' sponging 
house’ in Vinegar Yard, Drury Lane. Place 
was sent to various schools near Fleet Street 
and Drury Lane from his fifth till his four- 
teenth year. His father (who had meanwhile 
taken a public-house) desired to apprentice 
him to a conveyancer, but the hoy preferred 
to learn a trade, and was accordingly bound, 
before he was fourteen years old, to a leather- 
breeches maker. In 1789 he became an in- 
dependent journeyman, and in 1791 married 
Elizabeth Chadd (he being nineteen years 
old and she not quite seventeen), and set up 
house in one room in a court off the Strand. 
Hitherto Place had lived rather an irregular 
life, hut now he became rigidly economical 
and industrious. Leather-breeches making, 
however, was a decaying trade, and he had 
great difficulty in obtaining work. In 1793 
the London leather-breeches makers struck, 
and Place 'was chosen as organiser. The 
! strike having failed, Place was refused work 
by the masters, and for eight months suffered 
extreme privation. It is a singular proof 
of his resolute character that during those 
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montlis lie studied laboriously such books on 
mathematics, law, history, and economics, 
as he could get access to. He became se- 
cretary to his trade club, and in 1794, during 
another period of slack work, was secretary 
for several other trade clubs of carpenters, 
plumbers, and other woi-kmen. 

In 1794 he also joined the London Corre- 
sponding Society, whose secretary, Thomas 
Hardy (175:2-1832) [q.v.], had juk been ar- 
rested. After Hardy’s acquittal on a charge 
of high treason, the society rapidly increased, 
and in May 1795 it had seventy London 
branches, with an average weekly attendance 
of over two thousand. Place was at that time 
the usual chairman at the weekly meetings of 
the general committee of the society (see the 
original minute-book, Brit. Mus. Add. MS. 
27813). But after the passing of the 'Pitt 
and Grenville Acts’ inAovember and Decem- 
ber 1795, the corresponding society quickly 
declined. Place, who had always belonged to 
the moderate party on the committee, resided 
in 1797, in consequence of the tactics of the 
more violent members. In 1798 all the re- 
maining members of the committee, including 
Place’s'friend, Colonel Edw'ard Marcus Des- 
pard [q. v.], were arrested and kept in prison 
without trial for three years. During that 
period Place managed the collection and dis- 
tribution of subscriptions for their families. 

hleanwhile Place was not only improving 
his education, but was building up a con- 
nection with customers of his own, and gain- 
ing credit with the wholesale dealers. In 
1799 he and a partner opened a tailoPs shop 
at 29 Charing Cross, but after about a year 
the partnership was broken up, and Place 
moved to a new shop of his own at 16 
Charing Cross. 

He now gave up politics and devoted him- 
self entirely to his business, reading, how- 
ever, for two or three hours every evening 
after work was over. The shop was from 
the first extremely successful, and in 1816 
he cleared, he says, over 3,000^. He had a 
large family, fifteen children being born to 
him between 1792 and 1817 ; five of them 
died in infancy. 

In 1807 Place returned to political life, 
and took a leading part during the general 
election of that year in bringing forward Sir 
Francis Burdett [q. v.] as an independent 
candidate for Westminster. Burdett was 
put at the head of the poll without cost to 
himself, and after an unprecedentedly small 
expenditure by the committee. 

For the next three years Place seems to 
have kept pretty closely to his business, but 
from 1810 onwards his time was more and 
more taken up by public affairs. When 


Burdett (April 1810) baiTicaded his house 
in order to resist the warrant committing 
him to the Tower, Place attempted to bring 
the sheriff and a body of constables to iiis 
help. When Burdett was released (21 June 
1810), Place organised a great procession, 
which, however, was stultified by Burdett’s 
absence. Burdett and Place ouarrelled over 
this incident, and did not speak to each other 
for the next nine years. 

Meanwhile Place was becoming known to 
the political thinkers as well as to the poli- 
ticians of the time. In 1810 William God- 
win the elder [q. v.] sought his acquaintance, 
and borrowed money of him at intervals tin 
Place threw him off in 1814. About the same 
time Place began a long friendship with J ames 
Mill (1773-1836) [q. v.], who used to call at 
Charing Cross on his journeys between Stoke 
Aewington and Bentham’s house in Queens 
Square Place. In 1813 Bohert Owen [q. v.] 
came to London, and Place helped him to put 
his essays on the ' Formation of Character’ 
into shape. In 1812 Place met Bentham, and 
from 1814 used to write long weekly letters 
of London news to Mill and Bentham during 
their visits to Ford Abbey. Since 1S04 Place 
had regularly subscribed to the educational 
schemes of Joseph Lancaster [q. t.], and in 
1813 he helped to organise the West London 
Lancasterian Association. When the Royal 
Lancasterian Society became the British and 
Foreign School Society, Place was put upon 
the committee. But BurdetPs ill-will and 
Place’s notoriously 'infideP opinions made 
his position in both societies difficult, and he 
left the West London committee in 1814 and 
the British and Foreign committee in 1815. 

In 1817 Place prepared to give over his 
business to his eldest son, and went to stay 
some months with Bentham and Mill at Ford 
Abbey. Here he occupied himself in learn- 
ing Latin grammar, and in putting together 
' Not Paul, but Jesus,’ from Bentham’s notes. 
Sir Samuel Romilly [q. v.], who met him at 
Ford Abbey, wrote to Dumont: 'Place is a 
very extraordinary person. ... He is self- 
educated, has learned a great deal, has a very 
strong natural understanding, and possesses 
great influence in Westminster — such influ- 
ence as almost to determine the elections for 
members of parliament. I need hardly say 
that he is a great admirer and disciple of 
Bentham’s’ (Bain, Life of James Milk p- 78). 

Romilly was elected for Westminster in 
1818, but Place, who was always a bitter 
opponent of the official whig party, did not 
support him. After Romilly’s death, Place 
helped John Cam Hobhouse [q. v.], after- 
wards baron Broughton, as an independent 
reformer against iaeorge Lamb, Lord Mel- 
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bourne’s brother, the whig candidate. Lamb ' 
beat Hobhonse in February 1819, but was 
beaten by him in the general election of 1820. 

Joseph Hume was introduced to Place by 
Mill about 1812, and Place used afterwards 
to collect much of the materials on which 
Hume founded his laborious parliamentary 
activity. The library behind the shop at 
16 Charing Cross (where Place had gathered 
a splendid collection of boohs, pamphlets, 
and parliamentary papers) was a regular 
resort of the reformers in and out of parlia- 
ment. An informal publishing business was 
carried on there by means of occasional sub- 
scriptions. Mill’s essays from the supple- 
ment to the ^ Encyclopaedia Britannica’ and 
many tracts by Place and others were thus 
issued. Place sometimes wrote forcibly and 
well, but the greater part of the tracts, news- 
paper articles, and unpublished letters and 
manuscripts which he left behind him are 
diffuse, and often almost unreadably dull. 
His only published book is ‘ The Principles of 
Population’ (1822), a reply to Godwin’s ‘En- 
quiry,’ which contains some of his best work. 
He wrote two articles in the ‘ Westminster 
Eeview,’ which are both in his dullest manner. 

Place was more successful as a practical 
politician. He was no speaker, and disliked 
publicity; but he was untiring in providing 
members of parliament and newspaper editors 
with materials, in drafting petitions, collect- 
ing subscriptions, organising agitations, and 
managing parliamentary committees. 

From 1820 to 1830 he was continually 
gathering facts and arguments on such 
questions as the libel laws, the Newspaper 
Stamp Acts, the laws against the freedom of 
political meetings and associations, the laws 
of creditor and debtor, the wool laws, the 
duties on printed cotton, the cutting and 
flaying acts, &c. From 1816 to 1823 he 
carried on a campaign against the sinking 
fund. His greatest triumphs were seen in 
1824, when after ten years of almost un- 
aided work, he succeeded in getting the 
laws against combinations of workmen re- 
pealed, and in 1825, when he prevented an 
intended re-enactment of them (see W^ebb 
JECuto^ of Trade XJnionism^ chap, ii.) By 
this time Place was beginning to be talked 
about, and an article in the ‘European Maga- 
zine ’of March 1826 states : * No one needs to 
be^ told that the whole popular liberties of 
this country, and, by connection and conse- 
quence, of the world, depend upon the elec- 
tors of Westminster ; and just as necessarily 
as the sinking of lead depends upon its weight 
do these electors depend on Mr. Place, not 
only in the choice of the men whom they 
mtamst as their representatives, but in the 


very subjects in which those men deal. When 
it is said that Sir Francis Burdett or John 
Cam Hobhouse made a proposition or a speech 
thus or thus, there is a misnomer in the 
assertion ; for the proposition or the speech 
belongs in justice to Mr. Place, and in all 
that demonstration of frantic freedom—that 
tumultuary tide of popularity which they 
propel— he is the influential luminary— the 
moon which stirs up the waters. . . . Look 
over the notices of motions, and see when 
Joseph [Hume] is to storm sixpence laid out 
in the decoration of a public work, or sack 
the salary of a clerk in a public office ; and 
when you find that in a cay or two it is to 
astonish St. Stephen’s and delight the land, 
then go, if you can find admission, to the 
library of this indefatigable statesman, and 
you will discover him schooling the Nabob 
like a hahy.’ 

In 1827 Place’s first wife died, and he 
seems, at least for a time, to have estranged 
many of his friends by his second marriage 
in 1830. But after the introduction of t le 
Reform Bill in 1831 his library again became 
the meeting-place of the more extreme re^ 
formers, and he and his friend, Joseph Parkes 
[q. V.], made active preparations during the 
crisis of May 1832 for the expected civil war. 
A placard drawn up by Place with the words 
* Go for Gold and stop the Duke,’ produced 
a partial run upon the Bank of England, and 
is said to have been one of the causes which 
prevented the Duke of W ellington from form- 
ing a government (see ‘ The Story of Eleven 
Days,’ Contemporary Iteview^ 1892). 

After the Dassingof the Reform Bill Place’s 
political influence rapidly declined. West- 
minster had been partially disfranchised by 
the 10/. clause, and no longer held the peculiar 
position which as a huge popular consti- 
tuency it had occupied in the ‘boroiigh- 
mongering’ days. Place himself lost the 
greater part of his fortune through the blun- 
ders of his solicitor in 1833, and was com- 
pelled to leave Charing Cross and take a 
!aouse in Brompton Square. He helped, how- 
ever, Joseph Parkes with the preparation of 
the municipal corporations report in 1835, 
and worked furiously, though vainly, to 
secure the complete abolition of the news- 
paper stamp at the time of its reduction to 
one penny in 1836. He and Roebuck pub- 
lished ‘Pamphlets for the People’ on these 
and other points in 1835. William Lovett 
[q. V.] and several other working-class 
leaders of the early chartist movement in 
London (1837-8) were his personal friends 
and disciples, and Place drafted at Lovett’s 
request the ‘People’s Charter’ itself (1838), 
But when once the chartist movement had 
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bec^un, bis influence over it was small. Ills 
individualist political opinions and the neo- 
maitliiisiaii propag'anda wliicb he had carried 
on by correspondence and conversation for 
nearly twenty years made Feargus O’Connor 
f q, T.l, James [Bronterre] O’Brien [q. v.], and 
the other leaders of the chartists in the nor- 
thern and midland counties hate him nearly 
as much as he hated them. At the same time 
being thoroughly disgusted with the weak- 
ness of Lord Melbourne’s government after 
1S35; and with the refusal of the reformers 
inparliament (with the exception of Roebuck) 
to take up an independent attitude, he with- 
drew almost entirely from his parliamentary 
connection. The years between 1836 and 
1S39 were mostly spent on a long history of 
the Reform Bill, which remains (in manu- 
script) in the British Museum. In 1840 Place 
joined the Metropolitan Anti-Corn Law As- 
sociation, and acted for some years as chair- 
man of the weekly business committee. In 
1844 he was attacked with what seems to 
have been a tumour on the brain, and, though 
he lived for ten more years, his health was 
always feeble. In 1851 he was separated 
from his second wife, and died in his eighty- 
third year, 1 Jan. 1854, at a house belonging 
to his'daughters in Hammersmith. 

From about 1814 till the time of his death 
Place carefully kept and indexed his political 
correspondence. In 1823, on the advice of 
Bentham, he commenced an autobiography 
which branched out into a series of long 
accounts of the corresponding society, the 
Westminster elections, the repeal of the anti- 
combination laws, and other political events 
in which he was concerned. All the accounts 
were illustrated by ^ guard books ^ of docu- 
ments. Seventy-one volumes of his manu- 
scripts and materials are in the British Mu- 
seum. The autobiography and letters are in 
the possession of his family. 

It is difficult to convey the impression 
of almost incredible industry which one 
derives from a study of Place’s manuscripts 
and correspondence. Through nearly the 
whole of his long life he began work at six 
in the morning, and sat often at his desk till 
late at night. That his political writings 
are not of greater value may he due partly 
to the fact that he did not get free R-om a 
very laborious and engrossing business till 
he was nearly fifty years old, partly to the 
fact that he habitually overworked, and was 
forced into a tired and mechanical style. 
His remains form an unequalled mine of in- 
formation for the social history of this century, 
hut he deserves to be remembered not so 
much for what he wrote as for what he did, 
and for the passionate sympathy and indomi- 


table hope which was always the driving 
force of his activity. ° 

[Place MSS. Erit. Mnspiim, Add MSS. 277S9- 
27859 ; Principles of Population, 1822, and nume- 
rous pamphlets ; Place Family papers ; Bain s 
James MiU, pp. 77-9 ; Robert Owen’s Auto- 
bmgraphy, vokia, p. 122 ; WebVs Hist, of Trade 
Unionism, chap. ii. For contemporary accounts 
of Place, besides that in the European Magazine 
(supra), see Chambers’s Journal, 26 March 'lS36; 
Fraser’s Mag. 1 April 1836 (with a portrait by 
Maclise); Monthly Mag., May 1836 (by ‘A.P.’ 
i.e.Richard Garble j; Northern Liberator, SORec. 
1837. A good appreciation of his lile appeared 
in the Spectator of 7 Jan. 1854, and anoiher in 
the Reasoner of 26 March 1854. A Life of 
Francis Place by Graham Wailas is in course of 
preparation.] G. \Y. 

PLA_MPI]N, ROBERT (1762-1834), vice- 
admiral, born in 1762, son of John Plampin, 
of Chadacre Hall, Suffolk, where his family 
had been settled for more than two centuries, 
entered the navy in September 1775 on board 
the Renown, with Captain Francis Banks, 
and in her was actively engaged on the coast 
of North America during the opening years 
of the American war. On the death of 
Banks he was, in January 1778, discharged 
into the Chatham for a passage to England, 
whence, in July, he was sent out to join 
the Panther at Gibraltar [see DrFF, Robeet], 
In February 1780 he was taken by Sir 
George Rodney into the Sandwich, and in 
her was present in the actions of 17 April, 
15 and 19May[see RoD^^lY, Geoege Beybges, 
Loed]. On 4 July 1780 he was appointed 
by Rodney acting-lieutenant of the Grafton, 
and, returning to England in the autumn 
of 1781, passed his examination on 15 Nov., 
and was confirmed in the rank of lieutenant 
on 3 Dec. During the rest of the war he 
was on the Newfoundland station in the 
Leocadia, which -was paid off at the peace, 
and Plampin was placed on half-pay. In 
1786 he went to France in order to study 
the language; and in 1787 to Holland to 
learn Dutch. During the armament of 1790 
he was second lieutenant of the Brunswick 
with Sir Hyde Parker ; at whose recommen- 
dation, based on his knowledge of the lan- 
guage and country, he was appointed in 1793 
to a command in the squadron of gunhoata 
equipping at Rotterdam for the defence of 
Wil.emstad, then besieged by the French 
under Dumouriez. When the siege was 
raised and the enemy retired from the coun- 
try, the gunboats were dismantled, and 
Plampin, returning to England, joined the 
Princess Royal, on whose hooks he had been 
borne while with the Dutch gunboats. For 
this service he received from the States- 
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General a gold medal and diain, transmitted the French privateer Henriette oiF Trin^ 
to him hy the ambassador at The Hague on malee. Learning from her that a verv fast- 
30 April 1793. sailing and successful cruiser, the Bell one 

In the Princess Royal Plampin went out was also on the coast, Plampin diso-uised 
to the Mediterranean, and on the occupation the Powerful like an East Indiamaii, and 
of Toulon was appointed interpreter to the in company with the Rattlesnake sloop, suc- 
governor, Rear-admiral Samuel Granston ceeded in capturing her also on 9 July. ‘ I 
Goodall[q.v.], and afterwards to Lord Hood, reflect with much pleasure,’ wrote Sir Ed- 
the commander-in-chief. On the evacuation ward Pellew, afterwards Viscount Exmouth 
of the port. Hood promoted him to the rank [q. v.], the commander-in-chief, ‘ on the cap- 
of commander, dating his commission back ture of LaBellone, as well from her superior 
to 30 Aug., the day of his landing at Toulon, sailing as her uncommon success in the pre- 
aiul sending him home with despatches. In sent and preceding war against the British 
February 1794 Plampin was appointed to commerce. . . . The commercial interests of 
the Albion sloop for service in the Scheldt ; this country are particularly secured hy her 
and in the summer was moved to the Firm capture, which could not have been expected 
gun-vessel, in command of a flotilla of gun- hut under very favourable circumstances.’ 
b^ts in the Scheldt till driven out hy the The vessel had, in fact, won such a reputa- 
ice. On 21 April 1795 he was posted to the tion in tbe former war, that the merchants 
Ariadne frigate, then in the Mediterranean, at Lloyd’s had ottered a reward of 10,0007 
w'here he joined her in June, and in thebe- for her capture, though, unfortunately for 
ginning of July was ordered to join the Plampin and the crew of the Powerful, the 
squadron under Nelson in the Gulf of Genoa, otter had lapsed at the peace of Amiens and 
On the way he fell in with the French fleet, had not been renewed, 
and, returning at once, brought the admiral In the autumn the Powerful was with 
the news of the enemy being at sea [see Pellew on the coast of Java, and, after an 
IIoTHAm, V^ILLIAM, Loed]. Ie September independent cruise to the eastward, re- 
he was moved into the Lowestoft of 32 guns, turned to Trincomalee very sickly ; Plampin 
which, onTFeb. 1796, off Toulon, was struck himself so ill that he was compelled to in- 
by lightning and dismasted. After a partial valid. In 1809 he commanded the Conrageus 
rettt she was sent home "with convoy and paid in the Walcheren expedition [see Steachax, 
oft*. In November 1798 he again commissioned SieRichaei) Johit] ; in 1810, the Gibraltar, 
the Lowestoft and went to the West Indies as senior oflicer in Basque roads ; and from 
in charge of a large convoy. In July 1801 1812 to 1814, the Ocean offToulon, under the 
he was ordered to convoy the trade to Eng- orders of Sir Edward Pellew. On 4 J une 
land, but, going through the Windward pas- 1814 he was promoted to the rank of rear- 
sage, was cast aw’ay on the Great Inagua, admiral ; and in November 181G was ap- 
on the night of 10 Aug. The next morning pointed commander-in-chief on the Cape of 
he ordered the convoy to proceed in charge Good Hope and St. Helena station, where he 
of the Acasta, leaving the Bonetta to assist relieved Sir Pulteney Malcolm [q. v.] Some 
in saving the crew of the Lowestoft and two interesting notices of his conversations with 
of the merchant ships, lost at the same time. Bonaparte are given by Ralfe {Naval Bio- 
After three or four days’ great exertion, grapliy, iii. 384-5). 

everyone was got safely on board theBonetta, On his return to England in September 
together with a quantity of specie which was 1820, Plampin made direct application — a 
ill the Lowestoft. The merchants acknow- method long since forbidden — for the H.O.B. 
ledged the service by paying the freight for in acknowledgment of his services at St. 
the treasure as if it had been carried to Eng- Helena ; but was told, in reply, by Lord 
land. A court-martial acquitted Plampin of Melville that, creditable as his conduct had 
all Marne for the loss of the ship, and he been, and satisfactory to the government, 
returned to England in the Endymion. the K.G.B. could not he given except for 

On the renevral of the war in 1803 he was services against the enemy. In March 1825 
appointed to the xAntelope of 60 guns, from he was appointed commander-in-chief on the 
which, in the autumn of 1805, he was moved Irish station, a post he was specially allowed 
into the 74-gun-ship Powerful, and sailed un- to retain for the customary term of three 
der the orders of Sir John Thomas Duckworth years notwrithstanding his promotion, on 
v,_, too late to take part in the battle of 27 May 1825, to the rank of vice-adniiraL 
Trafalgar. Duckworth detached the Power- He died at Florence on 14 Feb. 1834, aged 
ful as a reinforcement to the East Indian 72. His body was brought to England and 
squ^ron, and she had scarcely come on the buried at Wanstead in Essex. He was 
station before, on 13 June 1806, she captured married, but left no issue. 
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fKalfe’s Nar. Biogr. iii. 372; Marshall’s Eoy. 
\.iv. Biogr. ii. (voL i. pt. ii.) 610 ; Gent. Mag. 
IfcSol, i. 655; United Service Journal, 1834, pt. 
i p. 616, pt. ii. p. 386 ; Passing Certificate and 
Service-book in the PubUe Eecord Office.] 

J. K. L. 

PLAMCHE, JAMES HOEIXSON 
(1796-1S80), Somerset herald and dramatist, 
born in Old Burlington Street, Piccadilly, 
Loudon, on 27 Feb. 1796, was son of Jacques 
Pianche (1734-1816), a watchmaker, who 
was descended from a Huguenot refugee, 
riaiiche’s mother (his father’s cousin) was 
Catherine Emily (d. 1804), only child of 
Antoine Blanche. From the age of eight 
James was educated by the Key. Mr. Farrer 
in Lawrence Street, Chelsea; later on he 
studied geometry and perspective under Mon- 
sieur de Court, and in 1810 was articled to a 
bookseller. At an early age he developed 
a taste for the stage, and as an amateur 
acted at the Beruuck Street, Pancras Street, 


During 1826-7 Pianche was the manager 
of the musical arrangements at Vauxliall 
Cardens, and wrote the songs for the vaude- 
ville ‘Pay to my Order,’ 9 July 1827. In 
1828 he commenced to write regularly for 
Co vent Garden, and on 11 Nov. brought out 
‘ Charles Xllth, or the Siege of Stralsund,’^ 
a drama. An unauthorised production of 
this piece hy 'William Henry Murray at the 
Theatre Ptoyal, Edinburgh, led to the appoint- 
ment of a select paidiamentary committee on 
dramatic literature (before which Pianche 
gave evidence on 10 July 1832), and to the 
massing, on 10 June 1833, of the Act SAVil- 
iiamlV, c. 15, giving protection to dramatic 
authors. 

! During the season of 1830, for his friend 
Samuel James Arnold, he undertook the 
I active management of the Adelphi Theatre. 

, His version of Scribe and Auber's ooera 
I ‘ Gustave Trois, or the Masked Ball,’mw-iich 
i he vindicated the character of Madame An- 


Catherine Street, and Wilton Street private i 
theatres. W^hen twenty-two ^ he wmote a I 
burlesque ‘ Amoroso, King of Little Britain,’ j 
which was produced with success at Drury 
Lane on 21 April 1818. His second piece 
was a speaking harlequinade, ‘ Bodolph the 
Wolf, or Columbine Bed Hiding Hood,’ acted 
at the Olympic Pavilion on 21 Dec. 1818. 
Having adapted from a French melodrama, 

‘ Le Vampire,’ a play called ‘The Vampire, 
or the Bride of the Isles,’ he produced it at 
the English opera-house on 9 Aug. 1820, 
when the Vampire trap in the flooring of the 
stage, then first invented, proved a great 
attraction. During 1820-1 he wrote ten 
pieces for the Adelphi Theatre, including a 
very successful drama, ‘ KeniLvorth Castle, 
or the Days of Queen Bess,’ which was pro- 
duced on 8 Eeb. 1821. His first opera, ‘ Maid 
Marian/ taken from Thomas Love Peacock’s 
tale of that name, with music hy Bishop, was 
seen at Covent Garden on 3 Dec. 1822. 

In 1823 on the revival of ‘King John’ at 
Drury Lane hy Charles Kemble, Blanche, 
after making historical researches, designed 
the dresses and superintended the production 
of the drama gratuitously. This was the 
first occasion of an historical drama being 
brought out with dresses of the period of its 
action. On 29 May 1825 he was present in 
Paris at the coronation of Charles X with 
the object of making drawings of dresses and 
decorations for a spectacle at Covent Garden 
which was produced there on 10 July. On 
12 April 1826 he furnished the libretto to 
the opera of ‘ Oberon, or the Elf King’s Oath,’ 
specially written for Covent Garden Theatre 
hv Carl von W^'eber; it was Weber’s last 
composition. 


karstrom, who was still living, was produced 
with much success at Covent Garden on 
13 Nov. 1833. In 1838 he undertook the 
libretto for an opera hy Mendelssohn on the 
siege of Calais hy Edward III. A long 
coiTespondence ensued with the composer 
(Planche, JRecoffeerio/z,'?, i. 279-310), hut ulti- 
mately the work was a'bandoned. 

When Madame Vestris took the Olympic 
Theatre in 1831, Planch^ entered into pro- 
fessional relations with her, which lasted, 
with some intermissions, until she retired 
from theatrical management. He, in con- 
junction with Charles Dance [q. v.j, wrote 
for her opening night, at the Olympic, 3 Jan. 
1831, the burlesque ‘ Olympic Revels, or Pro- 
metheus and Pandora.’ " The performers were 
dressed in correct classical costume, and with 
the popular lessee in the chief role the piece 
was a great success. It was the first of a 
series of similar plays by Pianche vrhich 
occupied him at intervals for the nest thirty 
years. At Christmas 1836, again in con- 
junction with Dance, he wrote for the Olym- 
pic Theatre, ‘ Riqiiet with the Tuft,’ taken 
from the French f eerie folie ‘Riquet a la 
Houppe/ with Charles Mathews as Riquet 
and Madame Vestris as the Princess Esme- 
ralda. On the marriage of Charles Mathews 
to Madame Vestris (see Mathev^s, Lucia 
Elizabeth], on 18 July 1838, and their 
visit to America, Blanche was in charge of 
the Olympic Theatre until their return in 
December. When Madame Vestris removed 
to Covent Garden in 1839, PIanch5 was ap- 
pointed director of costume, reader of the 
plays sent in for approval, and superinten- 
dent of the painting-room. After various 
other engagements, Pianche began writing 
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for Ben'ianiiii Webster at tlie Haymarlcet, 
and produced ' The Fair One with the Golden 
Lochs,’ 26 Dec. 1843, the first of several 
Christinas and Easter pieces, in which Pris- 
cilla Horton, afterwards Mrs. German Peed 
[q. V.], was the leading actress. Fie then 
returned to the service of Madame Vestris, 
and when, in October 1847, she undertook 
the management of the Lyceum theatre, he 
became her superintendent of the decorative 
department and leading author. On the 
opening of her season, 18 Oct. 1847, he pro- 
duced ‘ The Pride of the Market’ from the 
French, and at Christmas ‘The Golden 
Branch.’ His numerous burlesques and 
Christmas pieces, which were produced by 
Madame Vestris at the Lyceum, won him pd 
his employer their chief theatrical reputation. 
His ‘Island of Jewels,’ acted on 26 Dec. 
1849, was perhaps her greatest success there. 

Other managers continued to welcome his 
work. On 28 March 1853 he brought out at 
the Haymarket ‘ Mr. Buckstone’s Ascent of 
Mount Parnassus,’ a travesty of Albert 
Smith’s entertainment ‘ The Ascent of Mont 
Blanc.’ For Augustus Harris, at the Prin- 
cess’s Theatre, he prepared ‘Love and For- 
tune,’ a comedy in verse after the manner of 
those acted at the fairs of Saint-Germain 
and Fontainebleau (24 Sept. 1859). This 
piece was not understood either by the public 
or the press, and failed. On 12 July 1861 
a comedy written by him fourteen years pre- 
viously, ‘ My Lord and My Lady,’ was brought 
out at the Haymarket with Mr. and Mrs, 
Charles Mathews, Mrs. Wilkins, and J. B. 
Buckstone in the cast, and ran fifty nights. 
In September 1866 he adapted Offenbach’s 
opera-bouffe,‘ Orph^e auxEnfers,’ for the same 
theatre, under the title of ‘ Orpheus in the 
Haymarket ; ’ the piece ran from Christmas 
to feaster, and saw the first appearance of 
Louise Keeley. His last dramatic piece was 
* King Christmas,’ a one-act masque at the 
Gallery of Illustrations on 26 Dec. 1871, but 
he subsequently wrote the songs for ‘ Babil 
and Bijou,’ a spectacle, at Co vent Garden 
on 29 Aug. 1872. 

Meanwhile Planch§ was making a reputa- 
tion as an anti(j uary and a scholarly student 
of heraldry anci costume. On 24 Dec. 1829 
he was elected a fellow of the Society of An- 
tiquaries. There he made the acquaintance 
ofFIallam, Hudson Gurney, Grabb Robinson, 
and other literary men. He became dis- 
satisfied with the management of the society 
in 1843, and aided in the formation of the 
British Archaeological Association in De- 
cember 1843 ; but when a secession took place 
in February 1845, he remained a member of 
parent society, to the proceedings of 


which he made many valuable contributions. 

Fie resigned his membership in 1852. In 1834, 
with the advice and encouragement of 
Fkancis Douce and Sir Samuel Kush Mey- 
rick [q.v.], he published ^The History of 
British Costumes,’ the result of a ten years’ 
diligent study. The work rendered a great 
service to English historical painters. It 
went to a second edition in 1847, and to a 
third in 1874. On 13 Feb. 1854 the Duke of 
Norfolk appointed him rouge croix pursuivant 
of arms at the Fleralds’ College, and in this 
capacity he went with Sir Charles G. Young, 
Garter king-of-arms, to Lisbon in May 1858, 
to invest the king of Portugal with the 
order of the Garter. In April 1865 he went 
on a second mission to Lisbon to invest Dom 
Louis with the Garter. After his promotion 
to the office of Somerset herald on 7 June 
1866, he went on a third mission, this time 
to Vienna to present the Garter to the em- 
peror of Austria. In 1857 he arranged Colonel 
Augustus Meyrick’s collection ol armour for 
the exhibition of art treasures at Manches- 
ter, and again in December 1868 at the South 
Kensington Museum. Between 1855 and 
1869 Planch§ made several reports on the 
state of the armoury in the Tower of London ; 
finally in the latter year he, at the request of 
the war office, rearranged the armour m 
chronological order and made a final report 
on the condition and maintenance. He was 
granted a civil list pension of 100^. on 21 June 
1871, and died at 10 St. Leonard’s Terrace, 
Chelsea, on 30 May 1880. . 

Besides the works already mentioned, 
Blanche’s chief publications were; 1. ‘ Cos- 
tumes of Shakespeare’s King John, &c., by 
J. K. Meadows and G. Scharf, with biogra- 
phical, critical, and explanatory notices, 
1823-5, 6 parts. 2. ‘ Shere Afkun, the first 
husband of Nourmahal, a legend of Hindoo- 
stan ’ 1823. 3. ‘ Descent of the Danube from 
Katisbon to Vienna,’ 1828. 4. ‘ A Catalogue 
of the Collection of Ancient Arms and Ar- 
mour, the property of Bernard Brocas, witn 
a prefatory notice,’ 1834. 5. Regal Records, 
or a Chronicle of tlie Coronation of the Queens 
Regnant of England,’ 1838. 6. ‘ The Pur- 

suivant of Arms, or Heraldry founded upon 
Facts,’ 1852 ; 3rd edit. 1874. 7. ‘ A Comer of 
Kent, or some account of the parish oi Asu- 
next-Sandwich,’ 1864. 8. ‘ Pieces of 1 lea- 

santry for private performance dimmg tne 
Christmas Holidays,’ 1868. 9. ‘ 

tions and Reflections,’ 1872, 2 vols._ 10. lE 
liam with the Ring, a romance in riiyrne, 
1873. 11. ‘The Conqueror and his Lom- 

, panions,’ 1874, 2 vols., well written and often 
' quoted L an authority. 12. ‘A Oyclopj8ia 
( of Costume, or Dictionary of Dress, lo/u 
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2 vols. 13. ‘ Suggestions for establisHng an 
Englisli Art Theatre/ 1879. 14. ^ Extrava- 
ganzas/ 1879, 5 vols. 15. ^ Songs and Poems/ 
1831. He also translated or edited: ‘King 
Kut Cracker, a fairy tale from the German 
of A. H. Hoffmann/ 1853 ; ‘ Fairy Tales by 
the Countess d’Aulnoy/ translated 1855, 2nd 
edit. 1888,* ‘ Four-and-t^venty Fairy Tales 
selected from those of Perrault and other 
popular writers/ 1858 ; ‘ An Introduction to 
Heraldry by H. Clark/ 18th edit. 186C. For 
the stage he VrTOte in all seventy-two original 
pieces, ten of them in con] unction with Charles 
Dance, and one with hi. B. Honan, besides 
ninety-six translations and adaptations from 
the French, Spanish, Italian, and German, 
and alterations of old English authors. 

On 26 April 1821 he married Elizabeth St. 
George (1796-1846). She wrote several 
dramas. ‘The Welsh Girl,’ a vaudeville 
acted at the Olympic Theatre, 16 Dec. 1833 ; 
‘The Sledge Driver,’ a drama, Haymarket, 

19 June 1834; ‘A Handsome Husband/ a 
farce, Olympic, 15 Feb. 1836; ‘The Hansom/ 
a drama, Haymarket, 9 June 1836; ‘A! 
Pleasant Neighbour/ a farce, Olympic, | 

20 Oct. 1836 ; and ‘A Hasty Conclusion/ a 
burletta, Olympic, 19 April 1838 {Literary 
Gazette, 3 Oct. 1846, p. 859). She left two 
daughters: Katherine Frances, who married, 
on 19 Nov. 1851, William Curteis Whelan 
of Heronden Hall, Tenterden, Kent ; and 
Matilda Anne [see Maceaeness]. 

[Planche’s Recollections and Reflections and 
Extravaganzas, with two portraits; The Critic, 
1869, xix. 444, with portrait ; Illustrated News 
of the World, 1861, vii. 273, with portrait; Illus- 
trated Review, 1870, ii. 363-5; Cartoon Por- 
traits, 1873, pp. 102-3, with portrait ; Journal of 
British Archseological Association, 1880, xxxri. 
261-5; Smith’s Retrospections, 1883, i. 43, 94, 
257-76; Morning Advertiser, 31 May 1880, p. 
5; Athenteum, 5 June 1880, pp. 727-8; Illus- 
trated Sporting and Dramatic News, 1880, xiii. 
281, 283, with portrait; Illustrated London 
News, 1880, Ixxvi. 577, with portrait; Theatre, 
1880, ii. 95-9.] G. C. B. 

BLANCHE, MATILDA ANNE (1820- 
1881), author. [See Mackaeness.] 

PLANT, THOMAS LIVESLEY (1819- 
1583), meteorologist, the son of George 
Halewood Plant, iron merchant, by his wife 
Ann Livesley, was horn at Low Moor, 
Bradford, Yorkshire, and educated at St. 
Cuthbert’s College, Ushaw, near Durham. 
From 1849 to 1881 he represented Messrs. 
W. H. Smith & Son, advertising con- 
tractors, in Birmingham. He died suddenly 
on 31 Aug. 1883. He married, on 21 June 
1845, Jane Horne. 


His attention had early been turned to 
the study of meteorology", and for the hist 
forty-six years of his life be kept systematic 
records. He was author of ^ Meteorology : its 
Study important for our Good/ Svo," Bir- 
mingham, 1862. He read a paper before the 
British Association in 1862 ‘On Meteoro- 
logy, with a Description of Meteorological 
Instruments,’ which contained an account of 
Osier’s anemometer, and another paper in 
1865 ‘ On the Anomalies of our Climate : ’ hut 
neither was printed in the ‘ Report.’ Plant 
was a constant contributor to the local press 
on meteorological subjects, and furnished 
meteorological information to the ‘ Times ’ 
newspaper. 

[Athenneum, September 1883, p. 310; infor- 
mation kindly supplied by his son, Mr. W. E. 
Plant ; Brit. Mus. Cat.] B. B. W. 

^ PLANTA, JOSEPH (1744-1827), libra- 
rian, was born on 21 Feb. 1744, at Castegna 
in the Grisons, Switzerland. His father, the 
Rev. Andre-w Planta, belonged to an old 
Swiss family, and was pastor of a reibrmed 
church at Gasteva ; he resided in England 
from 1752 as minister of the German refoimed 
church in London, and from 1758 till his 
death in 1773 was an assistant-librarian at 
the British Museum. He was F.R.S. and a 
‘ reader ’ to Queen Charlotte. 

Joseph Planta was educated by his 
father, and afterwards studied at Ltrecht 
and Gottingen. After visiting France and 
Italy he acted as secretary to the British 
minister at Brussels. In 1773 he returned 
to England, and was in that year appointed 
to succeed his father as an assistant-librarian 
at the British Museum. In 1776 he was pro- 
moted to the keepership of manuscripts. 
From 1799 tiR 1827 he was principal libra- 
rian of the museum. He granted additional 
facilities to the public, and during his admi- 
nistration there was a great increase in the 
number of visitors to the reading-room and 
the department of antiquities. He was a 
man of polished manners and catholic tastes, 
and did much to increase the collections and 
to stimulate the official publications. He 
wrote part of tbe pubhshed ‘ Catalogue of 
the Printed Books/ and much of the ‘Cata- 
logue of the MSS. in the Cottonian Library ’ 
(1802, foL) From 1788 till 1811 he also 
held the post of paymaster of exchequer bills. 

Planta died on 3 Dec 1827 , aged 83, He 
married, in June 1778, Elizabeth Atwood, by 
whom he had one child, J oseph [q»v.] A Miss 
Planta, probably a sister, who was teacher to 
George Ill’s children, died on 2 Feb. 1773 
{Gent. Mag. 1778, p. 94). Planta was elected 
F.R.S. in 1774, and secretary to the Royal 
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Society in 177G. A portrait of liim in oils, 
presented by liis son to tbe British Museum, 
hangs in the hoard-room. There is also an 
engraving (1817), by W. Sharp, of a portrait 
medallion of Planta by Pistrucci. Another 
by Engleheart, and engraved by II. Hudson 
in 1791, is mentioned by Bromley. 

Planta published : 1. “^An i^ccount of the 
Pomansch Language,^ London, 1776, 4to 
{FML Trmts, of Roy. Boc. Ixvi. 129). 2. ‘ The 
History of the Helvetic Confederacy,’ 2 vols. 
London, 1800, 4to; 2nd edit. 1807, 8vo 
(chiefly based on the work of J. Von Miiller). 
3. ^ A. View of the Puestoration of the Hel- 
vetic Confederacy,’ London, 1821, 8vo (a 
seq[ael to No. 2). 

[Menioir by Archdeacon Nares in Gent. Mag. 
1827, pt. ii. pp. 534^5 ; Edwards’s Lives of the 
Pounders of the Brit. Mus. pp. 516 ff.; Statutes 
and Rules of the Brit. Mus. 1S71 ; Nichols’s Lit. 
Illu«tr. vii. 677 ; Brit. Mus. Gat.] W. W. 

PLANTA, JOSEPH (1787-1847), diplo- 
matist, w’as born on 2 July 1787 at the 
British I^Euseiim, of which institution his 
father, Joseph Planta [q. v.', was an official. 
He was educated hy his father ( Gmt. May. 
1827, pt. ii. p^. 565), and at Eton, and in 1802, 
when only iifteen, was ap pointed by Lord 
Hawbesbuiy a clerk in tie foreign office. 
In 1807 Canning promoted him to the post 
of precis writer, and employed him as his pri- 
vate secretary till 1809. Planta was an in- 
timate friend of Lord Stratford de Redclifle, 
and made a tour of the English lakes with 
him in 1813. He was secretary to Lord 
Castlereagh in the same year, during the 
mission to the allied sovereigns, which ter- 
minated by the treaty of Paris in 1814. He 
attended Castlereagh at the congress of 
Vienna in 1815, and brought to London the 
treaty of peace signed at Paris in November 
1815. He was also with Castlereagh at the 
congress of iVix-la-Chapelle in 1818. Prom 
May 1827 till November 1830 he was one 
of the joint secretaries of the treasury, and 
in 1834 was made a privy conneillor. He 
w'as elected M.P. for Hastings in 1827, 1830, 
1837, and 1841. In 1844 he resigned his 
seat through ill-health, and his death took 
place in London on 5 April, 1847. By his wiU 
Planta left his entire property to his wife, 
and recommended the destruction of his 
papers. He lived in London for many years, 
at No. 10 Chandos Street, Cavendish Square 
(WiLFOBB, Old and Neio London^ iv, 447), 
and about 1832 resided at Fairlight House, 
near Hastings in Sussex. Lord Stratford de- 
scribes Planta as ^ an amiable, kind-bearted 
friend, and an excellent man of business.’ 

[Gent. Mag. 1847, pt. ii. pp. 86, 87 ; Lane- 
i ode's Life of Stratford Canning.] W. W. 


PLANTAGENET, Family ob. Invete- 
rate usage has attached the surname Plan- 
tagenet to the great house which occupied 
the English throne from 1154 to 1485, but 
the family did not assume the surname until 
the middle of the fifteenth century. It was 
originally — nnder the form Plant e-geneste— 
a personal nickname of Geoffrey, count of 
Anjou, father of Henry II (cf. Wage, Roman 
de Rou, ed. Andresen, ii. 437 ; Ilistoria Co- 
onitumAndegavensium in Chroniquesd’A7ijfm, 
pp. 229, 334), and it is traditionally derived 
from Geoffrey’s habit of adorning his cap 
with a sprig of broom or planta genista. This 
explanation cannot he traced to any medire- 
va'[ source (cf. Bougibet’s Recueil, xii. oSl 
n.) According to Miss Norgate, ‘ the broom 
in early summer makes the open country of 
Anjou and Maine a blaze of living gold : ’ but 
tradition hardly justifies an association of 
the name with Geoffrey’s lov^e of hunting over 
heath and broom (Mbs. Gbeex, Henry If 
p. 6). Another version ascribes it to his 
' having applied some twrigs of the plant to 
his person by way of penance’ (Vestigia 
Anglicana, i. 266). There is, it should be 
noted, a village of Le Genest close to Laval 
in Maine (cf. Du Cange, s.vv. genesteium^ 
geiieta, Kadi planta). 

Geoffrey transmitted no surname, and 
Henry II, his son, the founder of the ^ Plan- 
tagenet’ dynasty, took from his mother the 
name Henry Eitz Empress, hy which he was 
commonly known when his titles were not 
used. His descendants remained without a 
common family name for three centuries, 
long after surnames had become universal 
outside the blood royal. They were described 
by their Christian name in conjunction either 
with a title or a personal epithet, as John 
‘ Lackland,’ or Ec-miind ^ Crouchback ; ’ or 
with a territorial appellation derived from 
their place of birth or some country or dis- 
trict with which they had connections, as 
John ^ of Ghent,’ Richard ^of Bordeaux,’ 
Edmund ^ of Almaine,’ Thomas of Lan- 
caster.’ If the younger branches had been 
longer-lived, these latter would no doubt 
have passed into surnames, as that ^ of Lan- 
caster’ actually did for three generations 
(Complete Peerage, v. 5). In the early part 
of the fifteenth century the king’s sous were 
often referred to simply as ‘Monsieur John’ 
or ‘ Monsieur Thomas.’ 

Matters stood thus when Richard, duke of 
York, desiring to express the superiority of 
his descent in the blood royal over the Lan- 
castrian line, adopted Plantagenet as a sur- 
name. It makes its first appearance in formal 
records in the rolls of parliament for 1460, 
i when Richard laid claim to the throne, under 
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tlip style of ^ Hidiard Plantaginet, commonly 
called Duke of York.’ He is described in tbe 
^ Concordia/ lyliich recognised Mm as lieir- 
apparent, as ‘the riglit high and myghty 
Prynce Rickard Plantaginet, duke of York’ 
(Ilof. FarL y. 375, 37S). A passage in Gregory 
the ckronicler (p. 1S9) implies that York 
assumed tbe name as early as 1448, when he 
did not yenture to emphasise liis dynastic 
claims more openly (Ramsay, Lancaster and 
York^ ii. 83). The pedigrees giyen by the 
Y'orkist chroniclers, and eyidently those 
which York laid before parliament, are all 
carried back to Geoffrey ‘ Plantagenet ’ and 
the counts of Anjou. None of them applies 
the name Plantagenet to any member of 
the family between Geoffrey and Richard 
(Harby^'g, pp. 16, 258, 260 ; AVoecester, 
ed. Hearne, p. 527 ; Chron. ed. Davies, p. 
101 : Three Fifteenth-Century Chronicles, 
p. 170). The distinction is preserved by the 
Tudor historians and in the dramatis per- 
sonas of Shakespeare’s historical plays. But 
Shakespeare in ^ King John/ and one passage 
of the first part of ^ Henry YI’ (act iii. sc. 
1,1. 172), uses the word as a family name of 
the whole dynasty (cf. Ramsay). The last 
legitimate male bearer of the name was Ed- 
ward Plantagenet, earl ofY^arvuck, grandson 
of Y"ork, executed in 1499. The last ille- 
gitimate bearer of the name is usually sup- 
posed to have been Arthur Plantagenet, vis- 
count Lisle [q. v.], a natural son of Ed- 
ward lY [Complete Peerage, y. 117 ; Fcedera, 
xiv. 452). But an entry (not original) in 
the parish register of East well, Kent, states 
that a ^Richard Plantagenet died here on 
22 Dec. 1550/ and according to a circum- 
stantial story related by Peck in his ‘De- 
siderata Curiosa’ (1732), on the authority of 
Heneage Finch, earl of Nottingham, this 
Richard was an illegitimate son of Richardlll, 
who was bom in 1469, and, after the acces- 
sion of Henry YII, worked as a bricklayer at 
East well until about 1547. The story cannot 
be regarded as established [Gent, Mag. 1767, 
xx-xvii, 408 ; Notes and Queries, 6th ser. yiii. 
103, 102, ix. 12 ; "Walfobd, Tales of Great 
Families, 2nd ser. vol. i. ; YYllia3I Hesel- 
TiiS'E, Last of the Flantagenets), J. T-t. 


The sovereigns of the Angevin dynasty 
appear in this dictionary under their Christian 
names. Other members of the family are 
noticed under the following headings; — 
Arthur, Yiscount Lisle (1480 P-1542), see 
Plaxtagexet, Arthur ; EuMinn), sumamed 
Crouchback, Earl of Lancaster (1245-1296), 
see Lam CASTER ; Ebmumb, Earl of Cornwall 
{d. 1300), see under Richard, Earl of Corn- 


wall (1209-1272) ; Edmfxd of Wood-tork, 
Earl of Kent (1301-1330), see Ebmumii; 
Edmumb de Lana:ley, first duke of York 
(1341-1402), see Lamgley; Edward, ‘1'Le 
Black Prince’ (1330-1376 i, stfe Edwird; 
Edward, second duke of Y"ork (1373 r-14i 5 
see ‘ Pl^p^tagemet/ Edward ; Ebw'ard, 
Earl of Warw'ick (1475-1499 u see Edward ; 
Geoffrey, Archbishop of YYrk ( rf. 1212 o 
Geoffrey; George, Duke of Clarence (1449- 
1478), see Plamtagexet, George : Hexey of 
Cornwall (123.5-1271), see Hexry; Hex'Ey, 
Earl of Lancaster (1281 P-1345), see Hexry; 
Hexry, first Duke ofLancaster) i299P-13f>i ), 
see Hexry ; Humphrey, Duke of Gloucester 
(1391-1447), see Humphrey ; Joiix of Elt- 
ham, Earl of Cornwall (13b3-1336), see 
JoHX: Johx of Gaunt, Duke of Lancaster 
(1-340-1399), see Johx; Johx of Lancaster, 
Duke of Bedford (1389-1435), see Joiix; 
Lioxel of Antwerp, Duke of Clarence 
,(1-338-1363), see Lioxel ; Margaret, Coun- 
tess of Salisbury (1473-1-541), see Pole; 
Richard, Earl of Cornwall (1209-1272), 
see Richard : Richard, Earl of Cambridge 
(d. 1415), see Richard; Richard, Duke of 
York (1412-1460), see Richard; Richard, 
Duke of YMrk (1472-1483), see Richard; 
Thomas, Earl of Lancaster (1278-1322 ). see 
Thomas; Thomas ofBrotherton, Earl of Nor- 
folk (1300-1348), see Thomas; Thomas of 
Woodstock, Duke of Gloucester (1356-1397), 
see Thomas; Thomas, Duke of Clarence 
(1388P-1421), see Thomas. 

PLANTAGENET, ARTHrR,YiscorxT 
Lisle (1480 ^-1542), born about 1480, was a 
natural son of Edward W by one Elizabeth 
Lucie. As an esquire of Henry YIII’s body- 
guard he received a quarterly salary of 
61. 13s. 4<f. from June 1509 (cf. Fing^s Book 
of Payments). He married, in 1511, Eliza- 
beth, widow of Edmund Dudley [q. v.], and 
daughter of Edward Grey, viscount lisle, 
and obtained a grant, on 13 Nov. of that year, 
of lands in Dorset, Sussex, and Lancashire, 
which had come to the crown by the attainder 
of Empson and Dudley in 1510, On 8 Eeb. 
1513 be obtained a protection (from his credi- 
tors) on going to sea with the expedition to 
Brittany. The ship in which he sailed struck 
upon a rock, and he and his companions were 
saved from death almost by miracle. ‘ When 
he was in the extreme danger [and aU hope 
gone] from him/ wrote Admiral Howard to 
the king on 17 April, ‘ he called upon Our Lady 
of Walsingham for help, and offfered unto 
her] a vow that, an it pleased God and her 
to deliver him out of that peril, he would 
never eat flesh nor fish till he had seen her.’ 
Accordingly, although Howard was reluc- 
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before the council there on 10 June 1533, 
and continued to reside there, harassed by 
debt, by disputes among the soldiers under 
him, and by religious controversies among 
the townsmen, until affairs became so un- 
settled that commissioners were sent to 
take over the government, and Lisle was 
summoned home (17 April 1540). Shortly 
after, 19 May, he was sent to the Tower on 
suspicion of being implicated in a plot 
headed by one Gregory Botolph, who had 
been his chaplain, to betray Calais to the 
pope and Cardinal Pole, and a new deputy 
, was appointed on 2 July 1540. It was 
found that Calais had been very carelessly 
kept, but, the king is reported to have said, 
through ignorance rather than illwill. Lisle 


taut, to dispense witli liis services, Ilanta- 
eenet was granted permission to return to 
England to fulfil liis vow. In the summer 
Henry VIII himself crossed the seas, and 
Plantagenet went with him as one of the 
captains of the middle ward. He seems to 
have won his spurs in this campaign, lor in 
November the same year ‘Sir Arthur 
Plantagenet was chosen sherili ot Hamp- 
shire, and in May following ‘ Sir Arthur 
Plantagenet appears in the paymasters 
boohs as captain, with ISii. a day, in the 
vice-admiral’s ship, the Trinity Sovereigne. 

On Id lilay 1519 he and his wife had livery 
of the lands of Edward Grey, viscount 
Lisle, his wife’s brother John and his 

hotfted withoXi^ue!"^ remained a“cios7prisoner until 1642, when, 

both died without 1 . e pf t^^genet in January, his collar of the Garter was 

:XZ:Ld HemwVIIM restored t^ him and early in March the 

Sis v'^t^arole^XAhtXl^^^^^^ tofs | a2mXd v^g^sl toteXa^d to fXmice 

0^ 23^ so continued many years after (loxE). 

•If 

miial of England, and the hoy seems in turn children, who called him tat . 

to have nominated Lisle his vice-admiral, wife oVdS- 

kis office he held till the duke’s death in who married bir Carden , hrancp 

1536 On 22 Oct. 1627 he w-as appomted married, first, John Basset, » Monck 

sent tbe insignia of the order of the Garter duke oi Albemane [q. -J ’ 
trBrancis L In tbe parliament of 1529 he who married Sir Francis Job.on. ^ . 


was one of the triers o . petitions. 

His wife had died after 1523, and in 1528 
he married again. His second wife was 
H6nor Grenville, widow of Sir John Basset, 


lio marriea oir x-paiioto ^ 

Some valuable papers were seized in l^isie s 
house at the time of his arrest. They were 
mainly letters to him and his wife, ran^ 
ing in date between 1633 1540, fro 


H 3 norGTenvaie,widowof Sir John Basset, mg in oaie ueiwe^n 

who died 31 Jan. 1628 {Inq. post mortem, ambassadors, princes, governors _ 

20 Hm! TUI, No. 78). LisleLd his wife ' and Flemish frontier tov^ns, with whom m 
accompanied HenryVIH to the meeting with virtue of his friends 

Francis I at Calais in October 1532; Lady brought mto_ contact, ^ a 

Lisle was one of the five ladies who, with | and agents m England. .^jfg 

Anne Boleyn, danced with the French king , correspondence between ““ “ Ensland. 
and his gentlemen. On the return voyage | during visits of one or the oth 
he was again in danger of shipwreck. On All the papers are now in hy 

24March 1633 Lisle was nominated successor cord Office. Most of them andhound 

to John Bourchier, second baron Berners | oneofthe early record commissio , ^^^ 

[q, v.], as deputy of Calais. Before going to ' into nineteen volumes, and some ^ 
Calaisbeacted as 'chiefpanter’ at the banquet in "Woods ‘Letters of Royal an 
which celebrated tbe coronation of Queen Ladies.’ ^ They throw valuab 
Anne Boleyn. He took the oaths at Calais 1 unique light upon the domestic 
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period, and occasionally upon great kistorical 
events. 

[Calendar of Letters and Papers of Henry 
Till; D 11 gdale’s Baronage; Herbert’s History; ‘ 
Kauleks CurresponcLance do M. de Marillac, 

B. H. B. 

‘PLAKTAGElsTET,’ EDWARD, more 
cori'ecrlv Edw^^bd of Xoewich, second Ddke i 
of Yobk (1373 P-1415), ^vas the eldest child ; 
of Edmund de Langley, earl of Cambridge, , 
and afterwards duke^of York [see Laxoley]. 
Ills father was the fifth son of Edward HI, • 
and his mother %vas Isabella of Castille, se- I 
cond daughter of Pedro the Cruel ^Edward of ; 
Korwich was probably born in 1373 (at Nor- 
wich P), the year after bis parents’ marriage, 
though his age at his father s death, as given 
bv Dugdale from the Escheat Rolls, woidd 
place his birth two or three years later (Doyle ; 
Beltz, p. 310 ; Dugeale, “Baronage, ii. 155 ; 
Chron. du Religieux de St. Denys, ii. 356). 
He was knighted by Richard II at his coro- 
nation (JFmdem,viiH57). ^Betrothed to Bea- 
trice, daughter of Ferdinand, king of Portu- 
gal, bv the treaty of Estremoz (1380), as a 
condition of assistance against Henry of Cas- 
tille, he was taken to Portugal by his father 
in July 1381 , and the marriage was performed 
ahortly after their arrival in Lisbon (ib. vii. 
264 ; Walsingham, i. 313). But Ferdinand 
making peace with Castille, Cambridge re- 
turned to England in 138i^, taking with him 
his son, whom the king, it is said, wished to 
retain ; Ferdinand refused to send his daugh- 
ter with him, and shortly after remarried 
her to the infante John of Castille (ib. il 
83) 

Edward in May 1387 succeeded Sir Richard 
Burley as knight of the Garter. On 25 Feb. 
1390 Richard II created him Earl of Rutland, 
with Oakham and the hereditary sherifidom 
of the county for the support of the title. 
The grant, for which parliamentary confirma- 
tion was obtained, was, however, limited to 
his father’s lifetime. Gloucester’s reversion- 
ary rights in these old Bohun estates were 
ignored in the grant, hut confirmed by the 
lang a few months later, and again in 1394 
(Dugdale, Baronage, ii. 156,170; R^t. Pari. 
iii. 264 ; Associated Architectural Societies* 
R^orts, xiv. 106, 112). A year later (22 
March 1391) Rutland, despite his youth, was 
made admiral of the northern fleet, and in 
the following November sole admiral, an 
office which he retained until May 1398. 
In the spring of 1392 he was associated with 
his uncle, John of Gaunt, in the negotiations 
at Amiens for peace with France (Beltz, 
p, 310; Ki^ightoK, col. 2739). About the 
same time he succeeded (27 Jan, 1392) fhe 
VOL. XLY. 


king’s step-brother, Thomas Hoiiaiid, earl 
of Kent, as constable of the Tower of Lon- 
don. As Richard’s relations wdth Gloucester 
and Arundel grew more and more strained, 
he showed increasing favour to Rutland, 
than whom, says Creton (p. 309), there was 
no man in the world whom he loved better. 
Accompanying the king on his first expedi- 
tion to Ireland in 1394, he was rewarded 
(before 9 March 1396) with the earldom of 
Cork, and acted as Richard’s principal pleni- 
potentiary in the conclusion of his marriage 
with Isabella of France (St. Dexts, ii. 333, 
356, 359 ; ‘Walsixgham, ii. 215). A sug- 
gested marriage between Rutland himself 
and a sister of Isabella came to nothing, as 
Jeanne, the second daughter of Charles YI, 
was already betrothed to the heir of Brittany 
( Wallox, ii. 415 ; Fcedera, vii. 804). He 
figured prominently at the costly meeting 
between the two kings in October 1396 which 
preceded the marriage. 

In the following spring he went abroad 
again on a mission to France and the princes 
of the Rhine. Offices were accumulated on 
him. In 1396 he was made warden of the 
Cinque ports, with the reversion of the gc^ 
vernorship of the Channel Islands; in April 
1397 warden and chief justice of the New 
Forest, and of aU the forests south of Trent ; 
and in June lord of the Isle of Wight, which 
had been in the hands of the crown for a 
century. It can hardly have been a mere co- 
incidence that just before taking his revenge 
upon the lords appellant Richard entrusted 
so many strategical points along the Channel 
to the man who already commanded the 
fleet. When the crisis arrived, Rutland took 
a leading part in the arrest of Gloucester, 
Arundel, and Warwick ; was given Glou- 
cester’s office of constable of England on 
12 July, and headed the eighWho appealed 
the prisoners of treason at Netting lam in 
August, and in the fatal September parlia- 
ment {Annales Ricardi, p. 203 ; Dugdale, 
ii. 156; Rot. Pari iii. 374). In the next 
reign he was accused by the informer Halle 
of having sent his servants to assist in the 
murder of Gloucester (iS. iii. 452). Glou- 
cester’s lands in Holdemess, and with them 
his title of duke of Aumarle or Albemarle, 
were granted (28-29 Sept.) to Rutland; and 
in December 1398 Oakham and the shrievalty 
of Rutland, in which GloucesteFs rever- 
sionary rights had laosed by his attainder, 
were regranted to Aloemarle and his heirs 
male. His share of Arundel’s possessions 
was Cl un in the W elsh march and other estates, 
and of Warwick’s the Hertfordshire manor of 
Flamsteed. In the next reign it was even 
asserted that Richard had contemplated abdi- 
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eating in his favour {Annales Micardi^ p. 304). 
Hichard constituted him in February 1398 
warden of the west marches towards Scot- 
land, and he officiated as constable at the 
abortive duel between Hereford and Norfolk 
at Coventry. 

It is not impossible that, as he afterwards 
averred, Albemarle was somewhat alarmed 
at Richard’s arbitrary treatment of Hereford, 
and Norfolk’s prophecy that he would meet 
with a similar fate, even if it be not true that 
he and his father indignantly retired to 
Langley when Hereford vras excluded from 
his inheritance {ih. iii. 382, 449 ; Traison et 
Mortj p. 160 n.) It is not absolutely ne- 
cessary to suppose, however, that he had 
already been tampered with by Henry (cf. 
Archisoloffia, xx. 24). The acts of treason 
during Richard’s last fatal expedition to Ire- 
land w'ith which he is charged by its French 
chronicler, Creton, need not bear that con- 
struction except in the mind of a writer 
violently pre-iudiced by Albemarle’s subse- 
cuent desertion of Richard’s cause. His 
celay in arriving with the last contingent of 
the fleet may easily have drawn reproaches 
from the hot-tempered king, without being 
due to other than unavoidable causes. Again 
he was giving the most obvious advice under 
the circumstances, in persuading Richard not 
to throw himself with a mere handful of men 
into North Wales, immediately on hearing of 
Hereford’s landing, hut to return to Water- 
ford, where he had left his fleet, and to take 
over his whole army (ib. xx. 309, 312). 
Creton is, moreover, inconsistent in admit- 
ting that Richard, after landing in Soutk 
Whales, deserted his army, and in yet blaming 
Albemarle for subsequently dispersing it. In 
this version of the story Albemarle makes his 
way to Henry of Lancaster, through the heart 
of hostile Wales. But the English version 
that Richard left his steward, Sir Thomas 
Percy, to disband bis army, and took Albe- 
marle wdth him to Conway, seems more pro- 
bable, though it contradicts the statement of 
an eye-witness {Annales Hioardiy'p^. 248,250). 

Almost Henry’s first act as lang was to 
deprive Albemarle of the constableship, and 
the feeling in his first parliament against Albe- 
marle as the supposed murderer of Grloucester 
was most intense; twenty gages were thrown 
down to him at once, and he had to thank 
the king for the mildness of his punishment. 
He was deprived of the dignity of duke and 
ail the lands bestowed upon him in the last 
two years of the late reign {Itot Pari. iii. 
452). But in December he was again sitting 
in the privy council, and on 20 Feb. follow- 
ing Henry actually renewed Richard’s grant 
(^1398) of Oakham and the shrievalty of Rut- 


land to him and his heirs male, although 
the reversal of Gloucester’s attainder hud 
revived the rights of his heirs to the re- 
version (Assoc. Archit. Soc. Reports^ xir. 
109). This latter fact in itself throws the 
gravest doubt on the story of his complicity 
in the conspiracy of Christmas 1399, at least 
in the form to which Shakespeare has given 
such wide currency. The dramatic episode 
of York’s accidental discovery of his son’s 
treason, and the hasty ride to Windsor, by 
which Albemarle anticipated his father in 
disclosing the plot to the king, was taken by 
the Tudor historians from the contemporary 
hut untrustworthy and prejudiced^ Chronique 
de la Traison et Mort du Roy Ri chart’ 
(p. 233). There is no mention at all of Albe- 
marle’s complicity in any English authority 
written near the time, and that in some later 
fifteenth-century chronicles may be derived 
from the French sonree {Chronicle^ ed. Davies, 
g. 20 ; Fabyan, p. 508 ; Lela-U-d, Collectanea, 
ii. 484). It is possible that he received the 
confidence of the conspirators in order to 
betray them, which seems Cretoii’s view; 
this and his presiding over the executions at 
Oxford would explain the bitter animus of 
the French authorities against him (Ramsay, 
i. 21). Richard’s brother-in-law, Waleran, 
comte de St. Pol, had Albemarle’s effigy in 
bis coat-armour hung feet uppermost from a 
gibbet near the gate of Calais (Mo^tstbelet, 
i. 68, ed. Douet d’Arcq). The strong terms 
in which the parliament of January 1401, in 
restoring him to the good name and estate 
impaired by the judgment of 1399, asserted 
his loyalty, coupling him with Somerset, in 
whose case there is no doubt, exclude the 
hypothesis of a serious complicity in the plot 
(Rot. RarL iii. 460). Henry gave him a 
further proof of his restored confidence by 
appointing bim on 28 Aug. 1401 to the im- 
portant post of lieutenant of Aquitaine {Ord. 
Privy Council, i. 187). Some months later 
he was made governor of North Wales. 

He was in Aquitaine when, on his father’s 
death in August 1402, he became Duke of 
York. He soon returned, and on 29 Nov. 
1403 received the onerous position of lieute- 
nant of South Wales for three years ( Wylie, 
i. 244, 378). His Welsh command was an un- 
grateful one. He was kept so ill-provided with 
funds that he could not pay the garrisons, 
although he disposed of his plate for the pur- 
pose. In order to quiet his mutinous sole iers 
.le was forced to beg a loan from the abbot of 
Glastonbury, and promised topledge bisYork- 
shire estates, while the government still owed 
him large sums for his services in Aquitaine 
i. 456). His discontent proved too strong 
for his loyalty, for there seems little doubt 
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tliat lie "vras engaged in the abortive attempt 
of his sistei-j Lady le Despenser, to carry off 
their young kinsmen, the Mortimers, from 
Windsor in February 1405 [see Mortimee, 
Eb^iuxd de, 1301-14:?-" ), Lady le Despenser 
was not a woman of the highest character, 
and the plot for Henry's assassination at the 
previous Christmas, of which she accused 
York, may be open to doubt, but he confessed 
some of the charges brought against him 
{Aniiales Henrici IV, p. 398; Foadem, viii. 
386). He was arrested and sent to Pevensey 
Castle for safe keeping, while his estates were 
seized into the hands of the crown. After 
he had been seventeen weeks in prison he 
yainly petitioned for release on account of 
his ‘ disease and heaviness ; ’ it was presently ' 
rumoured that he was dead, hut on 7 Oct. 
the king ordered him to be brought to him 
(at Kenilworth?), and on 26 Xov. he was 
present at Lambeth at the marriage of the 
Earl of Arundel (ib. viii. 387 ; WAlie, ii. 
48). His sequestrated estates were restored 
to him, and on 22 Dec. he was again made a 
privy councillor. 

In November 1406 York once more became 
constable of the Tower, and subscribed the 
agreement under which x4.berystwith Castle 
was surrendered just a year later, shortly 
after the Prince of Wales had earnestly 
vindicated the duke’s loyalty in parliament 
{Rot, Pari. iii. 611; Fmdera, viii. 497). 
In 1409 he received orders to remain on 
his estates in the Welsh marches and re- 
‘aress the rebels {ib. viii. 5S8). Three years 
‘..ater Henry granted him Oakham for life, 
and he serv’ed under the Duke of Clarence 
in his expedition to France ; he remained in 
Aquitaine after the death of Henry IV, push- 
ing his claims as a son of Isabella of Castille 
to the disputed throne of Arragon (rtJLMSA.T, 
i. 167 )- On his return Henry Y, in the second 
year of his reign, appointed him justice of 
South Wales and warden of the east marches 
towards Scotland, and had the parliamentary 
declaration in his favour of 1401 renewed 
{Rot. Pari. iv. 17) ; hut it was finally decided 
that his rights in the Rutland estates had 
lapsed at his father’s death. In 1415 he 
accompanied Henry to France, and com- 
manded the right wing at Agincourt, where 
he was one of the few of the victors who 
perished, ^ smouldered to death,’ if we may 
accept Leland’s authority {Itinerary, i. 4-5), 
by much heat and thronging (^Gesta Hen^ 
Tici F, pp. 47, 50, 58 ; Le Fevbe, pp. 59-60). 
His body was taken back to England, and 
interred in the choir of Fotheringhay church, 
under a flat marble slab, with his image in 
brass. On Henry’s return there was a jpublic 
funeral in London on 1 Dec. to York and 


the rest of the fallen. At the di>s‘3]3itinii of 
the monasteries the Duke of North iim Leri and 
^ pulled dowm the choir and exposed the body 
“ of York ; Elizabeth ordered its reinternieiit 
and the erection of the present monument. 

In his will, made during the sieixe of 
_ Harfleur in August 141t5, York describeHiim- 
■ self as ^ de tons pecheurs le plus mechant et 
coupable,’ directs that in all masses and inay- 
ers to be made for him there should be included 
Richard II and Henry IV, and devises a 
legacy of 207 to Thomas Pleistede, in memory 
of the kindness he had sho'wm him when 
confined at Pevensey (Nichols, Royal Wills, 
p. 217 ; Ditgdale, ii. 157). 

York married Philippa, second daughter 
and coheiress of John, lord Mohnn of I) mi- 
ster, Somerset, who had already been twice 
married, first to TVYlter, lord Fitzwalter (d, 
1386), and, secondly, to Sir John Golafre of 
Langley, Oxon. (d. 1396). Her claims on 
the Dunster estates had drawn York into 
litigation under Henry IV {Arckceologiml 
Journal, 'SJL’K'vii. 164). She survived her third 
husband, by whom she had no issue ; hut her 
remarriage with Sir Weaker (or Robert) 
Fitzwalter, which has passed from Dugdale 
into so many accounts, is a confusion with 
her first marriage. She died in 1431, and 
was buried in W^estminster Abbey ( Complete 
Peerage, iii. 370, v. 322; Wylie, ii. 48). 
York was succeeded in the title and his great 
estates by his nephew, Richard, duke of 
York (1412-1460) "q. v.], son of his younger 
brother Richard, earl of Cambridge. Though 
Henry IV was the nominal founder of the 
College of the Blessed Virgin Mary and All 
Saints in Fotheringhay church, Yorkprovided 
the endowment, and is designated co-founder 
in the charter granted by Henry on 18 Dec. 
1411 (Dugdale, Monasticon, vi. 1411). It was 
founded for a master, twelve chaplains, eight 
clerks, and thirteen choristers. In considera- 
tion of the heavy expense it had entailed upon 
York, Henry V, before starting for France, 
empowered him to enfeoff Henry Beaufort, 
bishop of Winchester, and others, with a large 
part of his estates as security for a loan {ib. p. 
1413). But the reconstruction of the church 
does not seem to have been begun until 1434. 

[Rotnli Parliament orum : Proceedin^^ and 
Ordinances of the Privy Council (ed. Nicolas); 
Rymer’s Fcedera, original edit. ; Annales Bi- 
cardi II et Henrici IV (with Trokelowe), Wal- 
singhara’s Historia Anglicana, and the Enloginin 
Historiarum (all in Rolls Ser.); Adam of Usk, 
ed. Maunde Thompson ; Ghron. of the Monk of 
Evesham, ed. Hearne ; Chronique de la Traison 
et Mort du Roy Bichart II, ed. Williams, for 
English Historical Soc, ; Creton’s Chron. in 
verse, ed. Bev. J* Webb, in Axchseologia, vuL 
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XX. ; G-esta Henrici V (English Historical Soc.) ; 
English Chron. 1377-1461, ed. Davies (Camden 
Soc.) ; Eahj’an’s Chron. ed. Ellis ; Chroniqne du 
Ktiligienx de St. Denys, ed. Bellaguet; Le F^vre 
de St. Kemy and Monstrelet (Soc. de I’Histoire 
de France) ; Eeports and Papers of the Associated 
Architectural and Archaeological Societies of 
Sheffield. Leicestershire, &c. ; Wallon’s Bich- 
ard II ; Wylie's Henry IV ; Eamsay’s Lancaster 
and York; Dngdale’s Monasticon Anglicanum 
(ed. 1817) and Baronage ; G. E. C[okaynel’s 
Complete Peerage ; Beitz’s Memorials of the 
Order of the Garter.] J. T-t. 

PLAMTAGEMET, GEOBGE, Duke ok 
CLA.EENCE (1449-1478), was the sixth son, 
the third surviving infancy, of Hichard, duke 
of York (1412-1460) [q. v.],hy Cecily Neville, 
daughter of Ralph, first earl of Westmorland 
[q. V.] He was born at Dublin during his 
father’s residence in Ireland as lord lieutenant 
on 21 Oct. 1449 and baptised in the church of 
St. Saviour’s (Woecestee, p. 527 ; Complete 
J^eerage^ ii. 271 ; cf. Chron. of White Rose, 
p. 6). After his father’s death, in December 
1460, he and his younger brother Richard 
were sent for safety to Utrecht, whence he 
was brought hack on his brother Edward’s 
accession, in March 1461, and created (in 
June?) Duke of Clarence, a title emphasising 
the hereditary claims of the House of York, 
with a grant of many forfeited Percy manors 
and (September 14fe) the honour of Rich- 
mond for its support. About the same time 
he was made knight of the Bath and of the 
Garter, and in February 1462 lord lieutenant 
of Ireland. 

The commissioners appointed in March 
1460 to conclude a marriage between his 
sister Margaret and Charles, count of Charo- 
lais, heir to the duchy of Burgundy, were also 
empowered to arrange a match for Clarence 
with the count’s only child Mary {Fmlera, 
xi. 565). But the chief commissioner, War- 
wick * the Kingmaker,’ finding Edward IV 
bent on throwing off his control, had other 
i^lans for the disposal of the younger brother’s 
uand. Clarence, stiH heir-presumptive and 
involved in a quarrel of his own with the 
queen’s kinsmen, readily lent himself to 
Warwick’s intrigues, which included the 
duke’s marriage to the elder of Warwick’s 
two daughters who would inherit his vast 
domains. But this could only be managed 
by a papal dispensation, for Clarence’s mother 
was both great-aunt and godmother to Isa- 
bella Neville, and Edward put every possible 
obstacle in the way of its being granted. 
Warwick, however, succeeded in throwing 
dust in the king’s eyes, secretly obtained 
the dispensation from Paul II (14 March 
1^ according to Dugdaxb, ii. 16S), and 


in July 1469 suddenly summoned Clarence 
to Calais, where the ceremony was performed 
on the 11th hy Warwick’s brother, Arch- 
bishop Neville, in the church of Notre Dame. 
Clarence at once joined his father-in-law and 
the archbishop in issuing a manifesto to the 
En j^lish announcing their speedy coming, and 
calling upon all true subjects to assist them 
in an armed demonstration, nominally to call 
the king’s attention to necessary refoims [see 
Neville, Richaed, Eael oe WaewickJ 
The battle of Edgecot made Edward their 
prisoner, and, though public opinion com- 
pelled them to release him, they were strong 
enough to extract an amnesty from him, 
under cover of which they seem" to have con- 
tinued their intrigues. They proceeded with 
such secrecy that, in spite of the Ho doo’ 
made by bills set up by them in London in 
February 1470, Edward did not apparently 
in the least suspect that they had any hand 
in stirring up the Lancastrian rebellion in 
Lincolnshire (cf., however, Omak, p. 198). 
He put off his departure to suppress it for 
several days in order that he might meet 
Clarence, who, with extreme duplicity, accom- 
panied him to St. Paul’s to offer prayers for 
ais success. Clarence remained behind, hut a 
most dutiful letter from him reached the king 
at Royston in Cambridgeshire on 8 March, 
offering to bring Warwick to his assistance. 
Edward was so thoroughly deceived that he 
authorised the two plotters to raise troops an 
his behalf, little knowing that, before joining 
his father-in-law at Warwick, Clarence had 
had asecret interview with Lord W' elles, one of 
the conspirators (Ramsay, ii. 349). Edward's 
suspicions were roused by the presence among 
the rebels at the battle of Empingham of 
.men wearing Clarence’s livery, and the raising 
of the war cries of ‘ a Clarence ! ’ ‘ aWarvdck 1 ’ 
He at once sent off an order commanding 
them to disband their forces and join him 
with an ordinary escort. Finding the game 
np, and perhaps foreseeing Sir Robert Welles’s 
confession that Warwick was planning to 
make Clarence king, they turned north-west- 
ward. F olio wed by the king, who on 23 March 
deprived Clarence of the lord- lieutenancy of 
Ireland, they reached Manchester, whence 
they doubled south, and made their way 
along the Welsh border. Finally they took 
ship at Dartmouth for Calais. But Warwick’s 
lieutenant there refused them admittance, 
and after riding at anchor for some days, 
during which the Duchess of Clarence, who 
was on board, gave birth to a son, th^ sailed 
to Harfleur, and were afterwards enuslvely 
received by the French king. 

In September 1470 Clarence returned to 
England with Warwick, and Edward IV 
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fled the country. The Lancastrian restora- 
tion, thereupon carried out with cjuiical in- 
difierence to consistency by Warwick, could 
not be exp,.'cted to enlist the enthusiastic 
support of Clarence. The remote prospect 
of his succession to the throne if the issue 
of Henry VI should fail, and even the more 
tangible sop by which the whole inheritance 
of his father was settled on him, was poor 
compensation for the uncomfortable dis- 
covery that he had been a mere pawn in the 
hands of Warwick’s ambition. The pro- 
posal for him to share with Warwick the 
joint lieutenancy of the realm in behalf of 
Henry VI did not soothe his wounded vanity, 
though he dared not give open expression to 
his resentment (Polydoke Vebgil, p. 134 ; 
cf. Arnvall, P* 'll)* course of the 

winter (1470-1), if not before, during his stay 
in France, his mother and sisters secretly re- 
conciled him with his exiled brother, and ob- 
tained his promise to join Edward as soon as 
he should land {ih.) VTienthat happened in 
the spring of 1471, Clarence took care to 
wait until Edward was blockading Warwick 
in Coventry and he could bring over a force 
that would give weight to his accession. 
After, it is said, preventing Warwick from 
fighting by urging him to wait his arrival, 
he ordered the four thousand men he had 
levied for Henry VI to mount the white rose 
of York and marched them to Edward’s camp 
at W^'arwick, where the two brothers had 

* right kind and loving language’ between 
their armies, and swore ‘ perfect accord for 
ever hereafter’ ; Wabewoeth, p. 15). 
They fought together at Barnet and atTewkes- 
bury, where Polydore Vergil (p. 152) repre- 
sents Clarence as joining G..oucester and 
Hastings in murdering his brother-in-law, 
the unfortunate Prince Edward, in cold blood 
after the battle. The only support the story 
finds, however, in the strictly contemporary 
writers is Warkworth’s statement that he 

* cried for succour ’ to Clarence. 

The crime, if crime it was, brought its own 
punishment in the resolute determination of 
Gloucester to marry the widowed Anne Ne- 
ville and share her mother’s inheritance with 
Clarence. The two brothers quarrelled bit- 
terly, and their strife threatened the peace of 
the kingdom for several years. Clarence did 
not hesitate to carry off bis young sister-in- 
law, over whom he perhaps claimed rights 
of wardship, and place her in hiding dis- 
guised as akitchenmaidj hut Gloucester dis- 
covered her in London, and put her in sanc- 
tuary at St, Martin’s. The two dukes argued 
their case in person before the king in 
council with a skill and pertinacity which 
ftistonished even law'yers {CroyL Cmt. p. 557), 


In February 1472 Clarence was reported to 
be now willing to let his brother have the 
lady, hut resolved to ‘ parte no lyi'elod ’ 
ton Letters^ iii. 38). Not even his creation, 
jure lUToriSf as Earl of Warwick and Salis- 
hury (2o March 1472), nor the post of great 
chamberlain (20 May), sufficed to remove 
his^ opposition to the'partition. The act of 

1473 resuming crown grants, while protect- 
ing Gloucester, gave Clarence further cause 
of discontent by pointedly omitting to make 
an exception in bis favour, and thus de- 
priving him of Tutbury and other castles. 
Towards the end of the year Clarence was 
reported to be ^making himself big in that 
he can,’ and the situation was so strained 
that most of those at court sent for their 
armour (id. iii. 98). But Edw'ard seems to 
have been at last roused to decisive inter- 
ference, and in the parliamentary session of 

1474 a partition of the estates, which the late 
Earl of W arwick had acquired by bis mar- 

, riage with Anne Beauchamp, between her two 
daughters and their husbands was ordered ; 
her own rights were thrust aside (Mot. Pari, 
vi. 100). The bulk of Warwick’s Neville 
estates went to Gloucester, but Clarence re- 
ceived Clavering in Essex and some London 
I property (ib. pp. 124-5). Edward also be- 
‘ stowed upon him the forfeited lands of the 
Courtenays in the south-west. 

Harmony was for a time restored, and Cla- 
rence accompanied his brothers in the French 
expedition of 1475; but it did not last long. 
Clarence doubtless discovered that his past 
offences, though forgiven, could not be en- 
tirely forgotten, and that he was less trusted 
by the king than Gloucester or the queen's 
kinsmen. He sulked and held aloof from 
court. Mischief-makers carried what each 
of them said to the other ( Croi/l. Cont. p. 561). 
Circumstances soon gave a dangerous turn 
to his discontent. His wife died on 21 Dec. 
1476, and the death of Charles the Bold a fort- 
night later made IMary of Burgundy, whose 
hand had once been sought for Clarence, 
mistress of aU Charles’s dominions. Clarence 
at once offered himself as a suitor, and enjoyed 
the support of her stepmother, Margaret, 
whose favourite brother he was. But, on 
political as well as personal grounds, Edward 
placed his veto on the match, as it would 
nave involved him in difficulties with France, 
and the queen and her family are said to have 
pushed the claims of Earl Rivers. 

Clarence revenged himself in most high- 
hanfled fashion. He had one of his Lte 
wife’s attendants, Ankarette, widow of Roger 
Twynyho of Cayford, Somerset, through 
whom he no doubt wished to strike at the 
queen, arrested, without the formality of a 
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warrant, on a charge of having cau^jed her 
mistress’s death by ‘ a venymous drynhe^ of 
ale myxt with poyson.’ She was hurried 
off to Warwick, her native county, and 
summarily tried, condemned, and executed 
by the justices in petty sessions, apparently 
in the presence of Clarence. A writ of cer- 
tiorari was issued too late to save the unfor- 
tunate victim of this judicial murder. Nor 
was she the only one. John Thuresby suf- 
fered on a charge of poisoning Clarence’s 
infant son Richard (d, 1 Jan. 1477), though 
Sir Roger Tocotes obtained an acquittal 
{Rot. RarL vi. 173-4; Deputy-Keeper PubL 
Records j 3rd Rep. ii. 214), The court party 
turned Clarence’s weapon against himself by 
extracting from J ohn Stacy, a reputed wizard, 
under torture, a denunciation of Thomas 
Burdet of Arrow in AVarwickshire, one of 
Clarence’s confidants. A special commission 
met (19 May) at Westminster, before which 
Burdet was vaguely charged with having 
compassed the death of the king in AprR 
1474; with instigating Stacy and another 
necromancer to calculate the nativities of 
the king and Prince of Wales; with pre- 
dicting the king’s speedy death on the eve 
of his departure for France in 1476 ; and with 
circulating just before the trial seditious and 
treasonable rhymes against the king. Sir 
James Ramsay suggests that this last may 
have been the well-known prophecy that the 
king should be succeeded by one the first 
letter of whose name should be G. Despite 
their plea of not guilty, Burdet and Stacy 
were condemned, and hanged at Tyburn on 
20 May. Next day Clarence brought the 
Franciscan Dr, William Goddard before the 
privy council to testify to their dying pro- 
testations of innocence — an unfortunate 
choice, for Goddard had preached the re- 
storation sermon of Heniy VI in 1470. Cla- 
rence’s enemies no doubt took care to connect 
this with the evidence which had been laid 
before Edward to prove that his brother wras 
once again conspiring to make himself king. 
Summoning Cl^ence to meet him in the 
presence of the mayor and aldermen, he 
committed him to the Tower. We may 
suppose that Edward’s distrust had been 
heightened by the recent Scottish proposal 
for a double marriage — one between the am- 
bitious Albany, brother of James III, and 
the other between Clarence and tbeir sister 
Margaret. Contemporary chroniclers, both 
in this country and abroad, traced Clarence’s 
death to his intrigues with Burgundy (Ram- 
say, ii. 422). 

But they were graver offences of which 
R1 ward personally accused his brother in 
the parliament of January 1478. Ungrate- 


ful for the oblivion extended to his former 
treason, he had slandered him to his sub- 
jects as having had Burdet unjustly put 
to death, and as working by necromancy to 
poison any who stood in his way; had spread 
rumours that he was a bastard, and no right- 
ful king ; had secretly received oaths of al- 
legiance from a number of the king’s subjects 
to himself and his heirs, exhibiting an exem- 
plification, under tbe seal of Henry YJj of 
the act of 1470, securing to him the rever- 
sion of the crown on the failure of Henry’s 
issue ; and, lastly, had made actual prepara- 
tions for a new rebellion, and for secretly 
sending his son to Ireland or Flanders, sub- 
stituting another child to personate him at 
Warwick Castle. Edward concluded by de- 
claring his brother incorrigible, and that he 
could not answer for the peace of the realm 
if such ‘ loathly offences ’ were pardoned. 
The scene is described by the Croyland chro- 
nicler (p. 562) as a most painful one, no one 
but Clarence himself venturing to reply to 
the king, and the few witnesses behaving 
more like prosecutors than witnesses. What 
proofs were adduced does not appear. The 
disturbed state of certain districts in the early 
months of this year seems to have lent the 
charges some colour and the repeal in the 
same sevssion of the succession act in Cla- 
rence’s favour (1470) wms doubtless due to 
a suspicion that he was ready to take advan- 
tage of its terms (Ramsay, ii. 424 ; Rot. RarL 
vi. 191). The imprisonment, shortly before 
6 March 1478, of Bishop Robert Stillington 
[q.v.j of Batb, who, under Richard, claimed 
to have married Edward to an English lady 
previous to his alUancewith Elizabeth AVyde- 
ville, possibly suggests that Clarence had 
already spread this story abroad {Excerpta 
Historical p. 354; Oommimes, ii. 157). Dis- 
regarding the duke’s vigorous denials, which 
he offered to support by personal combat, 
both houses passec. the hill of attainder, and 
a court of chivalry, presided over by the Duke 
of Buckingham, passed sentence of death 
(8 Feb.; Rot. RarL vi. 195). Edward’s own 
reluctance, or the remonstrances of some of 
those about him, delayed its execution for 
more than a week. Sir Thomas More reports 
that Gloucester opposed his brother’s death, 
though, ^ as men deemed, somewhat more 
faintly than he that were heartily minded to 
his wealth.’ This surmise, described by More 
himself as devoid of certainty, is the only 
positive foundation for Shakespeare’s ascrip- 
tion of Clarence’s death to Gloucester. Ri- 
chard, it is true, benefited considerably by his 
brother’s fall, and the religious foundations 
he made immediately after have been inter- 
preted as possible marks of remorse (Gaieb- 
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KER, llichard III, p. 45). But Cokayne 
assumes too much when he says that Clarence 
was condemned chiefly through the influence 
of Grloucester {Complete Feerage^ ii. 272). 

A petition by the commons for justice on 
the duke gave the king the appearance at 
least of yielding to outside pressure in order- 
ing the carrying out of t]ae sentence. He 
waived a public execution, either from per- 
sonal scruples and motives of prudence, or 
at the instance of their mother, the widowed 
Duchess of York (CoMiiiiTES, ii. 147, ed. 
Lenglet). It was therefore carried out 
secretly within the Tower on 17 or 18 Feb. 
1478. The well-informed Croyland chronicler, 
a member of Edward’s council, does not men- 
tion the manner of his death, implying that 
various rumours were abroad. But three 
contemporaries, writing somewhat later — 
two of them English and one French — agree 
that he was drowned in a butt of malmsey 
wine, the much-prized vintage of Malvasia 
in the east of the Morea (‘ London Chronicle,’ 
in il/iS’. Cott, Vitellms^ A. xvi. fol. 136; 
FAByA>?',p. 666; OoMMix-ES,i. 69, ii. 147, ed. 
Dupont ; cf. Besch, England under the 
Tudors^ Engl. transL i. 406). It may have 
been only a London rumour. Lingard (iv. 
211) dismisses it rather too contemptuously 
as a ^ silly report.’ Mr. Gairdner suggests that 
the choice of this mode of death may have 
been accidental. Shakespeare represents the 
murderer as flnding the butt of malmsey 
conveniently at hand to complete his work 
{Eickard ill, p. 40). Clarence was buried 
in Tewkesbury Abbey with his wife. 

The king, though now rid of the last of 
the ‘ idols to whom the people had been ac- 
customed to look for revolution,’ did not 
escape the pangs of remorse for this fratri- 
cidal execution ; wdien besought to use his 
prerogative on behalf of malefactors, he would 
exclaim bitterly, ‘ 0 unfortunate brother, for 
whose life not one creature would make in- 
tercession!’ {CroyL Cont. p. 562; Grafton’, 
]X 468). Yet we have no suiflcient grounds 
j’or holding Clarence guiltless of the ingrati- 
tude and treason alleged against him. His 
previous record of weakness and treachery 
discourages the more charitable view. In 
person he shared some of the physical ad- 
vantages of Edward, but he lacked the con- 
spicuous ability of his two brothers. 

By Isabella Neville, Clarence had four 
children, of whom two only survived infancy: 
Margaret Plantagenet (afterwards Countess 
of Salisbury, and wife of Sir Richard Pole, 
bom 14 Aug. 1473) [see Pole, Margaret]; 
and Edward Plantagenet [see Edward, Earl 
OF Warwick], born 25 Feb. 1475. The son, ' 
unnamed, horn at sea in the spring of 1470, 


and Richard Plantagenet, bom in December 
1476, both died quite young. 

[Rotuli Parliamentorum ; Rymer’s Fcsdera, 
orig edit. ; Proceedings and Ordinances of th© 
Privy Council, ed. Nicolas; William Wo^c^ste^, 
at end of Stevenson’s Wars in France, in Rolls 
Ser. and ed. Heame; Warkworth’s Chronicle, Ar- 
rival! of Edward IT, and Polydore Vergil (Cam- 
den Soc.) ; Chronicles of the White Rose, 1845 ; 
Bentley’s Excerpta Historica, 1831 ; Grafton 
(embodying More) with Hardyng, and Fabyan, 
ed. Ellis, 1811-12; Croyland Continuator, ed. 
Fulinan, 1684; Commines, ed, Lenglet du Fres- 
noy, 1747, and Mdlle. Dupont, 1S40; Dugdale’g 
• Bnronjifi-e; Complete Peerage, hyG.E.C[okayne]; 
Ramsay’s Lancaster and York.] J. T-t. 

PLAT or PLATT, Sir HUGH (1552- 
1611 ?), writer on agriculture and inventor, 
baptised at St. James’s, Garlickhythe, on 
3 May 1552, was third son of Richard Plat 
or Platt, a London brewer, who, owning 
j property in St. Pancras, London, bequeathed 
I much of it to the foundation and endowment 
of a free school and six almshouses at Alden- 
ham, Hertfordshire, and was buried at St. 
James’s, Garlickhythe, on 28 Nov. 1600 
(Cletterbeck, Hertfordshire,!. 86; Stow, 
London, ed. Strype, iii. p. 11). Hugh’s 
mother, Alice, was daughter of John Birtles, 
of Birtles, Cheshire. Plat matriculated as a 
pensioner of St. John’s College, Cambridge, 
on 12 Nov. 1568, and graduated B.A. in 
1571-2. Soon afterwards he became a mem- 
ber of Lincoln’s Inn. Amply provided for by 
his father, he devoted his early years to liter- 
ary studies. In 1572 he made his first ap- 
pearance in print as the author of ‘ TheFloures 
of Philosophie, with Pleasures of Poetrie an- 
nexed to them, as wel plesant to he read as 
profitable to be folowed of al men/ London, 
12mo, 1572 ; dedicated to Anne Dudley, 
countess of W arwick. ^ The Floures of Philo- 
' Sophie ’ comprises 883 short sentences from 
Seneca; ‘The Pleasures of Poetry ’ is a collec- 
tion of miscellaneous poems of a pedestrian 
order. The only known copy is imperfect 
{Censura Liter aria, iii. 1-7). tlhis work was 
I followed by a similar undertaking, entitled 
' ‘ Hvgonis Platti armig. Manuals sententias 
aliquot Diuinas et Moralescomplectenspartim 
e Sacris Patribus, partim e Petrarcha philo- 
sopho et Poeta celebeirimo decerptas/ Lon- 
don, IGmo, 1584; new edit. 1594 (Brit. Mus.) 

But Plat soon developed active interest 
in natural science, mechanical inventions, 
domestic economy, and especially in apicul- 
ture. To the last subject he devoted most 
of his later life. He corresj>oiic!ed with all 
lovers of gardening and agriculture in the 
country,and his investigations into the effects 
of various manures, especially salt and marl, 
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proved of genuine vslue. He resided in 
1594 and later years at Bisliop’sHall,Betlinal 
Green, subsequently removing to the neigh- 
bouring E^irhy Castle. Both at Bethnal 
Green and in St. Martins Lane he main- 
tained gardens, where he conducted horticul- 
tural and agiicultural experiments, and, in 
pursuit of his researches, he often visited 
yir Thomas Xleneage's estate at Copt Hall, 
Essex, and other gi-eat landowners' properties. 

In 1592 Plat exhibited to some privy coun- 
cillors and the chief citizens of London a 
series of mechanical inventions, and next year 
printed, as a broad-sheet, some account of 
them in ^ A. brief Apologie of certen new 
Inventions completed by H. Plat ’ (licensed 
to Richard Field in 1592). A unique copy 
belongs to the Society of Antiquaries. But 
he gave no adecLuate description of his varied 
endeavours till 1594, when there appeared 
•The Jewell House of Art and Nature, con- 
teining divers rare and profitable Inventions, 
together'with sundry new Experiments inthe 
Art of Husbandry, Distillation and Mould- 
ing. By Hugh Platte of Lincohies Iim, Gent.,’ 
London, 4to, 1594 j dedicated to Robert, earl 
of Essex. The volume consists of five tracts 
with separate title-pages, viz. : (1) ‘ Divers 
new Experiments ; ’ (2) ^ Diverse new Sorts of 
Soylenot yet brought into any PubliqueUse 
(3) ^ Chimical Conclusions concerning the Art 
of Distillation ; ' (4) ' Of Moulding, Casting 
Metals;’ (5) ‘An offer of certain New Inven- 
tions which the Author proposes to Disclose 
u pon reasonable Considerations.’ The second 
these tracts, which was also issued sepa- 
rately, contains important notes by Plat on 
manures, and the last tract deals with miscel- 
laneous topics, like the brewing of beers with- 
out hops, the preservation of food in hot 
weather and at sea, mnemonics, and fishing. 
Another edition ofthe whole appeared in 1613, 
and a revised edition, dedicated to Bulstrode 
Whitelocke, was prepared in 1653 by ‘ D. B.’^ 
(i.e. Arnold de Boate [q. v,]), who added ‘A 
Discourse on Minerals, Stones, Gums, and i 
Rosins.’ In 1595 Plat ^ave further hints of 
the results of his practical study of science 
in ‘A Discoverie of certain English Wantes 
which are royally supplied in this Treatise, 
By H. Plat, of Lincolnes Inne, Esquire,’ 
London, 4to, 1595 (Brit. Mus. ; reprinted in 
‘ Ilarleian Miscellany,’ vol. ix.) In the same 
year he issued ^ Sundrie New and Artificial! 
Ifemedies against Famine. W ritten by H. P., 
Esq., upon thoccasion of this present Dearth,’ 
liOiidon, 4to; new edit. 1593; and his * New- 
founde Art of Setting of Come’ appeared 
aWiit the same time without date. Other 
editions followed in 1600 and 1601. 

Not the least popular of Plat’s books was 


his curious collection of recipes for preserv- 
ing fruits, distilling, cooking, housewifery, 
cosmetics, and the dyeing of hair. Much of 
the information Plat had already divulged 
in his ‘ Jewell-house.’ The title of the com- 
pleter venture ran : ‘ Delights for Ladies 
to adorn e‘ their Persons, Tables, Closets, 
and Distillatories ; with Bewties, Banquets, 
Perfumes, and Waters,’ London (by Peter 
Short), 12mo, 1602 ; other editions, 1609, 
1611, 1617, 1632, 1636, 1640, and 1656. 
Prefixed are some verses by Plat addressed 
‘to all true loners of art and knowledge,’ 
in which he describes the various topics 
which had already occupied his pen. The 
first part of the volume reappeared as ‘A 
Closet for Ladies and Gentlemen, on the 
art of Preseruing, Conserving, and Candying. 
With the manner how to make diverse 
kinds of Syrupes : and all kinde of Ban- 
quetting Stulffes,’ London, 12mo, 1611. In 
1603 Piat gave an account of an invention 
of cheap fuel — i.e. coal mixed with clay and 
other substances, and kneaded into balls — 
in a tract called ‘Of Coal-Balls for Fewell 
wherein Seacoal is, by the mixture of other 
combustible Bodies, both sweetened and 
multiplied,’ London, 4to, 1603. Richard 
Gosling reissued in 1628 an account of 
Plat’s device, and developed it further in his 
‘Artificial Eire,’ 1644. 

In consideration of his services as inven- 
tor, Plat was knighted by James- I at 
Greenwich on 22 May 1605. ^ His chief 
work on gardening appeared in 1608, as 
‘Floraes Paradise beautified and adorned 
with sundry sortes of delicate Fruits and 
Flowers . . . with an offer of an English 
Antidote ... a Remedy in violent Feavers 
and intermittent Agues.’ The preface is 
dated from ‘ Bedna'i Green, 2 July 1608. 
An appendix of ‘ new, rare, and profitable 
inventions’ describes among other things, 
Plat’s fireballs and his experiments in mak- 
ing wine from grapes grown at Bethnal Green, 
This wine, Plat says, had excited the com- 
mendation of the French ambassador ‘two 
vears since,’ and of Sir Francis Vere, and 
Plat promised to expound his view on Eng- 
lish wine-culture in a volume to he called 
‘ Secreta Dei Pampinei.’ Plat is_ careful in 
his description of gardening experiments, all 
of which were, he says, ‘ wrung out of the 
earth by the painful hand of experience,’ to 
state the name of his informant in all cas^ 
where he had not done the work himself. 
He quotes repeatedly Mr. Andrew Hill, 
Mr. Pointer of Twickenham, ‘ Cqlhorne, 
and Parson Simson. ‘ Floraes Paradise’ was 
reissued with sopie omissions and rearrange- 
ments by Charles Bellingham, who claimed 
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Tflationship with Platt, in 165o, with a dtdi- 
cation to Francis Finch. It then hore the 
title ^ The Garden of Eden ; or an accurate 
Description of ail Flowers and Fruits now 
growing in England. . . . By that learned and 
great observer, Sir Hugh Plat, Knight,’ Lon- 
don, 12mo, 1653, called the fourth edition; 
another edition, 1659; oth ed. 16G0. Belling- 
ham issued a second part drawn from Plat’s 
unpublished notes in 1660, and both were 
issued together in 1675, in w’hat is entitled a 
sixth edition. Another edition followed in 
1685. 

i^lanv unpublished notes and tracts by Plat 
on scientific topics are among the Additional 
MSS. at the British Museum. Among these , 
are ‘ Collections relating to Alchymy’ (Addit. ; 
MSS. 2194, 2195, 2223,2246); ‘‘Secrets of' 
Physick and tSurgery ’ (Addit. MS. 219 ; cf, 
2203, 2-09, 2210, and 3690) ; ^ Secrets of ■ 
Metalls, Minerals, Animals, Vegetables, 
Stones, Pearls, «S:c., with a Monopolie of pro- 
fitable Observations’ (Addit. MS. 2245). 
Evelyn sent to Br. Wotton in 1696 ‘ A Short 
Treatise concerning Metals ’ by Plat {Diary ^ 
iv. 18). 

Plat died between 2 July 1608, the date 
of the preface to his * Flores Paradisi,’ and 12 
Feb. 1609-10, wEen a suit was entered by 
his widow Judith in regard to the adminis- 
tration of his estate. His affairs were some- 
what involved in later life, although he left 
■property in the parishes of St. James’s Gar- 
!.ickhythe, in St. Albans, and St.Pancras, He 
married twice, firstly by license dated 10 Feb. 
1573 to Margaret Vounge. Bis second wife, 
Judith, daughter of WiUiam Albany,' mer- 
chant tailor of London, was buried in High- 
gate Chapel, 28 Jan. 1635-6. Plat left two 
sons and three daughters by his second mar- 
riage, and at least three sons by his first (cf. 
Stow, London, ed. Strype, hi. 116). William, 
the fourth son of his second marriage, was 
buried in Highgate Chapel on 11 Nov. 1637, 
beneath an elaborate tomb. He left land to 
St. J ohn’s College, Cambridge, where he had 
been educated as a fellow-commoner, for the 
maintenance of as many fellows at 30/. a 
year, and scholars at 10/., as the rentsallowed. 
In 1858 the estate was merged in the general 
jproperty of the College, and the three Platt 
fellowships, which then represented the en- 
dowment, became ordinary foundation fel- 
lowships. 

[Cooper’s Athense Cantabr. ii. 438-8; Hunter’s 
Chorus Vatum iu Addit, MS, 24489, f. 25; 
Brydges’s Censura Lit. ii. 215-17; Mayor’s Ad 
missions to St. John’s Col ege, Cambridge, ii. pp. 
lix-lxi ; Johnson’s Hist, of Gardening, pp. GO- 
TO ; Samuel Felton *s Portraits of English Gar- 
deners, 1830, jip. 13-15.] S. L. 


PLATT, Sir THOMAS JOSHUA (irOO.^- 
1862), baron of the exchequer, bom about 
1790, was son of Thomas Platt of London, 
solicitor, who was principal clerk to three 
chief justices, Lords Mansfield, Kenyon, and 
Ellenborough, during a period of thirty years, 
lie was educated at Harrow and at Trinity 
1 College, Cambridge,where he graduated B. A. 
1810, and M.A. 1814. He was called to the 
bar at the Inner Temple on 9 Feb. lS16,and 

1 named a king’s counsellor on 27 Dec. 1834, 
when he became a favoLirite leader on the 
home circuit. As au advocate he was re- 
markable for the energy of his manner and 
the simplicity of his language. Before a 
common jury he was usually invincible, but 
met with fewer successes before special juries. 
He succeeded Baron Gurney as baron of the 
court of exchequer on 28 Jan. 1S45, and sat 
until failing health obliged him to retire on 
2 Nov. 185G. He was knighted at St. James’s 
Palace on 23 April 1845. Though not deeply 
read, he proved a sensible judge, while his 
blunt courtesy and amiability made him 
popular with the bar. He died at 59 Port- 
land Place, London, on 10 Feb. 18tJ2, and was 
buried in Highgate cemetery. His widow 
Augusta died at 61 Queen’s 'Gardens, Hyde 
Park, London, on 16 Feh. 1885, in her eighty- 
ninth year. By her Platt had a numerous 
family. 

[Foss’s Judges, 1864, ix. 244-5; Foss’s Bio 
graphiaJuridica, 1870, p. 517; Men of the Time, 
1862, p. 625; Ballantine’s Some Experiences, 
8th edit. 1853, pp. 46, 47; Notes and Queries, 
1862 ill. 25, 1890 x. 507, 1891 xi. 58, rii. 78, 
238 ; Masters of the Bench of the Inner Temple, 
1883, p. 102; Cansick’s Epitaphs in Churches 
of St. Pancras, 1872, pp. 8, 104.] G. C. B. 

PLATT, THOMAS PELL (1798-1852), 
orientalist, born in 1798 in London, was the 
son of Thomas Platt. After attending a 
school at Little Dunham, Norfolk, he was 
admitted at Trinity College, Cambridge, as 
pensioner on 25 Nov. 1815. He was elected 
scholar on 3 April 1818, minor fellow on 

2 Oct. 1820, and ma|or fellow on 2 July 
1823. He graduated 33,A. in 1820 as ninth 
senior o Mime, and M.A. in 1823. While at 
Cambric ge he became connected with the 
British and Foreign Bible Society, and acted 
for some years as its librarian. In 1823 he 
published a catalogue of the iEthiopic Bi- 
blical MSS. in the Hoyal Library of Paris 
and in the library of the British and Foreign 
Bible Society; and in the succeeding years 
collated and edited for the society the 
.dEthiopic texts of the New Testament. Tim 
object of the publication was not critical, 
but was ^ simply to give the Abyssinians the 
Scriptures in as good a form of their ancient 
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Tersion as could be conveniently done.* 
Plattj however, made a few notes^ of the 
readings which particularly struck him. His 
notes only extended to the Gospels ; for the 
Acts and the E pistles he used on .y one manu- 
script and AVa. ton’s text. In 1829 he also 
prepared an edition of the Syriac Gospels, 
and in 1844 edited an Amharic version of 
the Bible, using the translation of Abba 
Bnkh for the Old Testament, and that of 
Abu Rumi Habessinus for the New.^ 

In 1827 he defended the British and 
Eoreign Bible Society from an attack made 
on their publications in the ‘ Quarterly Re- 
view.’ In 1840, in a ' Letter to Br. Pusey,* 
he described his conversion frorn his evan- 
gelical opinions to tractarian views. ^ He, 
however, protested against the application by 
some of the tractarians of ^mystical and 
s iritual interpretations to the prophecies of 
tiie Old Testament.* 

Platt was one of the earliest members of 
the Royal Asiatic Society, and for many 
years acted as one of its oriental translation 
committee. He was also a fellow of the 
Society of Antiquaries. 

He lived for many years at Child’s Hill, 
Hampstead, but died at Dulwich Hill, Sur- 
rey, on 31 Oct. 1852, leaving an only son, 
Prancis Thomas Platt. 

[Gent. Hag. 1852, ii. 660; Luard’s Grad. 
Cant.; Proc. Roy. Asiatic Society and Society 
of Antiquaries ; Horne’s Introduction to Critical 
Study of the Holy Scriptures, 10th edit. iv. 317- 
320, 733 ; Smith’s Diet, of Bible, 1863, hi. 
1614; Allibone’s Diet. Engl. Lit.ii. 1606 ; Brit. 
Mus. Cat; Piatt’s works; information kindly 
supplied by the librarian of Trinity College, 
Cambridge.] G. Le G. N. 

PLATTES, GABRIEL {fl. 1638), wTiter 
on agriculture, said to have been of Dutch 
extraction, was one of the earliest advocates 
in England of an improved system of hus- 
bandry, and devoted much time and money 
to practical experiments. In 1639 he stated 
that he ^ was not necessitated to make beg- 
ging letters, though not possessed of any 
great estate * (Discovery of Infinite Treasure, 
ep. ded.), but he appears to have been ex- 
tremely poor, and was relieved by Samuel 
Ilartlib, to whom he left his unpublished 
papers. His ^ Treatise of Husbandry * (1638) 
throws much light on the state of agriculture 
and the relations of landlord and tenant 
during the seventeenth century. His later 
tracts mainly re]3eat under new titles the 
information which he first published in his 
^Treatise.’ Though he influenced later writers, 
he was neglected during his lifetime, and is 
said to have been found dead in the streets 
.iOf London during the Ckunmonwealth, in a 


state of extreme destitution (Haetlib, Le- 
gacie, 1651 pp. 125-7, 1652 pp. 87, 88). 
Besides the works mentioned, he wTote: 

1, ‘ADiscoverie of Infinite Treasure, hidden 
since the World’s Beginning. Whereunto 
all men, of what degree soever, are friendly 
invited to be sharers with the Discoverer, 

G. P.,’ London, 1639, 4to. This also appeared 
under the title ‘ A Discovery of Subterranean 
Treasure, viz., of all manner of mines and 
minerals . . . and also the art of melting, 
refining, and assaying of them,’ London, 
1639, 4to; London, 1653, 4ta; another 
edition, with the title ^ A Discovery of Sub- 
terranean Treasure, whereunto is added a 
real experiment whereby every ignorant man 
. . . may try whether any piece of gold . . . 
be true or counterfeit,’ London, 1679, 4to ; 
reprinted in ^A Collection of scarce . . . 
Treatises upon Metals,’ 1739, 12mo; 1740, 
12mo. 2. ‘ Observations and Improvements 
in Husbandry, with twenty Experiments,* 
London, 1639, 4to. 3. ^ Recreatio Agricul- 
turje,’ London, 1640, 1646, 4to. 4. ‘The 
•Drofitahle Intelligencer, communicating his 
^knowledge for the generall good of the Com- 
monwealth and all Posterity, &c.* [London, 
1644], 4to. 

[Donaldson’s Agricultural Biography, p. 21 ; 
Felton’s Gardeners’ Portraits, London, 1830; 
Johnson’s Hist, of Gardening; Loudon’s Ency- 
clopaedia of Agriculture, p. 1207 ; Thorold 
Rogers’s Hist, of Agriculture and Prices, v. 55 ; 
Work and Wages, pp. 455-8.] W. A. S. H. 

PLATTS, JOHN (1775-1837), Unitarian 
divine and compiler, was born at Boston, Lin- 
colnsbirein 1775. For seven or eight years 
he officiated as a Calvinist minister there, 
hut afterwards became a Unitarian, and acted 
as a Unitarian minister at Boston from 1805 
to 1817. In 1817 he removed to Doncaster. 
Platts supplemented his small ministerial 
income by teaching and compiling educa- 
tional works. He was also an ardent liberal 
politician, and was a humorous speaker. He 
died at Doncaster, after a long illness, on 
19 June 1837. His widow died in 1851, 
leaving five daughters. 

In 1825 Platts published five volumes ot 
^A new Universal Biography,’ containing 
lives of eminent persons in all ^ ages and 
countries, arranged in chronological order, 
with alphabetical index. This work, 
founded largely on Aikin and Chalmers, 
extended only to the end of the sixteenth 
century; the rest remained in manuscript. 
In 1827 appeared, in 4to,Platts’s ‘ NewSelf- 
interpreting Testament, containing 
thousands of various Readings and Parallel 
Passages collected from the most approved 
I Translators and Biblical Critics.* In thB 
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preface the author claims to have combined 
the merits of Francis Fox [q. v.] and Clement 
CruttweU [q. vf The commentary is free 
from sectarian bias. Another edition, in 
4 vols. 8yo, appeared in 1830. 

Platts also published : 1. ^ Reflections on 
Materialism, Immaterialism, the Sleep of the 
Soul . . . and the ResuiTection of the Body; 
being an Attempt to proye that the Resurrec- 
tion commences at Death,’ Boston, 1813. 
2. ‘ Letter to a Young Man, on his re- 
nouncing the Christian Religion and be- 
coming a Deist,’ 1820. 3. ‘ The Literary 

and Scientiflc Class-book,’ &e., 1821, 12mo; 
a selection was published by L. "VV. Leonard 
in 1826. 4. ^ Elements of Ecclesiastical Ilis- 
tory ’ [1821 .^] 5. ‘The Book of Curiosities ; 

. . . with an Appendix of entertaining and 
amusing Experiments and Recreations ’^a few 
plates), 1822, Sro; a seventh American edition 
appeared at Philadelphia in 1856, 6. ‘ The 

Female Mentor, or Ladies’ Class-hook; being 
anew Selection of 365 Reading Lessons,’ &c., i 
Derby, 1823, 8vo. 7. ‘ A Dictionary of Eng- 
lish Synonymes ’ (for the use of schools), 
1825, 12mo, 8. ‘ The Manners and Customs 
of all Nations ’ (engrayings), 1827, Svo. 

[Information kindly supplied by the Rev. H. 
Thomas of Doncaster ; Hatfield’s Historical No- 
tices of Doncaster ; Christian Reformer, August 
1837 ; Plarta s works ; Notes and Queries, 8th ser. 
ix. 264; Allibone’s Diet. Engl. Lit. ii. 1607 ; Brit. 
Hus. Cat,] G. Le G. N. 

FLAW, JOHN (1745 P-1820), architect, 
born about 1745, was an architect and master- 
builder in Westminster in good practice. 
He built the new church at Paddington 
(1788-91), and Mrs. Montagu’s house in 
Portman Square (1790), from the designs of 
James Stuart. He was a member of the 
Incorporated Society of Artists, and signed 
their declaration roll in 1766. He first 
e hibited architectural designs with them 
in 1773: and in 1790, when the society re- 
sumed their exhibitions after an interval 
of seven years, Plaw was their director, ex- 
hibiting that year and at their final exhibi- 
tion in 1791. He also exhibited occasionally 
at the Royal Academy, his name appearing 
for the last time in 1800. In 1795 he re- 
moved to Southampton, where he built the 
barracks (1806). Plaw published in 1785 
‘ Rural Architecture ; or Designs from the 
simple Cottage to the decorated Villa later 
editions of this work appeared in 1794, 1796, 
and 1802. In 1795 he published * Ferme 
Orn6e ; or Rural Improvements. A Series 
of Domestic and Ornamental Designs, suited 
Parks . . . Farms, &c.,’ of which a later 
dition appeared in 1813 ; and in 1800 
^ Sketches for Country Houses^ Villas, and 


Rural Dwellings, calculated for persons of 
moderate income and for a comfortable re- 
tirement ; also some Designs for Cottages, 
which may be constructed of the simplest 
materials.’ All these works were illustrated 
by Flaw’s own designs. In 1820 Flaw made 
an expedition to Canada, and died in May 
of that year on the banks of the river St. 
Lawrence, JohnBuonarottiPapwerth [q vj 
was his pupil. A Miss P. Plaw, apparently 
a daughter of the above, exhibited architec- 
tural designs with the Society of Artists in 
1790. 

[Diet, of Arehitecture (Architect. Publication 
Soc.); Graves’s Diet, of Arrists, 1760-1893 ; 
Catalogues of the Soc. of Artists and Royal 
Academy; South Kensington Cat. of Works on 
Art.] L. C. 

PLAYER, SiK THOMAS (1608-1672), 
chamberlain of Loudon, bom in 1608, was 
son of Robert Player of Canterbury. He 
matriculated from St. Alban Hall, Oxford, 
on 3 Feb. 1625-6, graduating B.A. on 26 Jan. 
1629-30, and M.A. on 11 April 1033 (Foster, 
Alumni Oxonienses^ 1500-1714). Player was 
one of the leading residents in Hackney, 
where he had a large house in Mare Street, 
and he soon occupied a prominent position 
in the city. He became a member of the 
Haberdashers’ Company, and was elected by 
the livery chamberlain of London on 20 Oct. 
1651 {City Record Common Hall Rookf 
No, 3, f. 124). On 5 July 1060 he was, 
together with his son Thomas, knighted by 
Charles II at the Guildhall, and on 25 Oct. 
1664 he was, as chamberlain, appointed 
official collector of the hearth-tax, wliich was 
to be devoted to the repayment of the 100,000f. 
lent by the city to the king, wdth interest at 
six per cent. Pepys records an interview 
which he and Lord Brouncker had with 
Player, ‘ a man I have much heard of,’ re- 
specting the credit of their tally, which had 
been lodged at the chamber of London as 
security for loans to the navy. Player was 
buried at Hackney church on 9 Dec. 1672. 
His wife Rebecca predeceased him, and was 
buried at Hackney on 4 Oct. 1667. 

Their only son, SiE Thomas Plates, (d* 
1686), succeeded to the post of chamberlain 
of London on the resignation of his father on 
13 Nov. 1672 {City Records, Repertory 78, If. 
14, 146). He was in 1642 one of the tvo 
captains, and subsequently became eoloi!«l, 
of the yellow regiment of the trained bands. 
He was also an active member of the Honour- 
able Artillery Company, of which he was 
appointed leader in 1669. He held the po^t 
un til 1677, when the Duke of York took 
exception to his re-election, and no leadrr 
was ever after elected, 
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city members, both, in tlie Westminster and 
Oxford parliaments (1678, 1679, and 1080-1), 
and helped to inftame public opinion respect- 
ing the ^ popish plot’ in the autumn of 1678 
hj stating in the house that protest ant citizens 
might expect to wake up any morning with 
their throats cut. When, on an alarm of the 
king’s illness, the Duke of York unexpectedly 
retiuned from Brussels in August 1679, 
Player led a deputation to the lord mayor to 
express fear of the papists, and to ask that 
the city guards should be doubled. In 
January 1682 he was included in the corn- 
mil tee formed to contest the quo warranto 
brought against the charter of the city, and 
in October of the same year he was nomi- 
nated a whig member of the committee ap- 
pointed to inspect the poll at the election for 
the mayoralty. In June 1683 he was fined 
five hundred marks for participation in a riot 
at the Guildhall at the election of sheriffs 
on midsummer-day 1682 [see Pilkington, 
SiE Thomas], Three months later he laid 
down his office of chamberlain. Player 
was accused of libertinism in a pasquinade 
entitled * The Last Will and Testament of 
the Charter of London, 1683/ and in the 
second part of ‘Absalom and AchitopheP 
Dryden gibbeted him among other prominent 
city politicians in the lines : 

Next him, let railing Rabshakeh have place. 

So fall of zeal he hath no need of grace ; 

A saint that can both flesh and spirit use. 

Alike haunt conventicles and the stews. 

He died in the early part of January 1686, 
and was buried at Hackney beside his father 
on 20 Jan. His widow, ‘the lady Joice 
Player/ was buried there on 8 Dec. in the 
same year. 

[Foster’s Alumni Oxon . ; State Papers, Dom. 
1652, 1653, 1654, 1658, 1659, 1664-6, passim; 
State Papers, Colonial, A meriea, and W est Indies, 
1669-74; Luttrell’s Brief Historical Relation, 
passim; Echard’a Hist, of England, iii. 671 ; 
Dysons’s Environs, ii. 497 ; Sharpe’s London and 
the Kingdom, ii. 458 ; Dr. W. Sparrow Simpson’s 
St. Paul’s and Old City Life, 1894 ; R. Simpson’s 
Monuments of St. John’s, Hackney, i. 106; 
Rh ikes’ s Hist, of the Hon. Artillery Company, i. 
137, 195 ; Le Nbve’s Pedigrees of the Knights ; 
Somers Tracts, ed. Scott, viii. 392; Members of 
Parliament, Official Lists, i. 636, 542, 548 ; 
Dryden’s Works, ed. Scott; Twelve Bad Men, 
ed. Seccombe, p. 98 ; Notes and (Queries, 2nd 
ser. vi. 133.] C. W-h. 

PLAYEAIR^ SiE HUGH LYON (1786- 
1861), Indian officer and provost of St. 
Andrews, was the third son of Dr, James 
Playfair [q. v.] He was born on 17 Nov. 
1786 at Meigle, a village of East Perthshire, 
Ms latW was minister, and was 


educated at the grammar school of Dundee, 
whence he proceeded to St. Andrews. In 
June 1804 he obtained a commission as cadet 
in the artillery branch of the East India 
Company’s Bengal army, and went to Edin- 
burgh, where he studied mathematics for 
three months. In April 1804 he proceeded 
to Woolwich to obtain technical instruction. 
He passed out of W^oolwich on 8 Jan. 1805, 
and on 8 March 1805 he sailed for Calcutta, 
where he arrived in the August following. 
He had been gazetted lieutenant on 14 May 
1805. 

Playfair remained at Calcutta, engaged in 
perfecting himself in military knowledge, till 
November 1806, when he was sent in com- 
mand of a detachment of European artillery 
proceeding to the upper provinces. ^ He ob- 
tained much commendation for having con- 
ducted his troops the whole distance of eight 
hundred miles to Cawnpore without having 
had a single man invalided or sentenced to 
punishment. On 22 March 1807 General Sir 
John Horsford appointed him to the com- 
mand of the artillery at Bareilly. He greatly 
improved the discipline and condition of the 
troops there stationed, and succeeded in sup- 
pressing a robber chief in Oudh, named 
Turnon Singh. In November 180/ Playfair 
was appointed to the horse artillery and 
sent to Agra; and in January 1809 he 
marched to join the army at Saharunpoor, 
under Generals St. Leger and Eobert (after- 
wards Sir Eobert) Gillespie [q. v.] In Fe- 
bruary 1809 he was sent forward to Sir- 
hind and Lascarrie, where he took part in 
several skirmishes with the sikhs. He re- 
turned to Agra in April 1809, and on 5 Nov. 
was appointed adjutant and quartermaster to 
the increased corps of horse artillery, ‘as the 
fittest officer in his regiment.’ He was re- 
moved to Meerut in March 1811, where the 
horse artillery was then stationed. ^ In the 
autumn of 1814, General Gillespie, com- 
manding Playfair’s division, was sent up north 
from Meerut to attack the Kalunga or fortress 
of Nalapani, a stronghold of the marauding 
goorkhas. Gillespie was killed in the fitst 
attempted assault ; Playfair’s artillery corps 
was therefore ordered up, the batteries were 
opened, and the fortress capitulated on 30 Nov. 
1814. During the bombardment Playfair was 
twice wounded. On 5 Oct. 1815 he was 
promoted to he captain of horse-artillery. In 
1817 Playfair, owing to ill-health, obtained 
furlough and sailed for Euro pe. On the wav he 
touched at St. Helena, and aad an interview 
with the ex-emperor Napoleon I. He reached 
London on 1 June 1817. On 1 Sept. 1818 he 
was promoted captain. He spent the next 
^ three years in extensive travels in Scotland, 
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Ireland, and the western countries of Europe. [ Perthshire, bv his wife Jean Roo-er, was born 


In 1820 he revisited St. Andrews, received 
the freedom of the city, and married the 
daughter of AVilliam Dalgleish, of Scots- 
craig, Fifeshire ; and in the summer of that 
year he returned to India. He was offered 
the command of a troop of horse by the Mar- 
q iiis of Hastings, then governor-general, but 
aeclined it ; soliciting and obtaining in its 
stead the appointment of superintendent of 
the great military road, telegraph towers, 
and post-office department between Calcutta 
and Benares. He discharged the duties of 
this post with great efficiency till June 1827, 
when he was promoted to be major, and was 
ordered to assume the command of the Ith 
battalion of artillery at Dum-Dum. He re- 
signed bis command on 4 July 1831, and in 
the autumn of that year set out for England, 
where he arrived on 14 March 1832. On 
10 Feh. 1834 he resigned the service of the 
East India Company. 

Playfair now settled dowm permanently at 
St. Andrews, with the municipal history of 1 
which place the rest of his life is exclusively 
concerned. In 1842 he was elected provost, 
an office he held without intermission till 
his death. He was an energetic reformer ’ 
in municipal affairs, and the city of St. 
Andrews owes to him all its modern im- 
provements. He was much interested in 
educational matters, established a public 
library, and by his personal exertions secured 
government grants which enabled the univer- 
sity of St. Andrews to carry out long-projected 
improvements. Lastly, Playfair enjoys the 
fame of having revived and put on a firm 
basis the celebrated golf club, to which St. 
Andrews owes its chief fame as a popular 
resort. Though the vast majority of Play- 
faiFs schemes were carried through, yet he 
encountered much obloquy and opposition. 
In 1847 his portrait, by Sir J. W atwson Gordon, 
was placed in the old town hall; in 1856 
the university of St. Andrews conferred on 
him the degi’ee of LL.D., and in the same 
year he was knighted. Playfair died at St. 
Andrews on 21 Jan. 1861, and his remains 
were accorded a public funeral. The present 
Lord Playfair is the son of Sir Hugh Play- 
fair’s eldest brother, George. 

[Louden’s Biographical Sketch of Sir Hugh 
Lyon Playfair ; Sir Hugh Playfair and St. An- 
drews (anon.); Gent. Mag. 1861, pt. i. p. 333; 
Dodwell and Miles's Indian Army List; St. 
Andrews Public Records ; and numerous articles 
in the Scotsman and the Fifeshire Journal.] 

G. P. M-y. 

PLAYFAIR, JAMES(1738~1819), prin- 
cipal of St. Andrews, second son of George 
Playfair, a fanner of AVest Bendochy in 


on 19 Dec, 1738. After studying at tbe 
university of St. ^Andrews, he obtained 
license as a probationer on 1 Yov, 1770, and 
was ordained to the pastoral charge of New- 
tyle. On 19 June .w777 he was translated 
i to the neighbouring parish of Meigle. He 
I received the degree of doctor of "divinity 
from the university of St. Andrews on 2 JiilV 
1779, and was repeatedly invited to preside 
as moderator of the General Assembly, an 
honour which he declined. On 20 Aug. 
1800 he was appointed principal of the 
United College, St. Andrews, and minister 
of the church of St. Leonard’s in that city. 
For many years he held the appointment of 
historiographer to the Prince of Wales. He 
died at Dalmarnock,near Glasgow, on 26 May 
1819. He married, on 30 Sept. 1773, Mar- 
garet, elder daughter of the Pi.eT. (leorge 
Lyon of W^ester Ogle in Forfarshire. She 
died at St. Andrews on 4 Xov. 1831. By 
her Playfair left four sons— -of whom the 
three elder joined the H. E. I. C. S. — viz. : 
George, doctor of medicine, inspector-general 
of hospitals in Bengal, and father of Baron 
Playfair; Colonel AVilliam Davidson Play- 
fair; Lieutenant-colonel Sir Hugh Lyon 
Playfair [q. v.] The youngest son, James, 
was a merchant in Glasgow. Of Playfair s 
two daughters the elder married Patrick 
Playfair: and Janet, the younger, James 
Macdonald, Anstruther Wester. 

Playfair wrote accounts of the parishes of 
Meigle, Essie, and Hevay for Sir John Sin- 
clair’s ‘ Statistical Account of Scotland.’ He 
was also the author of: 1. System of Chro- 
nology,’ Edinburgh, 1784, fol. 2, * System 
of Geography Ancient and Modem,’ 6 vols, 
Edinburgh, 1810-14, 4to. 3. * General Atlas, 
Ancient and Modern,’ London, 1814, fol. 
4. ^ Geographical and Statistical Description 
of Scotland,’ 2 vols. Edinburgh, 1819, 8vo. 

[Rogers’s Four Perthshire Families ; Rogers’s 
History of St. Andrews: Scott’s Fasti, pt, iv. p. 
401.] G.S-h. 

PLAYFAIR, JOHH (1748-1819), ma- 
thematician and geologist, bom at Benvie, 
near Dundee, on 10 March 1748, was eldest 
son of James Playfair, minister of Liff and 
Benvie, by his wife, Margaret Young, AVil- 
liam Playfair [q. v.j was his brother. Ha 
was educated at home tiU the age of four- 
teen, when he was sent to St, Andrews, He 
graduated in 1765. In 1766, being only 
eighteen, he contended for the mathematical 
chair in the Marischal CoRege, Aberdeen, 
and came out third in the competition. He 
then completed his theological coime at St. 
Mary’s College, and was licensed by the 
presbytery as a minister in 1770. In 1709 
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lie proceeded to Edinliurgli, and in 1772 was 
an unsuccessful canuidate for the professor- 
ship of natural philosophy at St. Andrews. 
The same year, owing to the death of his 
father, the bui'den of supporting the family 
devolved upon him, and he applied to Lord 
Gray, the patron, for his father’s livings of 
Lifif and Benvie, into which, however, on 
account of legal difficulties, he was not in- 
ducted till August 1773. He was elected 
moderator of synod on 20 April 1774. At 
Liff he remained till 1782, resigning the ' 
living in January 1783 in order to iindertahe 
the education of iMr. Ferguson of Raith and 
his brother, Sir Ronald Ferguson. lie was in 
charge of these pupils till 1787. 

In 1785 he became joint professor of ma- 
thematics with Dr. Adam Ferguson in the 
university of Edinburgh, and in 1805 ex- 
changed his mathematical chair for the pro- 
fessorship of natural philosophy in the same 
university. Playfair vigorously defended in 
1806 the appointment of Mr. (afterwards 
Sir) John Leslie [q.v.]as his successor to 
the mathematical professorship. After the 
peace of 1815 Playfair made a long tour 
through France and Switzerland to Italy, 
principally with the object of studying their 
geological and mineralogical features. 

Playfair died at Edinburgh on 20 July 
1819. He was one of the original members 
of the Royal Society of Edinburgh, of which 
he became secretary to the physical class in 
1789, and subsequently general secretary. 
The latter post he held till his death. For 
some years he assisted in the publication of 
the society’s ‘ Transactions.’ He was elected 
a fellow of the Royal Society in 1807. 

Playfair’s principal mathematical work 
was his * Elements of Geometry,’ 8vo, Edin- 
burgh, 1795, which attained its eleventh 
edition in 1859 ; but the work which will 
always be most prominently associated with 
his name is the ‘ Illustrations of the Hiit- 
tonian Theory of the Earth,’ 8vo, Edinburgh, 
1802, on which he spent five years. This 
work is a model of purity of diction, sim- 
jslicity of style, and clearness of explanation, 
it not only gave popularity to Hutton’s 
theory, but helped to create the modern 
science of geology. 

His other works include : 1. ‘ Letter to 
the Author of the Examination of Professor 
Stewart’s Short Statement of Facts relative 
to the Election of Professor Leslie,’ 8vo, 
Edinburgh, 1806. 2. ^ Outlines of Natural 
Philosophy,’ 8vo, Edinburgh, 1812 (2nd edit- 
of vol. ii. in 1816, and 3rd edit, of vol. i. in 
1819). 3. ^Dissertation . . . exhibiting a Ge- 
neral View of the Progress of Mathematical 
and Physical Science since the Revival of 


Letters in Europe,’ in Supplement to the 
4th, 5th, and 6th editions of the ^ Encyclo- 
paedia Britannica,’ 4to, Edinburgh, 1824 
(reissued in ^ Encyclopaedia Britannica,’ 7th 
edit. 1842, 8th edit. 1853). 

_ He was also author of seventeen papers 
(including two written conjointly with 
others) on mathematics, natural philosophy, 
and geology in the ^ Philosophical Transac- 
tions,’ in the ^ Transactions of the Royal 
Society of Edinburgh,’ and other scientific 
publications, as well as of a ^ Biographical 
Account of J. Hutton ’ in the ^ Transactions 
of the Royal Society of Edinburgh.’ A 
collected edition of his works, in 4 vols., 
edited by James G. Playfair, was issued in 
1822. 

Two portraits of Playfair are in the Na- 
tional Portrait GaRery, Edinburgh, one 
painted by William Nicholson, R.S.A., the 
other a bust by Sir Francis Cliantrey, which 
was engraved on wood by George Pearson 
for Sir Alexander Grant’s ^ Story of the 
University of Edinburgh,’ 1884. A small 
portrait of him is preserved in the rooms of 
the Geological Society at Burlington House. 

[Memoir prefixed to the Works ; Watt’s BihL 
Brit. ; Royal Soc. Cat. ; Brit. Mus. Cat. ; Hew 
Scott’s Fasti, pt. vi. pp. 710-11 ; Cockhurn’s 
Memorials, 1856, passim.] B. B. W. 

PLAYFAIR, WHLLIAM (1759-1823), 
publicist, was the fourth son of the Rev. 
James Playfair of Benvie, near Dundee, 
wherehe was born in 1759. His father dying 
in 1772, his elder brother, John Playfair 
[q.T.], the geologist, took charge of the family, 
and apprenticed him to Andrew Meikle [q. v.] 
of Prestonkirk, the inventor of the threshing- 
machine. Rennie was a fellow-apprentice. 
Ill 1780 Playfair became draughtsman to 
Boulton & Watt at Birmingham. On 
leaving their service he took out a patent 
for a so-called Eldorado sash composed of 
copper, zinc, and iron, also for a machine for 
making the fretwork of silver teatrays and 
sugar-tongs, and for buckles, horseshoes, and 
coach ornaments. He opened a shop in 
London for the sale of these articles, but, not 
succeeding in this business, he went over to 
Paris. There he obtained a patent for a 
roUingmill, and in 1789 succeeded Joel Bar- 
low as agent to the Scioto (Ohio) land com- 
pany. ‘ Some hundreds of unfortunate 
j'amilies were lured to destruction by the 
picture of a salubrious climate aud fertile 
soil’ (Gottverneije Mobris, Diary). He 
probably assisted in the capture of the 
Bastille, for he was among the eleven or 
twelve hundred inhabitants of the St. 
Antoine quarter who had on the previous 
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day formed ttemselves into a militia, and 
most of them joined in the attack (Lecocq, 
Frise de la Bastille^. In February 1791 he 
rescued from tl e moh in the Palais Royal 
Gardens the well-known ex-judge Duval 
d’Espremesnil, who had been a subscriber to 
the Scioto company. IrYhether on account 
of alleged mismanagement in the company's 
agency, or, as he himself says, of his plain- 
speaking against the revolutionists, Playfair 
quitted France, and while at Frankfort, about 
1793, he heard from a French §migr6 an ac- 
count of the semaphore telegraph. So 
thoroughly did he understand the apparatus 
that next day he made models of it, which 
he sent to the Duke of York. He henceforth 
claimed to have introduced the semaphore 
into England, but the credit, both for its in- 
vention and adoption in the United King- 
dom properly belongs to Richard Lovell 
Edgeworth [q.v.] On returning to London 
Playfair opened a so-called security bank, 
intended to facilitate small loans by sub- 
dividing large securities, but this soon 
collapsed. In 1795 Playfair, henceforth 
living by his pen, began writing vehemently 
against *the French revolution, advocating 
the issue of forged assignats as a legitimate 
and effective weapon. He claimed credit for 
having given the British government some 
months’ warning of Napoleon’s intended 
escape from Elba. After Waterloo he re- 
turned to Paris as editor of ^ Galignani’s 
Messenger/ but in 1818 some comments on a 
d uel between Colonel D uffay and Comte de St. 
Morys led to a prosecution by the widow and 
daughter of the latter, and Playfair, aggra- 
vating his offence by a plea of justification, 
was sentenced to three months’ imprison- 
ment with three hundred francs fine and 
one thousand francs damages. To avoid in- 
carceration he left France, and spent the rest 
of his life in London, earning a precarious 
livelihood by pamphlets and translations. 
He died on ll Feh. 1823, leaving a widow 
and four children. 

A list of forty of his works appears in the 
‘ Gentleman’s Magazine,’ 1823 (pt. i. p. 564), 
the * Edinburgh Annual Register,’ 1823, and 
the ‘ Annual Biogi*aphy,’ 1824 ; and it is added 
that pamphlets would swell the number to 
at least a hundred. His chief productions 
are the ‘Statistical Breviary and Atlas/ 
1786 ; ‘ History of Jacobinism/ 1793 ; ‘ Inquiry 
into the Decline and Fall of Nations/ 1805 ; 
an annotated edition of Smith’s ‘Wealth of 
Nations,’ 1806 ; ‘ A Statistical Account of 
the United States of America,’ 1807 ; ‘ Poli- 
tical Portraits in this New .Era,' 2 vols. 1814 ; 
and ‘ France as it is/ 1819, which was trans- 
lated into French in the following year. 


[Short Biotrruphy in the three Ijooks ah^ve 
mentioned; Playfair's France as it is, Li * j 
Morgan’s, 1819; Lmis Blanc’s Revolirlfii 
Fran^aise ; Moniteur, 18 1 8 ' in iexed as ‘ Pleffcr’ i ; 
Alger’s Englishmen in French Revolution : 
of American History, 1889 ; Rev. Charles Rogers a 
Four Perthshire Families. 1SS7.] J. G. A. 

PLAYFAIR, ^ WILLIAM ^ HENRY 
(1789-1857), architect, horn in Rus^*41 
Square, London, in July 1789, was son of 
James Playfair, an architect of some repute 
in London, who in 1783 published * A Me- 
thod of constructing Vapor Baths/ and 
nephew of Professor John Playfair [q. v.] 
In 1794 Playfair came to reside with his 
uncle, the professor, in Edinburgh, and fol- 
lowed his father’s profession of an architect, 
studying under William Starke {d. 1813) 
[q. T.] of Glasgow. He gained some consider- 
able private practice in Edinburgh and the 
neighbourhood, but his first public employ- 
ment was the laying out in 181 5 of part of the 
I new town in Edinburgh : in 1820 he designed 
i the Royal and Regent Terraces in the same 
! part : and in 1819 a new gateway and lodge 
for Heriot s Hospital. From 1817 to 1824 
Playfair was engaged in rebuihling and en- 
larging the university buildings, leaving, 
however, the front as designed by Robert 
and James Adam. Other important build- 
ings designed by Playfair at Edinburgh were 
the Observatory, the Advocates’ Library, the 
Royal Institution, the College of Surgeons, 
St. Stephen’s Church, and the Free Church 
College. From 1842-8 he was engaged in 
constructing Donaldson’s Hospital in the 
Tudor style, a building which is reckoned as 
his most successful work. He designed the 
monument to his uncle, Professor Playfair, 
and that to Dugald Stewart on the Calton 
Hill, the latter being modelled on the monu- 
ment of Lysicrates at Athens. Some of his 
most important works in Edinburgh were 
executed in the purely classical style, among 
them being the National Gallery of Scot- 
land, the first stone of which was laid by the 
prince consort on 30 Aug. 1850, and the un- 
finished national monument on the Calton 
HiH, for which the original design was sup- 
plied by Charles Robert CockereH, R.A. [q, v.] 
Playfair’s classical buildings are predpmmaiit 
objects in any view of modem Edinburgh, 
and have gained for it the sobriquet of the 
‘ Modern Athens.’ It may be doubted, how- 
ever, whether the classical style is thoroughly 
suited to the naturally picturesque and. 
romantic aspect of the northern capital. 

Playfair had also a very extensive private 
practice, and built many country houses 
and mansions in the classical or Tudor sty les, 
to which he nearly always adhered. He 
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died in Edinbiirgli, after a very long illness, 
on 19 March. 1857. 

[Diet, of Architecture ; Scotsman, 21 March 
1857; Building News, 1867, hi. 359-60 ; Lord 
Cociburn’s Memoirs.] L. C. 

PLAYFEKE, THOMAS (^561 P-1609), 
divine, bom in London about 1561, was son of 
■\Yilliam Playfere and Alice, daughter of 
'Whlliam Wood of ‘ Bolling ’ in Kent. He 
matriculated as a pensioner of St.^John’s 
College, Cambridge, in December 1576, and 
on 5°Nov. 1579 was admitted a scholar on 
the Lady Margaret’s foundation. He gra- 
duated B.A. in 1579-80, M.A, in 1583, B.I). 
in 1590, and D.D. in 1596 (cf. State Papers, 
Dom. Addenda, xxvii. 72). On 10 April 1584 
he was admitted a fellow on the Lady Mar- 
garet’s foundation, He contributed to the 
university collection of Latin elegies on Sir 
Philip Sidney (16 Feb. 1586-7). He served 
the college offices of praelector topiciis, 1587 ; 
rhetoric examiner, 1588, medical lecturer on 
Dr. Linacre’s foundation; preacher, 1591; 
Hebrew preelector, 1593-4; senior fellow 
and senior dean, 1598 ; and principal lecturer, 
1600. According to Foster {Alumni Oxon.\ 
he joined the Inner Temple in 1594, and in 
1596 he was incorporated D.D. at Oxford. 
After the death of Dr. Whitaker, master of 
St- John’s, Playfere and Clayton were can- 
didates for the mastershro, and Clayton was 
chosen. In December 1596 Playfere was 
elected Lady Margaret professor of divinity. 
He became chaplain to King James, and 
often preached before him at court. He also 
preached before Prince Henry at Greenwich , 
on 12 March 1604-5, and before the kings of ' 
England and Denmark at Theobalds, then 
the residence of the Earl of Salisbury, on 
27 July 1606. The latter sermon, in Latin, 
was published. 

Playfere held the crown living of Cheam 
in Surrey from 1605 to 1609. In 1608 he 
became rector of All Saints, in Shipdham, 
and of Thorpe, Norfolk (Blomefield, Nor- 
folk, X. 247). On 4 Nov. 1602 Chamberlain 
had written to Carleton that ‘ Dr. Plafer, the 
divinity reader, is crazed for love’ (State 
Papers, Dom. celxxxv. 48), and after 1606 
Playfere’s mind gave way, but he held his 
professorship until his death, on 2 Feb. 1608- 
1609. His reputation as a fluent preacher in 
Latin was high, but, says Thomas Baker, 
‘ had hia sermons never been printed he had 
left a greater name behind.’ His funeral ser- 
mon was preached by Dr. Thomas Jegon, 
vice-chancellor; John Williams, then a fellow 
of St. John’s, afterwards lord keeper, pro- 
nounced an eloquent oration on him in the 
college (diapeL He was buried in the church 


of St. Botolph, Cambridge, where a monument 
with his bust, and a panegyrical inscription 
was placed by desire of his wife Alicia. 

Playfere published various single sermons 
during his lifetime, and after his death ap- 
peared : ^ Ten Sermons,’ Cambridge, 1610 ; a 
volume (1611), containing four sermons (in- 
cluding ^The Pathway to Perfection’), each 
sermon with a separate title-page, and want- 
ing a general title ; ‘ Nine Sermons,’ Cam- 
bridge, 1612, dedicated to Sir Peynold Argal. 

^ The whole sermons gathered into one vo- 
lume ’ were issued at London in 1623 and 
1638. 

[Hist. MSS. Comm. 3rd Bep. p. 174, 6tliBep. 
p. 270 ^ ; Foster’s Alumni Oxon. (incorrectly 
makes him rector of Buan-Lanihorne in Cornwall, 
1605-10), Lansd. MS. 983, f. 129 ; Wood’s Fasti, 
i. 274 ; Baker’s Hist, of St. John’s, pp. 190, 194; 
Cooper’s Annals of Cambridge, ii. 431, 564; 
Manning and Bray’s Surrey, ii. 479; Fuller's 
Worthies, ‘ Kent ; ’ Nichols’s Progresses of 
James I, iii. 1073 ; Bymer’s edit, of Fishers 
Lady Margaret Sermons, p. 73 ; Hacket’s Scriria 
Beserata.i. 10. 18; Puritan Transactions at Cam- 
hndne, ii. 15 ; Fuller’s Worthies ; Cooper’s Atheusn 
Cant.] W. A. S. 

PLAYFOHD, JOHN (1623-1686?), 
musician and publisher, the younger son of 
John Playford of Norwich, was horn in 1623. 
He became known as a music publisher in 
London about 1648 (Hawkins), and from 
February 1651-2 until his retirement his 
shop was in the Inner Temple near the church 
door. Playford was clerk to the Temple 
Church, ani probably resided with his wife 
Hannah over the shop until 1659. He was, 
it appears from the title-pages of his publi- 
cations, tem oorarily in partnership with ,Tohn 
Benson in ..652, and with Zachariah W at- 
kins in 1664 and 1665. Under the Common- 
wealth, and for some years of Charles II’s 
reign, Playford almost monopolised the busi- 
ness of music publishing in this country. His 
shop was the meeting-place of musical enthu- 
siasts; Pepys was a frequent customer. Al- 
though he published separately the works of 
the chief composers oi: the day, Playford s 
fame mainly rested on his collected volumes of 
songs and catches. He showed in his choice 
of publications a welcome freedom from pre- 
vailing prejudices. He issued ‘ The Dancing 
Master ’ during the Commonwealth, and the 
result justified his courage. In Bestoration 
days, on the other hand, he endeavoured to 
encourage serious tastes. In 1662 he dedi- 
cated the ‘ Oantica Sacra’ to Queen Henrietta 
' Maria. He regretfully observed in 1666 that 
‘ all solemn musick was much laid aside, being 
esteemed too heavy and dull for the light 
. heels and brains of this nimble and wanton 
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a^'e/ and lie therefore ventured to 'new string i 
tiie'harp'of David’ by issuing fresh editions j 
of his ‘ Shill of Music,’ with music for church . 
Service, in 1G7-4, and in 16/ / ' The M hole 
Dock of Psalms,’ in which he gave for the 
first time the church tunes to the cantus part. 
In typographical technique Playford’s most 
origimil im:jrovement was the invention in 
16-38 of ‘tae new-ty’d note.’ These were 
quavers or semiquavers connected in pairs | 
or series by one or two horizontal strokes at | 
the end of" their tails, the last note of the 
group retaining in the early examples the 
characteristic up-stroke. Hawkins observes 
that the Dutch printers were the first to 
follow the lead in this detail. In 1665 he 
caused every semibreve to he barred in the 
dance tunes ; in 1672 he began engraving on 
copper-plates. Generally, however, Playford 
clung to old methods ; he recommended the 
use of the lute tablature to ordinary violin- 
players; and he resisted, in an earnest letter 
of remonstrance (1673), Salmon’s proposals 
for a readjustment of clefs. Play ford’s 
printers were: Thomas Harper, 1648-1652 ; 
M'illiam Godbid, 1658-1678 ; Ann Godbid 
and her partner, John Playford the younger, 
1679-1G83 ; John Playford alone, 1684-1685. 

By 1665 Playford andhis wife had removed 
from the Temple to a large house opposite Is- 
lington Church, where Mrs. Playford kept a 
hoarding-school until her death in October 
1679. In that year the school was advertised 
in the second book of Playford’s ' Choice 
Ayres ; ’ in 1680 it was announced for sale in 
* Mercurius Anglicus’ of 5-8 May (cf. Smith, 
Protestant Intelligence^ 11—14 April 1681), 
In the meantime, by November 1680, Playford 
had established himself in a house in Arundel 
Street ' near the Thames side, the lower end, 
over against the George.’ He suffered from a 
long illness in that year, and, feeling his age 
and infirmities, he left the cares of business 
to his son Henry (see below), but not with- 
out a promise of assistance from himself. 
He brought out, in his own name, a collection 
of catches in 1685; 'The Dancing Master’ 
of 1686 was the last work for which he 
was responsible. He apparently died in 
Arundel Street about November 1686. His 
will was written on 5 Nov 1686, neither 
signed nor witnessed, and only proved in 
August 1694, the handwriting being \den- 
tided by witnesses. He was probably buried 
in the Temple Church as he desired, although 
the registers do not record his name. Henry 
Purcell and Dr. Blow attended the funeral. 
Several elegies upon his death were pub- 
lished ; one written by Nahum Tate, and 
aft to music by Henry Purcell, appeared in 
1087. 

VOL. XLT. 


Portraits of Playford are puLli>ked with 

several editions of ‘ A Brief Introduction 
(l)at the age of thirty-eigbr, by R. Gay woo 1, 
12mo, 1660 ; (2) aged 40, the same plate, re- 
toucHed, 12ino, 1603 (' Introductirm ’ of 1664 
and 1606) : (3) aged 47, by Min Hoe, lOftiJ ; 
(4) the same, retouched, 1661 i " Introduc- 
tion’ of 1070 and 1672): (5) agcid 57, hy 
Loggan, 1680 ('Introduction’ of 1687); 
(6) Hawkins prints a poor eii_ 2 TaTiiig by 
Grigninn in his ‘History,’ p. 733 (Beomley, 
Cat, Pngrared Portraits). 

Playford’s original compositions were very 
few and slight. His vocal pieces, in ‘ Catch 
... or the Musical Companion,’ 1667, are: 

‘ Carolus, Catherina ; ’ 'Fra quests piante ; ’ 

' Though the Tyrant ; ’ ' Come let us sit,’ 
a 4 ; ' Diogenes was Merry ; ’ ' Come, Da- 
mon ; ’ ' Cease, Damon ; ’ ' Cupid is mounted; ’ 

' Hue ad Regem Pastonim/ a 3. ' When 
Fair Cloris ’ is in the ' Musical Companion,’ 
1673 ; ‘ Methinks the Poor Town ’ in * Choice 
Songs,’ 1673. ' Laudate Dominum,’ ' Out of 
the Deep,’ ' 0 be J oyiul,’ ' I am well pleased,’ 

' 0 Lord, Thou hast brought up my Soul,’ 
appeared in ' Cantica Sacra,’ 1674, and several 
tunes by Playford in ' The IVliole Book of 
Psalms.’ 'Comely Swain,’ a 3, was printed 
in ' The Harmonicon,’ vi. 120. 

The distinct works of composers which 
Playford published may be found under 
the composers’ names. The chief volumes 
of collective music for which he was re- 
sponsible are: 1. 'The English Dancing 
Master,’ entered at Stationers’ Hall, 1650 ; 

' The Dancing Master,’ second edition, 1652 ; 
another, probably the third edition,^ was 
advertised in 1657, apparently reprinted 
1665, with the tunes which afterwards 
formed the first edition of ' Apollo’s Ban- 
quet;’ editions followed in 1670, 1675, 
1679, and the seventh in 1686 ; hy Play- 
ford’s son, Henry, in 1690, 1695, second 
part, 1696, 1698, 1701; twelfth edition in 
1703, after which it passed into other hands, 
reaching the seventeenth edition in 1728. 
2. ' The Musical Banquet,’ in four tracts : 

i. 'Rules for Song and Viol’ (afterwards 
developed into 'A Brief Introduction,’ &c.) ; 

ii. 'Thirty Lessons . . (afterwards 
' Musiok’s Recreation on the Lyra-Violl ’) ; 

iii. ' Twenty-seven Lessons of Two Parts’ 
(afterw^ards 'Court Ayres’); iv. 'Twenty 
Rounds or Catches ’ (afterwards ' Catch that 
catch can ’), about 1650. 3. ' A Book of 
New Lessons for the Cithern and Gittem,’ 
about 1662 and 1659, reprinted 1675, 
'Musick’s Delight on the Cithep,’ 1666. 
4. ' Catch that catch can, or a Choice Collec- 
tion of Catches, Rounds, and Canons for 
Three or Four Voyces, collected and pub- 

E B 
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lislied by John Hiltoiij’ 1652; second edition, 1676; with rules, 1678; in two part^ 
collected and enlarged by John Playford, 1685; hy Henry Playford, 6th ed. 1690 • 7 th ^ 
1658, 1663; ‘Catch . . ., &c., or the Musi- 1695; Sth, with ‘!New Ayres and Instruc- 
cal Companion, to which is added a Second tions,’ 1701. 12. * The Pleasant Companioir 
Book contayning Dialogues, Glees, Ayres, Lessons on the Flagilet^ (Greetin!^) 
and Ballads, for Two, Three, and Pour 1676, 1684. 13. ‘Psalms and Hymns ^in 
Yoyces,’ 1667 ; ‘ The Musical Companion, in Solemn Musick of Four Parts, on the Corn- 
Two Books : I. Catches . . . ; 11. Diahgues . . .* mon Tunes to the Psalms in Metre used in 
1673 (the second book dated 1672); ‘Catch Parish Churches; also Six Hymns^for One 
that catch can, or the second part of the Voice to the Organ,’ 1671. “ 14. < Choice 
Musical Companion,’ contains seventy new Songs and Ayres . . 1673, 1075 167(5* 

catches and songs, 1685 ; ‘ The Second Book second book, 1679 ; third book, 1681 • col- 
of the Pleasant Musical Companion,’ 2nd lected in 3 vols. as ‘Choice Banquet of 
ed. 1686, a reprint, _ 1687. Henry Playford Musick,’ 1682 ; fourth book, 1683 ; fifth book 
published a fij;‘th edition, ‘ Pleasant Musical 1684. 15. ‘ The whole Book of Psalms 
Companion,’ 1707 ; other publishers issued with the usual Hymns and Spiritual Son^s 
later editions, including the tenth, 1726. . . . composed in Three Parts,’ 1677 ; by 
5. ‘ Musick’s Recreation on the Lyra-Viol,’ Henry Playford, 2nd ed. 1695 ; 8th, 1702 * 
in lute tahlature, 1652, 1656 ; ‘ ... on the continued by other publishers, 20th ed. 1757' 
Viol, Lyraway,’ 1661, 1669,1682; there was 16. ‘The Delightful Companion [some- 
announced in 1674 ‘Musick’s Recreation on times ‘Mnsick’s Delight’], Lessons for the 
the Bass-Viol, Lyra-way.’ 6. ‘ Select Musical Recorder or Flute,’ 1682. 17. ‘ The Division 

Ayres and Dialogues for One and Two Voyces Violin,’ 1685 ; 3rd ed. 1688; 4th, 1699. 
tosingtotheTheorho-Lute orBass-Violl . . .’ After Playford’s death, his only survinng 
in two books, 1652; in three books, 1653; son, Henry Playford (1657-1706 ?), horn 
other editions, ‘ Select Ayres,’ 1659, second on 5 May 1657, and christened at the Temple 
book and third book, consisting chiefly of Church, when Henry Lawes and an elder 
compositions by Henry Lawes, and reprinted Henry Playford, stood godfathers, carried on 
as the second ^ and third books of ‘ The the business at the shop near the Temple 
Treasury of Musick,’ 1669. 7. ‘ Court Ayres Church. In partnership with Robert Carr, 
or Pavins, Almains, Corants, and Sarabands Henry published three books of ‘The Theatre 
of two parts, Treble and Bass, for Viols and of Musick ; ’ the fourth book and his other 
for Violins, which may be performed in Con- undertakings appeared independently of Carr, 
sort to the Theorbo-Lute or Virginalls,’ obi. In 1694 he sold to Heptinstall his copyright 
8 VO, 1655 ; ‘ Courtly Masquing Ayres . . .’ in ‘ The Dancing Master.’ From 1696 to 
two books in 4to, 1664. 8. ‘ A Brief Intro- 1703 Playford traded in the Temple Change 
duction to the Skill of Music for Song and i ‘ over against St. Dunstan’s Church in Fleet 
Viol,’ in two books, 8vo; 2nd ed, 1658 ; third ' Street.’ He employed as printers, John Play- 
edition, enlarged, with portrait, ‘ A Brief ford the younger, 1685 ; Charles Peregrine, 
Introduction . . . to which is added a third 1687; E. Jones, 1687, 1696; J. Heptinstall, 
pook,entituledTheArt of Setting or Compos- 1696; William Pearson, 1698, About 1701 
ing Musick in Parts, by Dr. Thomas Cam- he instituted weekly clubs for the practice 
pion,with Annotations thereon by IMr. Chris- of music, which flourished in Oxford as well 
topher Simpson,’ 1660, 1662, 1664, 1666, ‘An as in London. 

Intr^uction, 1672; ‘With the Order of Sing- Playford, in his effort to withstand the 
1674, 1679; 10th ed. competition of purveyors of cheap music, 
i Playford, 11th ed. 1687, established in 1699 a concert of music to be 

1694; With the Art of Descant,’ by H. Pur- held three evenings in the week at a cofFee- 
cell,^ 1697 ; 14th ed. 1700 ; 15th ed, 1703, house. Here his music was to be sold, and 
n publisher to 19th ed. might be heard at the request of any pro- 

I^sring’s Latin an- spective purchaser. He complained of the 
mems, first set, 1662 ; second set, Latin and dearness of good paper, and of the scanda- 
Tn^ py composers, 1673, 1674. lous abuse of selling single songs at a penny 

j ® Hand-maide, presenting Hew apiece, a practice ‘ which hindered good col- 

Pleasant Lessons for the Virginalls or lections.’ In 1703 Playford invited suhscrip- 
Harpcyeon (aftei^a]^ Harpsy chord or tions to the ‘Monthly Collections of Music’ 
^pinet), 1663, 1673, 1678; by Henry Play- to be sent to his house in Arundel Street, 
lord., second book, 1 689 ; the whole reprinted, Strand, ‘ over against the Blue Ball.’ From 
engmven on copper-plates, 1690, 1695. 1703 to 1707 he seems to have engaged de- 
Tftvn . sultorily in selling prints, paintings, ‘and 

, iD/o ; with tunes of French dances, , other adornments.’ In 1706 his warehouse 
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-w^as a room ‘ up one pair of stairs next the 
Queen's Head Tavern over against the Middle 
Temple Gate.’ His name appears on the 
fifth edition of ^The Pleasant Musical Com- 
■'janion; dated 1707, but as a rule these pub- 
; ications were antedated ; and his name does 
not occur again in advertisements or on 
pages. He died between 1706 and 1721, 
-when his will was proved. He left a legacy 
to Henrv Purcell, and the bulk of his pro- 
])erty to^ his wife Ann, daughter of Thomas 
Baker of Oxford, whom he married in De- 
cember 1638. 

His chief collective publications were: 

1. 'The Theatre of Musick,’ three books, 
1685; fourth book, 1687. 2. 'Harmonia 

Sacra,’ first book, 1688, 1703 ; second book, 
1693: supplement, 1700. 3. 'The Banquet 

of Musick,’ a collection of songs sung at 
court, andatpublick theatres ; first and second 
books, 1688; third and fourth books, 1689; 
sixth book, 1691. 4. ' The Sprightly Com- 

panion, a Collection of best Foreign Marches, 
1G95. 5. ' Directions to learn the French 

Hautboy, with outlandish Marches and 
other Tunes,’ 1695. 6. 'DelicicS Musicse, 
a Collection of Songs/ four books in one^ 
volume, 1696; first and second parts of 
voL ii. 1697. 7. ‘The New Treasury 

of Musick, a Collection of Song-books pub- 
lished for Twenty Years past,’ 1 vol. in 
folio, with a title-page, about 1696. 8. ‘The 
Alamode Musician, a Collection of Songs.’ 
9. ‘ Orplifcus Britannicus,’ 1698 fsee Purcell, 
He^-ry] 10. ‘Wit and Mirth, or Pills 
to purge Melancholy . . . Ballads and Songs, 
1699 ; second part, 1700 ; third book, in the 
press, 1702; continued by other publishers, 
1712. 11. ‘The Psalmody: Directions to 
play the Psalm Tunes by Letters instead of 
Notes, with an Instrument, the Invention 
of John Playford,’ 1699. 12_. ‘Mercurius 
Musicus, a Monthly Collection of New 
Teaching Songs, composed for the Theatres 
and other Occasions, January 1698-9, to 
December 1699,’ 1700,^ 1701; announced to 
be printed in future in single songs, with 
the former title. 13, ‘ Original Scotch 
Tunes/ 1700 ; 2nd ed. 1701. 14. ‘ Amphioii 
Anglicus,’ 1702 fsee Blow, John]. 15. ‘ The 
Divine Companion, a Collection of Easie 
Hymns for One, Two, and Three Voices/ 
1701 ; editions by other publishers, 4th, 
1722. 16. Announced, ‘The Lady’s Ban- 
quet . . . Lessons for Harpsichord or Spinet,’ 
1702 ; to be continued yearly. 

The music printer, John Playford the 
younger (1656-1686), son of Matthew Play- 
ford, rector of Stanmore Magna, Middlesex,^ 
by his wife Eleanor Playford, and nephew of 
John Playford the elder, entered in 1679 into 


_ partnersiiip with Ann, the widow of Wuliuiii 
^ Godbid, in the prlnting-hou^e at Little Bri- 
tain, ‘the ancient and only print Ing-hon Hi in 
England for variety of musiek and workmen 
, that understand it.’ It w’as also the ciii^f 
i printing-house for setting up mathematical 
-works. 

Playford’s firm •3riuted the sixth edition 
of ‘ The Dancing Yiaster ’ in 1679, and other 
I musical publications. In 1684 Mrs. God- 
' bid's name disappeared, and Playford con- 
tinued the business alone. His last w-ork 
for his uncle was the seventh edition of 
‘ The Dancing Master/ dated 1086 : he 
' printed only one of Henry’s publications, 

5 ‘ The Theatre of Musick/ 1685. He died in 
1 that year, and was buried in Great Stanmore 
, church, w^here a stone on the floor of the 
' nave bears his name (Ltsons, in. 

398). He describes himself in his^ will 
(signed 20 April, proved 29 April 1685), as 
a citizen and stationer of London. Piay- 
i ford left his property to his mother Eleanor, 
then married to Randolph Nichol, and to his 
two sisters, Anne, the wife of William Kil- 
ligrew, and Eleanor, who afterwards married 
William Walker. The printing-house wms 
advertised for sale in the ‘ London Gazette ' of 
‘ 6 May 1686. It included a dwelling-house, 
in which Eleanor, her brother’s executrix, 
was then living. 

[Manuscript notes from North Walsham 
Manor rolls, kindly supplied by Mr. Walter 
Eye; London Gazette and other papers, 1648- 
1709 pas^^im ; Hawkins’s History of Music, pp. 
687-94, 733 ; Burney’s History of Music, iii- 
59, 417, 464; Pepys’s Diary, ii. 68, iv. 18; 

' reristers of Stanmore Magna, of the Temple 
Church, of St. Mary’s, Islington, of Sr. Clement 
I Danes, of St. Dunstan's, and of Corpus Christi 
‘ College, Cambridge; Chappell's Popular Music, 
vol. i.p. xvi; Lysons’s Enrirons, iii. 398 ; Ch^ 
ter’s Westminster Abbey Kegisters, pp. 353, 
364; Marriage Licenses, Faculty Office of_the 
Archbishop of Canterbury, p. 192; Marriage 
Allegations, registers of the Vicar-general of 
the Archbishop of Canterbury ; registers of St. 
James’s, Clerkenwell (Harleian Soc.); Hon. 
Roger North’s Memo! res of Musick, p. 107^; 
Horsfield’s History of Lewes, ii. 218; Foster’s 
Alumni Oxon. early ser. iii. 1171 ; Notes and 
Qaeries, 8th ser. vii. 449, 494 (for the Playfo^ 
family); Grove’s Dictionary of Music, 111. 2, 
iv. 749 ; Registers of Wills, F. C. C.,Peon, 93, 
Box, 196, Gann, 48, Archdeaconry of Middlesex, 
December 1 72 1 ; Playford’s publications. Messrs. 
Barclay Squire and Julian Marshall have ren- 
dered assistance in the preparation of this 
article.] L. M. M. 


PLEASANTS, THOMAS (1728-1818), 
pWlanthropist, was bom in co. Carlow in 
17*>8 He was educated for the bar, but did 
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not enter on the practice of the law, of 
which, as well as of classical literature, he 
acquired an extensive knowledge. His af- 
fluent circumstances enabled him to gratify 
a philanthropic disposition, and he made 
large contributions to benevolent objects. 
Among his gifts were 14,000Z. for a stove- 
tenter house at Dublin, to facilitate the work 
of poor weavers; 6,000Z.for a Dublin hospital; 
and 700Z. for buildings at a botanic garden. 
In 1816 Pleasants defrayed the cost of re- 
printing at Dublin ^ Reflections and Resolu- 
tions proper for the Gentleman of Ireland^ 
(1738), by Samuel Madden [q. v.] 

Pleasants died on 1 March 1818, in Cam- 
den Street, Dublin, and bequeathed sums 
for schools, almshouses, and hospitals in 
Dublin. A portrait of Pleasants in oil is in 
the possession of the Royal Dublin Society. 

A kinsman, Robert Pleasants, of James 
river, Virginia, at the sacrifice of more than 
3,000^. liberated all his neg-roes in 1786. 

[American Register, August 1786; Annual 
Biogr. 1818; Gent. Mag. 1818, i. 113-16, 155, 
371 ; Ryan’s Worthies of Ireland, 1821.] 

J, T. G. 

PLECHELM, SxiKT (/. 790 ), Hhe 
apostle of Guelderland,’ was an Irishman of 
noble birth, who received holy orders and 
made a pilgrimage to Rome in the company 
of the Irish bishop St. Wire and the deacon 
St. Otgar. Having been consecrated a bishop, 
perhaps by Sergius I, he returned home, and 
then started with St. Wiro on a mission to 
Gaul. They were well received hy Pepin, 
whom the Bollandists identify with Pepin 
Herstal, or ^ The Fat ’ {d. 714). Pepin gave 
the missionaries St. Odilia’s or St. Peter’s 
Mount, called also Berg, near Ruremund, 
and thither he went annually to confess to 
them. From Ruremund many missions were 
sent to the provinces between the Rhine and 
the Meuse. 

The date of St. Plechelm’s death is not 
known ; his feast is celebrated on 16 July. 
His relics are venerated not only at Rure- 
mund, but also at Oldenzel in the province 
of Over-Yssel, and at Utrecht. F. Bosch, 
the Bollandist, gives a long list of writers 
who make Plechelm bishop of Candida Casa 
or Whithorn, and identical with Pecthelm 
[q. v.l but he rejects the identification, al- 
though it is adopted hy Pagi (Crit Hist 
Chron. ad an. 734) and by the author of 
‘Batavia Sacra.’ 

[Acta SS. Jul, iv. 50; O’Haulon’s Lives of 
Irish Saints, vii. 239; Forbes’s Kalendars of 
Scottish Saints, p. 431.] M. B. 

PLEGMUIH) (d. 914), archbishop of 
Canterbury, a Mercian by birth, lived as a 
hermit on what was in those days an island, 


called from him Plegmimdham, about five 
miles north-east of Chester. The island was 
said to have been given by .Ethelwuh to 
Christ Church, Canterbury (Geevase, ii. 45) 
and is now called Plemstall. Being famed for 
his learning and religious life, Plegmund 
was called by dElfred to his court, and there 
instructed the king and helped him in his 
literary work. In 890 he was chosen arch- 
bishop, and, going to Rome, received the 
pall from Formosus, who became pope the 
next year. It has been supposed that he 
compiled and wrote the first part of the Win- 
chester codex of the ‘Anglo-Saxon Chro- 
nicle,’ now in the library of Corpus Christi 
CoUege, Cambridge, in which there is a 
change of writing at the year 891, hut this 
is mere supposition ; nor is it certain that he 
resided for any length of time at the court 
before be became archbishop. Among the 
books that he helped the king to write 
was .^Elfred’s version of Pope Gregory’s ‘ Re- 
gLila Pastoralis ; ’ his share in the work is 
aelmowledged in the preface, and the copy 
that the king gave him is preserved, though 
in a much damaged state, in the British 
Museum (Cott. MS. Tib. B. 11). On the 
death of .^Elfred in 901, Plegmund is said to 
have crowned his son Edward at Kingston 
(Diceto, i. 145). William of Malmesbury 
{Gesta Regiim^ book ii. c. 129) relates, 
quoting and altering a narrative in Leofric’a 
‘ Missal,’ that in 904 Pope Formosus wrote 
threatening to excommunicate Edward and 
all his people because for seven years the 
West-Saxon land had had no bishop ; that 
Edward called a synod over which Plegmund 
•presided, that five bishops instead of two as 
Deforetime were chosen and set over different 
West-Saxon tribes, and that Plegmund con- 
secrated seven bishops in one day at Canter- 
bury, five for Wessex and the other two for 
Selsey and the Mercian Dorchester. He 
proceeds to name them. The passage is 
full of blunders, as, for example, the intro- 
duction of Formosus, who died in 896, The 
story has been critically examined by 
Bishop Stubbs {Gesta Regum^ i. 140 w. and 
ii. Pref. Iv-lx), and his explanation, so far 
as it concerns Plegmund, is, in brief, as 
follows. The acts and specially the ordi- 
nations of Pope Formosus were annulled in 
897, the sentence being confirmed in 904. 
This sentence, of course, affected the posi- 
tion and the acts of Plegmund and the 
bishops whom he had consecrated. It was 
■perhaps known — it was certainly afterwards 
Delieved {Gesta Pontificum, pp. 69-61) — 
that Formosus had urged that English sees 
should be filled more quickly. The deci- 
sion of 904 made matters urgent in 9J6 — 
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tlie date of tlie letter, according to Leofric s 
* Missal.’ ! 

Ill 908 Plegmund consecrated the new | 
minster at Winchester and paid a second visit ^ 
to Rome, carrying to the pope (Sergius III) 
the alms sent by the king (Ethelweabd, , 
p. 519). The mam object of his visit may ; 
well have been to obtain the necessary con- | 
hrmation of his position and his acts ; and 
he would probably also seek the pope’s sane- ' 
tion for the subdivision of the West-Saxon 
episcopate contemplated by him and the ‘ 
king. One act in this subdivision was cer- ' 
tainly accomplished in 909 ; it is possible : 
that the whole of it was carried out at the 
same time at a council at Winchester {Codex ' 
DiplomaticitSjlSo^i. 342, 1090-6). Nor is there 
any reason to disbelieve that Plegmund on 
one day in that year consecrated seven 
bishops^ five for Wessex and the two others 
for sees outside it. On his return from Rome 
he brought with him the relics of St. Blaise, 
which he had bought at a high price. He 
died in old age on 2 Aug. 914, and was 
buried in his cathedral church. 

[A.-S. Chron. ann. 890, 891, 923; Asser, ap. 
H. H. B. p 487; Ethel w^ard, ap. Monumenta 
Bistorica Britannica,p. 519 ; Plor. Wig. an. 890 
(Engl. Hist. Soc.) ; Will, of Malmesbury s G-esta I 
Regum, i. 133, 140-1, ii. Pref. Iv-lx and Gesta ‘ 
Pontiff, pp. 20, 60. 177, Gervase of Cant. i. 15, ii. 
44, 350, Halph de Bieeto, i. 145 (all Rolls Ser ) ; 
Kemble’s Codex Dipl. Ros. 322, 332. 336, 337, 
342, 1090-96 (Engl. Hist. Soc.); Stubbs’s Reg. 
Sacr. Angl. pp. 12, 13; Hook’s Archbishops of 
Canterbury, i. 312 sq.; Wright’s Biogr. Lit. pp. 
413-15.] W. H. 

PLESSIS or PLESSETIS, JOHN ee, 
Earl of Wakwigk {d. 1263), was of Nor- 
man origin, and was probably a son of the 
Hugh de Plessis who occurs as one of the 
royal knights from 1222 to 1227 (Cal. Hot. 
Claus, i. 600, ii. 131). He was possibly a 
grandson of the John de Plesseto who wit- 
nessed a charter of John in 1204 (Gib. Oambr. 
Opera, Rolls Ser. i. 435), and was in the 
royal service in 1207 ( Cal. Hot. Claus, i. 99, 
102). Amauricius and William de Plessis, 
who were provided with benefices by the 
king’s order in 1243, may have been his bro- 
thers {Hdles Gascons, Nos. 681, 1050, 1410, 
1638). 

Plessis is first mentioned in 1227, when 
he was one of four knights to whom 60/. 
was given for their support {ib. ii. 202). He 
served in Wales in 12M, and on 2 March 
1232 witnessed a royal charter to Stephen 
de Segrave [q, v,] {Archmologia, xv. 210). 
On 30 May 1234 he was appointed warden of 
Devizes Castle and of Chippenham Forest. 
In 1239 and 1240 he was sherifi* of Oxford- 


shire, and on 9 Dec. 1241 had the wariLliip 
of the heiresses of John Biset of Combe Biset, 
Wiltshire (Ho are, Hist. Wiltshire, Cawden, 
p. 11; Excerpt, e Hot. Fin. i. 362; cf. Ann. 
Mon. i. 122). In May 1242 he accompanied 
the king to Poitou fcf. Holes Gascons, Nos. 
432, 859, 1224). On 2 Nov. he was granted 
a charger worth 30/., on 23 Nov. firecdom of 
bequest, and on 25 Dec. the marriage of 
Margaret de Neuhourg, countess of Warwick, 
and widow of John Marshal, son of John 
Marshal (1170?-1235) [q. v.] iib. Nos. 624, 
071, 720, 941). Plessis returned to England 
with the king in October 1243 ( ib. No. il89). 
Through the royal influence his suit with 
Margaret de Neuhourg was successful, but he 
did not assume the title of Earl of W'arwick 
until his tenure of it for life was assured by 
the consent of the next heir, William Mau- 
diiit, father of W'illiam Mauduit [q. v.] ; he 
is first styled earl in April 1245. On 18 Oct. 
1250 he had a grant of his wife’s lands for 
' life. On 24 June 1244 he had been appointed 
constable of the Tower of London, and it was 
no doubt in this capacity that he appears as 
one of the justices to hold the pleas of the 
city of London on 24 Sept. 1251. In 1252 
he is mentioned as one of the royal courtiers 
who took the cross, and in May 1253 was 
one of the witnesses to the excommunica- 
tion of those who broke the charters (Matt. 
Paris, v. 282, 375). In August 1253 he 
again went with Henry to Gascony, and was 
in the royal service there till August 1254. 
On 11 Feb. 1254 he Tvas employed to treat 
with Gaston de Beam, and on 6 March re- 
ceived 20(M in payment for his services 
{Holes Gascons, Nos. 2396, 2642, 3070). 
He was at Bordeaux in August 1254, but, 
having obtained letters of safe-conduct from 
Louis IX, started home through Poitou early 
in September, in company with Gilbert de 
Segrave [q. v.] and William Mauduit. ^ The 
party was treacherously seized by the citizens 
of Pons in Poitou ; Se^ave died in captivity, 
and John de Plessis was not released till the 
following year. In the spring of 1258 Plessis 
sat with John Mansel and others at the ex- 
chequer to hear certain charges against the 
mayor of London (liber de Antiqids Legihm, 
p. 33, Camd. Soc.) At the parliament of 
Oxford in June 1258 he was one of the royal 
representatives on the committee of twenty- 
four, was one of the royal electors of the 
council of fifteen, and a member of the latter 
body (Ann. Mm. i 447, 449 ; Sttfbbs, Comt. 
Hist. ii. 84). He was appointed^ warden of 
Devizes Castle by the barons, and in 1259was 
one of the council selected to act when the 
king was out of England (vfyiw. Mon. i. 4611, 
, 478), On 28 Xov. 1259 he was a commia- 
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sioner of oyer and terminer for tlie counties 
of Somerset, Devon, and Dorset. 'When 
Henry removed the 'baronial sheriffs in J uly 
1261, Plessis was given charge of Leicester- 
shire, and on 10 Aug. was also made warden 
of Devizes Castle, a post which he held till 
15 June 1262. He died on 26 Feb. 1263, 
and was buried at Missendeii Abbey, Buck- 
inghamshire. 

By his first wife, Christiana, daughter 
of Hugh de Sanford, he had a son Hugh 
(1237-1291), who married his father’s ward, 
Isabella, daughter of John de Biset. Hugh 
de Plessis had a son Hugh (1266-1301), who 
was summoned to parliament in 1299, and 
left a son Hugh, who died before 1356 with- 
out male issue (Hoabe, Hist, Wiltshire^ 
Cawden, p. 12; cf. Paegrave, Farl. Writs, 
iv. 1297). 

John de Plessis was succeeded as Earl 
of Warwick by his second wife’s nephew, 
William Mauduit. A nephew called Hugh 
de Plessetis was ancestor of the family of 
AVroth of Wrotham, Kent (A.rcli(Bologi(i Cwn~ 
tiana, xii. 314). 

There was a family of the name of Plessis 
or de Plessetis settled at Plessy in the town- 
ship of Blyth, Northumberland. Alan de 
Plessis and John de Plessis were concerned 
in a forest dispute in Northumberland in 
1241. The latter was a person of some note 
in the county, and was no doubt the warden 
of Northumberland in 1258, though Dugdale 
and others have erroneously assigned this 
office to the Earl of Warwick (Hodgson, 
Hist, of I^orthumherland, ii. ii. 292-6; Bain, 
Calendar of Documents relating to Scotland, 
i. 276, 2141,2611). 

[Matthew Paris; Annales Monastic! (both in 
Boils Ser.) ; Cal. of Close Bolls ; Excerpta e 
Bot. Finiuin; Boles Gascons (Documents In^dits 
eur r Hist, de Prance) ; DngdHle s Baronage, i. 
772-3, and Hist, of Warwickshire, pp. 383-5 ; 
Doyle’s Official Baronage, iii. 575-6; G-. E, 
C[okayneJs Complete Peerage, vi. 254 ; Eoss’s 
Judges of England, ii. 442-4 ; Archseologia, 
xxdx. 428 ; other authorities quoted.] 

PLESSIS, JOSEPH OCTAVE (1762- 
1825), Roman catholic archbishop of Que- 
bec, the son of a blacksmith, was bom near 
Montreal on 3 March 1762. He received 
a classical education at Montreal College, 
and for a short time followed his father’s 
trade; but, in 1780, he returned to his studies, 
entered the Petit S5minaire at Quebec, and 
became a teacher at Montreal College. 
Later, becoming secretary to Bishop Briaud, 
he was ordain^ a priest on 11 March 1786, 
and was appointed secretary of Bishop Hubert 
at Quebec. In 1792 he was made cure of 


Quebec and professor of ‘ humanities ’ at the 
college of St. Raphael, and in 1797 grand 
vicar and coadjutor to Bishop Denault. His 
growing power and influence were employed 
against the English predominance, and the 
English party, led by HermanAVitsius Ryland 
[q. V.], made vain efforts to hinder his promo- 
tion. Consecrated as bishop-coadjutor on 
25 Jan. 1801, he became bishop of Quebec in 
1806, on the death of Denault, during the 
height of the discussion about the jesuit 
estates. An unsuccessful effort was made 
by Ryland and the protestant party to prevent 
his taking the oath of allegiance. 

Plessis’s position was now established. 
In 1810 he came into collision with the 
governor, Sir James Henry Craig [q. v.] But 
in 1812, when war with the United States 
broke out, he won the goodwill of the go- 
vernment by his efforts to rouse the loyalty 
of the French Canadians. In 1814 he was 
accordingly granted a oension of one thou- 
sand louis and a seat in t le legislative council, 
where he proved himself an ardent champion 
of the rights of the Roman catholic popula- 
tion. In 1818 he was made archbishop of 
Quebec. He set himself vigorously to or- 
ganise the Roman catholic church, and 
established mission settlements along the 
St. Lawrence and in the Red River terri- 
tory. He was active in furthering educa- 
tion, hut insisted on maintaining the integrity 
of the French tongue in Lower Canada. In 
1822 he opposed the union of Lower with 
Upper Canada in order to avoid the possi- 
bility of amalgamating the French and Eng- 
lish. He took a great part in the discussions 
on the education law of 1824. Practical 
work in the same direction was not neglected. 
He educated many young men at his own ex- 
pense, and the colleges of Nicolet and Ste. 
Hyacinthe were the outcome of his enthusi- 
astic appeals. He died at Quebec on 4 Dec. 
1825. 

[Appleton’s Cyclopsedia of American^ Bio- 
graphy ; Roger’s History of Canada, 

PLESYNGTON, Sir ROBERT db { d , 
1393), chief baron of the exchequer, was no 
doubt a member of the Lancashire family 
which derived its name from Pleasington, 
near Blackburn, and was perhaps a cousin of 
the first of that name, who owned Dimples in 
Garstang, Lancashire, where the family sur- 
vived until the rebeUion of 1715 {Chetham 
Soc. FubL Ixxxi, 61, xcv. 75, cv. 232). Sir 
Robert himself would appear to have ac- 
quired lands in Rutland, though he had 
1 charge of certain property at Lancaster in 
, 1376. In early life be probably held office in 
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tlie exchequer, and on 6 Bee. 1380 was 
appointed chief baron. He is mentioned as 
levying a fine in 1382-3 {Surrey Fines, Surrey 
Archaeol. Soc.) In November 1383 he 
pleaded in parliament for confirmation of 
a pardon lately granted him {Iix>lls of Parlia- 
ment, iii. 164 b), Dugdale, through an error, 
thought that Plesyngton was removed from 
the bench on 27 June 1383, but this really 
took place on 6 Nov. 1386. The ostensible 
reasons for his removal were that he pre- 
vented the king from receiving certain fines 
for marriage, and refused to hear appren- 
tices and others of the law, telling them they 
knew not what they said, and did more harm 
than good to their clients, so that pleaders 
did not dare appear before him against 
sheriif’s escheat ors, &c,, and the king lost 
many fines (Foss ; Deputy-Keeper Publ. Fee. 
9th Rep. p. 244). The true reason would, 
however, appear to be that he was closely 
attached to the iparty of Thomas of Wood- 
stock, duke of G'-oucester [q. v.], and had so 
incurred the king’s enmity. In the parliament 
of 1387 Plesyngton was spokesman for the 
Duke of Gloucester and other lords appellant, 
but he was not restored to his ofilce. He died 
on 27 Sept. IS9S (Chef ham Soc. Publ. cv.232). 
But nevertheless, on the fall of Gloucester in 
September 1397, Plesyngton was condemned 
for his support of the duke, and his property 
was declared forfeit; this sentence was re- 
versed in the first parliament of Henry IV in 
1399 {Folk of Parliament, iii. 384,425, 450). 
By his wife Agnes he had a son, Sir Robert 
de Plesyngton, who was twenty-four years 
of age in 1393, and represented Rutland in 
the parliament of January 1397 (Feturn of 
Meters of Parliament, i. 252). This Robert 
had two sons, Henry and John; his male 
line became extinct in William, son of Henry. 
John de Plesyngton was ancestor in the 
female line of the families of Flowers of 
‘Whitwell, Rutland, Stavely of Nottingham- 
shire, and Sapeott of Burleigh ( Visitation of 
Rutland, pp. 29-30, Harleian Society). 

[Foss’s Judges of England, iv. 67-70 ; 
Bridge’s Northamptonshire, ii. 505 ; Wright’s 
History of Rutland, p. 29 ; Abram’s History of 
Blackburn, p. 612; other authorities quoted.] 

G. L. R. 

PLEYDELL-BOUVERIE, EDWARD 
(1818-1889), politician, second son of Wil- 
liam Pleydell-Bouverie, third earl of Radnor, 
by his second wife, Anne Judith, third daugh- 
ter of Sir Henry Paulet St. John Mildmay, 
hart., was horn on 26 April 1818. Educated 
at Harrow and at Trinity College, Cam- 
bridge, whence he graduated M.A. in 1838, 
he was a precis writer to Lord Palmerstnn 
from January to June 1840. He was called 


to the bar at the Inner Temple on 27 Jan, 
1843, and in the following year he was re- 
turned to parliament in the liberal interest as 
member for Kilmarnock. That constituenev 
he represented until 1874, when his candida- 
ture proved unsuccessful. He was a pro- 
minent figure in the House of Commons. 
From July 1850 to March 1852 he was 
under-secretary of state for the home depart- 
ment in Lord John Russell's administration, 
and from April 1853 to March 1855 he was 
chairman of committees, while Lord Aber- 
deen was prime minister. In March 1855, 
when Palmerston became premier, Pleydell- 
Bouverie was made vice-president of the 
board of trade, and in August was transferred 
to the presidency of the poor-law- board. That 
position he held until 1858. In 1857 he was 
appointed one of the committee of the council 
on education. He w^as second church estate 
commissioner from August 1859 to November 
1865, and from 1869 he was one of the eccle- 
siastical commissioners for England. 

Though a staunch liberal, he belonged to 
the old whig school, and in his last parlia- 
ment he often found himself unable to agree 
with the policy of the liberal prime minister, 
Mr. Gladstone. In 1872, when a charge of 
evasion of the law was made against Mr. Glad- 
stone in connection with the appointment he 
made to the rectory of Ewelme, Bouverie ex- 
pressed regret ‘ that the prime minister should 
amuse his leisure hours by driving coaches- 
and-six through acts of parliament, and 
should take such curious views of the mean- 
ing of statutes’ (Hafsied, 8 March ]872,p. 
1711; see art. Haevet, Wileiam Wigan). 

When the Irish university bill w-as in- 
troduced, Bouverie finally broke with ^Ir. 
Gladstone (March 1873). He denounced the 
measure as miserably bad and scandalously 
inadequate to its jorofessed object. He voted 
against the second reading on 10 March, when 
the government was defeated {ib. 11 March 
1873, p. 1760). Subsequently, in letters ad- 
dressed to the ^ Times,’ he continued his 
attacks on the measure and on its framers. 

After his retirement from, mrliament he 
became in 1877 associated with the corpora- 
tion of foreign bondholders, and was soon 
made its chairman. Under his guidance the 
debts of many countries were readjusted ; and 
the corporation’s scheme for dealing with the 
Turkish debt was confirmed by the sultan’s 
irade of January 1882. Bouverie was also 
director of the Great Western railway 
company and of the Peninsular and Oriental 
company. He addressed numerous letters to 
the ^Times’ newspaper under the signature 
of * E. P. B.’ He died at 44 Wilton Orescent, 
London, on 16 Dec. 1889. 
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He married, on 1 Nov. 1842, Elizabeth 
Anne, youngest daughter of General Robert , 
Ballour of Balbirnie, Eifeshire, and had issue 
Walter {b. 5 July 1848), a captain in the 2nd 
Wiltshire rifle volunteers, Edward Oliver {b, 
12 Dec. 1656), and three daughters. 

[Debrett’tt House of Commons, ed. Mair, 1873, 
p. 28; Times, 17 Dec. 1889.] G. 0. B. 

PLEYDELL-BOUVERIE, WILLIAM, 
third Eakl of Radnor (1779-1869). [See 
Bottverie.] 

PLIMER, ANDREW (1763-1837), , 
miniature painter, vras born at Bridgwater, 
Somerset, in 1763. He practised in London, 
residing until 1807 in Golden Square, and was 
an exhibitor at the Royal Academy from 

1786 to 18 10, and once more in 1819. Though 
he never obtained the vogue of his contempo- 
raries Richard Cosway [q. v.] and Maria 
Cosway [q. v.], Plimer was well patronised, 
and his miniatures are of the finest quality, 
admirable both in drawing and colour. They 
are now much sought for by collectors, and 
command large prices. Plimer’s best-known 
work is the beautiful group of the three 
daughters of Sir John Ru shout, recently in 
the collection of Mr. Edward Joseph, and 
now (1895) the property of Mr. Frank Wood- 
rofFe. It has been well engraved by E. 
Stodart. His portraits of Sir John Sinclair 
[q. V.] and Colonel Kemeys-Tynte have also 
been engraved. Two portraits by him of the I 
Right Hon. William Windham are in the 
South Kensington Museum. Plimer died at 
Brighton on 29 Jan. 1837. 

Nathaniel Plimer (1751-1822), elder 
brother of Andrew, born at Wellington, i 
Somerset, also practised miniature-painting ; 
but his work is inferior to that of his brother. 
He exhibited at the Royal Academy from 

1787 to 1816, and died in 1822. 

[Redgrave’s Diet, of Artists; Propert’s Hist. 

of Miniature Painting ; Gent. Mag. 1837, pt.i. 
p. 334 ; Royal Academy Catalogues.] 

P. M. O’D. 

PLOT, ROBERT (1640—1696), antiquary, 
was the only son of Robert Plot of Sutton 
Baron, afterwards known as Sutton Barne, 
in Borden, Kent, a property which had been 
acquired by his grandfather, the descendant 
of an old Kenti^ family. His mother was 
Rebecca, daughter of Thomas Patenden or 
Pedenden of Borden. Robert Plot the elder 
died atSutton Barne on 20 April 1609, aged 
63, and was buried in Borden church, where 
a mural monument, with a long Latin in- 
scription, was erected by his son. 

Theantiquary, who was baptised at Borden 
on 13 Dec. 1640, was educated at the free 
school at Wye, and matriculated at Oxford 


from Magdalen Hall on 2 July 1658. Josiah 
Pullen 'q. v. J was his college tutor. He gra- 
duated B.A. in 1661, M. A. in 1664, and B.G.L 
and D.C.L. in 1671. About 1676 he left 
Magdalen Hall, and entered as a commoner at 
University College, where he w^as at the ex- 
pense of placing the statue of King Alfred 
over the portal in High Street. Plot had 
already directed his attention to the syste- 
matic study of natural history and antiqui- 
ties in 1670, when he issued, in a single 
sheet folio, ^Enquiries to be propounded 
... in my Travels through England and 
Wales,' ranging his queries under seven 
heads: ^Heavens and Air,'' Waters,’ ^Earths,' 

* Stones,' ^ Metals,’ ‘ Plants,' and ‘ Husbandry.' 
He seems at first to have had a design to an- 
ticipate Pennant, and recorded his intention 
of making a ‘ philosophical tour ' throughout 
England and Wales in a letter to Dr. Fell, 
which is printed in the editions of Leland’s 

* Itinerary ’ subsequent to 1710. Finding it 
necessary to restrict his scheme, he ulti- 
mately published, in 1677, ^The Natural 
Plistory of Oxfordshire. Being an Essay 
towards the Natural History of England,' 
Oxford, 4to; licensed 1676, and dedicated 
to Charles II. The work, which is illustrated 
by a map and sixteen beautiful plates by 
Burghers, each with a separate dedication, 
is drawn up upon a plan which is thus de- 
scribed by the author : first, ‘ animals, 
plants, and the universal furniture of the 
w'orld ; ' secondly, nature’s ^ extravagancies 
and defects, occasioned either by the exube- 
rancy of matter or obstinacy of impediments, 
as in monsters ; and then, lastly, as she is 
restrained, forced, fashioned, or determined by 
artificial operations.’ A second edition, with 
additions, and an account of the author by 
his stepson, J[ohn] B[urman], appeared at 
Oxford in 1705, fob When the Duke of York 
visited Oxford with the Princess Anne, in 
the spring of 1683, Plot’s ^ Natural History’ 
was presented to him as a leaving gift, to- 
gether with Anthony a Wood’s ^History 
and Antiquities of the University of Oxford.’ 
It was frequently quoted as an authority 
until the close of the eighteenth century, 
and in the accounts which he gave of rare 
plants, due regard being had to the time in 
which he wrote, ^ Plot has not been excelled,’ 
says Pulteney, ‘ by any subsequent writer.’ 
As a consequence of the reputation made by 
his book, Plot was, in 1682, made secretary to 
theRoyal Society, of which he had been elected 
fellow on 6 Dec. 1677, and edited the ‘ Phi- 
losophical Transactions ’ from No. 143 to No. 
166 inclusive. In March 1683, when ^ twelve 
cartloads of Tredeskyn’s (Tradescant's) rari- 
ties came from London ’ to form the nucleus 
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of Aslimole’s museum, Plot was appointed 
lirst custos, and in the following May he ex-, 
plained some of the exhibits, which he had 
in the meantime skilfully arranged, to the 
Duke of York. In the same year he w^as ap- 
pointed professor of chemistry at_ Oxford, 
and the pressure of university duties com- ^ 
pelled him to resign his secretaryship to the 
Koyal Society in November 1684, William 
Musgrave [q. v.] being appointed in his 
stead. About the same time he published 
his ‘ De Origine Fontium tentamen philoso- , 
phicum. In prEclectione habita coram so- | 
cietate philosophica nuper Oxonii instituta ad 
scientiam naturalem promo vendam,’ Oxford 
(1684), Svo. In 1684, too, Plot presented, 
to receive the degree of D.C.L. from Oxford 
University, one of his staunchest patrons, 
Henry How'-ard, seventh duke of Norfolk 
[q. V.] The latter, in his capacity of earl 
marshal, made Plot his secretary or 'regis- 
ter’ in 1687. Meanwhile, Plot had, at the 
invitation of Walter Chetwynd of Ingestry, 
visited Staffordshire wnth a view of describing 
the ' natural, topical, political, and mechani- 
cal history ’ of tliat county. In 1686 he pro- 
duced ‘ The Natural History of Staffordshire,’ 
Oxford, 4to, which was dedicated to James IL 
The plates w-ere again executed by Burghers. 
This work is more attractively written than 
its forerunner, while it gives ampler proof of 
Plot’s credulity. For many years afterwards 
it was a boast among the Staffordshire 
squires, to whom he addressed his inquiries, 
how readily they had ' humbugged old 
Plot.’ Dr. Johnson, however, was needlessly 
sceptical when he refused to believe Plot s 
account of a river flowing underground in 
Staffordshire. The hook served to confirm 
Plot’s reputation. Dr. Charlett wushed 
him to undertake an edition of Pliny’s ' Na- 
tural History.’ He himself talked of pro- 
ducing a ' Natural History of London and 
Middlesex,’ hut he ultimately rested on his 
laurels. Plot was unsuccessful in an effort 
to obtain the wardenship of All Souls’, but 
was consoled in 1688 by the office^ of his- 
toriographer-royal. In February 1695 a newr 
post was created for him at the Heralds 
Office as Mow’bray herald extraordinary, and 
two days later, on 7 Feb., he was constituted 
registrar of the court of honour. About 1695 
he retired to his property at Sutton Barne, 
which he greatly improved. 

Plot died of the stone at Sutton Barne, on 
30 A]?ril 1696, and was buried in Borden 
churc.il, where his widow erected a monument 
with a Latin inscription. Plot -married, on 
21 Aug. 1690, Rebecca, widow of Henry Bar- 
man, and second daughter of Ralph Sher- 
wood (1625-1705), citizen and grocer of 


London. She and her sister subseqii^'iitly 
erected a monument to their father in Bor- 
den church. Plot left two sous, Robert and 
Ralph Sherwood. The elder wasimprovicleut, 
wasted his patrimony, was reduced at one 
period to work as a labourer in Sheeme>3 
dockyard, and died in a state of dependence 
in March 1751. 

Plot, who is said to have been abonvivant, 
was a witty man and knew liowr to render 
his stores of learning attractive to a wide 
circle of readers. He shared the tory predilec- 
tions of the two contemporary Orford anti- 
quaries, Anthony a \X ood and Thomas Hearne, 

I hut, unlike tliem,hewasby disposition a time- 
server. His acquisitiveness was such as to 
I disgust some of his fello-^'-antiquaries, and 
; Edward Lhiiyd [q. v.], Plot s assistant, and 
i afterwards (1690 ) his successor as custos of 
the Ashmolean, credits him with as ‘b.id 
morals as ever ’ characterised a master of arts 
(cf. however Nichols, Ilhistr. of Lit. ix.547). 
He had some acquaintance with most of the 
learned men of his day, and was intimate 
.both with Samuel Pepys and with John 
Evelyn. To the latter he applied in 16^2 
for some autobiographical notes on behalf of 
the author of the ' Athense Oxonienses.’ A 
portrait of Plot, which was formerly in the 
possession of the family, is now at All 
Souls’ College. His portrait was also in- 
cluded in the view of Magdalen Hall en- 
graved by Vertne for the ' Oxford Almanac’ 
in 1749. 

The following is a list of Plot’s chief con- 
tributions to the ' PhiloKSophical Transactions’ 
of the Royal Society : 1. The Formation of 
Salt and Sand from Brine’ {Fhil. Tram. 
xiii. 96). 2. ‘A Discourse of Sepulchral 
Lamps of the Ancients’ (xiv. 806). 3. ‘The 
History of the Weather at Oxford in 1684’ 
(xY. 930). 4. 'Account of some Incombus- 
tible Cloth {ib. p. 1051). 5. ' Discourse con- 
cerning the most seasonable Time of felling 
Timber, written at the request of Samuel 
Pepys, Esq,, Secretary of the Admiralty 
(xvii. 455). This vrork is referred to more 
than once by Pepys in his letters. 6. ' Obser- 
vations on the Substance called Black Lead 
(xx. 183). 7. 'A Catalogue of Electrical 

Bodies ’ {ih. p. 384 ; Maty, General Index to 
Phil. Trans. 1787, p- 735). 

A list of his writings in manuscript, drawm 
up shortly before his death, is print by 
Wood {Athence ed. Bliss, iv. 

Of these, the following only appear to have 
been printed : 1. 'A Defence of the Jurisdic- 
tion of the Earl Marshall’s Court in the 
Vacancy of a Constable, ^printed in Hearne s 
^ Curious Discourses,’ 1771, ii. 250. ^ A 

Letter to the Earl of Arlington concerumg 
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Thetford,’ printed in Heanie’s ‘ Antiquities 
of Glastonbury/ 1722, p. 225. 3. ^ An Ac-] 
count of some Antiquities in the Ooiinty 01 
Kent/ printed in Nichols’s^ Bibliotheca Topo- 
crraphica/ yoL i. A co?y of Plot’s ‘ History 
of kaffordshire^ in tie British Museum 
Library contains several manuscript notes 
by the author. 

[Foster’s Alumni Oxon, 1500-1714:; Woods 
AtW Oxon. ed. Bliss, iv. 772-9; Nobles 
College of Arms, 1804, p. 326 ; Erdesmck’s Sur- 
vey of Staffordshire, 1844, p. liii; Hasted s 
Kent, ii. 565; Aubrey’s Bodleian Letters, 1813, 
i. 74 ; Letters of Eminent Literary Men (Cam- 
den Soc. ) ; Pulteney s Progress of Botany, i. 351 ; 
Gent. Mag. 1795 , ii. 897, 996, 1089; Nichols s 
Lit. Aneed. ix. 202, 408, 547, 775, 781, and Lit. 
lllustr. iii. 234, 644, iv. 224, 645, 654, vi. 668^; 
Biogr. Brit. ; Chalmers’s Biogr. Lict. ; Granger s 
Biogr. Hist, of England, iv. 85 ; Archseologia 
Cantiana, ix, 60«. ; Niculson’s Engl. Hist. 
Libr, 1776, p. 17 ; Wood’s Life and Times (Ox- 
ford Hist. Soc.), vols. i. ii. and iii. passim ; 
Hfarne’s Collections, ed. Doble (Oxf.Hist. Soc.), 
vols. i. ii. and iii. passim ; Notes and Q/Ueries, 
6th ser. i. 230,292 ; Wheatley and Cunningham’s 
London, ii. 406 ; Thomson’s Hist, of the Royal 
Soc. App. ; Evelyn’s Diary, 1862 ii. 99, 164, iii. 
264, 321, 335 ; (Aambers’s Book of Pays, h 553 ; 
Boswell’s Life of Johnson, ed. Hill, iii. 94; 
Watt’s Bibl. Brit. ; Bodleian Libr. Cat. ; Brit. 
Mus. Cat.} T. S. 

PLOTT, JOHN (1732-1803), miniature- 
ainter, was bom at Winchester in 1732, 
n early life he was employed by an attorney, 
and in 1756 acted as clerk of the accounts 
for the maintenance of French prisoners 
quartered near W^inchester. He then turned 
to art, and, after receiving some instruction 
in landscape from Richard Wilson, became 
a pupil of Nathaniel Hone, whom he assisted 
in his miniatures and enamels. Plott prac- 
tised miniature-painting with success both 
in London and Winchester, exhibiting with 
the Incorporated Society from 1764 to 1775, 
and at the Royal Academy from 1772 to the 
end of his life. Having a taste for natural 
history, he also executed a number of beauti- 
ful water-colour drawings of that kind, in- 
cluding a series for a projected work on 
* Land Snails,’ which remained unfinished at 
his deatli. Late in life Plott became a 
member of the corporation of Winchester, 
and he died there on 27 Oct, 1803. He was 
an intimate friend of George Keate [q. v.], 
and some of their correspondence is now in 
the possession of Mr. G. B. Henderson of 
Bloomsbury Place; it appears from one of 
the letters that Plott was twice a candidate 
for a librarianship in the British Museum. 
Plott painted a miniature of Keate, which 
was engraved by J. K. Sherwin as a fronti- 


spiece to his ‘Poems,’ 1781. A portrait of 
Plott, scraped in mezzotint by himself, is 
mentioned by Bromley {Cat. of J^m/raved 
Portraits) and in the Musgxave catalogue, 
but is not otherwise knowm. 

[Edwards’s Anecdotes of Painting; Graves’s 
Diet, of Artists, 1760-1880; Clialoner Smith’s 
British Mezzotinto Portraits; information from 
G. B. Henderson, esq.] F. M. O’D. 

PLOUGH, JOHN {d. 1562), protestant 
controversialist, son of Christopher Plough 
of Nottingham, and nephew of John Plough, 
rector of St. Peter’s, in the same town was 
born there and educated at Oxford, where 
he supplicated for his B.C.L. in 1543-4. In 
the same year he became vicar of Sarratt, 
Plertfordshire, and subsequently succeeded 
his uncle as rector of St. Peter’s, Nottingham. 
During Edward Vi’s reign he made himself 
prominent as a reformer, and on Mary’s ac- 
cession fled to Basle, where he remained 
throughout the reign. While there he en- 
gaged in controversy with William Kethe 

v.] and Robert Crowley [q. v.], two of 
the exiles at Prankfort. About 1559 he re- 
turned to England, presented a declaration 
of protestant doctrines to Elizabeth, and was 
presented by his fellow-exile, Grindal, to the 
rectory of East Ham, Essex, in 1660. In 
the same year he was granted the living of 
Long Bredy, Dorset, by letters patent. He 
died before November 1662. 

Wood ascribes to Plough several works 
which he had never seen, and none are now 
knowm to be extant. The titles are : 1. ‘ An 
Apology for the Protestants,’ written in re- 
ply to ‘The Displaying of the Protestants/ by 
Miles Huggarde [q. v.] It was composed and 
published at Basle, and Strype gives the date 
as 1558. 2. ‘ A Treatise against the Mitred 
Men in the Popish Kingdom.’ 3, ‘ The Sound 
of the Doleful Trumpet.’ 

[Wood’s Athene Oxon. i. 301-2; Foster’s 
Alumni Oxon. 1500-1714; Lansd. MS. 980, 
f, 265; Strype’s Eccl. Mem. m. i. 232, 442; 
Bymer’s Fcedera, xv. 585 ; Newcourt’s Reper- 
torium, ii. 302 ; Whittingham’s Brieff Diseours 
of the Troubles at Frankford; Brown’s Not- 
tinghamshire Worthies.] A. F. P- 

PLOWDEN, CHARLES (1743-1821), 
rector of Stonyhurst college, seventh son of 
'William Ignatius Plowden, esq., of Plowden 
Hall, Shropshire, by his wife, Frances Dor- 
mer, daughter of Charles, fifth baron Dormer, 
of Wenge, was born at Plowden Hall on 
1 May or 10 Aug. 1743. His brother, Francis 
Peter Plowden, is separately noticed. At the 
age of ten he was sent to a school at Edghaston, 
and on 7 July 1754 was transferred to the^col- 
, lege of the English Jesuits at St. Omer. Upon 
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tlie conclusion of liis humanity studies he 
entered the Society of Jesus at Watten on 
7 Sept. 1759 : and, after completing his theo- 
logy at Bologna, he was orc'ained priest at 
Home on 30 Sept. 1770. At the time of the 
suppression of the Jesuit order in 1773 he 
was minister at the English College, Bruges, 
or the ‘ Great College,’ as it was called, to 
distinguish it from the preparatory college 
in the same city. Upon the yiolent de- 
struction of the Bruges colleges by the im- 
perial government in 1773, Plowden was de- 
tained prisoner, with other ecclesiastics, for 
several months. On regaining his liberty, 
he joined the English academy established 
at Liege by the fathers of the old society. 

In 1784 he became chaplain and tutor 
to the family of Mr. Weld at Lul worth 
Castle, Dorset, and in November 1794 he re- 
joined his former colleagues at Stonyhurst, 
three months after their migration ftom 
Liege. In 1796 he acted as chaplain to the 
convent at York, Upon the first restoration 
of the English province of the Society of 
Jesus, vivcB vocis omculo, in 1803, a novitiate 
was opened at Hodder Place, near Stony- 
hurst, and Plowden was appointed master 
of novices, and there wrote a series of ex- 
hortations to novices which has always been 
held in the highest esteem. He was professed 
of the four vows on 15 Nov. 1805, After the 
hull of restoration issued by Pius VII, Plow- 
den was declared provincial on 8 Sept. 1817, 
and at the same time rector of Stonyhurst 
college. In 1820 he was summoned to Rome 
for the election of a new general of the 
society, and on his return through France 
he died suddenly, at Jougne in Franche- 
Comt6, on 13 June 1821. In consequence 
of some misunderstanding, he was buried, 
with military honours, as a general, in the 
parish cemetery. 

He was a writer of great power, and Foley 
remarks that 'the English Province can 
boast of but few members more remarkable 
for talent, learning, prudence, and every re- 
ligious virtue.' Richard LalorSheil[q.v.], who 
had been his ]3upil, declares that Plowden 
‘ had every title to be considered an orator 
of the first class,’ and says : ' He was a per- 
fect Jesuit of the old school ; his mind was 
stored with classical knowledge; his man- 
ners were highly polished; he had great 
eloquence, which was alternately vehement 
and persuasive, as the occasion put his talents 
into rec[aisition; and with his various ac- 
complislaments he combined the loftiest 
enthusiasm for the advancement of religion^ 
(‘ Schoolboy Recollections ’ in Ne w Monthly 
Mag, August 1829). 

His works are ; 1. ^ Considerations on the 


modern opinion of the Fallibility of the Holy 
See in the Decision of Dogmatical Questions, 
with an Appendix on the Appomtment of 

Bishops,’ London, 1790, 8vo. 2. ' A Dis- 
course delivered at the Consecration of Dr, 
John Douglass, Bishop of Centuria, at Lull- 
worth,’ London, 1791, 8vo. 3. 'An Answer 
to the second Blue Book, containing a 
Refutation of the Principles, Charges, and 
Arguments, advanced by the Catholic Com- 
mittee against their Bishops,’ London, 1791, 
8vo. 4. ' Observations on the Oath proposed 
to the English Roman Catholics,’ London, 

1791, 8vo. 5. ‘ Letter to the Staffordshire 
Clergy,’ 1792. 6. ' Remarks on the "Writings 
of the Reverend Joseph Beringt on, addressed 
to the Catholic Clergy of England,’ London, 

1792, 8vo, 7. 'Remarks on a book entitled 

Memoirs of CTregorio Panzani, preceded by 
an Address to the Rev. Joseph Berington,’ 
Liege, 1794, 8vo, pp. 383. 8. 'A Letter 

... to C. Butler, W. Cruise, H. Clifibrd, 
and W. Throckmorton . . . Reporters of the 

I Cisalpine Club. In which their Reports on 
' the Instrument of Catholic Protestation 
1 lodged in the British Museum are examined,’ 
London, 1796, 8vo. 9. ‘The Letters of 
Clericus to Laicus.’ They appeared origi- 
nally in the ' Pilot ’ newspaper in reply to 
the diatribes of one Biair, an apothecary, 
who assumed the style of ‘ Laicus.’ Plow- 
den’s letters were reprinted by R. C. Dallas 
I in his 'New Conspiracy against the Jesuits 
detected and briefiy exposed,’ London, 1815, 
8vo. 10. ‘ The Case is altered,’ in a letter 
addressed to the catholics of Wigan, 1818, 
8vo. 11. 'Account of the Preservation and 
A ctual State of the Society of Jesus in the R us- 
sian Empire Dominions,’ 1783-4. Published 
in ‘Dolman’s Magazine,’ 1846-7. Inserted in 
'Letters and Notices,’ Roehampton, 18U9, 
8 VO, pp. 131-43, 279-92. There remain in 
manuscript at Stonyhurst ‘Narrative of the 
Destruction of the English Colleges at Bruges,’ 
with an account of Plowden’s imprisonment 
from 20 Sept. 1773 to 25 May 1774, and his 
'Instructions to Novices.’ Many of his let- 
ters and papers are preserved in the archives 
of the English province. 

[Amherst’s Hist, of Catholic Emancipation, i. 
168, 176, J97, 201-4; Biogr. Diet, of Living 
Authors, 1816, p. 276 ; Caballero’s Bibl. Seri; t. 
Soe. Jesu, i. 227 ; Catholic Advocate, 15 July 
1821, p. 264 ; Catholic Progress, 1889, ix. 195 ; 
Coleridge's St. Mary’s Convent, York, p, 254; 
De Backer’s Bibl. de k Compagnie de Jesus; 
Foley’s Records, iv. 555, vii. 60 1 ; Gerairi's Stony- 
hurst, pp. 37 , 114, 123;^ Gillow’s Bibl Diet. i. 
567 ; MacNevin’s Memoir of Shiel, 1845. p. xix ; 
Oliver’s Cornwall, p. 382 ; Oliver’s Jesuits, p. 
166 ; Panzani’s Memoirs, pref. p. xxxi.] T. C, 



Plowden 


428 


Plowden 


PLOWDEN, EDilUXD (lolS-biSS), 

jurist, born at Plowden, Siiropshire, in 1518, 
was the eldest son of Humphrey Plowden, 
esq., of that place, by his wife Elizabeth, 
daughter of John Sturry, esq., of Ross Hall | 
in the same comity, and relict of William 
Wollascot, esq. He spent three years in the 
university of Cambridge, which he left with- 
out a degree; and in 1538 he entered the 
Middle Temple, and was called to the bar 
(CooPEE, AthencB Cantabr. i 501). Accord- 
ing to tradition, he was so excessively studious 
that for the space of three years he did not 
leave the Temple once. Before 1550 he re- 
sorted to the courts at Westminster and else- 
where, and took notes of the cases there argued 
and decided. ATood asserts that, after study- 
ing at Cambridge and in the Temple, Plowden 
spent four years at Oxford, and in November 
1552 was admitted to practice chirurgery and 
physic by the convocation of that university 
(Athence O.von. ed Bliss, i. 503). He was one 
of the council of the marches of Wales in the 
first year of the reign of Queen Mary. In the 
parliament which began 5 Oct. 1553 he sat for 
AVallingford, Berkshire; and in July 1554 
he was acting as one of the justices of gaol 
delivery for the county of Salop at the ses- 
sion held at Shrewsbury, at which were 
decided several important crown cases from ' 
divers counties of Wales. In the parliament 
wdiich assembled 12 Nov. 1554 he appears to 
have been returned both for Reading, Berk- 
shire, and for Wootton-Bassett, Av iltshire. 
Erom 12 Jan. 1554-5 he, with other mem- 
bers, to the number of thirty-nine, who were 
dissatisfied with the proceedings of parlia- , 
ment, withdrew from the House of Com- 
mons. Informations for contempt were filed 
against them by the attorney-general. Six ' 
submitted; but Plowden ‘took a traverse 
full of pre 2 :nancy.’ The matter was never 
decided. To the parliament which met on 
21 Oct. 1555 Plowden was returned for 
AVootton-Bassett. He was autumn reader 
of the Middle Temple in 1557, and at one 
period he was reader at New Inn. On the 
death of his father, 21 March 1557-8, he 
succeeded to the estate at Plowden. 

On 27 Oct. 1558 a writ was directed to 
Mm calling upon him to take upon himself 
the degree of seijeant-at-law in Easter term 
following. Before the return of this writ, 
however, Queen Mary died, whereby it abated. 
It was not renewed by Queen Elizabeth. He 
was double I^ent reader of the Middle Temple 
in 1560-1. On 20 June 1561 he was appointed 
treasurer of his inn, and during the time he 
held that office the erection of the noble hall 
of the Middle Temple was begun. In Michael- 
mas term 1562 he was acting as one of the 


counsel of the court of the duchy of Lan- 
caster. 

His reputation as a laTvyer was now very 
great. As, however, he steadily adhered t*D 
the Roman catholic religion, he was regarded 
with suspicion by the privy council, although 
they refrained from proceeding against him. 
It is said that a letter from Queen Elizabeth, 
offering the office of lord chancellor to Plow- 
den upon condition of his renouncing the 
catholic faith, was preserved among the 
family papers at Plow-den until the begin- 
ning of the present century, when it was 
unfortunately lost (Eoley, Records, iv. 538). 
His reply was a dignified refusal {ib. p. 539). 
Plowden was frequently employed in op- 
posing the established authorities. He de- 
I fended Bonner against Bishop Horne, and 
his bold advocacy of Bonner’s case was com- 
pletely successful (CooPEE, Atheiicn Cantabr, 
i. 409). On 16 Oct. 1566 he appeared at the 
bar of the House of Commons as counsel for 
Gabriel Goodman [q. v.], dean of AA’’estmin- 
ster, in opposition to a bill for abolishing 
sanctuaries for debt. In this instance, too, 
his exertions proved effectual : the bill w^as 
rejected on 4 Dec. by 75 votes against GO. 

On 17 Nov. 1569 the sherift* and magi- 
strates of Berkshire assembled at Abingdon 
in order to procure subscriptions for obser- 
vance of uniformity of divine service. All 
present signed the report except Plowden, 
who was described as of Shiplaie. He was 
therefore required to give a bond to be of 
good behaviour for a year, and to appear 
before the privy council when summoned 
(State Papers, l)om. Eliz. vol. lx. Nos. 47 
and 47 [2]). In a list, dated 1578, of certain 
papists in London there appeared the name of 
‘ Mr. Ployden, who hears mass at Baron 
Brown’s, Fish Street Hill,’ On 2 Dec. 1580 
articles were exhibited to the privy council 
against him upon matters of religion. The 
first was that ‘ he came to church until the 
bull came in that [John] Felton ”q. v.] was 
executed for [in 1570], and the northern rebels 
rose up, and after that he hath utterly refused 
both service and sacrament, and every other 
means to communicate with the church.’ In 
consequence of his action the Middle Temple, 
it was said, was ‘ pestered with papists.’ He 
died on 6 Feb. 1584-6, and was buried in 
the Temple church, where there is a monu- 
ment to his memory, with his figure in a 
lawyer’s robe, and a Latin inscription. 

He married Catharine, daughter of AVil- 
liam Sheldon, esq., of Beoley,AV^orcestershire, 
and by her had issue: Edmund, who died in 
1586; Francis, who lived till 11 Dec. 1652; 
and Mary, who became the wife of Richard 
I White, esq^., by whom she had issue Thomas 
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'White [q. v.], principal of the Eii^jlish College 
at Lisbon. 

In addition to his paternal inheritance he 
left estates at Burghfield, Shipkke, and 
other places in Berkshire and Oxfordshire. 
These latter estates seem to have been ac- 
quired by his professional gains. 

His name was embodied in the proverb, 
<The case is altered, quoth Plowden/ which 
has occasioned some speculation as to its 
orio-in. The most probable explanation is 
that Plowden was engaged in defending a 
gentleman who was prosecuted for hearing 
mass, and elicited the fact that the service 
had been performed by a layman, who had 
merely assumed the sacerdotal character and 
vestments for the purpose of informing 
against those who were present. Thereupon 
the acute lawyer remarked, ‘The case is 
altered: no priest, no mass,’ and succeeded 
in obtaining the acquittal of his client. By 
his contemporaries he was acknowledged to 
be the greatest and most honest lawyer of 
his age. Camden says that, ‘ as he was sm- 
gularly well learned hn the common laws of 
England, whereof he deserved well by writing, 
so for integrity of life he was second to no 
man of his profession’ {Annciles, transl. by 
B. N., 1035, p. 270). He was regarded with 
great admiration by Sir Edward Coke, jho 

remarks, in terminating the fourth part of his 

* Institutes;’ ' We will conclude with the 
aphorism of that great lawyer and sage of 
the law, Edmund Plowden, which we have 
often heard him say, “ Blessed be the amend- 
ing hand.” ’ 

His works are: 1. ‘Les comentanes, on 
les reportes de Edmunde Plowden, un ap- 
prentice de la comen ley, de dyvers cases 
Lteantes matters eii ley, et de les argumentes 
sur yceaux, en les temps des raygnes les roye 
Edwarde le size, le roigne Mary, le toy et 
roigne Phillipp et Mary, et le roigne Eliza- 
beth,’ London, Io71, fob Reprinted ‘ Ovesque 
un Table des Choses notables, compose per 
William Fleetwoode, Recorder de Loundres, 
& iammes cy devaunt imprime/ 1578. The 
latter edition contains the second part, which 
is thus headed : ‘*0y ensuont certeyne Cases 
Reportes per Edmunde Plowden, puis le 
primier imprimier de ses Commentaries, 
ore a le second imprimpter de les dits Com- 
mentaries a ceo addes/ 1579 Both oarts 
were reprinted, London, 1599, 
fob, and they were translated into -^glisn, 
with useful references and notes l>y ^ 
Bromley, barrister-at-law], London, iz/y, 
fob ; 2 vols. 1816, 8vo. An epitome of the 
reports appeared with the foLlowii^ title : 
* Abridgement de toutes les Cases l^eportes 
a large per Tl>omas] A[she],’ London, 160z, 


‘ 12mo : translated into English by Fjihian] 
H'ricks"! of the Inner Temple, London, 16 0, 

1 1659, 12mo. Sir Edward C«ike, Daines Bar- 
' rington, and Lord Campbell concur in ex- 
tolling the merits of Plowden as a reporter. 

2. ‘ Les Quaeres del Monsieur Plowden/ 
London, n.d. 8to; translated into English 
by H. B., London, 1662, 8vo; 1761, fob 
The ‘Queries’ are included in some editions of 
the ‘ Reports.’ 3. ‘ A Treatise of Succession 
written in the lifetime of the most virtuous 
and renowned Lady Mary, late Queen of 
Scots. Wherein is sufficiently proved that 
neither her foreign birth, nor the last will 
and testament of King Henry VIII could 
debar her from her true and lawful title to 
the Crown of England/ maniiseript of 160 
pages preserved at Pensax Court, W orcester- 
shire. It is referred to by Sir Matthew 
Hale (JBCisf. of the Pleas of the 1736, 

i. 324). The dedication to James I is signed 
by Francis Plowden. 4. Several legal 
opinions and arguments preserved in manu- 
script in the Cambridge University Library 
; (Gg. iv. 14, art. 3), and among the Har- 
grave collection in the British Miiseunn 
His portrait has been engraved by T. Stag- 
ner, and his monument by J. T. Smith. 

[Addit. MS. 5878, f. 117; Amess Typngr. 
Antiq. (Herbert), pp. 819, 822, 1132; Biogr. 
Brit (Kippis), v. 197 Campbells Chnn- 
eellors, 4th edit. ii. 344 ; Cab of Chancrry Pro- 
ceedings, temp. Eliz. ii. 339 ; Lollectiinea 
Jnridica, ii. 51 ; Dodd’s Church Hist. i. 532 ; 
Foley’s Records, iv. 168. 538, 546, 641 j Fosss 
Judies of England, v. 347, 350, 425, 434; 
Fuller's Worthies (Shropshire); Granger’s Biogr, 
Hist, of England; Haynes's State Papers, 197 
veb 193; Leitjh’s Treatise of Religion and 
Lparning, p. 2P4 ; Murdin’s State Papers, pp. 29, 
113, 122, 123; Notes and Queries, 1st ser. ix 56, 
113, 2nd ser. i. 12, 3rd ser. x. 353 xi. |84 ; 
OlivT’s Jesuit Collections, pp. 166, 163 ; Sim|>- 
son’s Life of Campion, p. 307 ; Cal. State Panere, 
Dora. Eiiz. 1547-89, pp. 307, 355, 689, 696 ; 
Strype’s Works fgen. index); Tanners BibL 
Brit.; Willis’s Kotitia Parliamentaria, vol iin 
pt. ii. pp. 25, 40, 45, 52,] T. C. 


PLOWHEH, FRANCIS PETER (1749- 
18'’^9) writer, brother of Charles I lowden 

, rqrv.j, and eightli son of William Ig^iatiiis 
i Plowden, of Plowden, Shropshire, was km 
' at Plowden on 28 -June 1749, and reived 
his education in the college of the kngUsh 
iesuits at St. Omer. He entered the no- 
vitiate of the Society of Jesus at Watten on 
7 Sept. 1768, and was master of the collep 
at Bruges from 1771 to IffS- When tiie 
hull suppressing the Society of J^us came 
into force, he, not having t^en holy orders, 
: found himself released from his first or simple 
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VOWS of religion, and he returned to a secular 
life in 177^3. He entered the Middle Temple, 
and for some years practised with success as 
a conTeyancer. In consequence of the pub- 
lication of his ^ Jura Anglorum,’ the uni- 
versity of Oxford conferred upon him the 
honorary degree of D.C.L. at the Encrenia 
on 5 July 1793 (Foster, Alumni Oxoyi. 
modern ser. iii. 1122). On the title-page of 
one of his works published in 1794, he de- 
scribed himself as ‘ LL.D., of Gray's Inn, con- 
veyancer.’ The disabilities which prevented 
Homan catholics firom. pleading having been 
removed, he was called to the bar at the 
Middle Temple in 1796, and would have 
acquired considerable practice in the chancery 
courts had he nett been retarded by a mis- 
understanding with the lord chancellor. He 
became eminent, however, as a legal and 
political writer, and published several pam- 
phlets against Mr. Pitt. Ilis ‘ Historical 
Heview of the State of Ireland' (lS03j was 
apparently written under the patronage of 
the government : but, as it failed to answer 
their views, he attacked the ministry in a pre- 
liminary preface. In 1813 a prosecution was 
instituteci against him at the Lilford assizes 
by a Mr. Hart, who was connected with the 
government, for a libel contained in his ^His- 
tory of Ireland.' A verdict was returned for the 
plaintiff, with o,000/. damages, and to avoid 
payment of this sum Plowden fled to France, 
and settled in Paris, where he was appointed 
a professor in the Scots College. He died 
apartments in the Hue Vaugirard on 

4 Jaik 

lie Dorothea, daughter of George 

J. Gri4^^ Phillips, esq., of Curaegwillinag, 
Carm» d^his lady, who died at 

|.|jg , sidence of her son-in-law, the Earl of 
jQ. Monald, at Ilammersmith, in July 1827, 

, d.s the authoress of • Virginia ’ (printed in 
i800\ a comic opera which was performed at 
Drury Lane, and condemned the first night 
(Baker, Bwgr. Dram, 1812, i. 575, iii. 384). 
Their eldest son, Captain Plowden, was shot 
in a duel in Jamaica, where he was aide- 
de-camp to General Churchill. The eldest 
daughter, Anna Maria, became the third 
countess of Archibald, ninth earl of Dun- 
donaid, in April 1819, and died on 18 Sept. ' 
1822 ; and Mary, the youngest daughter, was ' 
married, on 2 Feb, 1800, to John Morrouo-h, 
esq., of Cork. 

Plowden was a man of acknowledged talent, 
but in his worldly affairs he was somewhat 
improvident. In politics he was a staunch 
whig, and was strongly opposed to Pitt's 
]-)olify.^ His portrait has been engraved by 
.Bond from a painting by Woodforde. 

His greatest work is: 1. ‘An Historical 


[ Heview of the State of Ireland, from the In- 
I vasionof that Country under Henry II to its 
j Union with Great Britain, IJan, 1801,’2vols., 
j London, 1803, 4to. Elaborate ‘Strictures’ 

! in support of the British government by Sir 
' Hichard Musgrave appeared in the ‘ British 
Critic,’ and were published separately. In 
reply, Plowden published: ‘APostliminioiis 
Preface to the Historical Heview of the State 
, of Ireland, containing a Statement of the 
Author’s Communications with the Hight 
Hon. Henry Addington, &:c., upon the sub- 
ject of that work,’ London, 1804, 4to ; 2nd 
edit., Dublin, 1804, 8vo. Subsequently Plow- 
' den wrote ‘An Historical Letter to Sir Hich- 
ard Musgrave, Bart., London, 1805, 8vo, and 
in 1809 he issued an enlarged edition of his 
original work in two volumes. In 1811 ap- 
, peared a continuation of ‘ The History of 
Ireland from its Union with Great Britain 
in January 1801 to October 1810,’ 3 vols., 
Dublin, 1811, 8vo. 

His other works, besides legal tracts, in- 
cluding five (1783-6) on the ‘ Case of the Earl 
of Newburgh,’ are: 1. ‘ Impartial Thought s 
upon the beneficial Consequences of Enroll- 
ing all Deeds, Wills, and Codicils affecting 
Lands throughout England and Wales, in- 
; eluding a draught of a Bill proposed to be 
brought into Parliament for that purpose,’ 

I London, 1789, 8vo. 2. ‘ The Case stated ; 
i occasioned by the Act of Parliament lately* 
I passed for the Belief of the English Homan 
' Catholics,’ London, 1791, 8vo. 3. ‘Jura An- 
' glorum. The Bights of Englishmen ; being 
' an historical and legal Defence of the present 
Constitution,’ London, 1792, 8vo, reprinted 
at Dublin the same year. This was attacked 
in ‘ A Letter . . . by a Homan Catholic Clergy- 
man,’ 1794. 4. ‘ A Short History of the Bri- 
; tish Empire during the last twenty months, 

' viz. from May 1792 to the close of the year 
: 1793,’ London, 1794, 8vo; also Philadelphia, 
j 1794, 8vo. 5. ‘A Friendly and Constitu- 
, tional Address to the People of Great Britain/ 
j London, 1794, 8vo. In the same year John 
I Reeves printed ‘ The Malcontents : a Letter 
to Francis Plowden/ and there was also ‘ A 
Letter from an Associator to Francis Plow- 
den.’ 6. ‘ Church and State ; being an Enquiry 
into the Origin, Nature, and Extent of Eccle- 
siastical and Civil Authority, writh reference 
to the British Constitution,’ London, 1795, 
4to, ^ 7. ‘*A Short History of the British 
Empire daring the year 1794/ London, 1795, 
8vo. 8. ‘ A Treatise upon the Law of Usury 
and Annuities/ London, 1796, 1797, 8vo. 
9. ‘The Constitution of the United King- 
dom of Great Britain and Ireland, Civil and 
Ecclesiastical/ London, 1 802, 8vo. 10. ‘ The 
Principles and Law of Tithing illustrated/ 
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1806, 8vo. 11. ‘An Historical Letter to C. 
O’Coiior, D.D,, heretofore styling himself Co- 
lumbanus, upon his five Addresses or Letters 
to his Countrymen,’ Dublin, 1812, 8vo. 12. ‘A 
Second Historical Letter to SirJ. 0. Hippisley 
. . . upon his public conduct in the Catholic 
Cause . . . Occasioned by his Animadversions 
upon the Author in the House of Commons 
in 1814,’ Paris, 1815, 8vo. 13. ‘A Disquisi- 
tion concerning the Law of Alienage and 
Naturalisation, according to the Statutes in 
force between the 10th of June 1818 and the 
25th of March 1819 . . . illustrated in an ela- 
borate opinion of counsel upon the claim of 
Prince Giustiani to the Earldom of New- 
burgh,’ Paris, 1818, 8vo. 14. ‘ Human Sub- 
ornation ; being an elementary Disquisition 
concerning the civil and spiritual Power and 
Authority to which the Creator requires the i 
submission of every human being. Illus- 
trated by references to occurrences in the 
agitation of. . . Catholic Emancipation/ Lon- 
don, 1824, 8vo. 

hie was not the compiler of a disreputable 
work attidbuted to him, entitled ‘ Crim. 
Con. Biography,’ 2 vols., London, 1830, 
12mo. 

[Biogr. Diet, of Living Authors, 1816; Evans’s 
Cat. of Engraved Portraits, n, 20387-9; Foley’s 
Becords, iv. 560, vii. 603; Dent. Mag. 1829, i. 
374; Georgian Era, ii. 547 ; Martin’s Privately 
Printed Books, 2nd edit. p. 200; Monthly Review, 
new ser. xiv. 261 ; Watt’s Bihl. Brit.] T. C. 

PLOWDEN, WALTER CHICHELE 
(1820-1860), consul in Abyssinia, youngest 
son of Trevor Chichele Plowden of the 
Bengal civil service, was born on 3 Aug, 
1820, and educated at Dr. Evan’s school, 
Hampstead. At the age of nineteen he en- 
tered the office of Messrs. Carr, Tagore, & Co., 
in Calcutta ; but sedentary life was so un- 
congenial to him that he resigned in 1843, 
and embarked for England. At Suez he 
met Mr, J. T. Bell, and joined him in an 
expedition into Abyssinia to discover the 
sources of the White Nile. He remained in 
that country till 1847, and was shipwrecked 
in the Red Sea, on his way to England. In 
1848 he was appointed consul in Abyssinia, 
with a mission to Ras Ali. He remained in 
the interior till February 1860, when he took 
leave of King Theodore. Near Gondar, on 
the Kaka river, he was attacked by a rebel 
chieftain, and was wounded and taken pri- 
soner. He was ransomed by the authorities 
of Gondar on 4 March, and carried into the 
town, where he died of his injuries on 
13 March 1860. 

His manuscripts were forwarded to his 
brother, Ti evor Chichele Plowden, by whom 1 


they were published as ‘ Travels in Ahvssinia 

and the Galla Counto,’ 8vo, London, 1868. 

[Preface to the Travels, and information 
tmdly supplied by Mr. Trevor C. Plowden ] 

B. B, W. 

PLUGENET, ALAN be {i. \m\ 

baron, was son of Alan de Plugenet, by 
Alicia, sister of Robert Walerand (d, 1273 /; 
another account makes him son of Andrew 
de la BereJG. E. C[okaY5?‘e], Complete Feer - 
age, vi. 254). His family was settled at 
Preston Pluchenet in Somerset, He fought 
on the king’s side in the barons’ war, and 
was rewarded in 1265 with the manor of 
Ilaselberg, Northamptonshire, from the lands 
of William xMarshall (Blaaitw, Barons' War , 
p. 300 n , ; Deputy-Keeper FuhL Ree. 49th Rep. 
0.137: Madox, Hist. Exchequer'), In 1267 
lis uncle Robert Walerand, whose brother’s 
sons, Robert and John Walerand, werehidi 
idiots, granted him the reversion of Kii- 
peck Castle, Hereford, with other lands in 
Somerset, Dorset, and Wiltshire, for a yearly 
payment of 140/. and a sparrow-hawk ( Hoake, 
Hist, of tshire, Ca wden, p. 25). W alerand 

hadalso granted Plugenet his estate at Ilasel- 
berg, Somerset, for the yearly rent of one 
rosebud (Feet of Fines, p. 55, Somerset Re- 
cord Soc.) Plugenet and his son had cus- 
tody of the Walerand estates till the death 
of John Walerand in 1309, when Plugenet s 
son Alan was found the true heir (Liber 
Antiquis Legibus, pp. Ixvi-ii, Camd. Soc. ; CaL 
Patent Rolls, Edward 1, 1281-92, pp. 12, 117, 
462). Plugenet was governor of Dunster 
Castle in 1271. In 1282 he served in the 
Welsh war. In June 1287 he was sent to 
Wales, and continued there two years (ih, p, 
271). By his oppressive conduct as king’s 
steward he is ai.eged to have provoked the 
rising under Rhys ap Meredith in 1287, when 
Droselan Castle was captured by Edmund, 
earl of Lancaster (Annates Memastid, iii. 338 ; 
cf. Flores Historiarum, ill. 66). Plugenet was, 
however, entrusted with the duty of re- 
pairing the castle, and on the completion of 
the work was made its constable ( CaL Fat, 
Ro^^9,Edw.1, 1281-92, pp.289, 293, 301, 320). 
On 24 Jan. 1292 he was pr^ent with the 
king at Westminster, and on 18 Aug. of 
that year was employed on a commission of 
gaol delivery at Exetm* (ib, pp. 469, 520). 
In 1294 he was summoned for the war of 
Gascony, and in 1297 was one of the coimeil 
for the young Prince of Wales during the 
king’s absence in Flanders (Rishansek, 
Ckron. p. 179, Rolls Ser.) He died in 1290, 
having been snmmoned to parliament as a 
baron from 1292 to 1297. Rmhanger (ii.s.) 
describes him as a knight of tried di^retioa. 
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By his wife Joan he had a son Alan and 
a daughter Joan. 

Ala.n de Pltjgeket (1277-1319) served 
in Scotland in 1300, 1301, and 1303, and 
•was knighted at the same time as the Prince 
of AVales, at "Whitsuntide 1306. He again 
served in the Scottish wars from 1309 to 1311, 
from 1313 to 1317, and in 1319; he was 
summoned to parliament as a baron in 1311 
(Palgeavb, JVritSj iv. 1299). 

In June 1315 his mother died, having directed 
that she should he buried at Sherborne. J ohn 
de Drokensford [q. v.], the bishop, ordered 
Plugenet to comply with her wishes. Plu- 
genet made the bishop’s messenger eat the 
"letter and wax, and for this outrage was sum- 
moned to Wells. He denied the charge, 
but admitted that he had the messenger so 
soundly beaten that in his terror he ate the 
letter without commilsion (Drokexspord, 
JReffiste?', pp. 88-9, Somerset Record Soc.) 
Plugenet died in 1319, and was buried at 
Dore Abbey ; his tomb was inscribed : 

Ultimns Alanns de Plukenet hie tiimulatnr ; 

Robilis urbanus vermibus esca daLur. 

He left no issue by bis wife Sybil, who in 
1327 married Henry de Pembridge, and died 
in 1353 {CaL Patent Rolls^ Edward III, 
1327-30, p. 169; CaL Inq.pofd mortem, ii. 
181), His sister, Joan de Bohim, was his 
heiress; she died in 1327, when her lands 
passed to Richard, son of Richard de la Bere, 
who was brother of the whole blood to her 
father (Hoare, Hist, Wiltshire, u.s.) 

[Authorities quoted ; Kirby’s Quest for Somer- 
set, pp- 2-5, 9, 25 (Somerset Record Society) ; 
Registrum Malmeshuriense, ii. 246-8, Rolls 
Ser. ; Pugdrtle’s Monasticon Angli?anum, v. 
554; Buirdale's Baronage, ii. 2-3; Lewis’s His- 
tniy of Kilpeck; Battle Abbey Roll, hi. 21 ; Cal, 
Patent Robs, 1292-1301, passim; Robinson’s 
Castles of Herefordshire.] C. L. K. 

PLUKEISrET, LEONARD (1642-1706), 
botanist, son of Robert Plukenet, and his 
wife Elizabeth, was horn on 4 Jan. 1642. 
In early life he was a fellow-student of 
William Court en [q. v.] and of Robert Uve- 
dale [q, v-_, Pulteney suggests at Cam- 
bridge, but his name does not appear in the 
matriculation lists. Jackson {Joum. BoL 
1894, p. 248) believes, however, that it was 
at Westminster School under Dr. Busby. 
He soon practised as a physician in Lon- 
don, having apparently taken hia M.D. degree 
abroad, and resided at St. Margaret’s Lane, 
Old Palace Yard, Westminster, where he 
had a small botanic garden. He also had 
access to the gardens of other botanists, and 
owned a farm at Horn Hill, Hertfordshire. 
He published many works on botany at his 


own expense, and after 1689 his labours ap- 
parently attracted the interest of Queen 
Alary, who appointed him superintendent of 
the royal gardens at Hampton Court with 
the title of ^ Royal Professor of Botany,’ or 
^ Queen’s Botanist.’ 

He died at AVestminster on 6 July 1706, 
and was interred on the 12th in the chancel 
of St. Alargaret’s Church. According to the 
registers of St. Alargaret’s, his wife Letitia 
bore him thirteen children ; Pulteney speaks 
of another son, Richard, who was a student 
at Cambridge in 1696 (cf. Journ. Bot. 1894 
p. 248). 

Plukenet’s long series of volumes forms a 
continuous description of plants of all parts 
of the world. They contain 2,740figiires with 
descriptive letterpress. Though chiefly de- 
voted to exotics, several British plants "were 
first figured in his plates. To Plukenet 
.Tohn Ray [q. v.] was indebted for assistance 
in the arrangement of the second volume of 
his ^ Historia Plantarum.’ His labours were 
ill appreciated by his fellow-botanists, and 
in his later writings Plukenet evinces his 
sense of neglect by passing severe though 
not unjust strictures on Sir Hans Sloane and 
James Petiver [q. v.] 

Ills ^ Phytographia,’ &c., 4 pts. 4to, Lon- 
don, 1691-2, delineates new and rare species 
of plants. Subsequent works catalogue the 
contents of his herbarium, which comprised 
eight thousand plants. Their titles are: 
^Almagestum Botanicum,’ &c., 8vo, London, 
1696 ; ^ Almagesti Botanici Alantissa,’ &c., 
4to, London, 1700; 'Amaltheiim Botanicum,’ 
6I:c., with an index to the whole series, 4to, 
London, 1705. A collected edition of all these 
works, in six volumes, made up out of the 
surplus copies, was issued in 1720 and re- 
printed in 1769; an ^ Index Linnseanus,’ 
identifying liis figures with Linne’s species, 
was published by Giseke in 1779. 

Pliikenet’s herbarium forms part of the 
Sloane collection kept in the Botanical De- 
partment of the British Aluseum (Natural 
History), where some of Plukenet’s manu- 
script is also preserved. 

A portrait engraved by Collins appears in 
the ^ PhytogTaphia.’ 

[Pulteney’s Sketches, ii. T8-29 ; Rees’s Cyclo- 
paedia; .Tourn. Bot. 1882 pp. 338-42, 1894 pp. 
247-8 ; Trimen and Dyer’s Plora of Middlesex, 
p. 374,] B. B. W. 

PLUAOER, Sir THOAIAS (1753-1824), 
master of the rolls, horn on 10 Oct. 175^ 
was the eldest son of Thomas Plumer, of 
Lilling Hall, in the parish of Sherift-Hutton 
in the North Riding of Yorkshire, some time 
a wine merchant in London, by his wife 
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Anne, daughter of Jolin Thompson of Kirby, Lord Melville on his impeaL‘limt-nr by 
Yorkshire. He was educated at Eton and | the House of Commons, obtaining an ac- 
ITniversity College, Oxford, where he matri- i quittal for his client on ail the chara-es pre- 
culated on 10 June 1771. ^’hile at the uni- ! ferred against him. after a trial which lasted 
versity he acquired the reputation of being ' fifteen days (ib. xxix. 549-1462). In the 
‘ one of tbe best scholars among the under- same year he assisted Eldon and Perceval in 
graduates’ (Mitjeice, Memoirs of the Au- ' the defence of the Princess of IT ale? against 
thor of Indian Ayitiquities, 1819-22, pt. ii. p. ! the charges brought against her, and in prc- 
25). He graduated B.A. in 1775, M.A. in ' paring the famous letter to the king of 
1778, and B.C.L. in 1783, was elected Vine- , 2 Oct. 1806 in answer to the report of the 
rian scholar in 1777, and in June 1780 be- ‘Delicate Investigation.’ 


came a fellow of bis college. Plumer entered i 
Lincoln’s Inn on 6 April 1769, and was ad- 
mitted to chambers in No. 23 Old Buildings 
ill July 1775. TYbile pursuing his legal ; 
studies Plumer attended Sir James Eyre : 
'q. V.] on his circuits, and frequently assisted ; 
him by taking down the evidence at the trials , 
over which he presided. Having been called ; 
to tbe bar on 7 Feb. 1778, Plumer joined the I 
Oxford and South Wales circuits, and in ' 
1781 wms appointed one of the commissioners 
of bankrupts. 

In 1783 he was employed in the defence 
of Sir Thomas Rumbold [q. v.j at the bar of 
the House of Commons. The ability which 
be showed on this occasion led to his being 
retained in 1787 as one of the three counsel 
to defend Warren Hastings, his coadiutora 
being Edward Law (afterwards Baron EUen- 
borough, lord chief justice of England) and 
[Robert Dallas (afterwards lord chief justice 
of tbe common pleas). On 23 Feb. 1792, 
and tbe four succeeding court days, Plumer 
made an elaborate and lucid speech in de- 
fence of Hastings with reference to the first 
article of the impeachment (Bom), Speeches 
of the Managers and Counsel in the Tnal 
of Warren Hastings^ 1860, vol. ii. pp. xliv, 
685-946), and on 25 April 1793 he com- 
menced his summing up of the evidence 
given on the part of the defendant on the 
second article, which occupied four days {ib, 
vol. iii. pp. XX, 295-496). Plumer was ap- 
pointed a king’s counsel on 7 Feb. 1793 
(London Gazette, 1793, p. 107), and was 
elected a bencher of Lincoln’s Inn in the 
Easter term following. In May 1796 he de- 
fended John Reeves, charged with publishing 
a seditious libel (Howell, State Trials, xxvi. 
529-96), and in May 1798 James O’Coigley, 
Arthur O’Connor, and others, charged with 
high treason (ib, xxvi. 1191-1432, xxvii. 1- 
254). He was one of the counsel for the 
crown at the trial of Governor Wall ^for 
murder in January 1802 (ib. xxviii. 51-1/8), 
and at the trial of Edward I^Iarcus Despard 
for high treason in February 1803 (zb, xxviii. 
345-528). On 25 March 1805 he was ap- 
pointed second justice on the North Wales 
circuit, and in 1806 successfully defended 


On the formation of the Duke of Port- 
land’s administration in the spring of 1607, 
Plumer was appointed solicitor-general. He 
was sworn into office on 11 April, and was 
knighted on the 15th (London Gazette, 1607, 
p. 497). At a by-election in May he was 
returned to the House of Commons for 
Downton, which he continued to represent 
; until his promotion to the bench in 1613, 
He appears to have spoken for the first 
time in the House on 22 Feb. 1803 (FarL 
M^^bates, l&t ser. x. 698), and on 11 March 
following he upheld the ^ justice, policy, 
and legality’ of the orders in council (ib. 

• X. 1073). On 13 March 1809 he opposed 
the address to the crown with regard to 
I the conduct of the Duke of York (lY xiii. 

! 415-20). During a debate on the criminal 
! law in February 1810 Plumer declared that 
! he was attached to the existing system of 
i law, and ‘ extremely jealous in his views of 
! any new theories ’ (ib. xv. 373), and in June 
I following he opposed Grattan s motion to re- 
fer the Roman catholic petitions to a commit- 
i tee, being convinced that such a measure 
could ‘ lead to no practical good, but to much 
litigation and mischief’ xvii. 274-94). 
He succeeded Sir Vicary Gibbs as attorney- 
general on 26 June 1812. In the spring of 
1813 he opposed two of Romilly’s measures 
for the amelioration of the criminal law, in- 
sisting that the severity of the existing laws 
was necessary for the security of the state 
(ib, XXV. 369-YO, 582). He was appointed the 
first vice-chancellor of England on 10 A pril 
1813, under the provisions of 53 George III, 
cap. 24, and was sworn a member of the 
privy council at Carlton House on ^ May 
following (London Gazette, 1813, i 9651. 
‘A worse appointment,’ says Sir Samuel 
Romilly, ‘ than that of Plumer to be vice- 
chancellor could hardly have been made. 
He knows nothing of the law of real pro- 
perty, nothing of the law of bankruptcy, and 
nothing of the doctrines peculiar to courts of 
equity ’ (Memoirs of Sir Samuel Mmiiiig, 
1840, iii. 102). Through Plumeris exertions 
a grant was obtained from the treasury, by 
which a building appropriated to the use of 
the vice-chancehor was erected in Lincoln’s 

FF 
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Inn. After presiding as vice-cliancellor of 
England for nearly five years, he was pro- 
moted to the post of master of the rolls, in 
succession to Sir "VShlliam Grant, on 7 Jan. 
1818 {London (?nsetfe,1818, i.77). He died 
at the Itolls House in Chancery Lane on 
24 March 1824, aged 70, and was buried in 
the EoUs Chapel on 1 April following. 

Plumer was an able pleader, a learned 
lawyer, hut a heavy and prolix speaker. He 
was for several years one of the leaders on 
the Oxford circuit, and he had a large prac- 
tice in the court of exchequer. He was a 
great authority on tithe questions, and he was 
‘ perhaps better acquainted with the law as 
appHec to elections than any other person in 
the kingdom’ (WiLSOsr, Biogr, Index to the 
Hou.'se of Com^nons^ 1808, p. 193). He does 
not appear to have taken any part in the 
numerous prosecutions instituted by Sir 
Ticary Gihhs while attorney-general, except 
in the * Independent Whig ’ case, when he 
addressed the House of Lords in support of 
the sentence pronounced by the king’s bench 
against Hart and WTiite (Howell, State 
Trials, xxx. 1337-46). As a judge he was 
distinguished by the courtesy of his demea- 
nour and the length of his ju%ments. ^ Plu- 
mer,’ says Romilly, ‘ has great anxiety to do 
the duties of his office to the satisfaction of 
every one, and most beneficially for the 
suitors; but they are duties which he is 
wboUy incapable of discharging’ (Memoirs 
of Sir Samuel Eomilly, iii. 325). His judg- 
ments, ‘ though sneered at by some old chan- 
cery practitioners when they were delivered, 
are now,’ says Campbell, ^ read by the stu- 
dent with much profit, and are considered 
of high authority ’ {Lires of the Lord Chan- 
cellors, 1857, ix. 357-8). They are to be found 
for the most part in the ^ Reports’ of Had- 
dock, George Cooper, J ohn Wilson, Swanston, 
Jacob and Walker, Jacob and Turner, and 
Russell. 

Plumer for some years held the post of 
king’s seijeant in the duchy of Lancaster. 
He was a trustee of the British Museum, and 
a fellow of the Royal Society and of the So- 
ciety of Antiquaries. He seWed as treasurer 
of Lincoln’s Inn in 1800. 

A portrait of Plumer, by Sir Thomas Law- 
rence, is in thepossession of Mrs. Hall Plumer, 
the widow of a grandson. It has been en- 
graved by H. RoHnson. 

Two of Plumer’s speeches were printed: 
one on behalf of the directors against Fox’s 
East India Bill in ' The Case of the East 
India Company as stated and proved at the 
Bar of the House of Lords on the 15 and 
16 Hays of December, 1783,’ London, 1784, 
8vo, and the other delivered in 1807 at the 


bar of the House of Lords in support of the 
j petition of the West India planters and mer- 
j chants against the second reading of the bill 
1 for the abolition of the slave trade, London, 
1807, 8vo. 

Plumer married, on 27 Aug. 1794, 
Marianne, eldest daughter of John Tiirton of 
SugnaU, near Eccleshall, Staffordshire, by 
whom he had five sons and two daughters. 
His widow died on 26 Nov. 1857 at Canons in 
the parish of Stanmore Parv^a, Middlesex, an 
estate which Plumer had purchased in ISll. 
One of his granddaughters became the wife 
of Sir Harry Smith Parkes [q. v.] 

[Foss’s Judges of England, 1864, ix. 32-6; 
Jordan’s National Portrait Gallery, 1830-4, vol. 
hi.; Walpole’s Life of Spencer Perceval, 1874, 
i. 202-6 ; Twiss’s Life of Lord Eldon, 1844, ii. 
23-8, 240-3, 301 ; John Bell’s Thoughts on the 
Proposed Alteration in the Court of Chancery, 
1830, pp. 3-5 ; Shaw's History of Staffordshire, 
1798, i. 133; Georgian Era, 1833, ii. 545-6; 
Law and Lawyers, 1840, ii. 84-5 ; Gent. Mas. 
1794 pt. ii. p. 766, 1824 pt. i. p. 640, 1858 pt. 
i. p. 114; Ann. Reg. 1824, appendix to Chron. 
p. 217; Foster’s Alumni Oxon. 1715-1886, iii. 
1123; Lincoln’s Inn Registers; Notes and 
Queries, 2nd ser. xii. 87, 214-15 ; Official Return 
of Lists of Members of Parliament, pt. ii. pp. 
250, 266 ; Haydn’s Book of Dignities, 1 890 ; Brit. 
Mus. Cat] G. F. R. B. 

PLUMPTON, Sir WHLLIAM (1404- 
1480), soldier, bom 7 Oct. 1404, was eldest 
son of Sir Robert Plumpton (13SB-L421) of . 
Plumpton, Yorkshire, by Alice, daughter of 
Sir Godfrey Foliambe of Hassop, Derbyshire. 
His family had been settled at Plumpton 
from the twelfth century, and held of the earls 
of Northumberland as overlords. Accord- 
ingly the Earl of Northumberland had his 
wardship till he was of age. About 1427 
he set out for the French wars ; he was 
knighted before 1430, when be returned. He 
probably went to France again very shortly, 
as he is mentioned as one of the captains in 
the retinue of the Duke of Bedford in 1435. 
lie was seneschal and master-forester of the 
honour and forest, and constable of the castle 
of Knaresborough from about 1439 to 146 1 , 
and in connection with this office he had 
serious trouble in 1441, when a fierce and san- 
guinary quarrel broke out between the tenants 
of the forest and the servants of Archbishop 
John Kemp [q. v.] as to payment of toll at 
fairs. On 20 Feb. 1441-2 he was appointed 
by the Earl of Northumberland seneschal of 
all bis manors in Yorkshire with a fee of 10/. 
for life ; the fee was doubled for good service 
in 1447. In 1448 he was sheriff for Yorkshire, 
and in 1452 for Nottinghamshire and Derby- 
shire. He continued closely connected wi'tb 
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' the Percy family, and in 1456 joined the mus- 
ters of the Earl of Northumberland for a raid 
into Scotland. This family connection drew 
him, like most of the northern gentlemen, to 
the Lancastrian side in the wars of the Roses. 
In 1460 he was a commissioner to inquire 
into the estates of the attainted Yorkists. 
In 1461 the series of letters addressed to Sir 
William Plumpton which forms part of the 
‘Plumpton Correspondence’ begins. On 
12 March 1460-1 King Henry wrote from 
Y^ork telling him to raise men from Knares- 
borough and come to him. The next day 
a second letter urged him to hasten. He 
joined the royal army and fought at Towton, 
where his son WiUiam was killed. Sir Wil- 
liam either gave himself up or was taken 
prisoner, and decided to submit. He obtained 
a pardon from Edward IV on 5 Eeb. 1461-2. 
Eor some time, however, he was not allowed 
to go into the north of England, and in 1463 
was tried and acquittec on a charge of 
treason by a jury at Hounslow, Middlesex. 
He now recovered his offices of constable of 
the castle and forester of the forest of Knares- 
borough ; but, like most of the people of the 
north, he must have made some move in 
the Lancastrian interest in 1471, as he 
secured a general pardon for all offences 
committed up to 30 Sept. 1471, and at the 
same time lost his offices at Knaresborough. 

He died on 15 Oct. 1480. He married, 
first, some time after 20 Jan. 1415-16, the 
date of* the marriage covenant, Elizabeth, 
daughter of Sir Bryan Stapilton of Carlton, 
Y'orkshire ; she died before 1451. By her Sir 
William had seven daughters, all of whom 
married, and two sons, Robert and William ; 
Robert died in 1450, being betrothed to 
Elizabeth, daughter of Thomas, lord Clifford; 
upon his death Elizabeth married his brother 
William ; the latter was killed at Towton m 
1161, leaving two daughters. After the first 
wife’s death, or perhaps before it, Sir William 
had t-wo bastard sons, Robert and William. 
Great scandal was caused at a later date by 
bis relations with Joan, daughter of Thomas 
Winteringham of Winteringham Hall, 
Knaresborough. In consequence, Sir Wil- 
liam was summoned before the ecclesiastical 
court of York, where he appeared in 1467- 
1468, and declared that he had been pri- 
vately married to the lady in 1451. After 
some delay the court decided in 1472 that 
this was true, and from that time Robert, 
the offspring of this marriage, was regarded 
as heir. To make all sure, his father made 
him a gift of his personal property. 

This SiK Robert Pltimpton ( 1403-1023) 
was involved in various disputes with his 
father’s other heirs. He was knighted by the 


! Diike of Git »ucri5ter, jifur Berwick, 22 Afi'T. 
14S2, when following his mas’-er, the Ear! ~i 
Northumberland, but hesupporte.i ilenrv VM 
after he had secured the crown, and went to 
meet the king on his northern pr'^ 2 Tes> in 
^ the first year of his rei^a. He was al-o 
t present at the corouati.>n of Queen Eliza- 
beth on 25 Nov. 14,27. That he wws trusted 
by the king may he gathered from the Nase 
granted to him on 5 May 148S of inilh at 
Knaresborough and Kilinjrhale, and he lock 
an active part in repressing the outbreaks in 
' Yorkshire of April 1489 and May 1492; 
Henry thanked him in a letter which is 
printed among the ‘Plumpton Correspon- 
dence.’ Despite this evidence of his loyalty, 
Empson fixed Ms claws in the Plumpton 
inheritance, and raked up the old claims of 
the heirs-general of Sir William Plumpton. 
In 1502 the verdict went against Sir Rooert ; 
but he appealed to the king, who made him a 
knight of the body, and in 1503 he was pro- 
tected from the results of the action. The 
dispute wa'! not, however, finished : and when 
Henry VIII came to the throne, Sir Robert, 
who was penniless, was imprisoned in the 
counter. He was soon afterwards released 
and an arrangement made by which he was 
restored to Ms estate on an award. He died 
in the summer of 1523. He married, first, 
Agnes (d, 1504), daughter of Sir William 
Gascoigne of Gawthorp, Yorkshire ; by her 
he had a large family, of vrhom William 
Plumpton was the eldest son. Sir Robert’s 
second wife was Isabel, daughter of Ralph, 
lord Neville, by whom he does not appear to 
have left any issue. 

The ‘ Plumpton Correspondence ’ was pre- 
served in a manuscript book of copies which 
passed into the hands of Christopher Towneley 
about 1650, and remained among the Towne- 
ley MSS.; it consisted of letters written 
during the time of Sir William Plumpton 
and later members of his family down to 1551. 
It was edited for the Camden Society by 
Thomas Stapleton [q. v.] in 1838-9 (2 vols.f; 
the letters illustrated by the editor by extracts 
from a manuscript in the same collection, 
the ‘Coucher Book’ of Sir Ed-ward Plump- 
ton. 

[Plumpton Correspondence, ed. Stapleton 
(Camden Soc.); Wars of the English in Fninea 
(Rolls Ser), ed. Stevenson, ii. 433; Materials 
for the Hist, of Henry VH (Rolls Ser.}, ii. SOO.j 

W. A. J. A. 

PLHMPTRE, Miss ANNA or ANNE 
(1760-1818), author, born in 1760, was se- 
cond daughter of Dr. Robert. Plumptre [q. v.], 
president of Queens’ College, Cambridge. 
Her brother, James Plumptre, is separately 
noticed. She was well educated and was 

F F 2 
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skilled in foreign languages, particularly in 
German. Ske commenced author with some 
slight articles in periodicals. The freethink- 
ing Alexander Geddes [q. v.] encouraged her. 
Her first book, a novel in two volumes, en- 
titled ‘Antoinette,’ was published anony- 
mously, butaclmowledgedina second edition. 
Miss Plumptre was one of the first to make 
German plays known in London, and in 1798 
and 1799 translated many of the dramas of 
Kotzebue, following up this work with a 
‘Life and Literary Career of Kotzebue,’ 
translated from the German and published 
in 1801. From 1802 to 1805 she resided in 
France, and published her experiences in 
1810 in the ‘Narrative of a Three Years’ 
Residence in France ’ (3 vols.) Miss Bright- 
well {Memorials of Mrs. Oj)ie, p. 97) states 
that Miss Plumptre accompanied the Opiesto 
Paris in August 1802. In 1814-15 Miss 
Plumptre visited Ireland, and again recorded 
her experiences in the ‘ Narrative of a Kesi- 
dence in Ireland,’ published in 1817. It was 
ridiculed in the ‘ Quarterly ’ (vol, xvi.) by 
Croker (Smiles, 3Iemo{rs of John Murray, i. 
342). 

Miss Plumptre’s other contributions to 
literature consist mainly of translations of 
travels from the French and German. She was 
well known as at once a democrat and an ex- 
travagant worshipper of Napoleon. In 1810 
she declared that she would welcome him if 
he invaded England, because be would do 
away with the aristocracy and give the 
country a better government (Ceabb Robut- 
fiON, Diary, i. 156). One of her most inti- 
mate friends was Helen Maria Williams [q.v.], 
the poetess. Miss Plumptre died at Nor- 
wich on 20 Oct, 1818. 

Other works by Anne Plumptre are: 
1. ‘The Rector’s Son: a Novel,’ 3 vols. 
1798. 2. ‘ Pizarro, or the Spaniards in Peru : 
a Tragedy,’ 1799. 3. ‘ Letters written from 
various Parts of the Continent between the 
years 1785 and 1794, containing a variety of 
Anecdotes relative to the Present State of 
Literature in Germany, and the celebrated 
German Literati, with an Appendix, from 
the German of Matthison,’ 1799. 4. ‘ Pkysio- 
nomical travels, from the German of Mu- 
8?eus,’ 3 vols. 1800, 5. ‘ Something New ; 
or Adventures at Camphell House,’ 3 vols. 
1801. 6. ‘ Historical Relation of the Plague 
at Marseilles in 1720,’ from the French manu- 
script of Bertrand, 1805. 7. ‘ The History 
of Myself and my Friend: a Novel,’ 4 vols. 
1812. 8. ‘ Travels in Southern Africa (1803- 
1806)/ from the German of H. Lichtenstein, 
1812; 2 vols. 1815. 9. ‘Travels through 

the Morea, Albania, and other parts of the 
Ottoman Empire ; ’ from the French of F. G. 


Pouqueville, M.D., 1813, 1826. 16. ‘Voyages 
and Travels to Brazil, the South Sea, Cam- 
scatka, and Japan/ &c., from the German 
of Langsdorf, 2 vols. 1813-14. 11. ‘ Tales 
of Wonder, of Honour, and of Sentiment, 
Original and Translated,’ 3 vols. 1818. 

In the last work Miss Plumptre was aided 
by her sister, Anstabella Plttmptee (f. 
1795-1812), the third daughter of the family, 
who was the author on her own account of the 
following: 1. ‘Montgomery, or Scenes in 
Wales: a Novel,’ 2 vols. 2. ‘ The Mountain 
Cottage : a tale from the German.’ 3. ‘ The 
Foresters : a play from the German of Ifiland/ 
1799. 4. ‘ Domestic Stories,’ from the Ger- 
man of different authors. 5. ‘The Western 
Mail : a Collection of Letters.’ 6. ‘ The 
Guardian Angel,’ a tale from the German of 
Kotzebue. 7. ‘Stories for Children,’ 1804. 
8. ‘Domestic Management, or the Health 
Cookery Book/ 1810 ; 2nd edit. 1812. 

[Beloe's Sexagenarian, i. 363-7 ; Biogr. Diet, 
of Living Authors, 1816; Gent. Mag. 1818, ii. 
571; Burke’s Lauded Gentry, 1894, ii. 1620; 
Allibone’a Dictionary, ii. 1611.] E. L, 

PLUMPTRE, CHARLES JOHN (1818- 
1887), barrister and writer on elocution, born 
on28 Marchl818, was elder brother of Edward 
Hayes Plumptre [q. v.], dean of Wells. After 
receiving an education at jorivate schools and 
Bang’s College, London, be -was entered at 
Gray’s Inn in May 1838, and was called to 
the bar in June 1844. In conjunction with 
George Harris he edited vols. xi. and xii. of 
‘ The County Courts’ Chronicle/ and, in con- 
junction with Mr. Serjeant Edward William 
Cox [q. V.], between 1850 and 1860 he es- 
tablished the first penny readings for the 
people. His fine presence and remarkable 
command of the modulations of a sweet and 
powerful voice led him to devote especial 
attention to the study and practice of elocu- 
tion. He gradually withdrew from practice 
at the bar and devoted his chief attention to 
lecturing on his favourite art, especially at 
the universities and at the various theological 
colleges, where his instructions were highly 
valued. He held official appointments as 
lecturer on elocution both at Oxford and at 
King’s College. In 1861 he published a 
course of lectures delivered at Oxford in 
1860 ; these subsequently formed the basis 
of a large work, ‘ The Principles and Practice 
of Elocution’ (London, 1861, 8vo), which 
was dedicated to the Prince of Wales, and 
has gone through five editions. He died on 
15 June 1887. 

[Times, 21 June 1887 ; Men at the Bar; Men 
of the Time, 1868 ; private information.] 

R. G. 
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author. But the translation itself is hampered 
hy a too strict adherence, in our stubborn 
tongue, to the metrical form of the original. 

Plumptre died on 1 Feb. 1891 at the deanery 
of W ells, and was buried in the cathedral 
cemetery beside his wife, who had predeceased 
him on 3 x\pril 1889. The marriage was child- 
less. 

[Obituary notices ; Funeral Sermons by Canon 
Buckle and Principal G-ihson; notice by the latter 
in the Diocesan Kalendar, 1892; Dean Spences 
article in G-ood Words, April 1891; Julian’s Diet, 
of Hymnology ; Times, 12 Peb. 1891; personal 
knowledge.] F. C. B. 

PLIJMPTEE, HENEY (d. 1746), pre- 
sident of the Eoyal College of Physicians, 
was the second son of Henry Plumptre of 
Kottingham, bj his second wife, Joyce (d. 
1708), daughter of Henry Sacheverell of 
Barton, and widow of John jNlilward of Snit- 
terton, Derbyshire. His grandfather, Hunting- 
don Plumptre, graduated B.A. from Trinity 
Hall, Cambridge, 1622, M.A. 1626, and M.D. 
1G31, was ^ accounted the best physician at 
Nottingham,’ and was author of a rare work, 

' Epigrammaton Opusculum duohus Libellis 
distinctum,’ London, 1629, 12mo, which he 
dedicated to Sir John Byron ; one copy was 
presented to Francis Prujean [q. v.], and 
another to the library of St. John’s College, 
Cambridge. He also translated Homer’s ‘Ba- 
tracbomyomachia’ into Latin verse (Wood, 
Fasti^ ii. 194; Memoirs of Colonel Mutchin’^ 
son^ ed. Firth, passim; Nichols, Lit Anec- 
dotes, yiii. 389; Notes and Queries, 3rd ser. 
viii. 47 0). The father Henry was implicated 
in a disturbance that arose out of James IPs 
proceedings against the charter of Notting- 
ham corporation, and at the trial his name 
afforded Jeffreys an opportunity for one of 
his brutal pleasantries. His elder son John 
was father of Eohert Plumptre [q. v.] 

Henry, bom at Nottingham, was ac mitted 
a pensioner of Queens’ College, Cambridge, 
on 19 Jan. 1697-8, and graduated B.A. in. 
1701-2, M.A. in 1705, and M.D. per literas 
regias in 1706. In the latter year he was 
one of those appointed by the university to 
carry a complimentary letter to the university 
of Frankfort on the occasion of its jubilee. 
On 15 Feb. 1702-3 he was elected fellow of 
Ms college, but vacated the office by not 
taking orders on 4 July 1707. He was ad- 
mitted a candidate of the College of Phy- 
siciansron 22 Dec. 1707, and fellow on 23 Dec. 
1708. He delivered the Gulstonian lectures 
in 1711, the Harv-eian oration in 1722, and 
on 19 March 1732-3 was appointed Lumleian 
lecturer. lie was censor in 1717, 1722, 1723, 
and 1726, registrar from 1718 to 1722, trea- 
surer on 13 July 1725, and consiliarius in 


1735, 1738, and 1739. He was named an 
elect on 5 May 1727, and served as president 
for six years from 1740 to 1745. Fie was 
also physician at St. Thomas’s Hospital, a 
post he resigned in 1736. He died on 26 Nov. 
1746 of an ulcer in his bladder. A portrait 
of Plumptre was presented by himself to the 
College of Physicians on 1 Oct. 1744. He 
was author of : 1. ‘Dissert atioMedico-Physica 
de Carolinis Thermis/ Magdeburg, 1695, 4to ; 
another edition, 1705, 4to. 2. ‘ Oratio Anni- 
versaria Harvseana,’ London, 1722, 4to. He 
is also said to have written a pamphlet en- 
titled ‘ A serious Conference between Scara- 
mouch and Harlequin,’ with reference to the 
controversy then raging between Dr. Wood- 
ward and Dr. John Freind, and he devoted 
much time and energy to the fifth ‘ Pharma- 
copoeia Londinensis’ which appeared in 1746. 

His son, Russell Pltjmptee (1709-1793), 
horn on 4 Jan. 1709, was admitted pensioner 
of Queens’ College, Cambridge, on 12 June 
1728, proceeded Sl.B. 1733, and M.D. 1738; 
he was admitted candidate of the College of 
Physicians on 30 Sept. 1738, and fellow on 
1 Oct. 1739. In 1741 he was appointed 
regius professor of physic at Cambridge. He 
died at Cambridge on 16 Oct. 1793. His 
library was sold in 1796 (Mason’s Gray, 
1827, p. 328). 

[Authorities quoted; works in Brit. Mus. 
Library; Graduati Cautabr. ; Mimk’s Coll, of 
Phys. ii. 24-5, 144; Rouse’s Memoirs of Dr. 
Freind, 1731, p. 84; Gent. Mag. 1746 p. 613, 
1793 ii. 963, 966 ; Nichols’s Lit. Aneed. i. 686, 
ii. 668, iv. 236, v. 564, viii. 264, 389-90. ix. 556 ; 
Bentham’s Ely, p. 28Q, App. p. 16; Thoroton’s 
Nottinghamshire, ii. 80 ; Deering’s Nottiugham ; 
Hasted s Kent, iii. 710; Berry’s Councy Genea- 
logies, ‘Kent;’ Burke's Landed Gentry, 1894, 
ii. 1620; Notes and Queries, 3rd ser. viii. 470, 
X. 430.] A. F. P. 

PLUMPTEE, JAMES (1770-1832), dra- 
matist and divine, born in 1770, was the 
second son of Eobert Plumptre [q. v. , pre- 
sident of Queens’ College, Cambridge, by his 
wife, Anne Newcome. His sister Anna is 
separately noticed. James was educated at Dr. 
Henry N ewcome’s school at Hackney, where 
be took part in amateur theatricals, and ac- 
quired a strong taste for the drama. In 1788 
be entered at Queens’ College, Cambridge, 
but migrated to Clare Hall, whence he gra- 
duated B.A. in 1792, M.A. in 1795, and B.D. 
in 1808. In 1793 he was elected fellow of 
Clare. On 18 May 1812 he was presented to 
the living of Great Gransden, Huntingdon- 
shire, which he held till his death there on 
23 Jan. 1832. He was unmarried. 

Plumptre devoted himself chiefly to dra- 
matic literature. He wrote plays, advocated 
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the claims of tlie stage as a moral educator, 
and endeavoured to improve its tone. He 
also wrote some religious books. Besides 
■Dampblets, letters, sin 2 ;’le sermons, and bymns, 
le published: 1. 'The Coventry Act; a 
Comedy,’ 1793, 8vo. 3. 'A concise Yiew of 
the History of Keligious Knowledg^e,’^1794:, 
12mo. 3. ' Osway : a Tragedy,’ 1795, 4to. j 
4 ‘ The Lakers : a Comic Opera/ 1798, 8vo, I, 
5*. 'A Collection of Songs . . .selected and ; 
revised,’ 3 vols., 1806, 12mo. 6. ' Four Dis- 
courses relating to the Stage, lb09, . 

7. 'The Vocal Repository/ 1809, 8vo. 8. 'The ' 
English Drama purified,’ 3 vols. 1812 ; a selec- 
tion of expurgated plays. 9. ' T^ee Dis- , 
courses on the Case of Animal Creation,^ I 



LD, i jjmo. 11 . VJrJ.gliJ.aLi 

'A Selection from theFables by Johi 

1823, 12mo. 13. 'One Hundred Fables in 
Verse, by various Authors,’ 1825, 8vo. ^ 
14. 'Robinson Crusoe, edited by Rev, James j 
Plumptre,’ 1826 ; republished in 1882 by the 
S P.C.K. 15. ^ A Populer Commentary on 
the Bible,’ 2 vols. 1827, 8to. 

Plumpthe, John ( 1753-1 8lo), dean of 
Gloucester, cousin and trotHer-in-law of the 
preceding, born in 1753, was tbe eldwt scm 
of Septimus, younger brother of E^ert 
Plumptre [q.v.] He was educated at Eton 
and King’s College, Cambridge, where he 
was elected feUow in 1775, graduated B.A. 
in 1777, and M.A.in 1780. In 1778 he was 
presented to the vicarage of Stone, v\or- 
cestershire, in 1787 was elected preWaY 
of Worcester, in 1790 rector of Wichenford, 
and in 1808 dean of Gloucester. He died 
on 26 Nov. 1825, having married his coi^in 
Diana, daughter of Robert Plumptre. She 
died on 18 June 1825, leaving three sons. 
Plumptre was a good classical scholar, and i 
published: 1. ‘Ecloga Sacra Akxanto Pope, 
vulgo Messia dicta, Greece reddita, l/9o, 4to ; 
2nd edit. 1796, to which was appended in- 
• _j_!_ ^Ti-nnllC £yT r‘Alphpmma eiesfia 



torus ir uema. J-iycidas . - 

4to- 3. ' The Elegies of 0. Pedo Mhino- 
vanus . . . v^ith an English version, London, 
1807 12mo. Erom the place of publication 
it would seem that he was also author ot 
'The Principles of Natural and Revealed 
Religion,’ 2 vols. Kidder^ster, 
which is anonymous, and has been attributed 
to his cousin, James Plumptre. 

[Works in Brit. Mus. Library; GenL Mag. 
1825 k 651, ik 646, 1832 k 369 ; Biogr. Diet, of 
Living Authors, 1816; Biogr. Lram voki. pk 
ii p 575; Pantheon of the Age; MeClmtoct 
and Strong’s Cyclop. ; Poster s Lccki 

Forster’s Life, k 342; Le Neves Fasti, i. 445, 


Allihone’s Diet. of English Lit,; Bnrkes Lui'iei 
Gentry, 1S94, ii. 16‘i0 ; Notes and Queries. 1st 

ser. X. 104, 2iid ser. ix. 66.] A, P. P. 

PLHAIPTRE, ROBERT (1723-17^N, 
president of Queens’ College, Cambridge, was 
youngest of ten children of John Plumptre, 
a gentleman of moderate estate in Nottiiig- 
hamshire, and was grandson of Henry Plunip- 
tre Tq. v.] He was educated by Dr. Henry 
Newcome at Hackney, and matriciilatefl as a 
pensioner of Queens 'College, Cambrirlge. on 
11 July 1741. He proceeded B.A. 1744, 
M.A. 1748, D.D. 1761, and on 21 March 1745 
was elected fellow of his college. In 1752 
(19 Oct.) he was instituted to the rectory uf 
Wimpole, Cambridgeshire, on the presenta- 
tion of Lord-chancellor Hardwickej at the 
same time he held the vicarage ofWhaddon. 
In 1756 Lord Hardwicke made him pre- 
bendary of N orwich. In 1760 he was elect 
' president of his colleie, and in 176‘.^ pro- 
fessor of casuistry. These offices, /ogether 
with his preferments, he held till his d«^^h. 
He was vice-chancellor 1760—1 and Iwj — 
1778 

Dr. Plumptre interested himself in the 
history of his coUege, and left some manu- 
script collections for it. In the university 
he supported the movement inaugurated by 
Dr. John Jebb (1730-1786) [q. v.j in favour 
of annnal examinations, and was a member 
oKhe syndicate appointed on 17 Feb. 1774 to 
devise a scheme for carrying them out, which 
was rejected on 19 April in the same year. 
He is also stated to have been m 
' granting rehef to the clergy, who in Li2 
petitioned against subscription to the thirty- 
nine articles. He published in 1782 a pam- 
phlet called 'Hints respecting some oi the 
XJniversity Officers/ of which a second edition 

appeared in 1802. Latin poems by him Mcur 
among the congratulatory verses published 
■ by the university in 1761 on the wcasion 
of the marriage of George m in 1 j 
the birth of a Prince of Wales, and in li » 
on the restoration of peace. These composi- 
tions show that he was a respectable whoiar, 
and that the story of his having made faL^ 
quantities in his vice-chancellors speech, 
which were strung into the line— 

Kogerus immemor Rohertum denutat hehetem 


is probably a calumny. oo 

Dr. Plumptre died at Norwich on 29 Oi.t. 

’ 1788' There is a tablet to Ms memory on 

' the south side of the preshyteiy. There is 
■a portrait of him iu the president s Wge, 
Queens’ College. He mamed, in 
1756, Anne, second daughter of Dr. Henry 
Newcome, his former schoolm^ter. Ry her 
; he had ten children. His son James and two 
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of ills daughters, Anne and Annabella, are 
separately noticed [see under Pltjmptbe, 
Ajpn^a]. 

[G-ent. Mag. vol. Iviii. (for 1788) ; Dyer’s Hist, 
of Univ. of Cambridge, i. 125, ii. 158 ; Cooper’s 
Annals, iv. 370; Wordsi^^orth’s Scholm Aca- 
demicse, p. 106.] J. W. C-k. 

PLUMKIDGE, Sib JAMES HAN WAY 
(1787-1863), yice-admiral, born in 1787, en- 
tered the nayy in September 1799 on board the 
Osprey sloop on the home station. He after- 
■wards served in the Eeda in the expedition to 
Egypt, with Captain George Hope, whom he 
followed to the Defence, and in her he was 
present in the battle of Trafalgar. He was 
then for a few months in the Melpomene with 
Ca’Dtain (afterwards SirPeter) Parker (1785- 
18i4) [q. V.], and again with Hope in the 
Theseus. On 20 Aug. 1806 he was promoted 
to the rank of lieutenant, and served con- 
tinuously during the war, in (among other 
ships) the Melpomene in 1809, and theMene- 
laus in 1810 (again with Parker) and in the 
Caledonia as flag-lieutenant to Sir Edward 
Pellew, afterwards Tiscount Exmouth [q. v.] 
On 7 June 1814 he was promoted to the com- 
mand of the Crocus sloop, and from her, in 
July, he was appointed to the Philomel, in 
which he went to the East Indies. In 1817 he 
returned to England as acting-captain of the 
Amphitrite. The promotion was not con- 
firmed, and from 18'. 8 to 1821 he commanded 
the Sappho brig at St. Helena, and after- 
wards on the Irish station. He was advanced 
to post rank on 9 Oct. 1822. From 1831 to 
1835 he commanded the Magicienne frigate 
in the East Indies, from 1837 to 1841 was 
superintendent of the Falmouth packets, and 
from 1842 to 1847 was storekeeper of the 
ordnance. From 1841 to 1847 he was M.P, 
for Falmouth. In 1847 he was appointed to 
the Cambrian frigate for service in the East 
Indies, and on 13 Oct. was ordered to wear 
a broad pennant as second in command on 
the station. He returned to England to- 
wards the end of 1850, and on 7 Oct. 1852 
was promoted to be rear-admiral. In 1854, 
with his flag in the Leopard, he commanded 
the flying squadron in the Baltic, and especi- 
ally in the Gulf of Bothnia. In the follow- 
ing February he was appointed superin- 
tendent of Devonport dockyard, and on 5 July 
was nominated a K.C.B. On 28 Nov. 1857 
he was promoted to be vice-admiral. He 
had no further service, and died at Hopton 
Hall in Suffolk on 29 Nov. 1863. He was 
three times married, and left issue. 

[O’Byrne’s Nav. Biogr. Diet . ; Navy Lists ; 
Times, 2 and 3 Dec. 1863 ; Earp’s Hist, of the 
Baltic CampaigD.] J. K. L. 


PLUNKET, CHRISTOPHER, second 
Eael OB Finoall (d. 1649), was the eldest 
son of Lucas Plunket, styled Lucas Mor, 
tenth lord Killeen, created Earl of Fingall on 
26 Sept. 1628, by his second wife, Susanna, 
fifth daughter of Edward, lord Brahazon. His 
father died in 1637, and on 20 March that year 
Plunket received special livery of his estates. 
He took his seat in the Irish parliament on 
16 March 1639, and was a member of several 
committees for privileges and grievances. 
On the outbreak of the rebellion in October 
1641, he endeavoured, like the nobility and 
gentry of the Pale generally, to maintain an 
attitude of neutrality between the govern- 
ment and the northern party, and on 16 Nov. 
was appointed a commissioner to confer with 
all persons in arms, ‘ with a view to suspend 
for some time the sad effects of licentious- 
ness and rapine, until the kingdom was put 
in a better posture of defence.’ His be- 
haviour caused him to be mistrusted by 
government, and on 17 Nov. he was pro- 
claimed an outlaw. He thereupon took a 
•Drominent part in bringing about an alliance 
between the Ulster party and the nobility 
and gentry of the Pa'.e. He was present at 
the meeting at the Hill of Crofty, and sub- 
sequently at that at the Hill of Tara, where 
he was apppointed general of the horse for 
the county of Meath.’ His name is attached 
to the principal documents drawn up by the 
confederates in justification of their taking 
up arms. He was a member of the general 
assembly, and, by taking the oath of asso- 
ciation against the papal nuncio Rinuccini 
in June 1648, proved his fidelity to the 
original demands of the confederates; hut 
otherwise he played an inconspicuous part 
in the history of the rebellion. He was 
taken prisoner at the battle of Rathmines 
on 2 Aug. 1649, died in confinement in Dub- 
lin Castle a fortnight later, and was buried 
in St. Catherine’s Church on 18 Aug. He 
was seven times indicted for high treason, 
and his estates were confiscated by the act 
for the speedy settlement of Ireland on 
12 Aug. 1652. 

Plunketmarried Mabel, daughter of Nicho- 
las Barnewall, first viscount Kingsland, who 
survived him, and married, in 1653, Colonel 
James Barnewall, youngest son of SirPatrick 
Barnewall. PMs eldest son and heir, Luke, 
j third earl of Eingall, was restored to his 
■ estates and honours by order of the court of 
claims in 1662. 

'•Lodge’s Peerage, ed. Archdall, vi. 185-6; 
Giibert’s History of the Confederation and 
History of Contemporary Affairs (Irish Archaeo- 
logical Society), the article in Webb’s Com- 
pendium of Lriah Biography, Plunket is con- 
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founded ijpitli his kinsman, Colonel Richard 
Plunket, son of Sir Christopher Plunket of 
Ponsoghly ] R. D. 

PLUNKET, JOHN (1664-1738), Ja- 
cobite agent, horn in Dublin in 1664, was 
educated at the Jesuits’ College at Vienna. 
He was a Roman catholic layman, and he 
was sometimes known under the alias of 
Rogers. He was for over twenty years in 
the service of the leading Jacobites, either as 
a spy or diplomatic agent, and his wide per- 
sonal acquaintance with the statesmen of 
many countries illustrated the facility with 
which Jacobite agents approached men of 
the highest position. By generals and divines, 
by English, French, and Dutch ministers, he 
was received with politeness, plied with 
anxious inquiries about the health of James, 
and dismissed with promises of support, not 
■Derhaps sincere, hut always fervent. The 
hopes of the Jacobites were naturally raised 
by the rout of the whigs in England in 1710. 
A number of the party were convinced that 
Harley was at heart a Jacobite, and that the 
negotiations which commenced with France 
in the autumn of 1711 were a preliminary 
to secret negotiations with the Pretender. 
Plunket therefore thought to improve the 
position of his employers by revealing to the 
tory ministry fictitious whig machinations 
against the success of the peace. Prince 
Eugene came to England in January 1712, 
and excited much uneasiness by his frequent 
conferences held at Leicester House with 
Marlborough, the imperial envoy (Gallas), 
the leading Hanoverians, and the whig op- 
onents of the peace. Accordingly, in March 
712, Plunket sent to Harley, now Earl of 
Oxford, two forged letters purporting to have 
been written by Eugene, and sent to Count 
Zlnzendorf, the imperial ambassador at The 
Hague, for transmission to Vienna. Accord- 
ing to these letters, outrages in London and 
the assassination of the tory chiefs were to be 
the means employed to upset the government 
and frustrate the peace. The forged letters 
did not for. a moment deceive Oxford. They 
created, however, strong 'prejudice against 
Prince Eugene in influentia . quarters in Eng- 
land, and were skilfully used by St. J ohn to 
convince Torcy and the French negotiators, 
newly assembled at Utrecht, of the danger 
the ministry ran in trying to conclude peace 
against the wishes of a powerful faction. 

Mean whole Plunket, disgusted by the in- 
credulity of Oxford, brought his pretended 
revelations before Lord-keeper Harcourt and 
the Duke of Buckinghamshire, by whom they 
were submitted to the privy conned. On 
3 April Plunket was summoned, and, in an- 
swer to much questioning, stated that he had 


derived his information through a clerk in 
Zinzendorfs suite at The Hague. He was 
dismissed with a half-contemptuous direction 
to go over to Holland and bring back his 
friend. Though he must have known the 
facts. Swift treats the libels as substantially 
true in his flagrantly partisan ^ Four closin'g 
Years of Queen Anne,’ while Macphersoii 
prints them, and makes similar deductions, 
in his ‘ Original Papers.’ After a further 
period of foreign travel and intrigue, during 
which he made more than one visit to Rome 
and had several interviews with the Pre- 
tender, Plunket returned to England in 1718, 
and five years later was charged with com- 
plicity in Layer’s plot for seizing the Tower 
of London [see Liieb, Chbisiopeeb]. He 
was arrested by special warrant in January 
1723, as he w*as about to leave his lodgings 
in Lambeth. He was proved to have vmitten 
letters to Middleton, Dillon, and other pro- 
minent Jacobites, urging them to secure the 
co-operation of the regent of France at any 
•Drice, and promising a '«’ide support in Eng- 
.and ; there was also evidence that he had 
endeavoured to corrupt some sergeants in the 
British army. The hill for inflicting certain 
pains and penalties upon John Plunket was 
read in the House of Commons a second time 
on 28 3Iarch 1723. Plunket made no defence. 
Subsequently, before the House of Lords, he 
tried to establish that he was a ’jerson of no 
consideration in Jacobite counsel, a conten- 
tion which derived support from his repel- 
lently ugly appearance, but was conclusively 
disproved by his correspondence. Eventually 
Plunket was confined as a state prisoner in 
the Tower until July 1738, when ‘ at the 
■public expense he was removed into private 
.odgings and cut for the stone by Mr. Che- 
selden’ [see Cheseldejt, WiEimi]. The 
operation failed owing to Plunket’s advanced 
age, and he died in James Street, near Red 
Lion Street, in the following August. He 
was buried in the churchyard of St. Pancras. 
John is to be carefully distinguished from 
his cousin, Matthew Plunket, ‘seijeant of 
invalids,’ a man of the lowest character, who 
gave damning evidence against his old crony, 
Christopher Layer. 

[Hist. Reg. 1723 passim, 1738 p. 32; Wyon’s 
Hist, of the Reign of Queen Anne, ii. 368 ; Stan- 
hope’s Hist, of Kngl. 1839, i. 75; Coxe’s Life of 
Marlborough, 1848, iii. 289; Maepherson’s Ori- 
ginal Papers, ii. 284 ; Boyer’s Annals, ; 

Le-grelle’a Succession d’£fipagne,v. 600-40; Dsi- 
mont’s Lettres Historiques, 1710; Memoires <le 
Torcy, 1757, ii. 27 1-4; Swift ’sFourclosingYeara 
of Queen Anne; Bolingbroke’s Works, ITOS^toLw; 
Duran’s Jacobite London ; Howell’s State Trials, 
vob xvi. ; Cobbett’s Pari, Hist. viii. 54.] T. S, 
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PLIJNEIET, ISUCHOLAS (/■ 1641), 
compiler, is known only as autkor of a con- 
temDorary account of affairs in Ireland in 
wkick Carte frequently cites in kis 
‘ Life of Ormonde.’ * It,’ wrote Carte, ' would 
make a very large volume in folio, and is a 
collection of a vast number of relations ot 
passages that happened in the Irish wars, 
made by a society of gentlemen who nved m 
that time, and were eye-witnesses of many 
of those passages.’ In 1741, the compilers 
grandson, Henry Plunket, co. Meath, issued 
proposals for printing by subscription A 
faithful History of the Bebellion and Civil 
■War in Ireland from its beginning, in the 
year 1641, to its conclusion, written by IN 1 - 
cholas Plunket, esq., and communicated to 
Mr. Pryden, who revised, corrected, and ap- 
proved it.’ The subscription was one guinea 
per copy. The book, it was stated, would 
^ contain about 130 sheets, printed in a neat 
letter.’ In Harris’s work on the * "Writers 
of Ireland,’ issued in 1746, Plunket’s book 
was mentioned as still unpublished. No 
more was long heard of it, and portions of the 
manuscript appear to have been subsequently 
lost or destroyed. About 1830 a fragment 
of the manuscript came, with some of the 
Plunket estates, into the possession of Gene- 
ral Prancis Plunket Dunne, M.P. for the 
Hing’s County. An account of this fragment 
by the present writer was printed in the de- 
scription of the Plunket manuscript in the 
second report of the Eoyal Commission on 
Historical Manuscripts. Carte seems to have 
somewhat over-estimated the value and im- 
partiality of the manuscript. 

[Carte’s Life of Ormonde, 1736, vol. i. ; Harris’s 
"Writers of Ireland, 1746 ; Hep, of Royal Comm, 
on Hist. MSS. 1871.] J* T. G. 

PLUNKET, OLIVER (1629-1681), 
Roman catholic archbishop of Armagh and 
titular primate of Ireland, was horn at 
Loughcrew in Meath, His father’s name is 
nowhere mentioned, hut he was nearly re- 
lated on that side to Christopher Plunket, 
second earl of FingaH [q. v.], and on his 
mother’s to the Dillons, earls of Roscommon. 
He was also connected with his namesake, 
the sixth Lord Louth, and with Richard 
Talbot [q. v.] and his brother Peter [q. v.] 
He was educated from infancy to his sixteenth 
year by Lord Pingall’s brother, Patrick Plun- 
ket, titular abbot of St. Mary’s, Dublin, and 
afterwards bishop of Ardagh and Meath suc- 
cessively. In 1645 he accompanied Father 
Scarampi to Rome, narrowly escaping capture 
by pirates, or perhaps parliamentary cruisers, 
in the English Channel In Flanders they fell 
among thieves, hut an unnamed Samaritan 


provided a ransom. On his arrival at Pu.ome 
Plunket studied rhetoric for about a year 
under Professor Dandoni, and afterwards 
entered the Irish or Ludovisian College, then 
under Jesuit control. There he remained 
eight years, becoming a proficient in mathe- 
matics, theology, and philosophy. It was 
a rule of the foundation that priests on com- 
I 3 leting their course should return to Ire- 
land, but in July 1654 Plunket begged 
leave of Nickel, the general of the Jesuits, to 
continue his studies among the oratorians 
at San Girolamo della Carita. This was 
granted on the understanding that he was 
to go to Ireland at any moment when ordered 
by the general, or others his superiors. 
From 1657 to 1669 Plunket filled the chair 
of theology at the Propaganda College, and 
his learning was utilised by the congrega- 
tion of the Index. Among his friends were 
Scarampi, the oratorian, who befriended Plun- 
ket until October 1656, when he died of the 
plague, and Cardinal Pallavicini, the his- 
torian of the council of Trent from a point 
of view opposite to Sarpi’s. 

At the end of 1668 there were but two 
Roman catholic bishops resident in Ireland, 
of whom Patrick Plunket of Ardagh was 
one, his old -Dupil Oliver being his agent at 
Rome. In Taniiary 1669 Peter Talbot was 
appointed to Dublin, the sees of Cashel, 
Tuam, and Ossory being filled at the same 
time. All the new prelates agreed that 
Plunket should represent them at Rome, 
and he thus became a sort of general solici- 
tor for Irish causes. He showed much zeal 
against Peter Walsh [q. v.] and his party, 
and was on friendly terms with liis cousin, 
Archbishop Talbot, hut was not one of those 
whom the latter recommended for the see of 
Armagh. Wood ii. 182) tells an un- 
likely story about an intrigue in Plunket’s 
favour. There were objections to all the 
candidates named, and Clement IX cut the 
controversy short by saying, ‘ Why discuss 
the uncertain, when the certain is before 
us? Here we have a man of approved 
virtue, consummate doctrine, and long ex- 
perience, conspicuous for his qualifications in 
the full light of Rome. I make Oliver Plun- 
ket archbishop of Armagh and primate of 
Ireland, by my apostolic authority.’ The 
formal nomination was on 9 July 1669, the 
brief dated 3 Aug., and on 30 Nov. Plunket 
was consecrated at Ghent by the bishop of 
that see, one of whose assistants was Nicholas 
French [q. v.J of Ferns. Plunket reached 
London in November, and remained there 
till his departure for Ireland in the early 
spring of 1670. The pallium, which was 
granted on 28 July of that year, followed 
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Li;n to his o\Tn country. lie had been 
twenty-five years in Rome. 

Francis Barherini was at this time cardi- 
nal-protector of Ireland, and his letters se- 
cured Plunket a good reception from Queen 
Catherine of Braganza. Her almoner, 
Philip Thomas Howard fq. y.], lodged him 
secretly for ten days in his own apartment 
at "Whitehall, and showed him the town. 
In February 1670 Plunket left London for 
Holyhead, the roads being almost impassable 
from snow, and reached Dublin about the 
middle of March after a ten hours' sail. Lord 
Fingall and other magnates of Plunket’s name ! 
offered hospitality, and he accepted that of 
Lord Louth, wLose house was conveniently ; 
placed for his work. It appears from a letter l 
of Lord Conway’s illaiDdon Papers^ letter cvi.) 
that the king himself gave private informa- 
tion to John Robartes, afterwards first earl 
of Radnor [q. v.], the viceroy, that Plunket 
■was lurking in Ireland ; but this was be- ( 
fore his consecration at Ghent, and it is pro- 
bable that Charles ordered a search only be- 
cause heknew that it would be fruitless. John, 
lord Berkeley of Stratton [q. v.], who suc- 
ceeded Robartes as viceroy, reached Ireland 
in April, and from him neither Plunket nor 
Talbot had anything to fear. Plunket was 
indeed accused of accepting too many invita- 
tions to Dublin Castle, hut he said that he 
could not decently refuse, especially as Lady 
Berkeley and Chief-secretary Lane were ‘ se- 
cretly catholics' (Bea^dt). He was even 
allowed to set up a school in Dublin under 
j esuit management, and he lost no opportunity 
of praising Berkeley’s tolerance and kindness. 
Plunket's enemies suggested that he was on 
too friendly terms with his protestant rival, 
Primate James Margetson [q. v.], but ■with 
him it was not easy to quarrel. 

Arthur Capel, earl of Essex [q. v.], succeeded 
Berkeley in 1672. Flis protestantism was 
undoubted, but he had probably no wish to 
persecute ; and Plunket WTOte to Oliver, the 
general of the jesuits, that the viceroy was a 
* wise man, prudent and moderate, and not 
inferior to his predecessor in good will towards 
me ' (Kist MSS. Coinm. 10th Rep. App. pt. v. 
p. 361). His plan was to encourage dissen- 
sions among the Roman catholic clergy, and 
in particular the dispute concerning the pre- 
cedence of their sees between Plunket and 
Talbot {^icilegium Ossoriense^ ii. 22 j Rus- 
sell and Peee'Deegast, Report on Carte 
Papers j p. 126). 

Pliiiiket’s labours in his diocese were un- 
ceasing. In the first four years of his mission 
he confirmed 48,655 persons, some of them 
sixty years old, and this activity was never 
relaxed. His energies were not even con- 


: fined to Ireland, for he visited the Hebrides 
j in 1671, writh some help from Lord Antrim, 

; and in spite of the house of Argrll. His 
; account of this mission is imfortiiiiateR”Inst. 

^ In ecclesiastical politics Plunket was an ultra- 
, montane, favouring the Jesuits, scouting 
Peter "Walsh and the opportunists, and care- 
j fully nipping Jansenism in the bud. In the 
! interminable disputes between the Franciscan 
' and Dominican orders he was disposed to 
, favour the latter. The unfrocked, or at least 
disgraced, friars who incurred his censure 
and subsequently swore away his life were 
Franciscans. Irregularities of all kinds lie 
sternly repressed, and he did what he enuld 
for education in the face of immense difficul- 
ties. The revenue from his see was only t)2/. 
in good years, and sometimes it fell to 51 1 tb’.; 
nor did he get much outside help. Charles II 
allowed him 200/. in 1671. In 1679hevTote 
that he had not received quite 40/, altogether 
from Rome, that is for his own use; but several 
sums passed through his hands for educational 
and other purposes, which were always care- 
fully accounted for. He never had a house 
of his own, and was often glad to eat oatcake 
and milk, 

Plunket was not on very cordial terms 
with Archbishop Talbot. He preside^ at the 
national synod in Dublin in June 1670, which 
Talbot attended, but the ancient dispute about 
precedence between the two chief archiepi- 
scopal sees was soon revived. Early in 1671 
it was pro;[>osed to send the archbishop's 
brother Richard to England as agent at court 
for the Irish Roman catholics, and the arch- 
bishop subscribed 10/. Plunket offered togive 
a like sum if the clergy of Ms diocese would 
raise it, but this they refused to do. In 107 2 
Plunket published a treatise in English under 
the title ‘Jus Primatiale/ &c., in which he 
claimed pre-eminence for his own see. Talbot 
was much aggrieved, and wrote an answer 
inLatin, entitled ‘ Primatus Dublinensis.’&e., 
which was published at Lisle in 1674. In 
the established church of Ireland the supre- 
macy of Armagh had long been fully acknow- 
ledge. Baldeschi, secretary of the propa- 
ganda, pithily pronounced that he of Armagh 
ke] 3 t his saddle — ‘ L’ Armacano sta a cavallo ' 
— but the controversy was not finally settled 
until long afterwards. Plunket was engaged 
as late as 1678 on a rejoinder to Talbot’s 
treatise, but it never saw the light. 

The agitation in England which led to 
the passing of the Test Act, and the subst— 
quent agitation a^inst the Duke of York, 
forced the Irish government into repressive 
measures. Roman catholics were exciadecl 
from the corporations, while their bishops 
and iregular clergy were ordered to leave the 
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kingdom. At the beginning of 1G74 Plunket 
thought it prudent to hide, and to write in 
the name of Thomas Cox. One Sunday in 
January, after vespers, he travelled through 
snow and hail to the house of a country 

f entleman whose reduced circumstances left 
im little to fear from the recusancy laws. 
After some months the persecution slackened, 
and on 23 Sept, he ventured to write officially 
in his own name to his archiepiscopal brother 
of Tuam, but the letter is addressed to ‘ Mr. 
James Lynch.’ Archbishop Lynch was him- 
self driven into exile, but Plunket was well 
thought of in high official quarters, and was 
not seriously molested (Me?noij*y p. 207). 
IV hen Ormonde succeeded Essex as viceroy 
in 1677, there was for a while little change 
in Piunket’s position. Titus Oates made his 
first depositions respecting the ^ Popish Plot ’ 
in September 1678, and in October Archbishop 
Talbot, who had been allowed to return to 
Ireland, was in consequence consigned to the 
prison where he died. In November Plunket 
went to Dublin to attend tbe deathbed of his 
old master and namesake, the bishop of Meath, 
and on 6 Dec. he was committed to the castle. 

Plunket was kept for about six weeks in 
the castle in solitary confinement, but 
nothing appeared against him, and the rule 
was soon re .axed. MacMoy er and his fellow- 
perjurers, who accused Plunket of sharing 
in the Irish branch of the ‘Popish Plot,’ went 
over to England, and carefully rehearsed 
their part, returning to Ireland with instruc- 
tions from the politicians who managed the 
plot. Special orders were sent that the 
prisoner should he tried by an exclusively 
protestant jury. Ormonde had the venue 
. aid at Dundalk at the July assizes, 1680. 
This was in Piunket’s own diocese, where he 
and his accusers were equally well known, 
and the result was that no witnesses were 
forthcoming. The trial was necessarily post- 
poned, and in October orders came that it 
should take place in London. There were 
precedents for such a course, notably that of 
Connor, lord Maguire [see Magitiee, Coe'NOE, 
1616-1645]. Plunket had nearly exhausted 
his slender resources by paying the exorbitant 
charges of his Dublin gaoler, and was brought 
to London at the public expense. He arrived 
between 28 Oct. and 6 Nov., when the com- 
mittee for examinations allowed him pen, 
ink, and paper. Two days later he petitioned 
tbe king and the House of Lords that he 
might he maintained in prison, and that his 
servant might be allowed access to bim . 
Kichardson, the governor of Newgate, re- 
ported a conversation in which he seemed to 
acknowledge that there was a plot of some 
kmd in Ireland, but nothing was elicited 


from him at the bar of the lords. On 7 Jan. 
1680-1 he was allowed to send to Ireland 
for some money of his — less than 100^ — 
which was in Sir Valentine Browne’s hands 
{RisL MSS. Comm. 11th Hep. App. ii. 168). 

One grand jury refused to find a bill 
because the witnesses contradicted each other, 
but a second was more easily convinced, or 
practice may have made MacMoy er and his as- 
sociates more plausible. Plunket lay in N ew- 
gate until 3 May 1681, when he was arraigned 
in the king’s bench. He demurred to the juris- 
diction, on the ground of his previous arraign- 
ment in Ireland, hut this was overruled, and 
the trial at his request was fixed for 8 June, 
to enable him to bring over evidence. This 
apparently liberal respite was useless, for the 
Irish courts refused to compromise their in- 
dependence by forwarding records without 
direct orders from the crown, and the English 
judges refused to receive parole evidence as 
to previous convictions of the witnesses. 
There were also delays from bad roads and 
want of money, and Plunket had to meet 
the charge of high treason without witnesses 
and without counsel. Chief-justice Pember- 
ton, who had just succeeded Scroggs, and 
who afterwards defended the seven bishops, 
behaved with more decency, though scarcely 
with more fairness, than his predecessor. The 
puisne judge Thomas Jones {d. 1692) [q. y.] 
and William Dolben {d. 1694) [q. vj were 
also severe on the prisoner. Sir Robert Sawyer 
[q. V.] conducted the case as attorney-general, 
with Finch, J effreys, and Maynard. The case 
against Mm was that he had conspired to 
bring a large French army to Ireland. For 
that purpose, it was said, he had collected 
money, and Carlingford was to he the place 
of disembarkation. As Plunket pointed- out, 
one had only to look at a map of Ireland to 
see that no foreign enemy would go to Car- 
lingford. The money collected by him was 
for the service of his church, and he had 
never had any communication with the 
French government. Plunket freely con- 
fessed that he had done everything that an 
archbishop of his diurch was bound to do, 
and that there might be matter for a prcs- 
munire. As for treason, the evidence, as we 
now read it, is so absurd that it is hard to 
understand his conviction by the jury after 
a quarter of an hour’s deliberation. 

After conviction Plunket solemnly said, 
‘ I was never guilty of any of the treasons 
laid to my charge, as you will hear in time, 
and my character you may receive from my 
Lord-chancellor of Ireland ^Michael Boyle], 
my Lord Berkeley, my Lore' Essex, and the 
Duke of Ormonde.’ Essex told the king 
that Plunket was innocent, and that the evi- 
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dence against him could not he true. Charles j 
retorted that Essex might have saved him 
by saying this at the trial, but that he hm- j 
self dared not pardon anyone. Plunket was 
hanged, drawn, and quartered at Tyhurn on 
1 July On the scafibld he read a dignified 
Rtieech denying what had been sworn against 

SL, and pLLg.out the Aa-^i-the ey. 

dence A -postscript was affixed, in winch 
hrdeelaked that he had made no ment^ 
Kseryation or evasion, but employed words 
< in their usual sense and meaning, as P>^0" 
testants do when they discourse with aU 
candour and sincerity.’ His dying speech 

was at once printed and circulated. 

‘ Lord Essex told me, says Burnet, that 
this Plunket was a wise and sober man ... 
in due submission to the government, with- 
out engaging into intrigues of state. . . the j 
foremim of the grand jury, who was a zealous 
Protestant, told me, they contradicted one 
another evidently ... he was condenmed, 
and suffered very decently, expressing | 

self in many particulars as became a bishop. > 
Charles Eoi, in his historical ^ 

clared that of his ‘ innocence no doubt could 
Wtertained.’ In Dalrymple’s Memoim^ 

■ Plunket is called ‘ the most innocent of 

Extraordinary honour has , 

Archbishop Plunket’s remains. Ihe head 
wlfsent to Cardinal Howard at Rome md 
by him presented to Archbishop Hugh Mm- 
Mahon, who brought it to Irelmd about | 
1723 It is still preserved in the Domimc^ 
convent at Drogheda, which was founded m 
that year by the archbishops grand-niece, 
Cathenne Plunket. Father Corker, the chief 
of the English Benedictines, who was m Lew- 
fatrwith Plunket, had the body bmied first 

fn the cWhyard of St. Giles-in-the-fidds ; 

two years later itwas exhumed ^nd earned to 
Germany to the Benedictine Abbey of St. 

island St. Denis at Lamspringe near 

Hddesheim, and there it 

Prussian ffovernmeiit expelled the ^ 

monks in 1803. It was th^ 

‘■“‘Sif s.“SS* 1 


and beard.’ A portrait paint ed by G . Miirpliy 
is in tbe National Portrait Gallery, Lonuon, 
and bas been engraved by under aari ; 
other engravings by Luttrell, Coliins, Ban- 
bar, and Lowndes are mentioned by Bromley. 
Another portrait is in the Bodleian Library. 

[Cardinal Moran has collected_ mo^t cf the 
facts and many of the documents in his Memoir 
of Archbishop’ Plunket, and in his Spicikgmni 
Ossoriense. The latter contains origmais of 
which the former gives translations _or extracts. 
Other letters are in Be Burgo's Hibernia Bo- 
minicana, 1762, and in the 7th and 10th Reports 
of the Hist. MSS. Comm.; Cartes Ormoa_:e; 
Stuart’s Armagh; B’Alton s Hist, of I)rogned.y, 

Archbishop Hugh MacMahohs Jns Prmmtiale 

I Annachanum, 17'2S ; Peter l\alsh s Hist, oi the 
Eemonstrance; State Trials, vols.ii. and iii., 

I 1742* Anthony Wood’s L'fe and limes, eu. 

I Clark, yol. ii. ; Arthur, Eirl of Essex’s Letters. 
1770- Biadv’s Episcopal Succession; Jlucr.ies 
Annals of the Bodleian Library; Tablet news- 
paper, 10 Feb. 1883; information 
I plied by tbe Eev. Robert Murphy, P.P.. bt. 
‘ Peter’s, Drogheda.] B. B i~ 


plunket, PATRICK (d. 1668), ninth 
Baeox oe DrxsiXT, eo. Meath, was only ^n 
of Christopher, eighth lord tosanv, by ha 
wife Mary or Maud daughter of Hen^ 
Babington of Detbick, Derbyshire. Both 
fatherland mother were Roman catholics. 
An ancestor, Sir Christopher Plunket^ 

1 1445), was active m the .Irish wars dunng 
' he ehlypartof the fifteenth “ent'iry.Mdm 

said to have been P n’ls 

Stanley, lord lieutenant of Ireland. His 
1 son, Sm Christopher (d. 1461), is 
reckoned first Baron Dunsany. Another 
' Chhtopher 

the Irish in 1466, and *ed m 14b, (Lome, 
yi. 166-74; Book «/ 

8.59 ; ArinabofFourMasters,iyAm,l^^^ 
Patrick Plunket, seventh lord Bunsanv 
1530), was reputed to be the author ot w 
literary works, which have not come I'g] {*■ 
Patnek the ninth lord, succeeded to the 
t£nd estates on the de^h of h« father 
' in IfMS. He sat in the House of Lords 
at Dublin, and married Jane, daughter of 
Sir Thomas Heneage of Lincolnshire. 
hhVmencementofthe^^^^ 


ihe'" arms below the elbows. One of these I Dunsany, with other 

sehredhmbs was long preserved^ at S^- j catholic peers, add^sed lettp to 

Herefordshire, and is now at ^ Roman ca p ■ Dublin in relation to 


fieirCouH,“hetefordaihe and is n^w at , ^o"^ bublin in relatmn to 
the FrancAan convent, Tamt^^ ^^en , the^Hes ®d 

*r£esTere=t/"^“»ereL ^^raS^othef 1^^^^ 

'^Ttoe is a portrait of Plunket in the Dr^ , J^elr^T M^Lglan^,’ aW 
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woman/ Later in the same month he applied 
to the lords justices for assistance to enable 
him to defend his castle and lands. His re- 
quest was not acceded to, and he was soon 
after committed to prison on a charge of 
treason. After an incarceration of eighteen 
months he was liberated, but bound to ap- 
pear for trial in the court of kind’s henci. 
Lnder the government of the parliament of 
England Dunsany and his wife were ejected 
from their castle and possessions, which had 
been decreed to ‘adventurers’ who had ad- 
vanced money in London for estates inlreland. 
In the acts of settlement and explanation of 
1G62 a clause was inserted for restoring to 
Dunsany his castle, with portions of the 
estates which he possessed in 1641. He died 
in 16G3. 

[Carte’s Life of Ormonde, 1736 ; Carte Papers, 
Bodleian Library; Peerage of Ireland, 1789 ; 
Woi »d's Atheiise Oxon. 1813; Prendergast’s Crom- 
■wellian Settlement, 1875; Grilbert’s Contem- 
porary Hist, of Affairs in Ireland, 1879, and 
Hist, of Confederation and War in Ireland, 1 882.] 

J. T. G. 

PLXJHKET, THOMAS, BAEOiJt PLinrEET 
of the Holy Eoman Empire (1716-1779),^ 
general in the service of Austria, a kinsman of 
Lord Dunsany, was born in Ireland in 1716. 
Entering the Austrian army, he fought in 
Turkey and in the war of the Spanish suc- 
cession. In 1746, as a colonel and adjutant- 
general of the army in Italy, he much dis- 
tinguished himself, and in the following year 
he was sent to Genoa as bearer of the im- 
perial pardon to that republic. He went 
through the seven years' war. In^ 1757, 
under Daun, by capturing the obstinately 
defended village of Krzeszow, he greatly 
contributed to the victory of KoUin. The 
cross of the order of Maria Theresa, which 
conferred the title of baron, was consequently 
awarded him on 4 Dec. 1758. In the follow- 
ing year he was in command of eight Austrian 
regiments in Saxony (CAKLyLB, Frederick 
the Great, viiL 177). In 1763 he was 
nominated general. On St. Patrick’s day 
1766 he attended the dinner given at Vienna 
to men of Irish extraction by Count Deme- 
trius O’Mahony, the Spanish ambassador [see 
under O’MAHoirsr, Daniel]. In 1770 he was 
appointed governor of Antwerp, which post 
lie held till his death, 20 Jan. 1779. 

By his marriage with Mary D’ Alton, pro- 
bably a sister of Richard and Edward D’ Al- 
ton, Austrian generals, he had a son, an Ans- 
trian officer, killed at the siege of Belgrade 
in 17 89. A daughter, Mary Bridget Charlotte 
Josephine, born at Louvain in 1759, was 
educated at the English Austin nunnery, 
Paris, and married in 1787 the Marquis de 


I Chastellux, who died on 26 Oct. 1788 ; she 
was subsequently lady-in-waiting to the 
Duchess of Orleans, and died at Paris on 
18 Dec. 1815. Her son Alfred (born pos- 
thumously in February 1789) became an 
equerry to Princess Adelaide, the sister of 
Louis-Philippe, was a deputy, 1832—12, and 
was created a peer of France in 1845. 

[Hirtenfeld’s Militar Maria Theresen Orden, 
Vienna, 1857; Annual Register, 1766, p. 60; 
Diary of Gouverneur Morris ; Alger’s English- 
men in French Bevoludon.] J. G. A. 

PLUNKET, WILLIAM CONYNG^ 
HAM, first Baeon Plunket (1764-1854), 
lord chancellor of Ireland, born at Ennis- 
killen, CO, Monaghan, on 1 July 1764, was 
the fourth and youngest son of Thomas 
Plunket, a presbyterlan minister of Ennis- 
killen, whose father also was a zealous mini- 
ster of the same denomination. His mother, 
Mary, was daughter of Redmond Oonyng- 
ham of the same town. The father, educated 
at Glasgow, was transferred from Enniskillen 
to Dublin, where he was, in 1768, appointed 
the colleague of the Rev. Dr. Mooc.y in the 
ministry 01 the Strand Street Ohapel. He 
proved an active liberal politician at Dublin, 
possessed of great political knowledge and 
conversational powers ; he was a constant at- 
tendant in the gallery of the House of Com- 
mons, and a frequent adviser of the patriot 
members. In 1778 he died, leaving his 
widow ill provided for ; and it was only by 
the support of the Strand Street congrega- 
tion that she was able to bring up her chil- 
dren. 

William Plunket attended the school of 
the Rev. Lewis Kerr, and became familiar 
with Barry Yelverton (afterwards Lord 
Avonmore) through a schoolboy intimacy 
with his son. In 1779 he matriculated in 
the university of Dublin, twice took the 
class prize, obtained a scholarship in his 
third year, and joined the college historical 
society, where, with his friends young Yel- 
verton and Thomas Addis Emmet [q. v.], he 
was a frequent speaker. Fired by the exam- 
ple of its members, Bushe, Alagee, Parsons, 
and Wolfe Tone— inspired, too, by the enthu- 
siasm of the iiatriotic successes of 1782 — ^he 
became a leading debater, was vice-president 
in 1783, took the medals for oratory, history, 
and for composition in turn, and produced 
an essay in defence of the Age, which the 
society decided to print and rewarded with 
a special prize. In 1784 he graduated B.A., 
and having kept his terms at the king’s inns 
while at the university, he entered Lincoln’s 
Inn, London, and began, in lodgings at Lam- 
^ beth, the diligent study of law, depending on 
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liis motlier^s narrow means and on the lielp of 
friends. He returned to Dublin in Hay 
1786^ was called to the bar in Hilary term 
1787, and acquired a modest practice be- 
fore tbe year was out. His rise was rapid, 
and gave proofs of steady industry, conspi- 
cuous logical power, and temperate babits, 
llie last then an uncommon distinction. He 
practised indiscriminately in common law, 
equity, and criminal courts, and went the 
north-western circuit, which included Ennis- 
killen. He was soon one of the leading ad- 
vocates of his day, and his fame ultimately 
exceeded that of any Irish counsel before or 
since. 

In 1797 Lord Clare made him a king’s 
counsel ; but until 1798 he kept aloof from 
politics. Nor was he professionally brought 
into political prominence except once, when, 
on 4 July 1798, he appeared with Curran to 
defend Henry Sheares [q . v.] on his trial for 
high treason (State Trials^ xxvii. 255). Early 
in 1798 James Caulfeild, first earl of Charle- 
mont [q. v.], offered to Plunket the seat for 
his family borough of Charlemont, once held 
by Grattan. At first the ofier was refused, 
Plunket being for, and Charlemont against, 
the Roman catholic claims ; but it was re- 
newed without any pledge being attached to 
it, and on these terms was accepted (see 
Hakdt, Life of Lord Charlemont^ ii. 429). 
Plunket was elected, and devoted himself to 
an uncompromising and disinterested oppo- 
sition to the projected Act of Union. He 
took his seat on 6 Feb. 1798, and during the 
remainder of the existence of the Irish par- 
liament frequently spoke in debate ; nor did 
his parliamentary fall short of his forensic 
reputation. He was also a contributor of 
witty articles to the ‘ Anti-Union ’ news- 
paper, begun on 27 Dec. 1798 and abandoned 
in March 1799. The extinction of the Irish 
parliament in 1800 for a time put an end to 
Plunket’s political ambitions, and he devoted 
himself to his practice and to the accumula- 
tion of a fortime. He appeared for the prose- 
cution on the trial of Robert Emmet [q. v.] 
in September 1803 for his rebellion (State 
7'riais,xxvm. 1097), and is charged, unjustly, 
with having pressed with undue severity the 
charges and evidence against his former 
friend, in order to win the favour of the 
government (see R. Madden, United Irish’- 
menj 3rd ser. hi. 235, 254, and D. O. Mad- 
den, Ireland and its Rulers, pt. iii. p. 125). 
In fact, however, he had only known the 
prisoner’s brother Thomas (see Plunket’s 
affidavit, 23 Nov. 1811, in O’Elanauan’s 
Chancellors of Ireland, ii. 472; Irish Quart, 
Rev. iv. 161). By the attorney-general’s 
special request Plunket made the speech 


in -reply. Shortly afterwards, at the end of 
1803, he became solicitor-general, and was 
at ^once denounced as a "renegade by the 
writp called ‘ Juvema ’ in Cobbett s * Weekly 
Register’ in terms for which, in 1:04, be 
recovered at Westminster 500/ damaL^es 
against Gohbett in an action for libel ? sfute 
Trials, xxix. 53). Some years afterwards 
he was obliged to commence proeeedinn'S 
against the publishers of ‘ Sketc les of His- 
tory, Politics, and Manners in Dublin in 
1810,’ for a gross repetition of the charge. 
In 1805 Pitt made him attomey-genHnil, 
and he retained that office in the "follr^wing 
whig administration. Hitherto he had treated 
the post as professional and non-political. 
Now it became a party and parliamentary 
one. He was invited by Lord Grenville to 
enter the English House of Commons, and, 
was accordingly, though with reluctance, 
elected for Mi dhurst early in 1 807. H e t h eii 
became an adherent of Lord Grenville, and, 
though he sat only for two months before 
the dissolution, made his mark in debate ; 
but having identified himself with the whigs 
he declined the request of the new tory ad- 
ministration, that he should retain the at- 
torney-generalship. 

Upon the dissolution he was not re-elected 
to parliament, and for the next five years re- 
mained in Ireland, earning both reputation 
and an income probably unequalled at the 
Irish bar. In cross-examination he excelled ; 
he addressed juries with marked success; 
but it was to chancery cases that he devoted 
most of his time, and in them he felt most 
at home. Of his methods of argument the 
case of Rex v. O’Grady is said to be the best 
example (see report by Richard Wilson 
Greene, publ. 1816). Despite the Duke of 
Bedford’s oiler of two successive seats in the 
interval, it was not until 1812 that he re- 
entered parliament, as member for Dublin 
University. The government favoured a 
tory candidate, but his friends Burrowes 
and Magee secured his return. He held the 
seat till he retired from parliament. He was 
now rich, partly from his own exertions, 
partly from his brother Br. Plunket’s bequest 
to him of 60,000/. In parliament he gene- 
rally supported Lord Grenville, but chiefiy 
directed his parliamentary efforts to farther- 
ing the cause of catholic emancipation. It 
was on 25 Feb. 1813 that, on Grattan’s mo- 
tion for a committee on the laws affecting 
Roman catholics, he made a great speech, of 
which even Castlereagh declared that ^ it 
would never be forgotten ’ f C. S. Pabees, 
Peel in Early Life, p. 75). The motion was 
carried, and a bill was introduced. Jlis next 
great effort was, on 22 April 1814, in favour 
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f T ■Moroetli’s motion foi a vote of cen- 

ti. 3«>i» 

at the bar of the iiouse^ no use of 

close of ^drid 

r rfu? b lSlS Tew more and more hope- 
ffidl 1821, and^ thougli he spoke 
S Suently, won no more oratorical 

"^Sting the lead of Lord ^aviUe, he 

supported the tory_ fter 

rPTipwinff the war in ioio, airer 

?rconduct of the 

LUer STn, on Ihe in- 
traduction of the Seditious Meetings Pre- 
+‘nn Ttill he delivered a speech "which 
laTisfiedhkooponents (see Quarterly Rexiew, 

vvT 497 andioKD Dfdibt, LetUre to the 

BMopofLlandaff, p. 282) and offended his 
frienifi "^Brougham upbraided him for ms 
vote and Lord Grey was reported to have 
called hhn an ‘apostate.’ Time however, 
Tealed this breach'. When Grattan died m 
1800, Plunket, "who had always felt and | 
shown admiration and respect for hm, suc- 
ceeded to his position as foremost champion 
of the Roman catholic claims. It is, how- 
ever to be observed that the leaders of the 
Roman catholic party, while recognising 
that he was incompambly 
cate, dissented from his view, which he em- 
Ldied in his bill, that securities in the 
Spe of a royal ‘ veto ’ on the appomtment 
of Mtholic bishops were required (Fm- 
PAIKICK, O^ConneU 

Life of Dr. Doyle, 1 . 165). On28Peb.l8M 
he reintroduced the question in a speech of 
which Peel said, twenty years later, it 
stands nearly the highest in pomt of ability 
of any ever heard in this house. It is one 
of the very few speeches he revised, often as 
he was urged to collert them; and it ap- 
•oeared in Butler's ‘ Historical Memoirs of 
the English, Irish, and Scotch Catholics m 
1822. He saw his emancipation biU sme 
through its second reading on 16 March by 
254 to 243 votes, and then left its conduct 
to Sir John Newport ; it failed to become 
law His wife’s death recalled him to Ir^ 
land, and so paralysed his energies that he 
withdrew for some time from public and 
professional life. He returned to ft when, 
^rly in January 1822, he was appointed by 

Lord Liverpool attorney-general for Ireland 

__ j Kpiitfinant. tbe Marouis 


Hopes were held out to him and to the other 

Grenville whigsthatsomething-wouldnow be 

done for the Roman catholics. He believed 

. . .121 -Kvi/v>.ci enroltr 


done lor Lne j-^-uLuau — 

that their cause would progress more surely 
with friends in the administration than it its 
supporters remained permanently m opuosi- 
tiom His situation was difficult. The Irish 
part of the administration had been expressly 
constructed on the principle of a combination 
of opposites; for Goulburn, the cffief seor^ 
tary, was anti-catholic, O’ConneU and his ■ 
party were oressing for what was impracti- 
i cable, and the protestant party endeavoured 
I to thwart such efforts as could be made. On 
the whole, Plunket discha^ed his duties 
with courage and fairness, men the grand 
iurv of Dublin threw out the Mis against 
' the ringleaders of the ‘ Bottle Riot,’ he ex- 
hibited e.r officio informations against them, 
but failed to obtain convictions. Saurin 
then accused him of having resorted to an 
unconstitutional procedure, and mstigated 
Brownlow, member for Armagh, to move a 
vote of censure upon him in the House o± 

1 Commons. He rose in a house predisposed 
ao-ainst him, and in a powerful ^eech re- 
futed the charge (for details see Walpole, 

■ Hist Engl. vol. ii. ; Hansard, per. vols. 
i viii and ix. ; BeCKINSHAM, Memoirs of the 
'coT o/e^JF,pp. 424-6). But his 

difficulties in Ireland were incessant. He 
failed in bis prosecution of 0 Connell 
for bis ‘Bolivar’ speech. The rise of the 
Catbobc Association compelled tbe introduc- 
tion of a bill for its suppression in February 
1825, wbicb be supported ; and tbon^ bis 
speech in support of Burdett’s ^ 

Bill on 28 Feb. was one of bis finest, still tbe 


LL seemeaasiaraBtJvci — 

On Lord Liverpool’s resignation in March 
1827 and Canning’s assumption ot omce, 
Plunket expected to become Irish lord chan- 
cellor Tbe king’s filial conscientiousness on 
the catholic cuestion and dislike of advo- 
cates of cathode claims disappointed him ot 
the office. George IV refused to accept Lord 
Manners’s resignation of the Irish o^ancel- 
lorship. Canning then offered Plunket the 
English mastership of the rolls, just vacated 
hv Copley, which Plunket accepted, keld tor 
, a few days, and then resigned, ovving to the 
I professional feeling of the English bar against 
the appointment of an Irish barrister to an 
i English judicial post. Lord NorhMy "was 
thereupon induced to resign the chief-jns ice 
ship of the Irish common pleas, and Plunket 
succeeded him, and was raised to the peerage 
of the United Kingdom as Baron Plunket ot 
Newton, co. Cork. His first speech in the 
IjOTfX JLilverpooi Tinrds was made on 9^ June lb2/, 

I » tl. Cholta E.lirf Bill, ,k. .pp««H«s 
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success of -^Mcli was now almost assured ; ■ 
and when it passed, in 1829, it was felt that | 
no protestant had done more for it than he. ' 
Politically his work was now almost done, 
though in later years he voted and not uu- I 
frequently spoke on Irish questions. On ' 
23 Dec. 1830 he was appointed by Lord 
Grey lord chancellor of Ireland. The change 
was not popular with the bar, as his reputa- 
tation in the common pleas was that of a 
hasty and imprudent judge (Greville Me- 
moirs, 1st ser. ii. 91). Politically his influ- 
ence was still great, and his advice was 
highly esteemed by successive lord lieu- 
tenants, Lords Anglesea, Wellesley, and 
Mulgrave ; and in 1839 he made a powerful 
defence of Mulgrave’s administration in the 
House of Lords. As a judge he proved 
himself patient, hold, and acute ; and what- 
ever may be said of bis deficiency in learn- 
ing — and bis decisions certainly were fre- 
quently reversed on appeal — bis practical 
efficiency is not to be gainsaid. The nume- 
rous legal appointments he from time to 
time bestowed on bis relatives excited com- 
ment, and even scandal (see Hamard, x. 
1219). Early in 1839 a report was put 
about that be was to be replaced by Sir 
John Campbell (see, for example, Fitz- 
PATEICK, Correspondence of O' Connell^n.Vib), 
and overtures were made to him to lend him- 
self to the job. He refused. It is alleged 
in Lord Camphell^s ^ Life ’ (ii. 142) that be 
gave a written imdertaking in 1840 to re- 
sign whenever required; hut of this state- 
ment there seems to be no confirmation. 
Lord Melbonme sounded him again in June , 
1841, without result. The lord lieutenant i 
then asked for bis concurrence as a personal 
favour to himself, and on 17 June Plunket 
yielded and resigned. Plunket bore this , 
ill-treatment, which Lord Brougham (see 
■Dreface to D. Plui^ket, Life of Lord Flunket) 
!ias stigmatised as gross, and public opinion 
has ever since considered unjustifiable ( Gre- 
ville Memoirs, 2nd ser. ii. 14), with dignified 
and uncomplaining silence. He retir^ alto- 
gether from politics, travelled in Italy, and 
lived a peaceful country life at bis seat, Old 
Connaught, co. Wicklow. At last bis mental 
faculties failed, and be died on 4 Jan, 1854, 
and was buried in Mount Jerome cemetery, 
Dublin. In 1791 be married Catherine, 
daughter of John McCausland of Strabane, 
then M.P. for Donegal. He left six sons 
and five daughters, and was succeeded in the 
title by bis eldest son, the Right Hon. 
Thomas Spen Plunket, D.D., who was in 
1839 appointed bishop of Tuam, Kiliala, 
and Achonry, and who died 19 Oct. 1866. 

Plunket was in person tall and robust, 
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with a harsh but expressive counteiiaiis.'b ; 
in manner cold to strangers, thoagb he was 
a devoted husband and a constant ineiiii. 
He was of great physical strength and a 
keen sportsman, buf indolent — rising late, 
bating to put pen to paper, and leaving till 
the last moment the preparation of his case«. 
A deep-read lawyer he was not, Wt be had 
a tenacious grasp of principle, a masculine 
power of reasoning, a ready apprehension, 
and a persuasive and lofty mode of address. 
His reputation for bright and instant wit 
stood^ high. His parliamentary eloquence 
was in its kind unsurpassed. Conviction 
rather than passion, close and comprehensive 
reasoning rather than appeals to sentiment, 

1 a lofty range of thought and a copious and 
polished expression, were its leading cha- 
I racteristics. As Shell said {Ramard, xevL 
! 273): ‘Plunket convinced, Brougham sur- 
i jprised, Canning charmed, Peel instructed, 
Russell exalted and improved.’ As a states- 
man his fame rests on his service to catholic 
emancipation. There is a bust of him by 
Charles Moore, engraved in his grandson's 
‘ Life ’ of him. An engraving by S. Cousins, 
from a portrait by Rothweli, is in the Na- 
tional Portrait Gallery, Dublin. 

[Hon. D. Plnnket’s Life of Lord PItmket; 
O’jHanagan’s Irish Chancellors, ii. 405 ; Dublin 
tJniv. Mag.^ xv. 262 ; Legal Review, xxii, 233. 
For a detailed appreciation of his eloquence at 
the bar see R. L. Sheil’s Sketches of the Irish 
Bar, W. H. Curran’s Sketches of the Irish Bar, 
and in parliament Lord Brougham’s Preface to 
D. Plunket’s Life of Lord Plunket; Early 
Sketches of Eminent Persons, by Chief-justice 
Whiteside, p. 157 ; Croker Papers, i. 230 ; Ana. 
Beg. 1854 ; Lockhart’s Scott, vi. 57.] J. A. H. 

PLUNKETT, Mbs. ELIZABETH (1769- 
1823), translator. [See under Guxmxo, 
Mrs. SUSAS-XAH.] 

PLUNKEOT, JOHN HLTBERT (1802- 
1869), Australian statesman, was the younger 
of the twin sons of George Plunkett of Ros- 
common and Miss O’KeHy of Tycooly, co. 

I Galway. Bom at Roscommon in June 180*2, 

I he was educated at Trinity College, Dublin, 
where he graduated B.A. with some distinc- 
tion in 1824. He was called to the Irish Imr 
in 1826, and joined the Gonimught circuit. 
He soon thjrew himself vigorously into 
politics; and, as a catholic whc»e family 
properties had been confiscated under penal 
inws, he earnestly advocated the catholic 
emancipation. To bim was largely due the 
return to parliament of O’Connell’s sup- 
porters, French and tbe O’Conor Don, for 
Roscommon in 1830— an admitted blow to 
tbe Orange party. 
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la Octoljer 1831, ttiougli his prospects at 
the bar were encouraging, he accepted from 
Earl Grey the ' post of solicitor-general of , 
Kew South IVales. In 1836 he combined , 
the office with that of attorney-generah He 
had a seat ex officio in the old legislative ^ 
council* In 1848 he became, in addition, ’ 
chairman of the newly established National 
School Board. 

In 1856, when responsible government 
was conceded to New South Wales, Plun- 
hett resigned office and retired on a pension, 
but immediately stood for election to the 
new assembly, and was elected for two out 
of three constituencies where he was nomi- 
nated. Sydney alone rejected him. He , 
elected to sit for Argyle j but next year he 
resigned, and was appointed to the upper j 
chamber, where he was elected president. ^ In ; 
18f58, owing to a collision with the prime 
minister, Charles Cowper, his name was re- 
moved &om the committee of education, and 
he temporarily retired from public life ; but in 
1863 he joined the Martin ministry as leader 
in the tipper chamber. In 1865, owing to 
the mediation of friends, he joined the Cow- 
per ministry as attorney-general, and re- 
mained in office till the ministry fell. 

During his later life Plunkett lived chiefly 
in Melbourne, staying in Sydney during the 
session of parliament. He died on 9 May 
1869 at Burlington Terrace, East Melbourne. 
A public funeral at Sydney was accorded 
him on 15 May. 

Plunkett was a zealous Roman catholic, 
and in his last years was secretary to the 
provincial council of the Roman catholic 
church at Melbourne. He was a vice-pre- 
sident of Sydney University. 

[Sydney Morning Herald, 11 May 1869 ; Hea- 
ton's Australian Bates j Mennell’s Australasian 
Biography.] C, A. BL 

PLYMOUTH, Eaels op. [See Fitz- 
CHABLES, ChABLES, 1657 P-1680 ; WiNESOK, 
Thomas Wikesob, first Eabl of the second 
creation, 1627 P-1687.] 

POCAHONTAS, afterwards Rolpb, Re- 
becca (1595-1617), American-Indian prin- 
cess. [See under RoepEj JoHif, 1585-1622.] 

POCKLINGT 9 N, JOHN, B.D. 
divine, received his education at Sidney Col- 
lege, Cambridge, where he graduated B.A. 
in 1598. He was admitted a fellow of his 
college on the Blundell foundation in 1600, 
commenced M.A. in 1603, and proceeded to 
the degree of B.D. in 1610. While at Cam- 
bridjge he held extremely high-church views. 
In January 1610 he was presented to the 
vicarage ol Babergh, Sufiblk. On 15 May 


1611 the Earl of Rent, with the consent 
of Lord Harington, wrote to Sidney Col- 
lege to dispense with Pocklington’s holding 
a small living with cure of souls (Addit 
MS. 5847, f. 207). On 13 Jan. 1612 he was 
elected to a fellowship at Pembroke College, 
Cambridge, which he resigned in 161^. He 
was created D.D. in 1621. He became rector 
of Yelden, Bedfordshire, vicar of Waresley, 
Huntingdonshire, and one of the chaplains 
to Charles I. 

On 31 Oct. 1623 he was collated to the 
fourth stall in Peterborough cathedral, and 
on 25 Nov. 1626 to the prebend of Langford 
Ecclesia in the church of Lincoln. He was 
also appointed chaplain to the bishop of Lin- 
coln. Soon afterwards he published ^ Sunday 
no Sabbath. A Sermon preached before the 
Lord Bishop of Lincolne at his Lordships 
Visitation at Ampthill . . . Aug. 17, 1635,' 
London (two editions), 1636, 4to. This was 
followed by ‘ Altare Christianum ; or the 
dead Vicars Plea. Wherein the Vicar of 
Gr[antham], being dead, yet speaketh, and 
pleadeth out of Antiquity against him that 
hath broken downe his Altar,' London, 1637, 
4to. The arguments advanced in the latter 
I work were answered in ‘ A Qiiench-Coale,' 

' 1637. Pocklington was appointed a canon of 
the collegiate chapel of Windsor by patent 
on 18 Dec. 1639, and installed on 5 Jan. 1639- 
1640, On 14 Sept. 1640 he was at York, 
and wrote a long letter to Sir John Lambe, 
describing the movements of the royal army 
(Dom., Car. I, vol. cccclxvii. No. 61). 

Among the king’s pamphlets in the British 
Museum is ‘The Petition and Articles exhi- 
bited in Parliament against John Pockling- 
ton, B.D., Parson of Yelden, Bedfordshire, 
Anno 1641,' London, 1641, 4to •, reprinted in 
Howell's ‘ State Trials’ (v. 747). He was 
charged with being ‘ a chief author and ring- 
leader in all those [ritualistic] innovations 
which have of late flowed into the Church 
of England.' On 12 Feb. 1640-1 he was sen- 
tenced by the House of Lords never to come 
within the verge of the court, to be deprived 
of all his preferments, and to have his two 
books, ‘ Altare Christianum’ and ‘ Sunday no 
Sabbath,’ publicly burnt in the city of London 
and in each of the universities by the hand 
of the common executioner. When Pockling- 
ton was deprived of his preferments, William 
Bray, D.D., who had licensed his works, was 
enjoined to preach a recantation sermon in St. 
Margaret’s Church, Westminster (Hbyltut, 
Life ofLaudj p. 441). Pocklington died on 
14 Nov. 1642, and was buried on the 16th 
in the precincts of Peterborough cathedral. 

A copy of Pocklington's will in the British 
Museum (Lansdowue MS. 990, art. 20 , f. 74) 
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Pockridi 


is dated 6 Sept. 1642 ; in it bequests ; 
are made to his daughters Margaret and ; 
Elizabeth, and hds sons John and Oliver, j 
His wife Anne (who died in 1655) was ' 
made sole executrix. He ordered his body 
to be buried in Monhs' churchyard, at the 
foot of those monks’ martyrs whose monu- 
ment is well known.’ ; 

[Information from J. W. Clark, esq. ; Addit. ' 
MBS. 5852 f. 214, 5878 f. 77 ; Bridges's Xonh- j 
ampton&hire,ii. 5G6 ; Fullers Appeal of Injured ' 
Innocence, pt. iii. pp. 45, 46; Hawes's Hist, of 
Franalingham (Loder), p. 247 ; Heylyn’s Life of 
Laud, pp. 295, 313; Le Iseve’s Fasti (Hardy), 
ii. 165, 548, iii. 402 ; Lyson&’s Bedfordshire, 
p. 156 ; Notes and Queries, 1st ser. viii. 215, 
ix. 247, X. 37 ; Prynne^s Canterburies Boonie, 
pp. 186, 190, 221, i57, 358, 513, 516; Prynne’s 
Hidden Works of Darkness, p, 179; Quench- 
Coale, pref. p. xxxii, pp. 294, 312 ; Eichardson’s 
Athenge Cantabr. MS. p. 123; Cal. of State 
Papers, Dom. 1634-5 p. 346, 1637 p. 551, 1638- 


Wood^s Fasti Oxon. (Bliss), i. 301.] T. C, 

POCKEIOH, POKEBIBaE, orFHCK- 
EBIDGE, PJCHAED (1690 P-1759), in- 
vent or of the musical glasses, was born in 
CO. Monaghan, and was descended from an 
English family which had left Surrey and 
settled in Ireland in the seventeenth century. 
His father was a soldier who had raised a 
company of his own, and was dangerously 
wounded at the siege of Athlone. Richard 
was left at the age of twenty-five an un- 
encumbered fortune of 4,000^. a year (Pii- 
KINOTON, Memoirs), but all his resources 
he dissipated in the pursuit of visionary 
projects. He proposed to plant vineyards in 
reclaimed Irish bogs, to supply men-of-war 
with tin boats winch would not sink, to 
secure immortality by the transfusion of 
blood, and to provide human beings with 
wings. He also bought some thousands of 


acres of poor land in AVickhv:, and 
the breedina: of gecse rtn a larje mrl 
was for a time proprit'tor of a hrtrwery. Ari 
all his schemes £iad cmne to grief he «-n- 
deavoured, without siicce.--, to rthrain 
post of chapel-ina,>ter at Anutc'h. On -d Apr'l 
1 7 45 he married Mrs. Mar^are^t Wiir er.wi'i ..vt 
of a Francis Winter, wit h an inC'^fiiie of 2 ' 4'/. 
a year, and in the same VKir niafie an uii':; > 
cessful endea^vturto enter parhiiint-jit a- 31. P. 
fnrco.Munaglian. In 1749 he failed airain a- a 
candidate for Dublin ewbteg h. ‘v ay-. , 

p. 237). 

Pockrich, who was ^ a perfect master of 
music/ was the inventor of the miisicjil 
glasses, by which music was produced by 
striking harmonically arranged g-jblets of 
glass. The invention was devekped in the 
harmonica. Pockrich also invented a new 
form of dulcimer. In later life he rave 
concerts in various parts of England, at which 
practical exhibitions of his musical glasses 
I were given. He engaged John Carteret Pil- 
' ldngton,sonof Mrs.LjjetitiaPilkington 
to sing for him, and composed many piec^-s 
. of music himself- In 1756 he published a 
volume of ‘ Miscellaneous Works/ comprising 
poems and songs. Brockhill Newburgh of 
CO. Cavan described his eccentricities and 
schemes in apoem entitled ^ The Projector/ ‘ A 
tall, middle-aged gentleman/ usually wear- 
ing a bag-wig and sword, he was sufibcated to 
death in 1759 in a fire which broke out in 
his room at Hamlin’s Coffee-house, Sweet- 
ing's Alley, near the Royal Exchange, Lon- 
don. Pockrieh’s wife s^ms to have formed 
a Hawn with Theophilus C'ibl^r and 

was drowned with that author in a shipmeck 
j oft* the Scotch coast in 1758. 
i [Memoirs of John Carteret Pilkingtoa ; Brock- 
hill Ne-wburgh’s Esstiys, Poetical, Moral, &c. 
I 1769 ; Campbells Philosophical Survey; C-onrahs 
I National Music of Deland ; G-ent. Mag, 1#59; 
O’Donoghue’s Poets- of Ireland, p. 206.] 

D. J. O’D. 
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ACADEMY.— ‘A valuable and fitting conclusion to the great work.’ 

In One Volume of 1,464 pages, royal 8vo. 25s. net, in cloth ; or 32s. net, in fcalf-mcrccso. 

D CTIONARY OF NAT ONAL 
BIOGRAPHY INDEX & EP TOME. 

SdLited toy SI13MEY EEE. 

This volnme is intended to form a summary guide to the vast and varied contents oi 
the Dictionaiy and its Supplement. Every name about which substantive bi:gra;L:c 
information is given in the sixty-three volumes of the Dictionary, or in the three Supple- 
mentary Volumes, finds mention here in due alphabetical order. An epitome is given cf 
the leading facts and dates that have been already recorded at length in the pages of the 
original work, and there is added a precise reference to the volume and page where the full 
article appears. 

The exclusive aim of the Index and Epitome is to make bare facts and dates as ready 
of rapid reference as possible. 

A few errors of fact and date which figure in the original work have been corrected in 
the Index ; hut, with that reservation, the Index literally reflects, in brief and bald outline, 
the results embodied in the Dictionary and Supplement. 

The separate articles which it supplies amount to 30,378 ; the cross references number 
3,474. 




ATHENJEUM.— ‘The appearance of this 
Supplement to the “ Dictionary of National 
Biography” puts the coping-stone upon a 
work which is justly regarded as a national 
possession. ... We can indeed conceive no 
volume of reference more indispensable to 
the scholar, literary man, the historian, 
and the journalist.’ 

STANDARD.— ‘ The appeal of the INDEX 
AND EPITOME is two-fold. Those who are 
fortunate enough to possess the “Dictionary 
of National Biography” will find this con- 
venient clue of the utmost service. There 
are, however, thousands of homes where 
questions of expenditure and shelf-room 



diate welcome.’ 


SCOTSMAN.— ‘This volume of the Diction- 
ary will soon be the best-thumbed of them 
all. Only long and frequent use upon par- 
ticular occasions fully tests a book of this 
kind ; hut it needs no very exhaustive scru- 
tiny to reveal that the EPITOME is a work 
well organised, of exact learning, and of 
a careful compilation. Useful in itself, it 
must largely enhance the usefulness of the 
Dictionary which it serves.* 


WESTMINSTER GAZETTE.-* A volume of 
the highest practical utility, ... We have 
tested the work by several consuitatlons, 
and have found it answer exactly to the 
excellent plan outlined in its preface.’ 

PALL MALL GAZETTE.-* This final volume 
will convince every one of the Dictionary’s 
wonderful utility, and, indeed, introduce the 
work to many who may not be able to afford 
the original volumes.’ 

TIMES. — * This newly-published INDEX 
AND EPITOME may seem a mere trifle com- 
I pared to the rest, but is, in fact, a remark- 
able piece of work. , , . As far as we have 
, been able to test it this design has been so 
i admirably carried out as to give the work a 
real value and importance of its own.’ 

DAILY CHRONICLE.—* Some books we com- 
mit to the consideration of our readers with 
pleasure, some with confidence; but the 
acquisition of this work recommends Itself 
to any educated man or woman, not other- 
I wise provided, as something more than a 
duty, as a privilege, a certificate of English 
citizenship.’ 

GLOBE.— ‘An invaluable addition to the 
list of books of reference. We have had 
brief biographical dictionaries before now, 
but none at once so comprehensive, so full, 
and so accurate as this.* 


*,* FBOSPBCTUS POST-FREE UPON APPLICATION. 


London : SMITH, ELDEE, & CO., 15 Waterloo Place, S.W. 


WORKS BY M SS THACKERAY. 

‘ Her stories are a series of exquisite sketches full of tender light and shadow, and soft, harmonious colour- 
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